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CONSTITUTION. 


REVISED    AT    THE    FIFTH,    EIGHTH     AND    TWELFTH    ANNUAL    CONVENTIONS. 

ARTICLE   I. 

NAME,  OBJECT  AND  LOCATION. 

1.  The  name  of  this  Association  is  the  American  Railway  Engi- 
neering Association. 

2.  Its  object  is  the  advancement  of  knowledge  pertaining  to  the 
scientific  and  economic  location,  construction,  operation  and  maintenance 
of  railways. 

3.  The  means  to  be  used  for  this  purpose  shall  be  as  follows : 

(a)  Meetings  for  the  reading  and  discussion  of  reports  and  papers 
and  for  social  intercourse. 

(b)  The  investigation  of  matters  pertaining  to  the  objects  of  this 
Association  through  Standing  and  Special  Committees. 

(c)  The  publication  of  papers,  reports  and  discussions. 

(d)  The  maintenance  of  a  library. 

4.  Its  action  shall  be  recommendatory,  and  not  binding  upon  its 
members. 

5.  Its  permanent  office  shall  be  located  in  Chicago,  III,  and  the 
annual  convention  shall  be  held  in  that  city. 
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ARTICLE   II. 

MEMBERSHIP. 

I.    The  membership  of  this   Association  shall  be  divided  into  three    ^^embership 
classes,  viz.:   Members.  Honorary  Members  and  Associates. 

(2)     A  Member  shall  be:  OuSimfa-^''' 

(a)  Either  a  Civil  Engineer,  a  Mechanical  Engineer,  an   Electrical    ^j^^^g 
Engineer,  or  an  official  of  a  railway  corporation,  who  has  had  not  less  than 

five  (5)  years'  experience  in  the  location,  construction,  maintenance  or  op- 
eration of  railways,  and  who,  at  the  time  of  application  for  membership,  is 
engaged  in  railway  service  in  a  responsible  position  in  charge  of  work  con 
nected  with  the  Location,  Construction,  Operation  or  Maintenance  of  a 
Railway;  provided,  that  all  persons  who  were  Active  Members  prior  to 
March  20,  1907,  shall  remain  Members  except  as  modified  by  Article  II, 

Clause  9.  .  .. 

(b)  A  Professor  of  Engineering  in  a  college  of  recognized  standing. 
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J.  All  Honorary  Member  shall  be  a  person  of  acknowledged  emi- 
nence in  railway  engineering  or  management.  The  number  of  Honorary 
Members  shall  be  limited  to  ten. 

4.  An  Associate  shall  be  a  person  not  eligible  as  a  Member,  but 
whose  pursuits,  scientific  acquirements  or  practical  experience  qualify 
him  to  co-operate  with  Members  in  the  advancement  of  professional 
knowledge,  such  as  Consulting,  Inspecting,  Contracting,  Government  or 
other  Engineers,  Instructors  of  Engineering  in  Colleges  of  recognized 
standing,  and  Engineers  of  Industrial  Corporations  when  their  duties  are 
purely  technical. 

5.  (a)  Members  shall  have  ail  the  rights  and  privileges  of  the 
Association. 

(b)  Honorary  Members  shall  have  all  the  rights  of  Members,  except 
that  of  holding  ofiice,  and  shall  be  exempt  from  the  payment  of  dues. 

(c)  Associates  shall  have  all  the  rights  of  Members,  except  those 
of  voting  and  holding  office. 

6.  An  applicant  to  be  eligible  for  membership  in  any  class  shall  not 
be  less  than  twenty-five  (25)   years  of  age. 

7.  The  word  "railway"  in  this  Constitution  means  one  operated 
by  steam  or  electricity  as  a  common  carrier,  dependent  upon  transpor- 
tation for  its  revenue.  Engineers  of  street  railway  systems  and  of  rail- 
ways which  are  used  primarily  to  transport  the  material  or  product  of 
an  industry  or  industries  to  and  from  a  point  on  a  railway  which  is  a 
common  carrier,  or  those  which  are  merely  adjuncts  to  such  industries, 
are  eligible  only  as  Associates. 

8.  A  Member,  elected  after  March  20,  1907,  who  shall  leave  the 
railway  service,  shall  cease  to  be  a  Member,  but  may  retain  membership 
in  the  Association  as  an  Associate,  subject  to  the  provisions  of  Article  II, 
Clause  9;  provided,  however,  if  he  re-enters  the  railway  service,  he  shall 
be  restored  to  the  class  of  Members. 

9.  Persons  whose  principal  duties  require  them  to  be  engaged  in 
the  sale  or  promotion  of  railway  patents,  appliances  or  supplies,  shall 
not  be  eligible  for,  nor  retain  membership  in  any  class  in  this  Association, 
except  that  those  who  were  Active  Members  prior  to  March  20,  1907, 
may  retain  membership  as  Associates ;  provided,  however,  that  anyone 
having  held  membership  in  the  Association  and  subsequently  having  be- 
come subject  to  the  operation  of  this  clause,  shall,  if  he  again  becomes 
eligible,  be  permitted  to  re-enter  the  Association,  without  the  payment  of 
a  second  entrance  fee. 

10.  The  Board  of  Direction  shall  transfer  members  from  one  class 
to  another,  or  remove  a  member  from  the  membership  list,  under  the 
provisions  of  this  Article. 


AJRTICLE   III. 


Charter 
Membership. 


ADMISSIONS  AND   EXPULSIONS. 

I.     The  Charter  Membership  consists  of  all  persons  who  were  elected 
before  March  15,  1900. 
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2.  The  Charter  Membership  having  been  completed,  any  person 
desirous  of  becoming  a  member  shall  make  application  upon  the  form 
prescribed  by  the  Board  of  Direction,  setting  forth  in  a  concise  statement 
his  name,  age,  residence,  technical  education  and  practical  experience. 
He  shall  refer  to  at  least  three  members  to  whom  he  is  personally  known, 
each  of  whom  shall  be  requested  by  the  Secretary  to  certify  to  a  personal 
knowledge  of  the  candidate  and  his  fitness   for  membership. 

3.  Upon  receipt  of  an  application  properly  endorsed,  the  Board  of 
Direction,  through  its  Secretary,  or  a  Membership  Committee  selected 
from  its  own  members,  shall  make  such  investigation  of  the  candidate's 
fitness  as  may  be  deemed  necessary.  The  Secretary  will  furnish  copies 
of  the  information  obtained  and  of  the  application  to  each  member  of  the 
Board  of  Direction.  At  any  time,  not  less  than  thirty  days  after  the 
filing  of  the  application,  the  admission  of  the  applicant  shall  be  canvassed 
by  letter-ballot  among  the  members  of  the  Board,  and  affirmative  votes 
by  two-thirds  of  its  members  shall  elect  the  candidate;  provided,  how- 
ever, that  should  an  applicant  for  membership  be  personally  unknown  to 
three  members  of  the  Association,  due  to  residence  in  a  foreign  country, 
or  in  such  a  portion  of  the  United  States  as  precludes  him  from  a  sufficient 
acquaintance  with  its  members,  he  may  refer  to  well-known  men  engaged 
in  railway  or  allied  professional  work,  upon  the  form  above  described, 
and  such  application  shall  be  considered  by  the  Board  of  Direction  in  the 
manner  above  set  forth,  and  the  applicant  may  be  elected  to  membership 
by  a  unanimous  vote  of  the  Board. 

4.  All  persons,  after  due  notice  from  the  Secretary  of  their  elec- 
tion, shall  subscribe  to  the  Constitution  on  the  form  prescribed  by  the 
Board  of  Direction.  If  this  provision  be  not  complied  with  within  six 
months  of  said  notice,  the  election  shall  be  considered  null  and  void. 

5.  Any  person  having  been  a  member  of  this  Association,  and  hav- 
ing, while  in  good  standing,  resigned  such  membership,  may  be  reinstated 
without  the  payment  of  a  second  entrance  fee;  provided  his  application 
for  reinstatement  is  signed  by  five  members  certifying  to  his  fitness  for 
same,  and  such  application  is  passed  by  a  two-thirds  majority  of  the 
Board  of  Direction. 

6.  Proposals  for  Honorary  Membership  shall  be  submitted  by  ten  or 
more  Members.  Each  Member  of  the  Board  of  Direction  shall  be  fur- 
nished with  a  copy  of  the  proposal,  and  if,  after  thirty  days,  the  nominee 
shall  receive  the  unanimous  vote  of  said  Board,  he  shall  be  declared  an 
Honorary  Member. 

7.  When  charges  are  preferred  against  a  Member  in  writing  by  ten 
or  more  Members,  the  Member  complained  of  shall  be  served  with  a  copy 
of  such  charges,  and  he  shall  be  called  upon  to  show  cause  to  the  Board 
of  Direction  why  he  should  not  be  expelled  from  the  Association.  Not 
less  than  thirty  days  thereafter  a  vote  shall  be  taken  on  his  expulsion, 
and  he  shall  be  expelled  upon  a  two-thirds  vote  of  the  Board  of  Direction. 

8.  The  Board  of  Direction  shall  accept  the  resignation,  tendered  in 
writing,  of  any  Member  whose  dues  are  fully  paid  up. 
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ARTICLE    IV. 

DUES. 

1.  An  entrance  fee  of  $10.00  shall  be  payable  to  the  Association 
through  its  Secretary  with  each  application  for  membership;  and  this 
sum  shall  be  returned  to  the  applicant  if  not  elected. 

2.  ♦The  annual  dues  are  $10.00,  payable  during  the  first  three  months 
of  the  calendar  year. 

3.  Any  person  whose  dues  are  not  paid  before  April  ist  of  the  cur- 
rent year  shall  be  notified  of  same  by  the  Secretary.  Should  the  dues 
not  be  paid  prior  to  July  ist,  the  delinquent  Member  shall  lose  his  right 
to  vote.  Should  the  dues  remain  unpaid  October  ist,  he  shall  be  notified 
on  the  form  prescribed  by  the  Board  of  Direction,  and  he  shall  no  longer 
receive  the  publications  of  the  Association.  If  the  dues  are  not  paid  by 
December  31st,  he  shall  forfeit  his  membership  without  further  action 
or  notice,  except  as  provided  for  in  Clause  4  of  this  Article. 

4.  The  Board  of  Direction  may  extend  the  time  of  payment  of  dues, 
and  may  remit  the  dues  of  any  Member,  who,  from  ill-health,  advanced 
age  or  other  good  reasons,  is  unable  to  pay  them. 

ARTICLE   V. 

OFFICERS. 

1.  The  officers  of  the  Association  shall  be  Members  and  shall  con- 
sist of: 

A  President, 

A  First  Vice-President, 

A  Second  Vice-President, 

A  Treasurer, 

A  Secretary, 

Nine  Directors, 
who,  together  with  the  five  latest  living  Past- Presidents  who  are  Members, 
shall  constitute  the  Board  of  Direction  in  which  the  government  of  the 
Association  shall  be  vested,  and  who  shall  act  as  Trustees,  and  have  the 
custody  of  all  property  belonging  to  the  Association. 

2.  The  offices  of  First  and  Second  Vice-Presidents  shall  be  deter- 
mined by  the  priority  of  their  respective  dates  of  election. 

3.  The  terms  of  office  of  the  several  officers  shall  be  as  follows: 

President,  one  year. 

Vice-Presidents,  two  years. 

Treasurer,  one  year. 

Secretary,  one  year.  "    • 

Directors,  three  years. 

4.  (a)     There  shall  be  elected  at  each  Annual  Convention: 

A  President, 
One  Vice-President, 
A  Treasurer, 
A  Secretary, 
Three  Directors. 


I 


•The  annual  payment  of  $10.00  made  by  each  member  is  to  be  sub- 
divided and  credited  on  the  books  of  the  Association,  as  follows:  To  mem- 
ber's subscription  to  the  Bulletin,  $5.00;  annual  dues,  $5.00. 
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(b)  The  candidates  for  President  and  for  Vice-President  shall  be 
selected  from  the  members  of  the  Board  of  Direction. 

5.  The  office  of  President  shall  not  be  held  twice  by  the  same  per- 
son. A  person  who  shall  have  held  the  office  of  Vice-President  or 
Director  shall  not  be  eligible  for  re-election  to  the  same  office  until  at 
least  one  full  term  shall  have  elapsed  after  the  expiration  of  his  previous 
term  of  office. 

6.  The  term  of  each  officer  shall  begin  with  his  election  and  con- 
tinue until  his  successor  is  elected. 

7.  (a)  A  vacancy  in  the  office  of  President  shall  be  filled  by  the 
First  Vice-President. 

(b)  A  vacancy  in  the  office  of  either  of  the  Vice-Presidents  shall 
be  filled  by  the  Board  of  Direction  by  election  from  the  Directors.  A 
Vice-Presidency  shall  not  be  considered  vacant  when  one  of  the  Vice- 
Presidents  is  filling  a  vacancy  in  the  Presidency. 

(c)  Any  other  vacancies  for  the  unexpired  term  in  the  membership 
of  the  Board  of  Direction  shall  be  filled  by  the  Board. 

(d)  An  incumbent  in  any  office  for  an  unexpired  term  shall  be 
eligible  for  re-election  to  the  office  he  is  holding;  provided,  however, 
that  anyone  appointed  to  fill  a  vacancy  as  Director  within  six  months 
after  the  term  commences  shall  be  considered  as  coming  within  the  pro- 
vision of  Article  V,  Clause  5. 

8.  When  an  officer  ceases  to  be  a  Member  of  the  Association,  as 
provided  in  Article  II,  his  office  shall  be  vacated,  and  be  filled  as  provided 
in  Article  V,  Clause  7. 

9.  In  case  of  the  disability  or  neglect  in  the  performance  of  his  duty, 
of  an  officer,  the  Board  of  Direction,  by  a  two-thirds  majority  vote  of  the 
entire  Board,  shall  have  power  to  declare  the  office  vacant,  and  fill  it  as 
provided  in  Article  V,  Clause  7. 

ARTICLE  VI. 

NOMINATION   AND   ELECTION   OF  OFFICERS. 

1.  (a)  There  shall  be  a  Nominating  Committee  composed  of  the 
five  latest  living  Past-Presidents  of  the  Association,  who  are  Members, 
and  five  Members  not  officers. 

(b)  The  five  Members  shall  be  elected  annually  when  the  officers  of 
the  Association  are  elected. 

2.  It  shall  be  the  duty  of  this  committee  to  nominate  candidates  to 
fill  the  offices  named  in  Article  V,  and  vacancies  in  the  Nominating  Com- 
mittee caused  by  expiration  of  term  of  service,  for  the  ensuing  year,  as 

follows :  Number  of  Candl-    Number  of  Candi- 

dates to  be  named    dates  to  be  elected 
Office  to  be  Filled.  by  Nom^inating      at  Annual  Election 

Committee.  of  Officers. 

President i  i 

Vice-President  i  i 

Treasurer    i  i 

Secretary   i  i 

Directors   9  3 

Nominating  Committee   10  5 


Conditions  of 
Re-election 
of  Officers. 


Term  of 
Officers. 

Vacancies 
in  Offices. 


Vacation  of 
Office. 


Disability 
or  Neglect. 


Nominating 
Committee. 


Number  of 
Candidates. 
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Chainiian. 


Meeting;  of 
Cominltteo. 


Announce- 
ment of 
Names  of 
Nominees. 


Additional 
Nominations 
by  Members. 


Vacancies 
in  List  of 
Nominees. 


Ballots 
Issued. 


Substitution 
of  Names. 


Ballots. 


Invalid 
Ballots. 


Closure 
of  Polls. 


Requirements 
for  Election. 


Tie  Vote. 


3.  The  Senior  Past-President  shall  act  as  permanent  chairman  of 
the  comnnttce,  and  will  issue  the  call  for  meetings.  In  his  absence  from 
meetings,  the  Past-President  next  in  age  of  service  shall  act  as  Chairman 
pro  tem.  at  the  meeting. 

4.  Prior  to  December  ist,  cnch  year,  the  Chairman  shall  call  a  meet- 
ing of  the  committee  at  a  convenient  place  and,  at  this  meeting,  nominees 
for  office  shall  be  agreed  upon. 

5.  The  names  of  the  nominees  shall  be  announced  by  the  permanent 
Chairman  to  the  President  and  Secretary  not  later  than  December  15th  of 
the  same  year,  an  J  the  Secretary  shall  report  them  to  the  Members  of  the 
Association  on  a  printed  slip  not  later  than  January  ist  following. 

6.  At  any  time  between  January  ist  and  February  ist,  any  ten  or 
more  Members  may  send  to  the  Secretary  additional  nominations  for  the 
ensuing  year  signed  by  such  Members. 

7.  If  any  person  so  nominated  shall  be  found  by  the  Board  of  Direc- 
tion to  be  ineligible  for  the  office  for  which  he  is  nominated,  or  should 
a  nominee  decline  such  nomination,  his  name  shall  be  removed  and  the 
Board  may  substitute  another  one  therefor ;  and  may  also  fill  any 
vacancies  that  may  occur  in  this  list  of  nominees  up  to  the  time  the  bal- 
lots are  sent  out. 

8.  Not  less  than  thirty  days  prior  to  each  Annual  Convention,  the 
Secretary  shall  issue  ballots  to  each  voting  member  of  record  in  good 
standing,  with  a  list  of  the  several  candidates  to  be  voted  upon,  with  the 
names  arranged  in  alphabetical  order  when  there  is  more  than  one  name 
for  any  office. 

9.  Members  may  erase  names  from  the  printed  ballot  list  and  may 
substitute  the  name  or  names  of  any  other  person  or  persons  eligible  for 
any  office,  but  the  number  of  names  voted  for  each  office  on  the  ballot 
must  not  exceed  the  number  to  be  elected  at  that  time  to  such  office. 

10.  (a)  Ballots  shall  be  placed  in  an  envelope,  sealed  and  endorsed 
with  the  name  of  the  voter,  and  mailed  or  deposited  with  the  Secretary 
at  any  time  previous  to  the  closure  of  the  polls. 

(b)  A  voter  may  withdraw  his  ballot,  and  may  substitute  another, 
at  any  time  before  the  polls  close. 

11.  Ballots  not  endorsed  or  from  persons  not  qualified  to  vote  shall 
not  be  opened;  and  any  others  not  complying  with  the  above  provisions 
shall  not  be  counted. 

12.  The  polls  shall  be  closed  at  twelve  o'clock  noon  on  the  second 
day  of  the  Annual  Convention,  and  the  ballots  shall  be  counted  by  three 
tellers  appointed  by  the  Presiding  Officer.  The  ballots  and  envelopes  shall 
be  preserved  for  not  less  than  ten  days  after  the  vote  is  canvassed. 

13.  The  persons  who  shall  receive  the  highest  number  of  votes  for 
the  offices  for  which  they  are  candidates  shall  be  declared  elected. 

14.  In  case  of  a  tie  between  two  or  more  candidates  for  the  same 
office,  the  members  present  at  the  Annual  Convention  shall  elect  the  officer 
by  ballot  from  the  candidates  so  tied. 
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15.  The  Presiding  Officer  shall  announce  at  the  convention  the  names  Announce- 
of  the  officers  elected  in  accordance  with  this  Article.  ment. 

16.  Except   as   to   the   Past-Presidents,    the    first   Nominating    Com-  First 
mittee  and  the  three  additional  Directors  provided  for  shall  be  appointed  committeef 
by  the  Board  of  Direction,   one  of  the  Directors  for  one  year    one  for 

two  years,  and  one  for  three  years. 


ARTICLE  VII. 


MANAGEMENT. 


1.  (a)  The  President  shall  have  general  supervision  of  the  affairs 
of  the  Association,  shall  preside  at  meetings  of  the  Association  and  of 
the  Board  of  Direction,  and  shall  be  ex-officio  member  of  all  Committees, 
except  the  Nominating  Committee. 

(b)  The  Vice-Presidents,  in  order  of  seniority,  shall  preside  at  meet- 
ings in  the  absence  of  the  President  and  discharge  his  duties  in  case  of  a 
vacancy  in  his  office. 

2.  The  Treasurer  shall  receive  all  moneys  and  deposit  same  in  the 
name  of  the  Association,  and  shall  receipt  to  the  Secretary  therefor.  He 
shall  invest  all  funds  not  needed  for  current  disbursements  as  shall  be 
ordered  by  the  Board  of  Direction.  He  shall  pay  all  bills,  when  properly 
certified  and  audited  by  the  Finance  Committee,  and  make  such  reports 
as  may  be  called  for  by  the  Board  of  Direction. 

3.  The  Secretary  shall  be,  under  the  direction  of  the  President  and 
Board  of  Direction,  the  Executive  Officer  of  the  Association.  He  shall 
attend  the  meetings  of  the  Association  and  of  the  Board  of  Direction, 
prepare  the  business  therefor,  and  duly  record  the.  proceedings  thereof. 
He  shall  see  that  the  moneys  due  the  Association  are  collected  and  with- 
out loss  transferred  to  the  custody  of  the  Treasurer.  He  shall  personally 
certify  to  the  accuracy  of  all  bills  or  vouchers  on  which  money  is  to  be 
paid.  He  is  to  conduct  the  correspondence  of  the  Association  and  keep 
proper  record  thereof,  and  perform  such  other  duties  as  the  Board  of 
Direction  may  prescribe. 

4.  The  accounts  of  the  Treasurer  and  Secretary  shall  be  audited 
annually  by  a  public  accountant,  under  the  direction  of  the  Finance  Com- 
mittee of  the  Board. 

5.  The  Board  of  Direction  shall  manage  the  affairs  of  the  Associa- 
tion, and  shall  have  full  power  to  control  and  regulate  all  matters  not 
otherwise  provided  in  the  Constitution. 

6.  The  Board  of  Direction  shall  meet  within  thirty  days  after  each 
Annual  Convention,  and  at  such  other  times  as  the  President  may  direct. 
Special  meetings  shall  be  called  on  request,  in  writing,  of  five  members 
of  the  Board. 

7.  Seven  members  of  the  Board  shall  constitute  a  quorum.   • 

8.  At  the  first  meeting  of  the  Board  after  the  Annual  Convention, 
the  following  committees  from  its  members  shall  be  appointed  by  the 
President,  and  shall  report  to  and  perform  their  duties  under  the  super- 
vision of  the  Board  of  Direction : 


Duties  of 
President. 


Duties  of 
Treasurer. 


Deities  of 
Secretary. 


Auditing  of 
Accounts. 


Duties  of 
Board. 


Board 
Meetings. 


Board 
Quorum. 

Board 
Committees. 
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Finance 
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J"      Duties  of 
"      Publication 
Committee. 
,      Duties  of 
.       Library 
J     Committee. 


Duties  of 

Committee  or 
B    Outline  of 
Is    Work  of 

Standing 

Committees. 

Standing? 
Committees. 


o    Special 

Committees. 


Discussion 
by  Non- 
Members. 
Sanction  of 
Acts  of 
Board. 


Ii 
B 


C  Annual 

ol  Convention. 


Special 
Meetings. 


a.  Finance  Committee  of  three  members. 

b.  Publication   Committee  of  three  members. 

c.  Library  Committee  of  three  members, 

d.  Outline  of  Work  of  Standing  Committees  of  five  members. 

9.  The  Finance  Committee  shall  have  immediate  supervision  of  the 
accounts  and  fmancial  affairs  of  the  Association;  shall  approve  all  bills 
before  payment,  and  shall  make  recommendations  to  the  Board  of  Direc- 
tion as  to  the  investment  of  moneys  and  as  to  other  financial  matters.  The 
Finance  Committee  shall  not  have  the  power  to  incur  debts  or  other  obh- 
gations  binding  the  Association,  nor  authorize  the  payment  of  money 
other  than  the  amounts  necessary  to  meet  ordinary  current  expenses  of 
the  Association,  except  by  previous  action  and  authority  of  the  Board  of 
Direction. 

10.  The  Publication  Committee  shall  have  general  supervision  of 
the  publications  of  the  Association. 

11.  The  Library  Committee  shall  have  general  supervision  of  the 
Library,  the  property  therein,  and  the  quarters  occupied  by  the  Secretary ; 
shall  make  recommendations  to  the  Board  with  reference  thereto,  and 
shall  direct  the  expenditure  for  books  and  other  articles  of  permanent 
value,  from  such  sums  as  may  be  appropriated  for  these  purposes. 

12.  The  Committee  on  Outline  of  Work  of  Standing  Committees 
shall  present  a  list  of  subjects  for  committee  work  during  the  ensuing 
year  at  the  first  meeting  of  the  Board  of  Direction  after  the  Annual  Con- 
vention. 

13.  The  Board  of  Direction  may  appoint  such  Standing  Committees 
as  it  may  deem  best,  to  investigate,  consider  and  report  upon  questions 
pertaining  to  railway  location,  construction  or  maintenance. 

14.  Special  Committees  to  examine  into  and  report  upon  any  subject 
connected  with  the  objects  of  this  Association  may  be  appointed  from 
time  to  time  by  the  Board  of  Direction. 

15.  The  Board  of  Direction  may  invite  discussions  of  reports  from 
persons  not  members  of  the  Association. 

16.  An  act  of  the  Board  of  Direction  which  shall  have  received  the 
expressed  or  implied  sanction  of  the  membership  at  the  next  Annual  Con- 
vention of  the  Association  shall  be  deemed  to  be  the  act  of  the  Associa- 
tion, and  shall  not  afterwards  be  impeached  by  any  Member. 

ARTICLE  VIII. 

MEETINGS. 

1.  The  Annual  Convention  shall  begin  upon  the  third  Tuesday  in 
March  of  each  year,  and  shall  be  held  at  such  place  in  the  City  of  Chicago 
as  the  Board  of  Direction  may  select. 

2.  Special  meetings  of  the  Association  may  be  called  by  the  Board 
of  Direction,  and  special  meetings  shall  be  so  called  by  the  Board  upon 
request  of  thirty  Members,  which  request  shall  state  the  purpose  of  such 
meeting.  The  call  for  such  meeting  shall  be  issued  not  less  than  ten 
days  in  advance,  and  shall  state  the  purpose  and  place  thereof,  and  no 
other  business  shall  be  taken  up  at  such  meeting. 
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3.  The  Secretary  shall  notify  all  members  of  the  time  and  place  of 
the  Annual  Convention  of  the  Association  at  least  thirty  days  in  advance 
thereof. 

4.  Twenty-five  Members  shall  constitute  a  quorum  at  all  meetings 
of  the  Association. 

5.  (a)  The  order  of  business  at  annual  conventions  of  the  Associa- 
tion shall  be  as  follows : 

Reading  of  minutes  of  last  meeting. 
Address  of  the  President. 
Reports  of  the  Secretary  and  Treasurer. 
Reports  of  Standing  Committees. 
Reports  of  Special  Committees. 
Unfinished  business. 
New  business. 
Election  of  officers. 
Adjournment. 

(b)  This  order  of  business,  however,  may  be  changed  by  a  majority 
vote  of  members  present. 

6.  The  proceedings  shall  be  governed  by  "Robert's  Rules  of  Order," 
except  as  otherwise  herein  provided. 

7.  Discussion  shall  be  limited  to  members  and  to  those  invited  by 
the  presiding  officer  to  speak. 


Notification 
of  Annual 
Convention. 


Association 
Quorum. 

Order  of 
Business. 


Rules  of 
Order. 

Discussion. 


ARTICLE   IX. 


AMENDMENTS. 

I.     Proposed  amendments  to  this  Constitution  shall  be  made  in  writ-    Amendments 
ing  and  signed  by  not  less  than  ten  Members,  and  shall  be  acted   upon 
in  the  following  manner: 

The  amendments  shall  be  presented  to  the  Secretary,  who  shall  send 
a  copy  of  same  to  each  member  of  the  Board  of  Direction  as  soon  as 
received.  If  at  the  next  meeting  of  the  Board  of  Direction  a  majority 
of  the  entire  Board  are  in  favor  of  considering  the  proposed  amend- 
ments, the  matter  shall  then  be  submitted  to  the  Association  for  letter- 
ballot,  and  the  result  announced  by  the  Secretary  at  the  next  Annual 
Convention.  In  case  two-thirds  of  the  votes  received  are  affirmative, 
the  amendments  shaM  be  declared  adopted  and  become  immediately 
effective. 
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General. 


GENERAL  INFORMATION. 

(Subject  to  change  from  time  to  time  by  Board  of  Direction.) 

GENERAL    RULES    FOR    THE    PREPARATION,    PUBLICATION 
AND    CONSIDERATION    OF    COMMITTEE    REPORTS. 

(a)     appointment  of  committees  and  outline  of  work. 

1.  The  following  are  standing  committees: 

I.  Roadway. 

IL  Ballast. 

III.  Ties. 

IV.  Rail. 
V.  Track. 

VI.  Buildings. 

VII.  Wooden  Bridges  and  Trestles. 

VIII.  Masonry. 

IX.  Signs,  Fences  and  Crossings. 

X.  Signals  and  Interlocking. 

XI.  Records  and  Accounts 

XII.  Rules  and  Organization. 

XIII.  Water  Service. 

XIV.  Yards  and  Terminals. 
XV.  Iron  and  Steel  Structures. 

XVI.     Economics  of  Railway  Location. 
XVII.    Wood  Preservation. 
XVIII.     Electricity. 
XIX.     Conservation  of  Natural  Resources, 

2.  Special  Committees  will  be  appointed  from  time  to  time,  as  may 
be  deemed  expedient,  in  the  manner  prescribed  by  Article  VII,  Clause 
14,  of  the  Constitution. 

3.  The  personnel  of  all  Committees  will  continue  from  year  to 
3-ear,  except  when  changes  are  announced  by  the  Board  of  Direction.  Ten 
per  cent,  of  the  membership  of  each  committee  shall  be  changed  each  year. 

Members  of  committees  who  do  not  attend  meetings  of  committees 
during  the  year  or  render  service  by  correspondence  will  be  relieved  and 
the  vacancies  filled  by  the  Board  at  the  succeeding  annual  convention. 

4.  As  soon  as  practicable  after  each  annual  convention  the  Board 
of  Direction  will  assign  to  each  Committee  the  important  questions 
which,  in  its  judgment,  should  preferably  be  considered  during  the  cur- 
rent year.  Committees  are  privileged  to  present  the  results  of  any  spe- 
cial study  or  investigation  they  may  be  engaged  upon  or  that  may  be 
considered  of  sufficient  importance  to  warrant  presentation. 

(b)     preparation  of  committee  reports. 

5.  The  collection  and  compilation  of  data  and  subsequent  analysis 
in  the  form  of  arguments  and  criticism  is  a  necessary  and  valuable  pre- 
liminary element  of  committee  work. 
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6.  Committees  are  privileged  to  obtain  data  or  information  in  any  collecOon 
proper  way.  If  desired,  the  Secretary  will  issue  circulars  of  inquiry,  °^  nata. 
which  should  be  brief  and  concise.  The  questions  asked  should  be  specific 
and  pertinent,  and  not  of  such  general  or  involved  character  as  to  pre- 
clude the  possibility  of  obtaining  satisfactory  and  prompt  responses. 
They  should  specify  to  whom  answers  are  to  be  sent,  and  should  be  in 
such  form  that  copies  can  be  retained  by  persons  replying  either  by 
typewriter  or  blue-print. 

7.  Committee   reports   should   be    prepared    as    far   as    practicable   to    Reports, 
conform  to  the   following  general  plan: 

(a)  It  is  extremely  important  that  every  Committee  should  ex- 
amine its  own  subject-matter  in  the  "Manual"  prior  to  each  annual  con- 
vention, and  revise  and  supplement  it,  if  deemed  desirable,  giving  the 
necessary  notice  of  any  recommended  changes  in  accordance  with  Clause 
6  (a)  of  the  General  Rules  for  the  Publication  of  the  "Manual."  If  no 
changes  are   recommended,  statement   should  be  made   accordingly. 

(b)  When  deemed  necessary,  the  previous  report  should  be  reviewed. 

(c)  Subjects  presented  in  previous  reports  on  which  no  action 
was  taken  should  be  resubmitted,  stating  concisely  the  action  desired.  It 
may  not  be  necessary  to  repeat  the  original  text  in  the  report,  reference  ™'^ 
to  former  publication  being  sufficient,  unless  changes  in  the  previously 
published  version  are  extensive.  Minor  changes  can  be  explained  in  the 
text  of  the  report. 

(d)  Technical   terms   used   in   the   report,   the   meaning   of  which   is    Definitions 
not   clearly   established,    should   be    defined,    but    defined    only    from    the 
standpoint   of   railway  engineering. 

(e)  If  necessary,   a  brief  history  of  the  subject-matter   under   dis-    History, 
cussion,  with  an  outline  of  its  origin  and  development,  should  be  given. 

(f)  An  analysis  of  the  most  important  elements  of  the  subject-matter    Analysis, 
should  be  given. 

(g)  The  advantages   and   disadvantages   of  the   present   and   recom-    Argument, 
mended  practices  should  be  set  forth. 

(h)  Illustrations  accompanying  reports  should  be  prepared  so  that  illustrations 
they  can  be  reproduced  om  one  page.  The  use  of  folders  should  be  avoided 
as  much  as  possible,  on  account  of  the  increased  expense  and  inconvenience 
in  referring  to  them.  Plans  showing  current  practice,  or  necessary  for 
illustration,  are  admissible,  but  tl.ose  showing  proposed  definite  design 
or  practice  should  be  excluded.  Recommendations  should  be  confined  to 
governing  principles. 

Illustrations  should  be  made  on  tracing  cloth  with  heavy  black  lines 
and  figures,  so  as  to  stand  a  two-thirds  reduction ;  for  example :  To  come 
within  a  type  page  (4  inches  by  7  inches),  the  illustration  should  be 
made  three  times  the  above  size. 
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Conclusions 


To  iiisurr  uniformity,  the  one-stroke,  inclined  GothiL  cttering  is 
recommended. 

Photographs  should  be  clear  and  distinct   silver  prints. 

(i)  The  conclusions  of  the  Committee  which  arc  recommended  for 
publication  in  the  Manual  should  be  stated  in  concise  language,  logical 
sequence,  and  grouped  together,  setting  forth  the  principles,  specifications, 
definitions,  forms,  tables  and  formulje  included  in  the  recommendation. 
Portions  of  the  text  of  the  report  which  are  essential  to  a  clear  interpre- 
tation and  understanding  of  the  conclusions,  should  be  included  as  an 
integral  part  thereof. 
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(C)       PUBLICATION    OF  COMMITTEE  REPORTS. 

8.  (a)  Reports  will  be  required  from  each  of  the  Standing  and 
Special  Committees  each  year. 

(b)  Although  several  subjects  may  be  assigned  to  each  Committee 
by  the  Board  of  Direction,  a  full  report  on  only  one  subject  is  expected 
at  each  annual  convention,  but  the  preliminary  work  on  some  of  the 
remaining  subjects  should  be  in  progress,  and,  when  deemed  advisable, 
partial  reports  of  progress  should  also  be  presented.  This  method  allows 
time  for  their  proper  preparation  and  consideration. 

9.  Committee  reports  to  come  before  the  succeeding  convention  for 
discussion  should  be  filed  with  the  Secretary  not  later  than  November 
30  of  each  year. 

10.  Committees  engaged  upon  subjects  involving  an  extended  investi- 
gation and  study  are  privileged  to  present  progress  reports,  giving  a 
brief  statement  of  the  work  accomplished,  and,  if  deemed  expedient,  a 
forecast  of  the  final  report  to  be  presented. 

11.  Committee  reports  will  be  published  in  the  Bulletin  in  such 
sequence  as  the  Board  of  Direction  may  determine,  for  consideration  at 
the  succeeding  convention.  Reports  will  be  published  in  the  form  pre- 
sented by  the  respective  Committees.  Alterations  ordered  by  the  conven- 
tion will  be  printed  as  an  appendix  to  the  report. 

12.  Committees  should  endeavor  to  secure  written  discussions  of 
published  reports.  Written  discussions  will  be  transmitted  to  the 
respective  Committees,  and  if  deemed  desirable  by  the  Committee,  the 
discussions  will  be  published  prior  to  the  convention  and  be  considered 
in  connection  with  .the  report. 

13.  Each  speaker's  remarks  will  be  submitted  to  him  in  writing  be- 
fore publication  in  the  Proceedings,  for  the  correction  of  diction  and 
errors  of  reporting,  but  not  for  the  elimination  of  remarks. 


Sequence. 


(d)      CONSIDERATION    OF    COMMITTEE    REPORTS. 

14.     The  sequence  in  which  Committee  reports  will  be  considered  by 
the  convention  will  be  determined  by  the  Board  of  Direction. 
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15.  The  method   of  consideration  of  Committee  reports  will  be  one    Method, 
of  the   following: 

(a)  Reading  by  title. 

(b)  Reading,   discussing   and   acting  upon  each  conclusion  sep- 

arately. 

(c)  By   majority    vote,    discussion    will    be   had    on    each    item. 

Clauses    not   objected    to   when    read   will   be   considered 
as  voted  upon  and  adopted. 

16.  Action  by   the  convention  on  Committee  reports  will   be  one  of    Final 
the   following,  after  discussion  is  closed : 

(a)  Receiving  as  information.  - 

(b)  Receiving  as  r.  progress  report. 

(c)  Adoption   of   a   part   complete   in   itself   and    referring   re- 

mainder back  to  Committee. 

(d)  Adoption  as  a  whole. 

(e)  Recommittal  with  or  without  instructions, 
(i)     Adoption  as  a  whole, 
(g)     Recommendation  to  publish  in  the  Manual, 

Note. — An  amendment  which  affects  underlying  principles,  if  adopted,  i 

shall  of  itself  constitute  a  recommittal  of  such  part  of  the  report  as  the  \ 

Committee  considers  affected. 

The  Chair  will  decline  to  entertain  amendments  which  in  his  opinion 
lie   entirely   within  the   duties   of  the   Editor. 

(e)     publication  by  technical  journals. 

The  following  rules  will  govern  the  releasing  of  matter  for  publica- 
tion  in   technical   journals : 

Committee  reports,  requiring  action  by  the  Association  at  the  annual 
convention,  will  not  be  released  until  after  presentation  to  the  conven-  |j 

tion ;   special  articles,  contributed  by  members  and  others,  on  which  no  *     ^' 

action  by  the  Association  is  necessary,  are  to  be  released  for  publication 
by  the  technical  journals  after  issuance  in  the  Bulletin;  provided  appli- 
cation therefor  is  made  in  writing  and  proper  credit  be  given  the  Asso- 
ciation, authors  or  Committees  presenting  such  material. 


GENERAL  RULES  FOR  THE   PUBLICATION  OF  THE  "MANUAL 


Title. 


Adoption 
of  Reports 
Not  Binding. 


Contents. 


Revision. 


r.  The  title  of  the  volume  will  be  "Manual  of  the  American  Railway 
Engineering  Association." 

2.  The  Board  of  Direction  shall  edit  the  Manual  and  shall  have 
authority  to  withhold  from  publication  any  matter  which  it  shall  consider  as 
not  desirable  to  publish,  or  as  not  being  in  proper  shape,  or  as  not  having 
received  proper  study  and  consideration. 

3.  Matters  adopted  by  the  Association  and  subsequently  published 
in  the  Manual  shall  be  considered  in  the  direction  of  good  practice,  but 
shall  not  be  binding  on  the  members. 

4.  The  Manual  will  only  include  conclusions  relating  to  definitions, 
specifications  and  principles  of  practice  as  have  been  made  the  subject  of  a 
special  study  by  a  Standing  or  Special  Committee  and  embodied  in  a  com- 
mittee report,  published  not  less  than  thirty  days  prior  to  the  annual  con- 
vention, and  submitted  by  the  Committee  to  the  annual  convention,  and 
which,  after  due  consideration  and  discussion,  shall  have  been  voted 
on  and  formally  adopted  by  the  Association.  Subjects  which,  in  the  opinion 
of  the  Board  of  Direction,  should  be  reviewed  by  the  American  Rail- 
way Association,  may  be  referred  to  that  Association  before  being  pub- 
lished in  the  Manual. 

5.  All  conclusions  included  in  the  Manual  must  be  in  concise  and 
proper  shape  for  ptiblication,  as  the  Manual  will  consist  only  of  a  summary 
record  of  the  definitions,  specifications  and  principles  of  practice  adopted 
by  the  Association,  with  a  brief  reference  to  the  publi?hed  Proceedings 
of  the  Association  for  the  context  of  the  Committee  report  and  subsequent 
discussion  and  the  final  action  of  the  Association. 

6.  Any  matter  published  in  the  Manual  may  be  p mended  or  with- 
drawn by  vote  at  any  subsequent  annual  convention,  provided  such 
changes  are  proposed  in  time  for  publication  not  less  than  thirty  days 
prior  to  the  annual  convention,  and  in  the  following  manner:  (a)  Upon 
recommendation  of  the  Committee  in  charge  of  the  subject;  (b)  upon 
recommendation  of  the  Board  of  Direction ;  ^c)  upon  request  of  five 
members,    made   to   the   Board    of    Direction. 

7.  The  Manual  will  be  revised  either  by  publishing  a  new  edition  or 
a  supplemental  pamphlet  as  promptly  as  possible  after  each  annual  con- 
vention. 


BUSINESS  SESSION 


PROCEEDINGS. 


The  object  of  this    Association   is  the   advancement  of   knowledge   pertaining   to   the 

scientific  and  economic  location,  construction,  operation  and  maintenance 

of  railways.     Its  action  is  not  binding  upon  its  members. 


TUESDAY,    MARCH  16,  1915. 

MORNING    SESSION. 

The  Sixteenth  Annual  Convention  of  the  American  Railway  En- 
gineering Association  was  called  to  order  by  the  President,  Mr.  W.  B. 
Storey,  Vice-President,  Atchison,  Topeka  &  Santa  Fe  Railway  System, 
at  9:30  a.  m. 

The  President : — The  meeting  will  please  come  to  order.  The  Six- 
teenth Annual  Convention  of  the  American  Railway  Engineering  Asso- 
ciation is  now  declared  in  session. 

It  is  customary  for  the  President  to  extend  the  privileges  of  the 
floor  to  railway  officials  not  members  of  the  Association,  and  to  profes- 
sors of  colleges  and  universities,  and  they  are  invited  to  take  part  in  the 
discussions. 

The  first  business  before  the  convention  is  the  reading  of  the  Min- 
utes of  the  last  annual  convention  ;  but  inasmuch  as  these  Minutes  have 
been  printed  and  a  copy  furnished  to  each  Member,  the  reading  thereof 
will  be  dispensed  with,  and  they  will  be  considered  approved  as  printed, 
unless  there  is  objection.  There  being  no  objection,  the  Minutes  stand 
approved  as  published. 

The  next  business  before  the  convention  is  the  reading  of  the  Presi- 
dent's Address,  which  is  required  by  the  Constitution ;  otherwise  it  might 
have  been  omitted. 

PRESIDENT'S     ADDRESS. 

To  the  Members  of  the  American  Railway  Engineering  Association: 

Your  Association  during  the  past  year  has  continued  the  work  so 
well  planned  by  the  founders  of  the  organization.  The  committees  have 
worked  with  interest  and  zeal;  reports  have  increased  in  volume,  and 
as  an  indication  of  the  interest  being  taken,  we  find  a  tendency  toward 
the  publication  of  more  and  more  data,  all  of  it  interesting.  This  tend- 
ency has  become  so  strong  that  one  of  the  problems  confronting  your 
Board  is  how  to  curtail  the  amount  of  publication  without  affecting  the 
"interest  of  your  committees,  and  without  curtailing  the  usefulness  of  the 
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Assiiciatii'ii,  Any  oi  llic  coiniiiiitt-fii  tlial  have  fell  this  effort  on  tlic  part 
of  the  Board  of  Direction  arc  assured  that  their  work  is  apijrecialed,  and 
it  is  regretted  that  oiir  income  is  not  sunieient  to  enable  us  to  publish  all 
that   is  presented. 

The  year  that  has  passed  has  been  one  of  stress  in  railway  circles, 
riie  credit  of  the  roads  being  impaired,  money  has  been  hard  to  borrow, 
and  as  a  consequence  the  building  of  new  lines  has  been  curtailed  and 
improvement  of  old  ones  has  been  impossible.  This,  in  turn,  has  affected 
tlie  .uem-ral  business  of  the  country,  and,  with  other  causes  not  perti- 
nent for  discussion  here,  has  made  hard  times,  diminishing,  in  turn,  the 
revenues  of  the  roads  and  making  economies  necessary  in  every  direc- 
tion, and  in  many  cases  more  than  economies — viz.,  the  postponement  of 
work  that  must  eventually  be  done  in  order  to  keep  the  roads  up  to  the 
requisite  standard.  These  causes  have  made  the  year  one  of  trial  and 
struggle  for  the  membership  of  this  Association,  but,  in  spite  of  this,  we 
have  held  our  own  in  increase  in  membership,  and  on  December  31  had 
1,236  names  on  our  list,  a  gain  of  89  for  the  year. 

The  usefulness  of  your  Association  would  be  increased  if  we  had 
more  funds.  We  would,  if  we  had  it,  spend  money  on  many  lines 
of  investigation,  with  profit  to  our  profession,  with  credit  to  our  organiza- 
tion and  to  tlie  advantage  of  the  railway  interests  of  this  country.  The 
Association,  Jiowever,  has  been  compelled  to  restrict  its  work  to  the 
publication  of  reports  by  its  committees,  except  in  cases  where  we  have 
had  outside  help,  and  those  committees  which  have  asked  for  assist- 
ance, feeling  that  they  had  about  reached  the  limit  of  their  work  unless 
they  could  undertake  original  investigation,  will  understand  how  im- 
possible it  is  for  us  to  depart  from  our  policy  in  this  respect.  Even 
with  our  expenditures  confined  to  publications,  we  find  that  the  con- 
stantly growing  list  of  papers,  together  with  the  necessities  of  the 
Manual,  are  taxing  us  severely,  and  in  addition  to  these  particular  pub- 
lications we  feel,  to  extend  our  usefulness,  we  should  publish  a  General 
Index,  and  it  is  the  purpose  of  the  Board  to  undertake  this  at  an  early 
date.  It  is  true  that  we  have  accumulated  something  of  a  surplus, 
but  the  publication  of  a  new  edition  of  the  Manual,  together  with  the 
Index,  will  make  large  inroads  on  this  surplus  within  the  next  year 
or  two. 

About  the  only  way  in  which  the  receipts  of  the  organization  can 
be  increased  is  by  increasing  the  membership.  We  have,  of  course,  certain 
receipts  from  the  sale  of  publications,  from  advertising  and  like  sources, 
but  it  will  be  difficult  to  increase  these  to  any  large  extent.  However, 
every  one  hundred  names  added  to  our  membership  list  means  an  in- 
crease in  our  income  of  $1,000  per  year.  While  we  have  been  growing 
steadily  and  consistently,  it  is  suggested  that  a  special  effort  should  be 
made  to  bring  into  our  Association  all  those  in  the  railway  world  eligible 
to  membership.  A  study  of  our  list  discloses  that  on  some  roads  the 
percentage  of  officers  connected  with  maintenance  work  who  are  mem- 
bers of  the  Association  is  large,  while  on  others  it  is  extremely  small. 
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Cannot  those  of  our  members  who  belong  to  the  latter  class  make  spe- 
cial efforts  to  bring  more  of  their  associates  to  us?  Many  railway  men 
feel  that  the  work  of  the  Association  does  not  directly  interest  them, 
and  that  they  will  not  be  gainers  by  holding  membership  therein,  i'os- 
sibly  this  class  could  be  reached  by  pointing  out  to  them  that  we  need 
their  help,  and  that  they  should  join  in  order  to  assist  in  the  improvement 
of  the  railway  profession.  Such  assistance  can  be  given  by  having  their 
names  on  our  lists,  by  their  yearly  contributions  and  by  any  work  which 
they  may  be  able  to  do  on  our  committees.  If  they  are  not  able  to  spare 
time  for  work,  their  names  and  their  contributions  are  welcome  and  will 
materially  assist.  We  have  in  the  past  year  taken  in  137  new  members. 
The  hard  times  have  somew^hat  increased  the  total  of  deductions  from 
these  additions,  so  that  the  total  gain  is  89.  If  we  can  make  this  200 
during  the  coming  year,  we  will  have  accomplished  a  great  deal. 

As  stated  above,  the  work  of  your  Association  has  been  confined  to 
publications,  except  where  we  have  had  outside  help.  We  have  had  this 
in  the  matter  of  the  impact  tests,  which  were  undertaken  a  number  of 
years  ago,  and  more  recently  in  our  rail  investigations.  The  American 
Railway  Association  has  been  bearing  the  expense  of  this  latter  work. 
Your  Committee  has  been  carrying  on  rail  investigations  for  a  number  of 
years,  and  the  study  has  been  thorough  and  continuing.  Unfortunately 
for  this  investigation,  the  American  Railway  Association  has  now  with- 
drawn its  support,  and  your  Association  is  confronted  with  the  necessity  of 
stopping  the  work  so  well  begun,  and  it  is  felt  that  the  full  benefit  of 
the  work  already  accomplished  will  be  lost  unless  some  arrangement  can 
be  made  to  carry  it  forward.  The  reason  that  has  actuated  the  Ameri- 
can Railway  Association  has  been  economy,  with  possibly  a  feeling  that 
the  expenditures  thus  far  made  have  not  borne  the  results  expected. 
We,  as  Engineers,  recognize  that  any  improvement,  no  matter  how  small, 
in  the  matter  of  steel  rails  will  justify  any  expenditure  that  has  been 
or  may  be  made,  but  the  difficulty  confronting  us  is  convincing  our  oper- 
ating people  of  this.  The  Executive  Committee  of  the  American  Rail- 
way Association  is  charged  with  the  responsibility  of  the  expenditure  of 
(^money,  and  its  action  has  been  taken  because  we  have  not  convinced  it 
that  the  expenditure  pays.  Possibly,  if  we  made  individual  effort  with 
our  operating  superiors,  we  might  bring  about  a  unanimity  of  action 
on  the  subject  that,  communicated  to  the  Executive  Committee,  would 
change  its  present  attitude,  and  it  is  requested  that  the  members  of  your 
Association  will  do  what  they  can  in  this  direction. 

Incidentally,  an  effort  is  to  be  made  to  raise  funds  by  subscription 
to  enable  us  to  carry  on  this  work  in  a  restricted  manner,  but  if  we 
succeed  in  this  it  can,  of  course,  only  last  for  a  limited  period.  It  is 
to  be  hoped  that  within  another  year  we  can  get  further  assistance  from 
the  American  Railway  Association. 

There  is  one  further  subject  to  which  the  efforts  of  the  individual 
merhbers  of  the  Association  might  be  called,  viz.,  the  Fiscal  Year.  The 
Track  Committee  has  recommended  that  it  be  changed  and  made  coin- 
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oidriit  with  the  calendar  year.  It  is  true  that  soim-  roads  a'  the  pri-sent 
time  use  this  nuthod  nf  division.  The  majority  of  the  roads,  however, 
and  tlie  Interstate  ("oinnicrce  Coininission  make  the  iMScal  Year  from 
jnl\  I  to  Jinie  ^o.  A  search  for  reasons  for  this  divisioij  has  disclosed 
that  it  is  largely  a  matter  of  custom.  To  change  it,  however,  will  he 
dirticult,  owing  to  the  necessity  for  changing  the  hy-laws  of  practically 
all  the  roads  in  the  country,  together  with  dates  of  annual  meetings. 
While  the  Interstate  Commerce  Commission  has  specified  this  particular 
division,  it  is  felt  that  it  did  so  for  the  sake  of  uniformity  and  because 
the  greater  part  of  tiie  mileage  of  the  country  used  it.  The  objections 
from  a  track-maintenance  point  of  view  are  very  strong.  Under  the 
present  method  we  are  unable  to  plan  intelligently  the  work  for  an 
.  entire  season,  which  at  its  best  is  but  short,  and  under  present  condi- 
tions work  must  often  be  abandoned  after  being  begun,  or  possibly  can- 
not be  started  until  after  the  beginning  of  the  new  Fiscal  Year.  To 
make  the  change  will  take  time  and  continued  effort,  but  it  is  felt  that  our 
membership  niighi  accomplish  much  toward  this  end. 

An  inspection  of  the  reports  submitted  to  this  convention  will 
show  an  unusual  amount  of  statistical  data,  principally  tabulations  of 
replies  received  by  the  respective  committees  in  response  co  inquiries. 
It  is  believed  that  if  your  committees  would  give  certain  attention  to 
condensing  this  data  and  showing  same  graphically,  a  very  marked  sav- 
ing might  be  effected  by  diminishing  the  amount  of  our  printing,  and 
the  value  of  the  information  increased  to  those  who  have  occasion  to 
use   it. 

Probably  your  most  important  publication  is  the  Manual,  in  that 
it  embodies  the  principles  which  have  been  adopted  as  representing 
standard  railway  practice  in  this  country.  Standards  and  ideas,  of 
course,  vary,  and  must  of  necessity  do  so,  or  there  would  be  no  progress. 
It  is,  therefore,  essential  from  time  to  time  to  revise  the  Manual.  Prac- 
tically all  the  committees  have  kept  this  in  view  in  their  season's  work, 
and  have  made  suggestions  relative  to  the  revision  of  the  particular 
subjects  in  which  they  are  interested.  It  is  the  intention,  therefore,  to 
republish  the  Manual  as  soon  as  possible  after  this  convention,  and  it 
will  contain  the  approved  recommendations  for  the  past  sixteen  years, 
and  it  may  be  said,  without  contradiction,  that  this  volume  will  exem- 
plify the  best  present  practice  for  railway  engineering  and  maintenance- 
of-way  work. 

While  your  work,  as  stated  above,  is  circumscribed  by  lack  of  funds 
necessary  for  special  research,  the  financial  condition  of  the  Associa- 
tion, due  to  the  lines  which  have  been  followed,  is  gratifying,  there 
being  in  the  Treasury,  at  the  close  of  the  last  calendar  year,  over  $17,- 
000.  The  cost  of  republishing  the  Manual  and  the  proposed  General 
Index  will  reduce  this,  it  is  estimated,  by  about  $7,000.  It  is  to  be  hoped 
that  the  members  of  the  Association  will  use  every  endeavor  to  increase 
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the  sale  ('•f  publications,  or  at  least  to  keep  up  the  sale  to  the  same 
extent  as   in  past  years. 

It  may  be  said  that  the  European  war  is  hardly  one  for  considera- 
tion by  a  body  of  this  kind,  but  the  catastrophe  is  so  great  and  its  in- 
fluences will  be  so  widespread  that  it  is  of  paramount  interest  even  to 
an  organization  like  ours,  and  its  mention  here  will  not  be  out  of  place. 
This  greatest  of  all  wars  came  like  a  clap  of  thunder  from  a  clear  sky 
in  August  last  and  has  involved  practically  all  Europe.  Railway  trans- 
portation has  played  a  very  important  part  in  its  prosecution.  The 
mobilization  of  vast  armies,  greater  than  any  before  gathered  together, 
and  this  in  an  incredibly  short  time,  is  solely  due  to  the  railway  facili- 
ties. It  may  be  said  that  the  transportation  problem  is  one  of  the 
great  features  of  the  war,  and  the  men  who  are  handling  this  are  as 
responsible  for  the  success  of  their  side  as  the  generals  in  command. 

Financial  conditions  have  very  seriously  affected  all  ra'ilway  and 
engineering  construction  during  the  past  year,  and  as  a  consequence 
there  is  lacking  the  usual  long  list  of  notable  achievements.  One  event 
stands  out  prominently,  viz.,  the  opening  of  the  Panama  Canal,  which 
is  so  directly  allied  to  our  character  of  endeavor.  This  has  interested 
us  in  the  past  as  an  engineering  work,  and  the  methods  and  details  of 
construction  have  been  followed  with  absorbing  interest.  The  opening 
of  the  Canal  is  now  introducing  economic  features  in  the  country's 
transportation  problem  which  may  have  a  far-reaching  effect,  possibly 
changing  a  large  element  of  the  transportation  of  the  country  from  rail 
to  shipping,  and,  incidentally,  raising  questions  of  economical  handling  of 
freight  at  docks  and  wharves,  and  the  attention  of  our  members  inter- 
ested in  this  class  of  work  is  called  to  this  fact.  At  the  present  time 
the  overland  roads  are  feeling  seriously  the  inroads  on  the  business 
formerly  carried  by  them,  and  as  the  shipping  interests  are  enlarged 
the  subject  may  be  of  even  greater  importance. 

Progress  on  our  Canadian  transcontinental  roads  has  been  continu- 
ous, and  these  are  rapidly  being  completed,  so  that  they  will  become 
powerful  elements  in  the  transportation  facilities  of  this  continent. 

Electric  traction  has  made  some  progress.  One  railway,  the  Chi- 
cago, Milwaukee  &  St.  Paul,  is  planning  to  install  electricity  as  its 
motive  power  on  an  entire  division.  The  railway  engineering  world 
will  watch  with  interest  this  experiment,  with  the  hope  that  it  may  turn 
out  successfully. 

The  valuation  of  railways  under  the  Interstate  Commerce  Commis- 
sion has  begun  in  earnest.  Parties  have  been  and  are  at  work  in  all 
parts  of  the  country,  and  on  some  of  the  roads  the  work  has  progressed 
so  far  that  the  quantities  are  nearly  complete.  The  principles  to  be 
followed  are  being  worked  out  gradually,  but  there  is  still  much  to  be 
determined.  Our  entire  membership  should  be  vitally  interested  in 
this  work,  involving,  as  it  does,  not  only  the  actual  measurement  of 
earthwork,  but  the  more  intricate  determination  of  the  face  of  the  coun- 
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iry  liciorc  any  cuiisli  iicliun  was  begun  ;  llic  cstahlisliing  ul  unit  prices 
that  inckulc  clcnicnls  not  used  when  the  w(jrk  was  originally  built, 
such  as  tiansi)(irtatii)n ;  llir  lixing  nt  land  values,  and,  linally,  questions 
uf  {lei)refiatiun,  not  only  in  the  load  way  and  slrnctuies,  but  in  cquip- 
nienl.  All  ol'  these  matters  (Kni.md  your  earnest  consideration,  and,  as 
was  pointed  out  by  your  President  last  year,  your  Association  should 
lead  in  the  study  and  consideration  of  the  questions  involved. 

(Jne  of  the  small  results  of  the  European  war  in  this  country  has 
been  the  curlaihnent  of  the  supply  of  creosote  from  Germany,  and  this 
in  turn  has  necessitated  changing  the  methods  of  treatment  of  our  ties. 
\Vc  couhl,  of  course,  in  time  meet  this  by  the  manufacture  of  creosote 
in  our  own  country,  but  manufacturers  are  hardly  justified  in  under- 
taking this,  as  innnediately  on  the  cessation  of  the  war  we  can  look  fpr- 
ward  to  the  resumption  of  the  low-priced  German  product.  Some  of 
us  have  substituted  chloride  of  zinc,  and  others  are  putting  in  ties  with- 
out treatment. 

The  Grim  Destroyer  has  been  active  with  us  during  the  past  year, 
having  taken  ten  names  from  our  list  of  members,  this  being  the  highest 
number  of  deaths  thus  far  recorded  in  one  year.  Among  those  taken  are: 
\\ .  G.  Van  Vleck,  J.  N.  Faithorn,  J.  C.  Stuart,  Thomas  H.  Johnson  and 
George  A.  Clark. 

During  the  year  the  Association  has  been  favored  with  an  unusual 
number  of  valuable  and  interesting  monographs,  contributed  by  mem- 
bers and  others,  which  have  added  to  our  common  fund  of  knowledge. 
The  committee  reports  submitted  to  the  Association  by  the  twenty-two 
standing  and  special  committees  exceed  in  volume  those  of  any  preceding 
year.  As  to  quality,  the  reports  presented  for  the  consideration  of  the 
Sixteenth  Annual  Convention  are  fully  up  to  our  usual  high  standard. 

The  Chairmen,  Vice-Chairmen  and  members  of  the  committees  are 
to  be  commended  for  their  painstaking  labors.     (Applause.) 

The  President:  The  next  business  before  the  convention  is  the 
report  of  the  Secretary  and  of  the  Treasurer. 

Secretary  E.  H.  Fritch  presented  the  following  reports : 

REPORT  OF  THE  SECRETARY. 

To  the  Members  of  the  American  Railway  Engineering  Association: 

The  progress  made  by  your  Association  during  the  past  year  is 
exceedingly  gratifying.  The  reports  and  papers  presented  for  your 
consideration  at  this  convention  exceed  in  volume  those  of  any 
preceding  year,  v\^hile  their  value  and  interest  is  fully  up  to  the  high 
standard  of  former  years. 

The  zeal,  industry  and  earnestness  reflected  in  the  Committee 
reports  is  commendable,  and  the  various  Committees  are  entitled 
to  your  thanks   for  their  efHcient  'and  painstaking  labors. 

The  American  Railway  Engineering  Association  has  become  an 
important  factor  and  effective  force  in  the  railway  world.     Your  or- 
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^anization  is  performing  a  service  of  incalculable  value  and  benefit 
to  transportation  interests  in  disseminating,  through  its  publications, 
timely,  useful  and  practical  information  pertaining  to  the  "scientific 
and  economic  location,  construction,  maintenance  and  operation  of 
railways." 

THE   PUBLICATIONS   OF   THE  ASSOCIATION. 

The  publications  of  your  Association  have  attained  a  high  rank 
as  reference  works,  and  are  almost  indispensable  to  the  up-to-date 
railway  official.  They  are  also  being  used  extensively  as  text-books 
in  the  principal  colleges  and  universities.  The  several  publications 
contain  a  wealth  of  valuable  and  useful  information  on  all  phases  of 
railway  engineering  and  maintenance  of  way  work,  and  every  rail- 
way official,  from  President  to  Section  Foreman,  will  find  helpful 
data  in  our  literature  pertaining  to  his  everyday  duties. 

As  indicative  of  the  wide  range  and  scope  of  subjects  covered 
in  the  reports  and  papers  issued  during  the  year,  brief  reference  is 
made  below  to  a  few  of  the  principal  items,  and  opposite  thereto 
the  title  of  the  railway  official  to  whom  they  will  be  of  special  interest: 

The   Science   of   Organization; 

Elimination  of  Grade  Crossings  (particularly  the  subject  of  appor- 
tionment of  their  cost); 

Economics  of  Railway  Location; 

Conservation  of  Natural  Resources  (tree-planting  by  railway  com- 
panies—coal, oil,  iron  ore  and  timber  resources). 

Operation  of   Hump   Yards; 

Analysis    and    Description    of    Passenger    Station    at  ^Kansas    City; 

Handling  of  Freight  by  Mechanical  Means; 

Freight  House  Trucking; 

Use  of  Motor  Trucks; 

Clearances; 

Cost  of  Stopping  and  Starting  Trains; 

Economics  of  Railway  Location; 

Heavy  Locomotive  Loadings ; 

Maximum  Equipment  Now  in  Use; 

Rest  Houses  for  Employes;  ^^^ 

Safety  Rules; 

Stokers  and  Superheaters; 

Science  of  Organization. 

Will  be  interested  in  every  report  and  paper  presented,  as  they  deal 
with  problems  with  which  he  is  daily  confronted. 

The  use  of  compounds  in  locomotive  boilers  to  counteract  foaming 
and  scaling; 

Stokers  and  Superheaters  (dealing  with  the  hourly  coal  consumption 
of  locomotives  equipped  with  mechanical  stokers  and  the  in- 
fluence of  the  use  of  superheated  steam  on  the  tractive  eflFort  of 
locomotives)  ; 

Heavy  Locomotive  Loadings ; 

Locomotive  Coaling  Stations; 

Shop  Floors; 

Engine  House   Design; 

Design,  Length  and  Operation  of  Turntables . 
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The  KrixMi  i)ii  Uocords  and  Accoiiiils  (dealing  with  siilj-division  <>l   J, 

Accounting  (.  hissilication  Accounts); 

Ofhcer  \ii"imlin>^   l-'orms. 

The   Bridge        Mciiiod  of  i)roicciii»n  of  iiu-tal   >tnutiircs  against  corrosion ; 
Engineer  I'olinnn   tests; 

Design,  length  and  operation  of  turntables; 

Elastic  Strength   Reciuireincnt  for  Steel; 

Bridge  Clearances; 

Use  of  Concrete  Piles; 

Surface  Finish  of  Concrete; 

Use  of  Lag  Screws; 

kail-end  Connections  for  Drawbridges. 


C.  C. 


The  General     L^niforni  General  Contract  I'^orni   (including  form  for  "Bond"); 
Counsel  "The   Decision  of  the   Chief  Engineer   Shall    Be   Final"   (citing   many 

court  decisions  pro  and  con); 
Elimination  of  Grade  Crossings. 

The    Division  Will  find  interesting  material   in  all   the   reports  and  papers  that  will 
Superin-  prove  helpful  in  meeting  conditions  and  problems  as  they  arise  in 

tendent  daily  practice. 

The   Station      Trucking  Methods  and  Costs; 
Agent  Freight  Handling; 

Use  of  Motor  Trucks; 

Design  of  Freight  Houses. 


The    Signal  Report    on    Signals    and    Interlocking     (dealing    with    requisites    for 

and  switch  indicators,  rating  of  operative  units); 

Electrical  Third-Rail   Clearances; 

Engineer  Overhead  Crossings  of  Electric  Light  and  Power  Lines. 

The    Track        Distribution  and  Care  of  Cross-Ties; 
Supervisor         Sodding  of  Slopes; 

and  Prevention  and  Cure  of  Water-pockets  in  Roadbed; 

Foreman  The  Report  on  "Track"; 

Ballast  Sections  recommended; 

Mechanical  Tamping  Device  for  Ballasting; 

Use  of  Screw  Spikes; 

Science  of  Organization; 

Safety  Rules; 

Concrete  Fence  Posts; 

Repainting  signs   and   whitewashing  cattle-guard  wing   fences. 

The  Building    Use  of  Lag  Screws  on  Bridges; 
Supervisor         Grading  of  Lumber; 
md  Rest  Houses  for  Employes; 

Poreman  Methods    of    heating,    lighting   and   sanitar}^   provisions    for    medium- 

sized  stations; 

Roofings;  Tool  Houses;  Oil  Houses; 

Report  on  Wood  Preservation. 

The  Will  find  helpful  hints  and  useful  data  in  the  reports  on  Signs,  Fences 

Purchasing  and   Crossings;   on    Cross-ties;   on   Iron  and   Steel   Structures;   on 

Agent  \\'ater  Service;   on    Buildings;   on   Masonry;   on   Wood   Preserva- 

tion; on  Grading  of  Lumber;  on  Electricity;   on  Yards  and  Ter- 
minals;  on   Conservation  of   Natural   Resources. 
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THE    PROCEEDINGS. 

Volume  15  of  the  Proceedings,  issued  during  the  year,  consisted 
of  approximately  1,700  pages  of  printed  matter.  liy  the  use  of  a  thin 
paper  it  has  been  practicable  to  issue  this  large  number  of  pages  in 
one  volume. 

MONOGRAPHS. 

During  the  year  the  Association  has  been  favored  with  an  un- 
usual number  of  valuable  and  interesting  monographs,  which  have 
added  to  our  common  fund  of  knowledge.  The  thanks  of  the  Asso- 
ciation are  due  the  respective  authors  for  the  contributions  to  our 
literature. 

In  this  connection  it  will  be  interesting  to  know  that  the  July 
Bulletin  will  contain  a  report  on  the  subject  of  "Special  Steels."  This 
monograph  has  been  presented  to  the  Association  by  Past-President 
W.  C.  Gushing,  and  was  originally  intended  for  presentation  to  the 
International  Railway  Congress,  which  was  to  have  been  held  in 
Berlin,  Germany,  in  1915.  Owing  to  the  conditions  existing  abroad, 
the  Gongress  has  been  abandoned.  It  is  hardly  necessary  to  say  that 
this  paper  is  of  absorbing  interest,  and  that  it  will  add  materially 
to  the  prestige  of  our  publications. 

DUPLICATION    OF    WORK. 

As  a  result  of  specialization  in  all  lines  of  endeavor,  there  is  more 
or  less  duplication  of  work,  and  consequently  an  economic  waste. 
Gommittees  of  this  Association  are  occasionally  going  over  ground 
already  covered  by  other  associations  or  investigators,  and  vice  versa. 
From  a  published  list  of  railroad  and  allied  associations,  it  appears 
that  there  are  no  less  than  fifteen  organizations  whose  work  overlaps 
or  duplicates  that  of  the  American  Railway  Engineering  Association. 

In  view  of  these  facts,  it  would  seem  advisable  for  our  Commit- 
tees to  give  careful  consideration  to  what  has  been  done  along  the 
lines  of  the  subjects  assigned  them,  make  use  of  the  best  thought 
and  experience  developed  elsewhere,  and  adapt  the  net  results  to  our 
present  needs. 

THE    ANNUAL    CONVENTIONS. 

Your  Association  i-s  essentially  a  working  body.  Managing  offi- 
cials have  frequently  commented  favorably  on  this  fact,  and  are  more 
and  more  realizing  the  importance  to  the  interests  they  represent  of 
having  their  subordinates  attend  these  annual  meetings,  and  in  many 
cases  urge  them  to  do  so. 

Among  the  desirable  features  of  the  annual  conventions  is  the 
personal  contact  outside  the  regular  sessions.  They  afiford  excellent 
opportunity  for  an  interchange  of  views  and  experiences,  and  is  a 
means  of  forrning  new  acquaintances  and  renewing  old  ones. 
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yt^'  Meiiibcrsliip  la.sl  annual   rcj)ort    1,147 

Members  admitted   during  year.  .  137 

-pii  Withdrawals 17 

En  Deceased   members    10 

Dropped   21 

—     48 

Net    increase    89  89 


Total  present  membership   1,236 

GEOGRAPHICAL  DISTIUHUTION. 

Th 

Co                                      The    geographical    distribution  of    members    is    indicated    in    the 
following  table: 

United  States   1,091       Australia     

Th  Canada    101      England    

Su]  Japan   8      Bolivia 

**"  China   5      Mexico    

rpY.  Central  America    5      Philippine  Islands 

A,g  Cuba    4      Peru     

New  Zealand 4      Panama    

India    2      Porto   Rico    

Argentine   Republic    2      Russia    

Brazil    2      Hawaii    


Th 

an(  ^  ^ . 

Eh  Costa   Rica    ....-• 2 

En  ^  

Total  membership   1,236 

Th 

Sui  DECEASED    MEMBERS. 

am 

Fo:  Dunng  the   year   the   Association   has   sustained   the   loss   of   the 

following  members  by  death: 

C.  C.  Mallard, 

W.  G.  Van  Vleck, 

J.  N.  Faithorn, 

G.  A.  Clark, 

Thomas  Watson, 
Xh  Emil  Gerber, 

Su]  W.  I.  Trench. 

M.  J.  Corrigan, 

J.  C,  Stuart, 

Thos.   H.  Johnson. 
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FINANCIAL   STATEMENT. 

The  following  Financial  Statement  is  self-explanatory.  It  in- 
cludes also  a  statement  of  the  Track  Stresses  Fund,  of  which  the 
Association  is  the  custodian. 

Balance   on   hand,   December  31,   1913.. $14,27674 

RECEIPTS    DURING    THE    YEAR, 

From  Entrance    Fees $  1,350.00 

From  Dues    6,551.00 

From  Subscription  to   Bulletin    6,745.33 

From  Binding   Proceedings 615.50 

From  Sale  of  Proceedings   4,150.58 

From  Sale  of  Manual  583,10 

From  Sale  of  Bulletins   485.28 

From  Sale  of  Specifications   163.25 

From  Sale  of  Leaflets   188.75 

From  Advertising     2,662.40 

From  Interest  on   Bank  Balance    115.94 

From  Interest  on  Investments    400.00 

From  Sale  of  Badges   52.00 

From  Sale  of  Banquet  Tickets   1,386.00 

From  Miscellaneous    147.99 

From  A.  R.  A.  (Rail  Committee)    6,650.13 

Total   Receipts  $32,247.25 

DISBURSEMENTS   DURING  THE  YEAR. 

For  Stationery  and  Printing $  547.87 

For  Proceedings    3,101.75 

For  Bulletins 7,508.03 

For  Manual    413.20 

For  Salary  of  Secretary 3,000.00 

For  Salaries   of   Two   Assistants 1,872.50 

For  Officers'    Expenses    32.75 

For  Postage     838.78 

For  Telephone  and  Telegrams    151.94 

For  Committee   Expenses    85.48 

For  Supplies     420.66 

For  Rents    1,153.29 

For  Expressage     522.25 

For  Light    33.90 

For  Annual   Meeting   Expenses    2,390.83 

For  Equipment     75.25 

For  Exchange    55.75 

For  Miscellaneous     252.96 

For  Rail  Committee    6,754.53 

Total  Expenditures $29,211.72 

Excess  of  Receipts  over  Disbursements   3,035.53 

Balance     $17,312.27 


6S  lUJSINKSS    SKSSION. 

SUMMARY. 

'  n.'ilaiuo  on   hand.   Dcccml.or  31.   191.^ $14,276.74 

Kccoipts    $32,247.25 

I'.xpciKlitiirc's     29,211.72 

Excess  of   I\c'C<.'ii)ts  over    Dishiirsiincnts .  .$  3,035.53       3,035.53 

HalaiKc  on  haiul,   December  31.   1914 $17,312.27 

Consisting  of: 

Six    railway   bonds,   par    value   $1,000   each,    at 

cost    $  5,206.06 

l'\)ur    Lincoln    Park    bonds,    i)ar    value    $1,000 

each,    at    cost 4,004.27 

(  Cash  in  Standard  Trust  and  Savings  Bank..  ..     8.101.94 

$17,312.27 

•  STRESSES   IN  TRACK   FUND. 

RECEIPTS. 

I  Contribution    from    U.    S.    Steel    Corp.,    April    18, 

1914    $10,000.00 

Interest — April  to   December,    1914 201.70 

1  Total  Receipts   $10,201.70 

a 

I  EXPENDITURES    (tO    DECEMBER    3I,    I914). 

I 

Committee    Expenses $  65.99 

•]                           Salaries     133.33 

c                           Transportation     35.63 

a                          Hotel  and  Meals    19.55 

J                           Supplies    115.17 

Stationery  and  Printing   43.88 

Postage    10.00 

Expressage    9.98 

Telegrams    .87 

Total     $     434.40         434.40 


.]  Balance,  A.  R.  E.  A.  Fund,  January  1,  1915 $9,767.30 

S 


CONCLUSION. 


In  conclusion,  your  Secretary  desires  to  express  his  appreciation 
and  thanks  to  the  members  of  the  Association  for  the  consideration 
and   good-will   extended   to    him   during   the   year. 

I  Respectfully  submitted, 

p  '  E.   H.   FRITCH,  Secretary. 
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REPORT  OF  THE  TREASURER. 

To  the  Members  of  the  American  Railzvuy  Linginecrmg  Association: 

I    have    the    honor    of    presenting    the    following    report    for    the 
calendar  year  ending  December  v31,  1914: 

Balance,  cash  on  hand,  December  31,  1913 $14,276.74 

Consisting  of: 

Cash  in  bank   $  5,066.41 

Six   railway   bonds,   par   value  $1,000  each,   at 

cost    5,206.06 

Four    Lincoln    Park    bonds,    par    value    $1,000 

each,   at   cost    4,004.27 

Total     $14,376.74 

Receipts  during  the  year  1914 $32,247.25 

Paid  out  on  Audited  Vouchers   29,211.72 

Excess  of  Receipts  over  Disbursements $  3,035.53-      3,035.53 

Balance  on  hand,  December  31,   1914 $17,312.27 

Consisting  of: 

Six  railway  bonds,   par   value  $1,000   each,    at 

cost    $  5,206.06 

Four    Lincoln    Park    bonds,    par    value    $1,000 

each,   at  cost    4,004.27 

Cash  in  Standard  Trust  and  Savings  Bank...     8,101.94 

$17,312.27 
STRESSES  IN   TRACK  FUND. 

RECEIPTS. 

Contribution  from  U,  S.   Steel   Corporation,  April 

18,    1914    $10,000.00 

Interest— April    to    December,    1914 201.70 

Total  Receipts  $10,201.70 

Expenditures  to  December  31,   1914 434.40 

Balance  A.  R.  E.  A.  Fund,  January  1,  1915 $9,767.30 

Respectfully  submitted, 

GEO.  H.  BREMNER,  Treasurer. 

(The  accounts  have  been  audited  by  a  firm  of  public  accountants 
and  found  to  agree  with  the  foregoing.) 

(On   motion,   duly  carried,   the   reports   of  the   Secretary  and  of  the 
Treasurer  were  accepted.) 
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The  I'iiskKiiI:  Tlic  next  order  ol  l)U.sinfs.s  is  llic  cuiisidcralion  ol 
reports  of   Standing  and  Special  Coniniittees. 

It  is  customary  for  llie  members  of  Committees  to  C(jnu-  forward  as 
llieir   names  are  lalkd  and   lake  places  on  the  platform. 

Jlie  Cliair  would  suggest  that  each  speaker  on  rising  to  take  part  in 
the  (Hscussion,  that  he  first  state  his  name  and  the  name  of  the  corpora- 
lion  with  which  he  is  connected,  in  order  that  the  reporters  can  give  it 
correctly  in  the  Minutes. 

Mr.  L.  C.  Fritch   (^Canadian  Nortiicrn)  : — 1  would  suggest  that  inas- 
much as  we  have  a  large  amount  of  business  before  us  that  we  endeavor 
,  to  economize  on  time  as  much  as  possible.     The  several  Committees  this 

year   have    reported   comprehensively   on    the   subject  of   revision   of    the 
Manual.     If  we  devote  too  much  time  to  the  discussion  of  the  revision 
*;  of  the  Manual,  there  will  be  no  available  time  for  the  discussion  of  the 

'  Committee  reports  proper.    In  my  judgment  there  is  not  anything  of  more 

importance  than  that  the  revised  Manual  shall  be  complete  in  every  re- 
■  spect,  but  unless  the  convention  passes  upon  these  matters,  they  cannot  be 

incorporated  in  the  Manual.     There  is   a   Special  Committee  on  Manual 
of  the  Board  of  Direction,  composed  of  the  five  latest  Past-Presidents, 
„  and  it  is  the  purpose  of  that  Committee  to  take  up  the  Committee  reports 

a  relating  to  revision  of  the  Manual  and  carefully  review  such   revisions, 

^  in  order  that  the  revised  Manual  may  be  complete  and  perfect. 

It  may   save   time  at  this   convention   if   we   limit  discussion  on   re- 
"^  vision  of  the  Manual  to  essentials,  and  refer  non-essentials  to  the  Board 

of  Direction.     Unless  we  do  that  or   something  equivalent,   we  will  not 
I  have  time  to   discuss  both  the  revisions  of  the  Manual  and  the  reports 

proper.  The  careful  attention  which  the  Committee  of  the  Board  will 
give  to  this  subject  during  the  coming  year  will  assure  the  Association 
that  the  matter  is  in  safe  hands.  Many  of  the  suggestions  for  changes  in 
the  Manual  are  merely  matters  of  verbiage  or  slight  changes  in  arrange- 
ment, and  I  would  suggest  that  only  important  principles  be  discussed, 
1  in  order  that  the  business  of  the  meeting  may  be  facihtated. 

^  The  President : — The  Chair  would  announce  that  it  is  the  purpose  to 

^  request  Chairmen  of  Committees,  in  presenting  revisions  of  the  Manual,' 

to  point  out  only  such  matters  on  which  they  desire  action  or  that  are  es- 
sential, otherwise,  unless  the  convention  does  so  act,  so  far  as  the  essen- 
tials   are   concerned,   the   changes   cannot   be   made   in    the   Manual,   and 
f  Chairmen   of   Committees   are  therefore  asked  to   handle   this   matter  as 

^  suggested  in  presenting  their  reports  to  the  convention. 

Mr.  L.  C.  Fritch : — It  might  also  be  added  that  it  is  the  purpose,  after 
this  convention,  to  submit  the  results  on  the  revision  of  the  Manual  to 
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the  various  Committees  for  llicir  final  recommendations,  and  this  in  turn 
is  to  be  finally  reviewed  b}'  the  Manual  Committee  of  the  Board  of 
Direction. 

The  President : — The  first  report  to  be  considered  is  that  of  the  Com- 
mittee on  Rules  and  Organization.  In  the  absence  of  the  Chairman  and 
Vice-Chairman,  Mr.  Curtis  Dougherty  will  present  the  report.  Mr. 
Dougherty  will  make  a  preliminary  statement  as  to  how  the  Committee 
desires  to  have  its  report  considered. 

(See  report,  pp.  65-74;  discussion,  p.  1023.) 

The  President : — The  next  report  to  be  considered  is  that  of  the  Com- 
mittee on  Signals  and  Interlocking.  Mr.  Stevens,  the  Chairman,  will 
present  the  report  and  indicate  the  manner  in  which  the  Committee  de- 
sires to  have  it  considered. 

(See  report,  pp.  75-87;  discussion,  pp.  1025-1035.) 

The  President : — The  report  of  the  Special  Committee  on  Uniform 
General  Contract  Forms  will  next  be  taken  up  for  consideration.  Mr. 
E.  H.  Lee,  the  Chairman,  will  submit  the  report,  and  indicate  the  points 
in  the  report  on  which  discussion  is  desired. 

(See  report,  pp.  89-101;  discussion,  p.  1037.) 

The  President: — The  fourth  report  to  be  considered  is  that  of  the 
Committee  on  Signs,  Fences  and  Crossings.  Mr.  W.  F.  Strouse,  the  Chair- 
man, will  present  the  report  and  make  a  statement  as  to  the  manner  in 
which  the  Committee  wishes  to  have  its  report  considered. 

(See  report,  pp.  433-519;   discussion,  pp.  1039-1^045.) 

AFTERNOON  SESSION. 

The  President : — The  first  report  to  be  considered  this  afternoon  is 
that  of  the  Committee  on  Economics  of  Railway  Location.  Mr.  John  G. 
Sullivan,  the  Chairman  of  the  Committee,  will  make  a  preliminary  state- 
ment and  describe  what  has  been  accomplished  during  the  year  and  bring 
up  the  conclusions  on  which  action  is  desired  by  the  Committee. 

(See  report,  pp.   103-105;   discussion,  pp.   1047-1070.) 

WEDNESDAY,  MARCH  17,  1916. 

MORNING  SESSION. 

The  President: — The  first  business  to  be  taken  up  this  morning  is 
the  consideration  of  the  report  of  the  Committee  on  Roadway,  Mr.  W.  M. 
Dawley,  Chairman.  The  Chair  would  ask  Mr.  Dawley  to  make  a  pre- 
liminary statement,  and  indicate  the  manner  in  which  the  report  is  to  be 
considered. 

(See  report,  pp.  565-600;  discussion,  pp.  1071-1084.) 


G«;  HUsiNi'.ss  sp:ssi()n 

The   Pri'siflcnt  :--'riu'   icixnt    ni    the   (  (tiimiittfc  on    Kccorcls  and  Ac- 
'  ooiHits  will  now  1)1'  takti)   np      It    will   l)c  pri-sfiitcd  by  the  C'h.'i'rman,   Mr. 

Christian,  who  will  iiuiUc  the  usual  prc-liuiiuary  statement. 
(See  report,  pp.  7^5-7<>() ;  discussioii,  i)p.   10X5-10X7.) 
The    President  :     The    Chair    would    ask    luiauitnous    consent    to    \  ary 
from  the  projjjrani.  hy  anuounoinj.?  the  result   of  the  ballot    for  officers   for 
the  ensuinja^  year  at  the  close  oi   the  afternoon   session.     The  Chair  will 
appoint   as   Tellers.    Messrs.    W.    J.    Ilergen.    II,    L.   Gordon,    \V.    I\   O^lc, 
(J.    H.    (lilbert   and   W.  T.    Dorrance.     The   Secretary   will   turn    over  the 
ballots  to  the  Tellers,   and  they   will   retire   to  the  anteroom   to   prepare 
•  their  rejiort  after  the  close  of   this  afternoon's  session. 

The  Chair  would  also  ask  unanimous  consent  to  vary  from  the  pro- 
gram and  advance  the  report  of  the  Rail  Committee  for  the  first  matter 
of  business  at  the  afternoon   session.     There  being  no  objection,  the  re- 
!  port    of    the    Committee    on    Rail    will    be    taken    up    immediately    after 

luncheon  to-day. 
'.  We   will   now    consider   the  report  of   the   Committee   on   Ties.      Mr. 

L.   A.   Downs,   the   Chairman,   will   present   the    report,   and    indicate   the 
manner  in  which  it  is  to  be  discussed. 
-]  (See  report,  pp.  521-564;  discussion,  pp.  1089-1092.) 

a  The    President: — The   next    report   to    be    considered    is    that    of    the 

T  Committee   on    Iron   and    Steel    Structures,    Mr.   A.   J.    Himes,   Chairman. 

Mr.  Himes  will  make  a  statement  and  indicate  how  the  report  is  to  be 
T  disposed  of  by  the  convention. 

3  (See  report,  pp.  601-676;    discussion,  pp.   1093-1115.) 

I 

AFTERNOON  SESSION. 

The   President : — As   announced  at  the  morning  session,  the  first  re- 
port to  be  taken  up  is  that  of  the  Committee  on  Rail.    Mr.  J.  A.  Atwood, 
the   Chairman,    will   make   the    usual    preliminary    statement,    and    outline 
the  way  in  which  the  Committee  desires  to  have  its  report  acted  on  by 
n  the  convention. 

S  (See  report,  pp.  151-432;  discussion,  pp.  1117-1132.) 

P  The  President : — The  report  of  the  Committee  on  Water  Service  will 

be  presented  by  the  Chairman,  Mr.  A.  F.  Dorley. 

(See  report,  pp.  677-713;  discussion,  pp.   1133,  1134.) 
The  President : — The  report  of  the  Track  Committee  is  now  in  order. 
^  It  will  be  presented  by  the  Chairman,  Mr.  J.  B.  Jenkins,  who  will  make 

I  the  usual  preliminary  statement. 

(See  report,  pp.  715-738;  discussion,  pp.  1135-1145.) 

The  President :— We  will  next  take  up  the  report  of  the  Committee 
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on  Conservation  of  Natural  Resources.  In  the  absence  of  the  Chairman, 
the  report  will  be  presented  by  the  Vice-Chairman,  Mr.  A.  W.  Carpenter. 

(See  report,  pp.  989-1003;  discussion,  pp.  IT47.) 

The  President: — In  view  of  the  fact  that  the  Chairman  of  the  Com- 
mittee on  Buildings  cannot  be  here  to-morrow,  we  are  asked  to  take  up 
that  report  to-day.  Mr.  Long,  the  Chairman,  will  present  the  report  and 
indicate  the  points  on  which  discussion  by  the  convention  is  desired. 

(See  report,  pp.  739-784;  discussion,  pp.  1149-1151.) 

The  President : — The  Tellers  have  submitted  their  report,  covering 
the  result  of  the  election  of  officers  for  the  ensuing  year.  The  Secretary 
will  read  the  report. 

Secretary  Fritch : — The  report  of  the  Tellers  appointed  to  canvass  the 
ballots  cast  for  officers  for  the  ensuing  year  is  as  follows: 

REPORT  OF  THE  TELLERS. 

To  the  Members  of  the  American  Railway  Engineering  Association: 

The  undersigned  Tellers,  appointed  to  canvass  the  ballots  for  officers 
for  the  year  1915,  beg  leave  to  report  as   follows : 

Total  vote  cast 657 

Not  endorsed  and  not  counted 13 

Total  vote  counted 644 

For  President: 

R.  Trimble  643 

A.  S.  Baldwin i 

For  Vice-President: 

John  G.   Sullivan 640 

C.  A.  Morse i 

John    R.    Leighty i 

Earl  Stimson  i 

H.  R.  Safford i 

For  Treasurer: 

Geo.    H.    Bremner • 644 

For  Secretary: 

E.   H.  Fritch , 644 

For  Directors: 

H.   R.  Safford 343 

C.  F.  W.  Felt 263 

A.    N.    Talbot 227 

E.  H.   Lee 223 

H.    E.   Hale 210 

F.  H.  Alfred 199 

E.  B.  Gushing 198 

A.   J.    Himes 133 

Thos.   S.  Stevens 90 
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Vor  Members  of  N Dtniinilini^   Comniiltcf: 

Paul    Didiir    422 

1  ladlcy  Baldwin    381 

C.  E.    Smith 374 

F.    E.   Tnrncaurc 374 

D.  J.    Bnimlcy 297 

L.  S.  Rose 277 

J.  A.   Peabody 261 

Dr.  Hermann  von   Schrenk 257 

VV.  D.  Wiggins 250 

S.   S.   Roberts 190 

Scattering    12 

Respectfully  submitted, 

W.  J.  Bergen, 
H.  L,  Gordon, 
W.  F.  Ogle, 
G.  H.  Gilbert, 

W.    T,    DORKANCE, 

Tellers. 
Secretary  Fritcli : — The  candidates  elected  are  as   follows : 

President R.  Trimble 

Vice-President John    G.    Sullivan 

Treasurer Geo.  H.  Bremner 

Secretary E.  H.  Fritch 

Three  Directors.  .H.  R.  SafTord,  C.  F.  W.  Felt,  A.  N.  Talbot 

Fii'c  Members  of  Nominating  ComwzVf^'^.Paul  Didier,  Hadley 

Baldwin,  F.   E.  Turneaure,   D.  J.  Brumley,  C.  E.   Smith. 

THURSDAY,  MARCH  18,  1915. 

AIORNING  SESSION. 

Tlie  President : — The  first  report  to  be  considered  this  morning  is  that 
of  the  Committee  on  Wood  Preservation,  Mr.  Earl  Stimson,  Chairman. 
Mr.  Stimson  will  make  a  preliminary  statement  and  indicate  the  manner 
in  which  the  report  is  to  be  considered. 

(See  report,  pp.  825-888;  discussion,  pp.  11 53- 11 57.) 
The  President: — We  will  next  consider  the  report  of  the  Committee 
on  Ballast.     Mr.  H.  E.   Hale,  the  Chairman,  will  outline  the  manner  in 
which  the  report  is  to  be  acted  on  by  the  convention. 

(See  report,  pp.   1005-1020;  discussion,  pp.  1159-1172.) 
The  President: — Prof.  A.  N.  Talbot,  Chairman  of  the  Special  Com- 
mittee on  Stresses  in  Railroad  Track,  will  present  the  progress  report  of 
that  Committee. 

(See  report,  pp.  791,  792;  discussion,  pp.   1173.   1174.) 
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The  President: — The  report  of  the  Committee  on  Masonry  \vill'n<j\v 
be  taken  np  for  consideration,  and  the  Chairman,  Mr.  F.  E.  Schall,  will 
make  the  usual  preliminary  statement. 

(See  report,  pp.  793-824;   discussion,  pp.   1175-1178.) 

The  President :— The  report  of  the  Committee  on  Wooden  Bridges 
and  Trestles  will  be  presented  by  the  Chairman,  Mr.  E.  A.  Frink.  Mr. 
Frink  will  outline  the  way  in  which  the  Committee  desires  to  have  the 
report  considered. 

(See  report,  pp.  891-904;  discussion,  pp.  1179-1183.) 

AFTERNOON    SESSION. 

The  President : — The  first  report  to  be  taken  up  this  afternoon  is 
that  of  the  Committee  on  Grading  of  Lumber,  Dr.  Hermann  von  Schrenk, 
Chairman,  Dr.  von  Schrenk  will  briefly  outline  the  report  and  indicate 
the  portions  on  which  action  is  desired  by  the  convention. 
(See  report,  pp.  905-916;  discussion,  pp.  1185,  1186.) 
The  President: — In  the  absence  of  the  Chairman  and  Vice-Chairman 
of  the  Committee  on  Electricity,  Mr.  E.  B.  Katte  will  present  the  re- 
port and  give  an  outline  of  the  subjects  to  be  considered  by  the  con- 
vention. 

(See  report,  pp.  917-956;   discussion,  pp.   1187,   1188.) 
The   President: — The  last   report  to  be   acted  on   by   the   convention 
is   that  of  the  Committee  on   Yards  and  Terminals.     In  the  absence  of 
both  the   Chairman  and  Vice-Chairman,  the  report  will  be  presented  by 
Mr.  A.  Montzheimer. 

(See  report,  pp.  957-987;  discussion,  pp.  1189-1191.) 
The    President : — The    reports   of   Standing   and    Special    Committees 
having  been   disposed   of,   we  will  next  take  up   "New   Business."     Has 
any  member  anything  to  offer  under  that  heading? 

Mr.  E.  T.  Reisler  (Lehigh  Valley)  : — I  would  like  information  as 
to  whether  the  Special  Committee  on  Manual  is  to  be  authorized  to 
make  such  editorial  changes  in  the  Manual  as  may  be  necessary? 

The  President : — It  is  understood  that  the  Special  Committee  has 
that  authority. 

Mr.  Hunter  McDonald  (Nashville,  Chattanooga  &  St.  Louis)  : — I 
desire  to  offer  the  following : 

"Resolved,  That  the  Board  of  Direction  be  requested  to  consider  a 
working  plan,  by  which  the  conclusions  of  certain  other  associations 
working    along    the    same    lines    of    research   as    ours    may    receive    the 


GO  imSINh.SS    SI'.SSION. 

•  rn(l(»rsriiK-iil    of    lliis    Associatimi    witlimii    disoiissioii    in    (K-t:iil    \>\   its   coii- 

vi'iitions. 

(  riu-    irs(  ilutidii    was   adnpu-d. ) 

Secretary  !•:.  II,  l-ritcli  :  -Mr.  IVi-sidciit,  I  (U-sin-  to  olTi-r  tiu-  follow- 
iiiL;    ri'soliitiotis  : 

"Kcsolvfd  hy  llir  nunihcrs  of  tlu-  Aiiifricaii  Railway  I-Jij^inccr- 
\uii  Association,  in  convention  asscnd)le(l.  That  wc  desire  to  place  on 
record  onr  appreciation  and  extend  onr  hearty  thanks  to — 

"Hon.  Charles  S.  Glecd,  Sir  George  h^oster,  Frank  L.  Mulholland. 
ICsq..  and  Henjamin  Haiim,  Esq..  for  their  admirahle  and  instructive  ad- 
dresses at  the  annual  dinner  of  the  Association  on  the  evening  of 
March    17; 

"To    the    National    Railway   Appliances    Association    for   the    instruc- 
;  ti\e  and  comprehensive  exhihit  of  railway  devices  at  the  Coliseum; 

t  "To   the   technical   press    for   their   daily   reports   of   this   convention, 

and  for  the  useful  information  made  available  to  the  members  and  guests 
j  through   their  publications  ; 

"To  the  official  reporters.  Mr.   T.  E.  Crossman  and  Mr.  G.  W.   Bur- 
goyne,    for  their   accurate   and   painstaking   reports   of   this   and  previous 
r,  conventions ; 

a  "To  the  Tellers,  Messrs.   \V.  J.   Bergen,  H.   L.   Gordon,  W.  T.  Dor- 

»  ranee,  W.   V.  Ogle  and  G.  H.  Gilbert,  for  their  arduous  labors  in  count- 

ing and  tabulating  the  ballots  cast  for  officers  for  the  ensuing  year; 

T  "To   Committee   No.  2t„  on   Arrangements,   for  the  highly  successful 

5  arrangements  made   for  the  comfort  and   entertainment  of  the  members 

I  and  guests  attending  this  •convention." 

(The  resolutions  were  adopted.) 

Mr.  William  McNab  (Grand  Trunk  Railway  System)  :— Mr.  Presi- 
dent, I  desire  to  offer  this  resolution  : 

"Resolved.  That  this  Association,  in  convention  assembled,  desires  to 
express  its  appreciation  of  the  able  manner  in  which  the  retiring  Presi- 
dent,  Mr.   W.   B.   Storey,  has   performed  the   duties  of    President   during 
3  the  year,  and  also  for  the  efficient  manner  in  which  he  has  presided  over 

i  the  deliberations  of  this  convention.'" 

F 

I  offer  that  resolution  with  a  riser  that  it  be  spread  upon  the  Min- 
utes of  this  meeting  and  an  engrossed  copy  be  sent  to  the  retiring  Presi- 
dent,  Mr.  Storey. 

^  (Mr.    .McNa!)   put   the   resolution   to  vote,   and  it  was   carried  unani- 

^  mously.) 

The  President :— The  Secretary  will  now  announce  the  result  of  the 
election  of  officers  for  the  ensuing  year. 
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Secretary  E.  H.  I-Vitcli  : — The  officers  elected  for  tlic  ensuing  year 
are  as  follows : 

President,  R.  Trimble. 

First  Vice-President,  A.   S.   Baldwin. 

Second   Vice-President,  John  G.   Sullivan. 

Treasurer,  George  H.  Bremner 

Secretary,  E.  H.  Fritch. 

Three  Directors  (three  years  each),  H.  R.  Safford,  C.  F.  W.  Felt, 
A.  N.  Talbot. 

Five  Members  of  Nominating  Committee,  Paul  Didier,  Hadley  Bald- 
win, D.  J.  Brumley,  F.  E.  Turneaure,  C.  E.  Smith. 

The  President : — You  have  heard  the  result  of  llie  election  of  offi- 
cers. The  Chair  will  ask  Past-Presidents  Gushing  and  Wendt  to  escort 
the  President-elect.  Mr.  Trimble,  to  the  platform.     (Applause.) 

President  Storey : — In  delivering  this  gavel  to  you,  Mr.  Trimble,  I 
wish  to  express  my  thanks  to  the  members  of  the  Association  for  the 
very  great  assistance  that  has  been  given  me  in  the  discharge  of  my 
duties  as  the  President  of  the  Association,  and  to  say  to  you  that  in 
your  duties  in  the  future  you  will  find  that  our  Secretary,  Mr.  Fritch,  is  of 
the  very  greatest  assistance  and  invaluable  in  the  administration  of  the 
affairs  of  the  Association.     (Applause.) 

President-elect  Trimble : — Gentlemen  of  the  American  Railway  En- 
gineering Association :  I  count  it  a  very  high  honor  to  be  the  President 
of  this  Association.  There  is  possibly  no  greater  honor  that  comes  to  the 
members  of  our  profession.  I  am  very  grateful  to  you  for  this  honor,  and 
I  beg  to  thank  you  very  sincerely  for  your  confidence  in  bestowing  it  upon 
me. 

After  three  days  of  arduous  work  attending  to  the  business  of  the 
convention,  and  at  a  time  when  you  are  all  anxious  to  get  away,  it  would 
be  most  inopportune  to  make  a  long  address,  and  I  have  no  purpose  of 
inflicting  one  upon  you. 

I  do  wish,  however,  to  say  a  word  or  two  before  we  separate  in  re- 
gard to  the  work  of  the  coming  year.  Let  us  take  notice  of  some  of  the 
advice  so  eloquently  given  to  us  last  night,  especially  by  Sir  George  Foster 
and  Mr.  Mulholland.  Let  us  take  the  mind  that  has  been  given  us — it  is 
the  best  we  have — and  let  us  "mobilize  our  energy"  and  "correlate  our 
work"  so  that  we  will  "be  good  for  something,"  and  during  the  coming 
year  develop  a  survival  value  that  will  be  left  as  an  enduring  heritage  for 
the  coming  years  of  the  Association.  We  are  not  pessimists,  we  are 
optimists.  It  will  be  my  purpose  to  do  the  very  best  I  can  to  advance  the 
interests  of  your  Association. 

Let  us  take  up  our  work  early,  at  once,  if  possible,  and  do  not  let  us 
delay  in  starting  the  activities  of  the  year.     I  would   strongly  urge  the 
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organi/atioii  of  tlir  comniittccs  ami  the  beKinninj^  of  tlu-  work  at  an  early 
date. 

With  the  work  of  your  eariicsl  P.oard  of  Direction  and  your  el'licicut 
Secretary,  and  a  hearty  co-operation  of  the  memhcrs,  I  feel  that  the 
seventccth  year  of  the  American  Railway  I'jij^ineering  Association  will  be 
a  notable  one.  Gentlemen,  I  thank  yon  for  your  kindness  to  me.  CAj)- 
planse.) 

I  now  declare  the  Sixteenth  Ainnial  Clonvention  of  the  American 
Railway  En.nineering  Association  adjourned. 


The  Scvcutccntli  Ainiual  Convention  of  the  American  Railway  Tln(ji- 
ficcring  Association  7cill  be  held  at  the  (^t)ni^ress  Hotel,  Chicafio,  March 
21,  22  and  23,  1916. 

At  a  meetiug  of  the  Board  of  Direction,  held  at  the  Congress  Hotel, 
Chicago,  March  18,  1915,  C.  E.  Lindsay,  Division  Engineer,  New  York 
Central  Railroad,  was  elected  a  Director  to  fill  the  vacancy  due  to  the 
election  of  John  G.  Sullivan  as  Vice-President. 

E.  H.  Fritch, 

Secretary. 
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REPORT  OF  COMMITTEE  XII— ON  RULES  AND 

ORGANIZATION. 


G.  D.  Brooke,  Chairman; 

R.  P.  Black, 

L.  L.  Beal, 

Ralph  Budd, 

A.  M.  Burt, 

J.  B.  Carothers, 


F.  D.  Anthony,  Vice-Chair  man; 

S.  E.  Coombs, 

Curtis  Dougherty, 

B.  Herman, 

Jos.  Mullen, 

E.  T.  Reisler, 

'Committee. 


To  the  Members  of  the  American  Railway  Engineering  Association : 

INSTRUCTIONS. 

Your  Committee  on  Rules  and  Organization  has  worked  during  the 
past  year  under  the  following  instructions : 

(a)  Make  critical  examination  of  the  subject-matter  in  the  Manual, 
and  submit  definite  recommendations  for  changes. 

(i)  Review  Rules  and  Instructions  heretofore  adopted  by  the  Asso- 
ciation and  recommend  such  changes  and  additions  thereto  as 
may  seem  desirable. 

(2)  Formulate   rules  for  the  guidance  of  the   maintenance  of   way 

department  pertaining  to  safety. 

(3)  Continue   the    formulation   of   rules    for   the   guidance   of   field 

parties : 

(a)  When  making  preliminary  surveys. 

(b)  When  making  location   surveys. 

(c)  When  in  charge  of  construction. 

(4)  Continue  the  study  of  science  of  organization. 


SUB-COMMITTEES. 

Three  Sub-Committees  were  appointed :   Sub-Committee  A,  to  which 
was   assigned   work  under   instructions    (i)    and    (2),   consisting   of: 

Curtis    Dougherty,    Chairman ; 
R.  P.  Black, 
J.  B.  Carothers, 
Jos.   Mullen. 

Sub-Committee  B,  to  which  was  assigned  work  under  instruction  (4), 
consisting  of: 

B.  Herman,  Chairman; 
S.  E.  Coombs, 
E.  T.  Reisler. 
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Siib-Coniniittcr  C,  lo  uliiili  was  assigned  worU  umlir  iiistriKtion  (3), 
CDiisisting  of : 

Rnlpli  Biifld,  Chairtn.in  ; 
1".   1).  Antliony, 
1..  L.  I'.cal. 
A.  M.  Burt. 

COMMITTEE  i\ii':i<:TiNr;s. 

Two  mccting.s  of  tlio  Coniniittcc  were  held  :     One  at  Cincinnati,  Ohio, 
September    18,    n;i4.    at    which    were    [)rcsent  :      Curtis    Dougherty,    J.    H. 
Carothers,  Jos.  Mullen,  G.  'D.  Brooke. 
,  One  at  Washington,  1).  C,  November  27,  1914,  at  which  were  present: 

F.  D.  Anthony.  Jos.  Mullen,  S.  E.  Coombs,  B.  Herman,  G.  D.  Brooke. 
Messrs.  Burt,  Black,  Reisler  and  Dougherty  were  represented  by  corre- 
spondence. 

REVISION  OF  MANUAL. 
k  * 

The  Committee  has  considered  very  carefully  the  rules  heretofore 
adopted  by  the  Association  and  printed  in  the  Manual  of  191 1,  and  the 

y  supplements  thereto.     These   rules  have  been   revised    from  time  to  time 

and  no  changes  in  conditions  or  practices  affecting  them  have  occurred 
during  the  past  few  years.     The  Committee,  therefore,  is  of  the  opinion 

r  that  no  revisions  are  necessary,  and  none  are  recommended. 

a 

1  SAFETY  RULES. 

I 

The  following  safety  rules  are  recommended  for  adoption  and  print- 
T  ing  in  the  Manual-: 

*"  (i)     It  is  the  duty  of  every  employe  working  on  or  about  the  tracks 

J  to  exercise  great  care  to  avoid  injury  to  himself  and  others,  and  nothing 

in  these  rules  is  to  be  so  construed  as  to  relieve  any  employe  from  per- 
forming his  full  duty  in  that  respect. 

(2)  Employes  must  examine  and  know  for  themselves  that  tools, 
materials,  etc.,  which  they  must  make  use  of  in  performing  their  duties 
are  in  proper  condition.  If  not,  they  must  put  them  so,  or  report  them  to 
the  proper  person  and  have  them  put  in  proper  order  before  using. 

(3)  In  handling  rails,  ties  and  other  heavy  materials,  special  care 
5                                must  be  used  to  avoid  injury. 

1  (4)     On  the  approach  of  a  train,  employes  who  are.  working  on  or 

^  about   the   tracks   must   move   to   places   of   safety,   standing   clear   of   all 

running  tracks.  They  must  not  walk  or  stand  on  the  tracks,  except  when 
necessary   for  the  proper  performance  of  their  duties. 

(5)  Watchmen,  patrolmen,  trackwalkers  and  others  on  duty  which 
P  makes  it  necessary  for  them  to  be  on  the  track,  where  there  are  two 
£                                or  more  tracks,   should,   when   practicable,  travel  against  the  current  of 

traffic,  keeping  a  sharp  lookout  in  both  directions  for  approaching  trains. 

(6)  Foremen  or  others  in  charge  of  employes  must  see  that  their 
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men  are  alert  and  watchful  to  avoid  danger;  and  when  working  on  or 
about  the  tracks,  will  take  the  necessary  precautions  to  see  that  all  men 
working  under  their  immediate  supervision  receive  warning  of  approach- 
ing trains  in  time  to  reach  places  of  safety. 

(7)  When  working  on  tracks  in  places  where  approaching  trains 
cannot  readily  be  seen  because  of  permanent  obstructions  to  the  view, 
curves,  or  temporary  obstructions,  such  for  instance  as  fog,  storms,  snow, 
or  engines  or  cars,  extra  precautions  must  be  taken  to  warn  the  men 
of  approaching  trains. 

Foremen,  watchmen,  and  others  in  charge  of  gangs  or  squads  of 
workmen  should  provide  themselves  with  whistle  or  other  means  for 
warning  the  men  when  working  in  places  where  approaching  trains  cannot 
readily  be  seen. 

(8)  When  large  numbers  of  inexperienced  men  are  working  on  the 
track,  they  should  be  divided  into  small  squads,  each  squad  placed  in 
charge  of  an  experienced  man,  and  all  necessary  additional  precautions 
taken  to  prevent  accident. 

(9)  Employes  working  in  tunnels  or  near  the  ends  of  the  same,  when 
trains  approach  from  either  direction,  must  clear  all  tracks,  and  if  in 
the  tunnel,  must  occupy  the  manholes, 

(10)  In  tunnels  and  in  other  places  where  there  is  insufficient  clear- 
ance and  no  manholes  or  other  places  of  safety  provided,  foremen  must 
arrange  with  the  proper  officer  for  the  use  of  track  and  work  under  flag 
protection. 

(11)  Employes  are  required  to  carry  lanterns  or  torches  when  pass- 
ing through  any  tunnel  where  men  cannot  readily  be  seen. 

When  an  entire  gang  is  working  close  together  in  a  tunnel,  an  adequate 
number  of  lights  should  be  used,  but  not  less  than  two. 

(12)  Hand  or  push  cars  must  not  be  used  at  night,  nor  in  the  day- 
time when  approaching  trains  cannot  readily  be  seen  by  reason  of  fog, 
storm  or  snow,   except  under  proper  protection. 

(13)  Trains  will  be  run  in  either  direction,  on  any  track,  whenever 
necessary  or  expedient,  and  employes  will  be  governed  accordingly, 

(14)  Employes  will  keep  the  right-of-way,  and  particularly  the  main, 
yard  and  sidetracks  and  the  footpath  along  them,  free  of  obstacles, 
such  as  old  material,  broken  drawbars,  lumps  of  coal,  and  anything  over 
which  themselves  or  others  may  stumble. 

(15)  Any  employe,  who,  while  on  duty,  is  careless  about  the  safety 
of  himself  or  others,  or  who  disregards  warnings,  will  be  disciplined. 

RULES  FOR  PARTIES  ON  SURVEYS  AND  CONSTRUCTION, 
This  subject  is  not  reported  on  this  year. 

SCIENCE  OF  ORGANIZATION. 

The  Committee's  work  on  this  subject  has  consisted  in  collecting 
some  additional  data  in  regard  to  the  form  of  organization  of  the  Main- 
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tcnancc   of   Way    Dcparlinciit   in   use   on    tlic    various    railroads,    and    the 
internal  workings  of  these  various  organizations. 

.\n  attempt  to  assemble  data  bearing  on  the  historical  aspect  of 
the  development  of  the  present  Maintenance  of  Way  organizations  has 
not  met  with  much  success,  hut  further  efTorts  will  be  made  along  this 
line. 

The  information  collected  is  being  compiled  for  the  use  of  the  Com- 
mittee and  the  work  on  this  subject  will  be  continued  during  the  period 
intervening  before  the  convention.  It  is  desirable,  however,  to  draw 
attention  to  the  fact  that  several  of  the  great  railroad  systems  are  making 
successful  experiments  in  selecting  and  training  men  for  positions  in  the 
Maintenance   of   Way   department,  and   there   is   undoubtedly   a   growing 

•  tendency   in    favor   of    the    systematic    developing   of    men    to    supervise 

Maintenance  of  Way  forces. 

The  Committee  must  rely  for  its  material  largely  on  the  active  in- 
terest in  the  subject  of  those  individuals  of  the  membership  of  the  Asso- 

{  ciation  who  are  giving  thought  and  study  to  the  question  of  organization. 

t  In  order  to  arouse  and  foster  this  interest,  it  is  very  desirable  to  have  some 

discussion  of  the  question  at  the  annual  convention.  As  a  beginning  of 

j  this  discussion  the  Committtee  recommends  that  the  report  made  to  the 

Board  of  Direction  just  prior  to  the  last  convention  be  published  as  an 
appendix  to  this  report. 

As  very  pertinent  at  this  time,  an  extract  from  a  letter  from  Mr.  A.  J. 

_  Himes,  Valuation  Engineer,  New  York,  Chicago  &  St.  Louis  Railroad,  on 

]  "Personality  in  Organization,"   is   here  quoted.     The   Committee   is  very 

I  anxious  to  secure  similar  expressions  on  the  various  phases  of  organization 

from  members  of  the  Association  and  other  railroad  officers : 
1 

i  "It  is  my  strong  belief  that  some  of  our  big  corporations  have  lost 

a  sight  of  the  power  of  personality  in  their  organizations.     Personal  leader- 

I  ship  is  one  of  the  strongest  forces  with  which  we  have  to  deal  and  I 

do  not  believe  that  it  is  being  properly  used. 

"Fundamentally  all  human  efficiency  is  influenced  largely  by  the  ideas 
of  reward  and  punishment.  These  two  words  used  broadly  cover  almost 
everything  about  which  we  care.  Successful  leadership  requires  the  power 
to  adjust  the  rewards  and  punishments  so  as  to  stimulate  a  constant  strug- 
gle for  efficiency.  The  constant  struggle  for  perfection  in  accounting  and 
reporting  which  leaves  a  minimum  of  initiative  to  a  foreman  or  one  who 
is  in  direct  charge  of  labor,  may  eliminate  graft  and  misapplication  of 
*]  money   and   materials,   but   no   human   ingenuity   can   do  away   with   the 

S  ultimate  necessity  of  relying  upon  the  faithfulness  of  humanity.     Faith- 

i  fulness  is  imperative  and  should  be  stimulated  and  developed.    You  can- 

B  not    develop    faithfulness    by    removing    all    possibility    of    wrongdoing. 

Rather  faithfulness  is  developed  by  the  exercise  of  responsibility.  To  build 
up  a  strong  organization,  1  would  study  to  place  men  in  positions  of  trust 
and  let  the  men  know  that  I  trusted  them  and  relied  upon  them. 

"It  is  true  that  occasionally  a  man  is  not  true  to  his  trust,  and  some 

I  men  grow  so  suspicious  that  they  are  never  willing  to  trust  anybody.   The 

f  reason  the  man  fails  is  exactly  the  «ame  as  that  which  causes  his  muscles 

to   grow   weak   if  overstrained.     The   responsibility   which    a   man    bears 

should  be  adjusted  to  his  stage  of  development  and  capacity.    The  failure 

is  to  a  considerable  degree  the  failure  of  the  employer.     The  employer 
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should  know  his  men  and  know  .what  they  can  do  and  never  overload 
them.  An  overload  can  be  carried  a  short  time  in  an  emergency  and  in 
good  health,  but  continued  too  long  it  will  bring  failure  as  surely  as  if 
the  load  were  applied  to  a  piece  of  steel. 

"And  then  there  must  be  decision  and  firmness  and  ability.  No  weak- 
ling who  dallies  with  business  can  be  a  successful  leader  and  when  a  leader 
issues  an  order  or  gives  a  decision  it  must  be  felt  by  everyone  that  it 
is  final,  as  well  as  correct.  No  error  can  ever  be  final  and  the  man  who 
persists  in  an  error  in  order  to  display  his  power  will  presently  learn  that 
he  has  no  power." 

NEXT  YEAR'S  WORK. 

The  following  outline  of  work  for  next  year  is  recommended: 
(i)     Review  Rules  and  Instructions  heretofore  adopted  by  the  Asso- 
ciation and  recommend  such  changes  and  additions  thereto  as 
may  seem  desirable. 

(2)  Continue   the    formulation   of   rules    for   the   guidance   of    field 

parties. 

(a)  When  making  preliminary  surveys. 

(b)  When  making  location  surveys. 

(c)  When   in   charge   of  construction. 

(3)  Continue  the  study  of  science  of  organization. 

(4)  Report   on   the   clearance   of   switchstands,    signal   stands,   plat- 

forms, platform  shelters,  mail  cranes,  water  columns,  coal 
chutes,  water  tanks,  etc.,  under  the  assignment  from  the 
Committee  on  Maintenance  of  the  American  Railway  Associa- 
tion. 

Respectfully  submitted, 
COMMITTEE  ON' RULES  AND  ORGANIZATION. 
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Rl'I'nK'r  TO  I'.OAKI)  OF  DIKECTION  ON  THK  STUDY  OI-   THK 
SCIENCE  OF  ORGANIZATION. 


G.   D.   Brooke,  Chairman; 
R.  P.  Black, 
].  B.  Carothers, 
S.  E.  Coombs, 
C.  Dougherty, 


F.  I).  Anthony,   Vice -Chairman; 
K.   Hanger, 
B.  Herman. 
Jos.  Mullen. 
E.  T.  Reisler, 

Committee. 


To  the  Board  of  Direction   of  the  Avieriraii   Railway  Engineering  Asso- 
ciation: 

INSTRUCTIONS. 

Committee  XII — On  Rules  and  Organization,  was  instructed,  in  addi- 
tion to  other  work,  to  "Begin  the  study  of  Science  of  Organization  and 
report  to  the  Board  of  Direction  how  this  study  can  be  made  profitable 
to  the  Association."  In  compliance  with  these  instructions  your  Com- 
mittee submits  the  following  report : 


DEFINITIONS. 

Organization. — Organization  is  the  direction  of  the  efforts  of  a 
number  of  individuals  to  a  common  purpose. 

In  the  commonly  accepted  use  of  the  term,  an  organization  is  a 
collection  of  individuals,  or  groups  of  individuals,  acting  under  a  central 
control,  by  means  of  which  their  efforts  are  directed  to  a  common  purpose. 

Science  of  Organization. — The  science  of  organization  is  the  sys- 
tematized knowledge  pertaining  to,  or  the  acknowledged  laws,  as  demon- 
strated by  observation  or  deduction,  relating  to  the  direction  of  the  efforts 
of  groups  or  individuals  to  common  ends. 


ORGANIZATION  WORKING. 

In  its  workings,  the  individual  is  the  prototype  of  the  organization. 
Every  physical  act  of  the  human  animal  requires  three  distinct  processes, 
of  effort  in  its  performance  : 

(i)     The  knowledge  of  an  existing  reason  for  or  the  self-impelled 
desire  for  the  act.     This  is  mental  effort. 

(2)  The  instruction  to  the  hand,  eye,  or  other  physical  member  to 

perform  and  how  to  perform.    This  also  is  a  mental  process. 

(3)  The  execution  by  the  physical  member.     This  is  physical  effort. 

Consider  next  a  small  group  of  men  as  a  unit  for  the  performance 
of  work,  as  a  squad  of  soldiers  or  a  section  gang.    A  leader  or  foreman  is 
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necessary,  who  is  the  mind  or  brain  of  the  unit;  the  other  men  are  the 
physical  agencies. 

(i)     The   leader  possesses   the  knowledge  of   or   conceives   of   what 
is  to  be  done. 

(2)  Me  communicates  to  the  men  what  is  to  be  done  and  how  it  is 

to  be  done. 

(3)  The  men  perform  the  work. 

Continuing  the  analogy,  the  logical  development  is  the  company  of 
soldiers  and  the  force  under  a  supervisor ;  the  regiment  and  the  track 
forces  of  a  division;  the  brigade  and  the  forces  of  a  district;  the  army 
corps  and  the  maintenance  of  way  department  of  a  railroad  system.  Each 
successive  unit  is  made  up  of  a  number  of  smaller  units;  each  larger 
unit  is  under  the  control  of  a  head  who  conceives  or  plans  the  work, 
and  conveys  his  instructions  as  to  what  is  to  be  done;  the  constituent 
units  receive  the  directions  and  execute  the  work.  The  efficiency  of  any 
unit  depends  upon  the  ability  of  the  leader  in  planning  work  or  devising 
action  to  meet  varying  situations;  his  method  of  transmitting  the  instruc- 
tions to  the  constituent  units,  since  this  determines  with  what  degree  of 
clearness  his  ideas  and  plans  are  understood ;  and  the  spirit  and  the  degree 
of  preparedness  of  the  constituent  units  in  receiving  and  executing  the 
instructions. 

PRINCIPLES. 

There  are  certain  fundamental  principles  of  organization  which, 
for  the  present  purpose,  can  best  be  elucidated  by  the  consideration  of 
two  familiar  examples  of  organization,  the  athletic  team  and  the  military 
company,  which  are  frequently  so  developed  as  to  represent  the  highest 
degree   of   efficiency  attained   in   modern   organization.     These   principles 

Proper   selection   of   material; 

Compensation; 

Education ; 

Esprit  de  Corps; 

Discipline. 

PROPER  SELECTION  OF   MATERIAL. 

To  begin  with,  the  recruits  for  such  organizations  are  obtained  by 
careful  selection.  The  athlete  is  closely  watched  by  coach  or  manager 
and  his  advancement  to  a  higher  class  is  dependent  upon  his  ability  as 
demonstrated  by  his  work  in  a  lower  class.  The  prospective  soldier  is 
required  to  fulfill  well-defined  standards  of  mental  and  physical  fitness 
before  his  acceptance ;  after  enlistment  his  advancement  depends  upon 
demonstrated  ability  and  capacity  for  authority.  This  is  proper  selection 
of  material,  and  in  point  of  order,  is  the  first  principle  of  good  or- 
ganization.    . 
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COMPENSATION. 

The  next  important  principle  of  organization  is  compensation.  The 
individual  belonging  tu  tiie  athletic  team  expects  some  reward  or  return 
for  the  time  and  self-denial  during  the  period  of  training  and  the  supreme 
efforts  of  the  contest.  Whether  this  be  a  monetary  gain,  the  opportunities 
for  recreation  and  pleasure  during  trips  to  the  sites  of  contests,  or  the 
personal  prestige  among  his  associates  which  results  from  his  having  won 
a  place  on  the  team,  the  expectation  and  the  realization  are  no  less  real 
and  significant.  To  the  professional  soldier  food,  clothing  and  the  monthly 
wage  are  his  living,  his  due  reward  for  service;  the  opportunities  of 
travel  at  home  and  abroad,  the  recognition  of  meritorious  services  by  the 
,  awarding  of  medals  or  otherwise,  and  the  possibilities  of  glory  or  booty 

during  conflict,  are  forms  of  compensation  ever  potent  in  attracting  the 
recruit  and  retaining  the  veteran. 

EDUCATION. 

»  The  material  having  been  selected,  the  next   step   is   its  instruction. 

For  the  individual  to  become  proficient  in  any  line  of  physical  endeavor, 

careful   and    faithful  preparation   is   necessary.     The   born   athlete,   with 

i  natural  gifts  of  strength  and  physical  prowess,  must  undergo  prolonged 

training  of  mind,  eye  and  limb  before  that  degree  of  perfect  co-ordination 

is  attained  which  spells  success ;  the  recruit  is  drilled  for  weeks  before 

n  he  is  capable  of  taking  his  place  in  the  company.    The  athletic  team  suc- 

a  ceeds  not  through  the  individual  effort  of  its  well-trained  members  but 

I  through   that   united   effort,   that  team   work,   which   is   attained   only   by 

^  extended  daily  practice.    A  hundred  picked  men,  each  fully  versed  in  the 

„  school  of  the  soldier,  will  require  weeks  of  daily  drill  before  they  can  be 

c  rounded  into  a  crack  company.     This  is  education,  another  cardinal  prin- 

a  ciple   of   organization. 

I  ESPRIT   DE   CORPS. 

Among  the  members  of  the  successful  athletic  team  there  exists 
a  spirit  of  pride  in  the  achievement  of  the  team  in  the  past  and  of 
emulation  to  equal  or  better  deeds  in  the  present  and  future.  Individual 
ambition  is  subordinated,  where  necessary,  to  the  good  of  the  organization 
and  at  the  same  time  there  is  a  friendly  rivalry  to  excel  where  good  will 
result.  In  military  life  the  same  spirit  is  found.  It  is  an  honor  to 
>  belong  to  the  crack  company  of  a  crack  regiment.     The  men  of  such  a 

J  company  will   not  tolerate   conduct   on   the   part   of   any   member   which 

F  will  reflect  on  their  cherished  reputation.     In  the  competitive  drill  every 

nerve  is  strained,  every  face  is  set  and  each  man's  interest  is  so  keen 
that  to  hirn  the  chances  of  failure  or  success  seem  to  rest  upon  his  in- 
dividual efforts.    This  is  esprit  de  corps;  it  is  probably  the  most  intangible 

I  but  at  the  same  time  a  most  important  principle  of  organization. 

F 

^  DISCIPLINE. 

The  athlete  in  training  is  required  to  conform  to  rigid  rules  of  diet 
and  habits.     In  practice  and  during  contests  he  must  obey  in  letter  and 
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spirit  the  instructions  of  coach  or  manager.  Failure  to  comply  with  rules 
and  instructions  will  result  in  the  offender  being  dropped  from  the  team 
or  subjected  to  other  penalty.  In  military  service  the  infraction  of  regu- 
lations or  disobedience  of  instructions  are  penalized  by  fines,  confinement, 
hard  labor  or  dismissal  from  the  service  according  to  the  circumstances 
and  the  nature  of  the  offense.  This  is  discipline,  the  fifth  principle  of 
organization. 

MAINTENANCE  OF  WAY  ORGANIZATION. 

The  maintenance  of  way  organization  of  the  railroads  of  this  country 
has  been  developed  by  the  force  of  attendant  circumstances  rather  than 
along  preconceived  or  well-studied  plans;  this  was  particularly  true  prior 
to  a  decade  ago,  but  is  still  true  to  a  large  extent.  Nevertheless,  it  has  on 
the  whole  fulfilled  its  object  admirably  and  has  risen  to  the  heights  which 
each  successive  occasion  has  demanded.  Within  the  past  few  years  the 
realization  of  the  importance  of  well-balanced  organization  has  been 
growing  and  considerable  thought  and  attention  have  been  devoted  to 
bettering  existing  organizations  in  some  quarters,  with  good  results,  so  far 
as  they  have  gone. 

A  study  of  the  maintenance  of  way  organization  to  determine  to  what 
extent  each  of  the  five  principles  above  enumerated  has  been  applied,  is 
being  applied,  and  can  be  applied;  if  some  of  them  are  being  applied  to 
the  undue  exclusion  of  others;  and  the  best  means  of  effecting  a  proper 
balance  of  them  in  any  further  development  that  may  be  undertaken,  will 
constitute  a  study  of  the  Science  of  Organization  as  applied  to  the  main- 
tenance of  way  department. 

PROGRESS. 

Your  Committee  has  started  the  collection  of  data  as  to  the  mainte- 
nance of  way  organizations  of  the  various  railroads,  represented  in  the 
Association,  and  proposes  to  make  use  of  the  information  gathered  by 
the  Committee  on  Track  and  other  committees  in  connection  with  the 
studies  of  economics  of  track  and  other  labor.  This  work  has  not  pro- 
gressed to  the  point  where  any  comprehensive  analysis  of  the  material 
is  practicable;  but  your  Committee  has  been  impressed  by  the  indications 
of  great  possibilities  in  the  application  of  scientific  organization  to  the 
Maintenance  of  Way  department. 

An  example  of  what  can  be  accompHshed  by  thorough  instruction  is 
found  in  the  methods  of  the  signal  maintenance  forces  of  one  of  the 
trunk  lines.  Monthly  meetings  are  held  by  the  Signal  Engineer,  which 
all  assistant  engineers,  signal  supervisors  and  signal  inspectors  are  required 
to  attend.  Materials,  methods  and  proposed  instructions  are  discussed  fully 
and  the  minutes  of  the  meetings  distributed  in  printed  pamphlets  to  all 
interested.  In  this  way  the  best  ideas  are  secured,  the  reasons  for  adopting 
standard  practices  in  methods  or  materials  are  fully  understood,  and 
all  minds  are  freed  of  any  possible  prejudice  towards  them.  And  when 
circulars  putting  standard  practices  into  effect  are  issued,  there   is  the 
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assurance  tliat  they  arc  interpreted  uniformly  over  the  entire  system. 
The  excellent  results  ohtained  in  a  very  few  years  are  a  splendid  justifi- 
cation of  the  ap])lication  of  scientific  organization. 

BENEFITS    FROM    STUDY. 

As  illustrating  the  present-day  tendency  to  devote  more  serious 
thoiij^lit  to  the  question  of  organization,  attention  is  directed  to  the  splen- 
did paper  on  "Development  of  Young  Men  in  Railroad  Work,"  by  Mr. 
George  M.  Basford,  read  before  the  New  England  Railroad  Club  on 
January  13,  1914,  and  the  discussion  which  followed  (see  Railway  Age 
Gazette,  Vol.  56,  No.  3.  January  16,  1914).  While  dealing  primarily  with 
the  needs  of  the  mechanical  department  Mr.  Basford  brings  out  forcibly 
the  application  of  the  ideas  to  the  other  departments. 

Your  Committee  sees  in  this  tendency  a  hopeful  indication  that  a 
study  of  the  Science  of  Organization  will  bear  fruit.  Such  a  study  will 
result  in  focusing  attention  and  thought  upon  the  important  question. 
and  the  indirect  benefits  will  undoubtedly  be  greater  than  any  facts  which 
may  be  brought  out  or  possible  recommendations  that  may  be  made  as 
the  direct  results  of  the  study. 


REPORT    OF   COMMITTEE  X— ON   SIGNALS  AND 
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Thos.  S.  Stevens,  Chairman;            C.  C.  Anthony,   Vic e -Chairman; 

AzEL  Ames,  M.  H.  Hovey, 

H.  S.  Balliet,  a.  S.  Ingalls, 

J.  B.  Cameron,  A.  M.  Keppel, 

W.  B.  Causey,  J.  C.  Mock, 

C.  A.  Christofferson,  F.  P.  Patenall, 

C.  E.  Denney,  J.  A.  Peabody, 

C.  A.  Dunham,  D.  W.  Richards, 

W.  J.  EcK,  A.  H.  RuDD, 

W.  H.  Elliott,  W.  B.  Scott, 

G.  E.  Ellis,  .                 A.  G.  Shaver,              Committee. 

To  the  Members  of  the  American  Railway  Engineering  Association: 

Yonr   Committee  vv^as   assigned   the   following : 

(a)  Make  critical  examination  of  the  subject-matter  in  the  Manual 
and  submit  definite  recommendations  for  changes. 

(i)     Continue  study  of  economics  of  labor  in  signal  maintenance. 

(2)  Formulate  and  present  requisites  for  switch  indicators,  includ- 
ing conveying  information  on  condition  of  the  block  to  conductors  and 
enginemen. 

(3)  Present,  for  approval,  specifications  adopted  by  the  Railway 
Signal  Association,  which  in  the  judgment  of  the  Committee  warrant 
consideration. 

(4)  Study  the  problem  of  signaling  single-track  roads  with  refer- 
ence to  the  effect  of  signaling  and  proper  location  of  passing  sidings  on 
the  capacity  of  the  line. 

(i)     STUDY    OF   ECONOMICS    OF    LABOR   IN    SIGNAL    MAIN- 
TENANCE. 

Your  Committee  has  not  had  time  to  make  further  study  of  this  sub- 
ject or  to  confer  with  the  Committee  on  Track,  but  it  will  investigate  the 
subject  during   1915. 

(2)      REQUISITES    FOR    SWITCH    INDICATORS,    INCLUDING 

CONVEYING  INFORMATION  ON  CONDITION  OF  THE 

BLOCK  TO  CONDUCTORS  AND  ENGINEMEN. 

Your  Committee  presents  an  ampHfication  of  the  adjunct  in  the 
standard  code  and  requisites  for  switch  indicators  which  have  been 
adopted  by  the  Railway  Signal  Association : 

switch  indicators. 
Amplification  of  Adjunct  (C),  Automatic  Block  System,  the  Standard 
Code  of  the  American  Railway  Association. 
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(C)     liulicalois  at  main  (rack  switches  to  indicate,  on  roads  of  two 
or  more  tracks,  one  or  more  of  the  following: 

(a)  Windier  or  not  a  train  is  approaching. 

(b)  W'hcllicr  or  not  that  portion  of  the  block  between   the  switch 
and  the  next  Home  P.lock  Signal  in  advance  is  clear. 

(c)  Whether  or  not  the  next  Home  Block  Signal  in  the  direction  of 
approaching  trains  is  at  Stop. 

RKQUISITICS    OF    1NSTAI,LATI0N. 

(i)     Switch   indicators,   if   practicable,   located 

(a)  At  main  track  switches  connecting  with  tracks  on  which 
trains  may  clear  main  tracks,  and  in  which  either  there  are  no 
derails  or  diverging  switches,  or  the  derails  or  diverging  switches 

I  are  connected  with  the  main  track  switches. 

(b)  At  independently  operated  derails  or  diverging  switches 
in  tracks  on  which  trains  may  clear  main  tracks. 

(c)  At  points  from  which  switches  of  crossovers  between 
J  main  tracks  are  operated,  where  both  switches  are  operated  from 
t                                             the  same  point. 

(d)  At   independently  operated   switches  of  crossovers   be- 
.                                             tween  main  tracks,  the  indicator  at  the  switch  in  one  track  oper- 
ated in  connection  with  the  other  track. 

(2)     Switch   indicators   that   cannot   be   identified   by  their   locations, 
„  marked   with   the   designations   of   the   tracks    in   connection   with   which 

g  they  are   operated. 

I  (3)     The  connections  of  switch  indicators  used  to  indicate  whether 

^  or  not  a  train  is  approaching,  so  arranged  that  an  indicator  will  indicate 

the  approach  of  a  train  that  has  reached  a  point  at  least  such  a  distance 

<  in  the  rear  of  the  second  block  signal  in  the  direction  of  approaching 

a  trains  that,  if  the  switch  is  thrown  at  the  moment  when  a  train  reaches 

I  that  point,  the  Caution  signal  will  be  displayed  in  time  to  be  observed 

by  the  engineman,  and  will  continue  so  to  indicate  until  the  train  passes 

the  Home  Block  signal  in  the  rear  of  the  switch  or,  approximately,  the 

clearance  point  of  the  switch  when  the  switch  is  more  than  feet  in 

advance  of  the  Home  Block  Signal.  The  distance  of  the  point  at  which 
the  approach  of  a  train  is  first  indicated  will  be  determined  in  each  case 
by  the  grade,  speed  of  trains,  view  of  the  signal  or  other  local  conditions. 

I  CONCLUSION. 

P  That    this    amplification    and    these    requisites    for    switch    indicators 

be  adopted  and  included  in  the  next  issue  of  the  Manual. 

(3)     PRESENT,  FOR  APPROVAL,  SPECIFICATIONS  ADOPTED 
BY  THE  RAILWAY  SIGNAL  ASSOCIATION,  WHICH  IN 
[  THE  JUDGMENT  OF  THE  COMMITTEE  WAR- 

^  RANT   CONSIDERATION. 

Your   Committee  has   given   this   matter   consideration   and  herewith 
presents   a  list   of   specifications  and   standards   adopted  by  the   Railway 


SIGNALS  AND  INTERLOCKING.  77 

Signal  Association  wliich  should  be  endorsed  by  this  Association.  It 
will  be  noted  that  these  represent  654  pages  of  printed  matter.  They  have 
been  very  carefully  considered  by  committees  and  adopted  by  letter- 
ballot  of  the  active  membership  and  representative  membership  of  the 
Railway  Signal  Association.  They  are  being  used  extensively  and  are 
therefore  now  standards  of  many  railroads  as  well  as  of  the  Railway 
Signal  Association. 

As  all  this  material  is  available  in  the  Manual  of  the  Railway  Signal 
Association  and  because  of  the  large  expense  involved  in  reproducing  it 
in  the  Proceedings  and  Manual  of  this  Association,  we  feel  that  it  would 
be  preferable  to  include  in  the  next  issue  of  the  Manual  a  list  of  the 
specifications  and  standards  of  the  Railway  Signal  Association  which 
would  be  useful  to  the  membership  of  this  Association. 

LIST. OF   THE   FINDINGS,   CONCLUSIONS,    STANDARDS    AND 

SPECIFICATIONS  CONTAINED  IN  THE  MANUAL  OF 

THE    RAILWAY    SIGNAL    ASSOCIATION. 

TEXT. 

Automatic  Block  Signals. 

Alternating  Current,  A.  C.  Propulsion,  Specifications. 
Alternating  Current,  D.  C.  Propulsion,  Specifications. 
Alternating  Current,  Steam  Railways,  Specifications. 
Direct  Current,  Specifications. 

Automatic  Train  Control,  Requisites  of  Installation  and  Adjuncts  (Ameri- 
can Railway  Association). 

Battery,  Primary. 

Caustic-Soda  Cell,  Specifications. 
Coppers,  Gravity  Battery,  Specifications. 
Zincs,  Gravity  Battery,  Specifications. 

Battery,  Storage. 

Concrete  Box  for.  Specifications. 

Lead-type,  Description  of. 

Lead-type,  Electrolyte  for.  Specifications. 

Lead-type,  New  Electrolyte  for,  Specifications. 

Lead-type,  Charged  for  Primary  Cells,  Instructions  for  Operation. 

Lead-type,   in   Block-signal  Service,   Instructions   for  Operation. 

Lead-type,   at   Interlocking   Plants,    Instructions   for   Operation. 

Portable  Lead-type,  Directions   for  Installation. 

Portable  Lead-type,  Instructions  for  Operation. 

Portable  Lead-type,  Specifications. 

Stationary  Lead-type,  Directions  for  Installation. 

Stationary  Pure-lead-type  for  Signaling,  Specifications. 

Bells. 

Annunciator,  Specifications. 

Highway  Crossing,  D.C.   Vibrating,   Specifications. 

Cables. 

Aerial  Braided,  for  660  volts  or  less.  Specifications. 
Armored  Submarine,   for  660  volts  or  less.   Specifications. 
Armored    Submarine,    for  2200  volts,    Specifications. 
Lead-covered,  for  660  volts  or  less,  Specifications. 
Lead-covered,  for  2200  volts.  Specifications. 
Underground  Braided,  for  660  volts  or  less,  Specifications. 
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Channel  I'itis,  Spccificalions. 

Circuit  N omcnclaturc  and  Written  Circuits. 

Concrete,  Portland  Gcmcnl.  Spfcificatiotis. 

Conduit. 

Fiber,   tlirt'c   inches   in   diainclcr    with    <.iic-f(inrlh  inch    walh    Spccihca 

tions. 
Pipr,  Steel.  Specifications. 
Pipe,   Wrought    iron.   Specifications. 
Vitrified  Giay,  Specifications. 
Vitrified  Clay,  Installation  of  a  System,  Specifications. 

Copper  Sulphate,  Specifications. 

Crossarms. 

Wood,  Specifications. 

Braces   and   Heel  and   Toe  Bolts   for,   Specifications. 

Steel  Pins  for,  Specifications, 

Through   Bolts  and   Double-arm   Bolts   for,   Specifications. 

Definitions  of  Technical  Terms.  , 

Drawbridges. 

Protection  by  Electro-pneumatic  Interlocking. 
Protection  by  Mechanical  Interlocking. 

Engine,  Gasoline,  with  Fuel  and  Water  Tanks,  Specifications. 

Fiber,  Hard,  Specifications. 

Fuses,  Specifications. 

Galvanizing  Iron  or  Steel,  Specifications  (American  Railway  Engineering 
Association). 

Generators. 


f  D.C.  Electric,  Specifications. 


A.C.  Electric,  Specifications. 

Glass,  Signal   (See  Roundels). 

T  Impedance  Bonds. 

S  11,000  Volts  A.C.  Propulsion,  Specifications. 

a  D.C.  Propulsion,  Specifications. 

^  Impregnation   Treatment  of  Coils  and   Windings,   Specifications. 

Interlocking. 

Electric,  Specifications. 
Electro-pneumatic,   Specifications. 
Mechanical,   Specifications. 

Iron. 

Castings,  Gray,  Specifications. 
Castings,  Malleable,  Specifications. 
"^  ^  Wrought,   Bars,   Specifications. 

S  ^  Loiv-voltage  Electric   Operation   of   Track  Switches,   Requirements. 

Illuminating,  Specifications. 

Transformer,  Specifications. 
Performance,  Signal,  forms  for  recording   (see  drawings). 
Petrolatum  for  Use  in  Impedance  Bonds,  Specifications. 
^  Petroleum  Asphaltum,  Specifications. 

t  Pipe. 

One-inch   Soft   Steel   Signal,    Specifications. 
One-inch  Wrought  Iron  Signal,  Specifications. 
Poles,  Eastern  White  Cedar,  Specifications. 
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Push  Buttons,   Specifications. 

Pushes,  Floor,  Specifications. 

Relays,  Lifting  Armature  Neutral-type  D.C.,   Specifications. 

Releases,  Mechanical  and  Electric,  Specifications. 

Roundels,  Lenses  and  Slides,  Specifications. 

Rules. 

Governing  Maintenance  of   Block  Signals. 

Governing  Signal  Foremen. 

Governing  Signal  Maintainers. 

Governing  Signal  Supervisors. 

Signals,  D.C.  Motor  Semaphore,  Specifications. 

Signal  Indications,  Principles  of. 

Signaling  Practice — Signal  Indications  and  Aspects    (American   Railway 
•    Engineering  Association). 

Steel,  Machinery,  Specifications. 

Switchboards. 

Slate,  for  Battery  Charging,  Specifications. 

Slate  and  Equipment  for  A.  C.  Signal  System,  Specifications. 

Switch  Indicators,  Purposes  and  Requisites  of  Installation. 

Tape. 

Friction,   Specifications. 

Rubber  Insulating,  Specifications. 

Transformers. 

Single-phase  Line,  Oil-immersed  Self-cooled  Outdoor-type,  4400  volts 

or  less.  Specifications. 
Single-phase  Track,  250  volts  or  less,  Specifications. 

Trunking,  Wood,  Specifications. 

Units,   Operated,   Rating  of,   for   the   Purpose   of    Division   of   Costs  of 

Joint  Signal  and  Interlocking  Plants. 
Voltage  Ranges  for  Signal  Work. 

Wire. 

Bonding,  Copper-clad  Steel,  Specifications. 

Bonding,  Galvanized  E.B.B.,  Specifications. 

Line,  Copper-clad  Steel,  30  per  cent.  Conductivity,  Hard-drav^n,  Spe- 
cifications. 

Line,   Double-braided   Weatherproof   Galvanized   B.B.,    Specifications. 

Line,  Double-braided  Weatherproof  Hard-drawn  Copper,  Specifica- 
tions. 

Messenger,  Galvanized,  Specifications. 

Messenger,  Recommended  Sags  for. 

Magnet,  Enameled  Copper,  Specifications. 

Rubber  Insulated  (Mineral-matter  Rubber-compound)  Copper,  for 
660  volts  or  less.  Specifications. 

Rubber  Insulated,  Inspection  Report,   form  for. 

Rubber  Insulated,  Insulation  Resistances. 

Rubber  Insulated,  Machine  for  Insulating,  Type  of. 

Galvanized  Steel  Signal,  Specifications. 

Wire  Crossings. 

Crossings  of  Wires  or  Cables  of  Telegraph,  Telephone,  Signal  and 
Other  Circuits  of  Similar  Character  over  Steam  Railroad  Rights- 
of-Way,  Tracks  or  Lines  of  Wires  of  the  Same  Classes,  Specifi- 
cations (Association  of  Railway  Telegraph  Superintendents). 

Overhead  Crossings  of  Electric  Light  and  Power  Lines,  Specifications 
(American  Railway  Engineering  Association). 
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1)KAWIN(;S. 

No. 

.•\ncIior    Post  1058 

Battery. 

Primary. 

Caustic  Soda— R.  S.  A.  Signal  Cell 1053 

Gravity,    Coppers     1088 

Gravity,    Jar    1189 

Gravity,    Zinc    1087 

Storage,  Stationary  Lead-type. 

Box    for    Concrete 1 343 

Box  for  Concrete,  Iron  Details 1342 

Connection    Bolt    1340 

Jars  and  Sand  Trays,  Glass   1224 

Lead    Elements    1241 

Separators    1341 

Battery  Chutes. 
Single. 

Details     1 228 

I  Assembly    1230 

^  Double. 

Details    1229 

Assembly     1230 

>  Elevator,  Three-Cell  1227 

Binding   Post    1070 

Blades    1065 

Bolt  Lock,  Multiple-unit   1095 

"j  Boot-leg   Terminal    1157 

a  Bracket  Post. 

^  Channel  Column 1032 

I  Deck  for , 1030 

Guides  for  Vertical  Connections  on  1 196 

1  Handrail  for  1 179 

5  Ladder  Clamps  and  Stays  1029 

a  Mechanical  Connections,  Six-way   1190 

I  Mounting  for  Bottom-mast  Mechanism  Cases  on 1033 

Pipe   1039 

Base  for   1038 

Head  and  Trunking  Cap   1031 

Support  for  Cranks  at  Base 1 198 

Cable  Post. 

Base  for   1 180 

Cap  and  Bushing  for  1 181 

Assembly  with  Relay  Boxes 1185 

'  Channel   Pin    1086 

Compensation,  Pipe-line,  Diagram  and  Table  of 1102 

p  *  Compensator,  Pipe. 

One-way    Horizontal    1014 

One-way   Vertical    123 1 

Cranks    1013 

Conduit,  Vitrified  Clay. 

I  Cable-hanger  Sockets,  Sewer  Steps  and  Manhole  Clevis 1334 

F  Duct    1335 

^  Duct  Reducers,  Mandrels,  Duct  'Plugs  and  Dowel   Pins 1332 

Manhole. 

Brick    1338 

Concrete    1337 
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No. 
Manhole  Frame. 

Ten  Inches  High,  and  Cover 1333 

Four  Inches  High,  and  Cover 1339 

Method  of  Laying. 

Single  and  Sewer-pipe  Duct 1331 

Single  and  Multiple  Duct 1336 

Cranks. 

Adjusting,  for  Signals 1199 

Forged   1007 

Pipe  Compensator   1013 

Crank  Stands. 

Horizontal,  One-way. 

Details    1008 

Assembly    • loi  i 

Horizontal,  Two-way. 

Details    1009 

Assembly loi i 

Horizontal,  Assembly  with  Two  and  Three  Cranks 1057 

Vertical,   Single    1066 

Vertical,   Multiple: 

Details    1067 

Parts   1066 

Cross  Arms 1089 

Cross-arm 

Bolts  1220 

Brace    1219 

Pin,  Standard  Steel   1 165 

Pin,  Terminal,  Steel  1 166 

Pin  Cap  Gage 1 167 

Deflecting  Stand,  Vertical. 

Details  and  Assembly  1068 

Details  of  Bar   1069 

Detector  Bars. 

Details 1098 

Position  of,  and  Location  of  Clip  Bolts 1099 

Dwarf  Signals,  Mechanical. 
Details. 

Bearings,  Top  and  Base   1232 

Fittings    1239 

Spectacle   1233 

Assembly    1097 

Eye-rods    1 195 

Foundations. 

Anchor  Post    1058 

For  Channel-column  Bracket  Post,  Concrete 1105 

For  Compensator,  Concrete   1104  |i 

For  Dwarf  Signal,  Concrete  1106 

For  Ground  Signal  Mast,  Concrete  1107 

For  Horizontal  Crank  and  Wheel  Stands,  Concrete 1103 

For  Pipe  Bracket  Post,  Concrete 1108 

Ladder,  Cast  Iron  1052 

Pipe-carrier. 

Cast  Iron,  with  Wood  Top  and  Bottom 1109 

Concrete 1080 

Fuses,  Cartridge  Enclosed  1309 

Indication  Locking 1173 
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No. 
hisiil.'ition. 

Oiu'-incli  Pipe  Liiu  H)<M 

Switch   Rod    .  1055 

Jaws  for  One-inch   Pipe. 
Screw. 

Details  1016  and  kjkj 

Assembly     1019 

Solid. 

Details    1016 

With  Tag  Ends   1018  and  1 195 

With    Plain   and   Threaded   Ends    1019 

hniction    Box    nSS 

Lamp,  Semaphore. 

Details     iicx) 

Equipment    iioi 

Bracket    i049 

Leadouts. 
Details. 

Channels  and  I-Beams T202 

Mountings  for  Cranks  or  Deflecting  Bars 1205 

Cranks  and  Deflecting  Bars. 

Foundation    for    1203 

Mounted    1204 

Cranks,  Deflecting  Bars  and  Rocking  Shafts,  Foundation  for....  1217 

Deflecting  Bars  and  Rocking  Shafts  Mounted 1206 

Rocking  Shafts. 

Foundation  for   1200 

Mounted,  High  Bearings  1201 

Mounted,  Low  Bearings 1207 

Lever  Stand,  Double    1 197 

Link. 

Adjustable    1019 

Compensator    1017 

Solid,  for  Bracket  Signals 1195 

Lock  Rod,  Adjustable 1237 

Marker  Light 1238 

Masts,    Signal    1035 

Bracket-post  and  Bridge. 

Base    1036 

Clamp  for  Base   1 178 

Mechanical    Connections,    Three-arm 1 191 

Clamp  and  U  Bolt  for T083 

Ground. 

Base    1034 

i                                           Clamp  for  Base   1059 

^                                        Ladders — Mechanical    Signals 1026 

i                                   Guides  for  Vertical  Connections 1196 

Ladders — Mechanical  Signals. 

Clamps  and  Stays 1029 

Top   of    1027 

Operating  Fittings,  One-inch  Pipe 1195 

I                                   Pinnacle    1050 

f  Performance,  Signal,  Forms  for  Recording. 

£                                   Conductor's  or  Engineman's  Telegraphic  Report i 

Dispatcher's  Telegraphic  Report   i 

Maintainer's  Report    2 

Signal  Inspector's  or  Maintainer's  Report 2 

Signal  Engineer's  or   Supervisor's  Report 3 
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No. 

Pins,  Crank  and    Taw lOio 

Pipe. 

One-inch  Signal,  and  Coupling 1015 

Adjusting  Screw. 

Details    1002  and  1019 

Assembly     1002 

Lug     1017 

Pipe  Carriers. 

Multiple-unit  type. 

Details  of  Side 1084 

Details   and   Assembly 1085 

Strap    1071 

Transverse. 

Details   1071   and  1073 

Assembly     1072 

Plunger  Lock   1096 

Relay  Box,  Cast  Iron. 

Details,  Size  B 1 182 

Assembly  on  Cable  Post 1 185 

Rocking  Shaft. 

Details    1061 

Assembly— High   Bearings    1062 

Arms    1060 

Bearings,  High   1061  and  1062 

Bearing,   Low    1063 

Semaphore. 

Bearing,  Mechanical. 

Details 1082 

Details  and  Assembly    1 194 

Spectacles. 

Design  A    1040 

Design   B    1041 

Clearance    1093 

Dwarf 1233 

Filler  Block  to  Prevent  Travel  from  45°  to  90° 1090  and  1092 

Filler  Block  to  Prevent  Travel  from  45°  to  0° 1091  and  1092 

Filler  Block  to  Prevent  Travel  from  0° 1092 

Torque  Curves  for,  on  Electric  Signals 1064 

Signal,  Two-way  Single-lamp   1236 

Stuffing  Box. 

For  One-inch  Pipe   1225 

For  Wire    1226 

Switchboards. 

Charging  Panel,  Two-way  1 174 

Electric  Interlocking   Charging   Panels — One   Main   Battery   and 

Duplicate   Auxiliary   Batteries    1244 

Circuits   for   1246 

Manipulation  Chart   for    1247 

Knife    Switches    and    Clips,   Details 1344 

Mercury-arc  Rectifier   Panel    1242 

Motor   Panel    1240 

Single-throw  Switches    1345 

Supports     1243 

Switch-box  Connections 1223 

Symbols Plates  i  to  1 2 

Take-siding    Indicator    
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No. 
Tan^j:  End  for  One-inch   Pipe. 

Details     1017 

Plain  and  Threaded   1019 

Terminal    Block    1056 

Terminal  Box  and  Boot  Leg  1 1 54 

Triinking. 

Built-up    1 177 

Grooved  1 176 

To  be  Used  When  Wires  are  Placed  Underground  in  Petroleum 

Asphaltum    1 1 56 

Boot-leg  Terminal   ii57 

Junction   Box    1155 

Terminal  Box  and  Boot  Leg  11 54 

Wheels. 

Horizontal  Chain  1350 

Vertical  Chain. 

High   1352 

Low    1351 

Wire  Adjusting  Screw  looi 

CONCLUSION. 

That  this  list  of  Railway  Signal  Association  specifications  and  stand- 
ards be  printed  in  the  Manual  for  the  information  of  the  members. 

(4)      THE   PROBLEM   OF   SIGNALING    SINGLE-TRACK  ROADS 
WITH  REFERENCE  TO  THE  EFFECT  OF  SIGNALING 
a  AND   PROPER  LOCATION   OF  PASSING  SID- 

I  INGS  ON  THE  CAPACITY  OF  THE  LINE. 

n  Your  Committee  reports  progress  on  this  subject. 

c 

a  RATING  OF  OPERATIVE  UNITS. 

In  addition  to  the  subject-matter  assigned  by  the  Board  of  Direction, 
your  Committee  desires  to  present  a  table  of  operated  units  and  points 
assigned  to  each  unit  as  a  revision  of  the  table  of  units  now  included 
in  the  Manual. 

The  table  now  included  in  the  Manual  is  not  complete  in  that  it  does 
not  take  into  consideration  the  many  electrical  units  which  are  now  in- 
stalled in  connection  with  many  interlocking  plants.     For  this  reason  it 
g  was  necessary  to  revise  the  table  and  a  committee  of  the  Railway  Signal 

I  Association  has  been  working  on  this  for  some  years.     They  have  now 

P  presented  the  table   as  shown  below  which  not  only  brings  the  original 

table  up  to  date  in  so  far  as  the  operated  units  are  concerned,  but  assigns 
points  to  each  unit  which  are  more  in  accordance  with  the  actual  cost 
than  does  the  present  table. 
I  The  table  has  been  adopted  by  the  Railway  Signal  Association. 

^  CONCLUSION. 

That  this  table  be  adopted  and  included  in  the  next  issue  of  the 
Manual  as  a  revision  of  the  present  table  now  shown  in  the  191 1  edition. 


J 


SIGNALS  AND  INTERLOCKING.  86 

RATING    OF    OPERATED     UNITS     FOR     THE     PURPOSE    OF 

DIVISION  OF  COSTS  OF  JOINT  MECHANICAL 

INTERLOCKING  PLANTS. 

Units.  Points. 

( 1 )  (a)     Each  spare  space  in  tower  for  one  lever 3 

(b)  Each  spare  space  in  tower  with  spare  space  in  machine....  5 

(c)  Each  spare  space  in  tower  with  space  in  machine  and  lever  6 

(2)  (a)  Each  100  feet  of  pipe  line  or  fraction  thereof 2 

(b)  Each    100    feet   of    mechanical    wire    line    (2   wires,   stakes, 

carriers,    etc) i 

(3)  Each  separate  line  control  for  power  signal  or  other  func- 

tions. 

(a)  For  first  1,000  feet  from  tower  or  less 6 

(b)  For  each  additional   1,000  feet  or   fraction  thereof 3 

(4)  Each   D.C.  track  circuit    8 

(5)  (a)     Each  bracket   post    6 

(b)  Each  high  signal  mast 4 

(c)  Each    dwarf   signal   post i 

(d)  Each    signal    arm i 

(e)  Each  signal  light  i 

(  f )  Each  electro-mechanical  slot  .......' 6 

(g)  Each  low  voltage  signal  mechanism 14 

(6)  (a)  Each  derail  or  pair  of  points  for  switch  or  crossing 6 

(b)  Each    facing  point   lock 4 

(c)  Each  switch  and  lock  movement 8 

(d)  Each  30  feet  of  detector  bar  or  fraction  thereof 2 

(7)  (a)     Each  electric  lock 4 

(b)  Each  annunciator 2 

(c)  Each    tower    indicator    4 

(d)  Each  time  or  hand  release  .  2 

(e)  Each  time  lock   4 

(  f )     Each    track    instrument 6 

(8)  (a)     Each  drawbridge  coupler 4 

(b)  Each   drawbridge  rail,   surface   or  alinement  lock   for  one 

rail    2 

(c)  Each  drawbridge  wedge  or  machine  lock 4 

REVISION  OF  MANUAL. 

Your  Committee  recommends  that  the  following  be  not  included  in 
the  next  issue  of  the  Manual: 

Conventional  Signs — Symbols   (pp.  219  to  225,  191 1   Manual). 

They  are  superseded  by  those  adopted  in  1914,  Vol,  15,  pp.  81  to  92 
and  included  in  a  series  of  symbols  prepared  by  the  Committee  on  Rec- 
ords and  Accounts. 

Arrangement  of  Signals  at  Interlocking  Plants  (pp.  229  to  230,  191 1 
Manual). 

This  is  superseded  by  report  of  this  Committee  adopted  1913,  Vol,  14, 
pp.  71  to  75. 

Specifications  for  Mineral  Matter,  Rubber  Compound,  Insulated  Wire 
and  Cables  (pp.  231  to  243,  191 1  Manual). 

They  have  been  materially  revised  by  the  Railway  Signal  Associa- 
tion and  if  this  Association  accepts  the  Committee's  recommendations,  the 
revised  specifications  will  be  available  to  this  membership  through  the 
medium  of  the  Railway  Signal  Association  Manual. 
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AUTOMATIC  TRAIN  CON  IROL. 

\'niii  Coniiniltoc  desires  to  present  for  the  inf(jrmation  of  the  mem- 
bership the  fiiKhiiKS  of  a  joint  committee  of  the  American  Railway  Asso- 
ciation on  the  subject  of  antoniatic  control  of  trains. 

Approved  by  the  American   Railway  Association,  May  20,    191 4. 

An  installation  so  arranged  that  its  operation  will  antomatically  result 
in  either  one  or  the  other  or  both  of  the  following  conditions : 

(i)  The  application  of  the  brakes  until  the  train  has  been  brought 
to  a  stop. 

(2)  The  application  of  the  brakes  when  the  speed  of  the  train  ex- 
ceeds a  prescribed  rate  and  continued  until  the  speed  has  been  reduced 
to  a  predetermined  rate. 

REQUISITES     OF     INSTALLATION. 

Note. — These  requisites  are  drawn  for  application  in  connection  with 
I  a  properly  installed  block  signal  or  interlocking  system. 

t  (i)     The  apparatus  so  constructed  that  the  failure  of  any  essential 

part  will  cause  the  application  of  the  brakes. 
^  (2)     The  apparatus  so  constructed  that  it  will  automatically  control 

the  train  in  the  event  of  failure  by  engineman  to  observe  signals  or  speed 

regulations. 

(3)  The  apparatus  so  constructed  that  it  will  control  the  train   in 
J                                 the  event  of  a  failure  of  fixed  signals  to  give  proper  indications. 

T  (4)     The    apparatus    so    constructed    that    proper    operative    relation 

1  between  those  parts  along  the  roadway  and  those   on  the  train  will  be 
assured   under    all    conditions    of    speed,    weather,    wear,    oscillation    and 

T  shock. 

•^  (5)     The   train   apparatus   so  constructed  as   to   prevent   the   release 

J  of  the  brakes  after  automatic  application  has  been  made  until  the  train 

has  been  brought  to  a  stop  or  the  speed  of  train  has  been  reduced  to  a 

predetermined  rate. 

(6)  The  train  apparatus  so  constructed  that  when  operated  it  will 
make  an  application  of  the  brakes  sufficient  to  stop  or  control  the  train 
within  a  predetermined  distance. 

(7)  The  apparatus  so  constructed  as  not  to  interfere  with  the 
application  of  the  brakes  by  the  engineman's  brake  valve  or  the  efficiency 

2  of  the  air-brake  system. 

I  (8)     The  apparatus  so  constructed  as  to  be  operative  when  the  engine 

^  is  running  forward  or  backward. 

(9)     The  apparatus  so  constructed  that  when  two  or  more  engines 

are  coupled  together  or  a  pusher  is  being  used  the  apparatus  can  be  made 

effective  on  the  engine  only  from  which  the  brakes  are  controlled. 
^  (10)     The   apparatus    so    constructed    as    to    be    operative   on    trains 

t  moving  only  with  the  current  of  traffic.  . 

(11)     The  apparatus  so  constructed  as  to  conform  to  the  American 

Railway   Association    standard   of    clearances    of    rolling    equipment    and 

structures. 
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(12)  The  apparatus  so  constructed  as  not  to  constitute  a  source  of 
danger  to  employes  or  passengers,  either  in  its  installation  or  operation. 

(13)  The  apparatus  so  constructed  as  not  to  interfere  with  the 
means  used  for  operating  fixed  signals. 

ADJUNCTS. 

The  following  may  be  used : 

(a)  Cab  Signal;  a  signal  located  in  the  engine  cab  indicating  a 
condition  affecting  the  movement  of  the  train  and  so  constructed  that 
the  failure  of  any  part  directly  controlling  the  signal  will  cause  it  to  give 
the  "stop"  indication. 

(b)  Detonating  Signal  Apparatus;  an  apparatus  located  along  the 
roadway  and  so  constructed  as  to  give  an  audible  signal  by  means  of  a 
torpedo  or  other  explosive  cartridge. 

(c)  Speed  Indicator. 

(d)  Recording  Device;  an  apparatus  located  on  the  train  and  so 
constructed  as  to  make  a  record  of  the  operations  of  the  automatic 
application  of  the  brakes  and  of  the  speeds  of  the  train,  and  such  other 
records  as  may  be  desirable. 

CONCLUSION. 
That  the   foregoing  be  accepted   by  the   Association   as   information. 

RECOMMENDATIONS   FOR   NEXT  YEAR'S  WORK. 

Your  Committee  recommends  that  the  following  subjects  be  assigned 
for  the  coming  year: 

(i)     Study  of  economics  of  labor  in  signal  maintenance. 

(2)  Requisites  for  switch  indicators,  conveying  information  on 
condition  of  the  block  to  conductors  and  enginemen. 

(3)  Present,  for  endorsement,  specifications  adopted  by  the  Rail- 
way Signal  Association,  which  in  the  judgment  of  the  Committee  warrant 
consideration. 

(4)  Study  the  problem  of  signaling  single-track  roads  with  reference 
to  the  effect  of  signaling  and  proper  location  of  passing  sidings  on  the 
capacity  of  the  line. 

Respectfully  submitted, 
COMMITTEE  ON  SIGNALS   AND   INTERLOCKING. 


REPORT  OF   SPECIAL   COMMITTEE  ON    UNIFORM 
GENERAL  CONTRACT   FORMS. 

E.  H.  Lee,  Chairman;  C.  A.  Wilson,  V ice-Chairman; 

C.  Frank  Allen,  J.  C.  Irwin, 

W.  G.  Atwood,  R.  G.  Kenly, 

John  P.  Congdon,  C.  A.  Paquette, 

Thos.  Earle,  J.  H.  Roach, 

Com,mittee. 

To  the  Members  of  the  American  Railway  Engineering  Association: 

Your  Special  Committee  on  Uniform  General  Contract  Forms  begs 
to  submit  the  following  report : 

The  Committee,  as  its  work  for  the  current  year,  was  instructed  to 
make  a  critical  examination  of  the  subject-matter  in  the  Manual  and 
submit  definite  recommendations  for  changes,  and  to  continue  the  study 
of  general  forms,  including  form  of  bond. 

Three  meetings  of  the  Committee  were  held,  two  in  Boston,  on  July 
i6  and  November  23,  and  one  in  Cincinnati,  on  December  18.  Those 
members  unable  to  attend  these  meetings  were  kept  in  touch  with  the 
proceedings  by  letter,  and  they  have  also  by  letter  joined  in  the  recom- 
mendations of  this  report. 

At  the  first  meeting  of  the  Committee  a  form  of  bond  was  agreed 
upon.  This  form  has  been  unanimously  approved  by  the  members  of 
the  Committee,  and  it  is  herewith  presented  to  the  Association  with  the 
recommendation  that  it  be  adopted. 

The  members  of  the  Association  were  invited  by  circular  letter  to 
inform  the  Committee  as  to  whether  they  were  making  use  of  the  Uni- 
form General  Contract  Form,  and  also  to  make  such  criticisms  and  sug- 
gestions as  they  might  deem  pertinent.  The  response  to  this  letter  was 
very  gratifying,  nearly  100  letters  having  been  received.  About  one- 
third  of  the  replies  indicated  that  the  writers  were  using  the  Uniform 
General  Contract  Form,  the  remainder,  including  many  from  represen- 
tatives of  the  larger  railroad  companies,  preferring  their  own  general 
form  of  contract,  as  was,  perhaps,  to  be  expected.  The  general  tenor  of 
letters  received,  however,  indicates  that  the  form  has  served  a  useful 
purpose,  either  directly  or  indirectly. 

At  the  last  two  meetings  of  the  Committee  the  form  printed  in  the 
Manual  was  carefully  considered,  and  certain  changes  were  agreed  upon. 
These  have  been  submitted  to  the  full  Committee,  and  they  are  herewith 
submitted  to  the  Association  and  recommended  for  adoption : 
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CIIANGKS   IN   (iENKKAL  CONDITIONS. 

Section  I,  line  ^:  More  space  for  the  insertion  of  amount  of  bond 
to  he  provided,  tlnis : 

"anionnt   of    dollars." 

Section  lo,  line  j  ;  After  the  word  "errtus"  insert  "or  omissions," 
making  the  line  read:  "any  discrepancy  between  the  plans  and  physical 
conditions  of  the  locality,  or  any  errors  or  omissions  in  plans." 

Section  15,  line  2:  After  the  first  word  "all"  insert  "losses  and 
all,"  making  the  line  read:  "all  losses  and  all  claims,  demanrls,  payments, 
snits,  actions,  recoveries  and  judgments  of  every  nature  and  descrip- 
tion." 

Line  4:  After  the  word  "work"  insert  the  word  "or,"  making  the 
line  read :  "or  employes,  in  the  execution  of  the  work,  or  in  conse- 
(juence  of  any  negligence  or  carelessness  in  guarding." 

Section  16,  line  2:  After  the  word  "employes"  strike  out  the  words 
"of  the  contractor"  and  insert  the  words  "engaged  on  the  work  under  this 
contract,"  making  the  line  read:  "necessary  for  the  progress  of  the 
work  to  secure  to  any  of  the  employes  engaged  on  the  work  under  this 
contract  any  wages  which  may." 

Section  19,  line  i :  After  the  word  "work"  insert  "under  this  con- 
tract," making  the  line  read  :  "The  work  under  this  contract  in  every 
respect  shall  be  at  the  risk  of  the  contractor  until  finished  and  ac- 
cepted." 

Section  27,  line  5 :  Strike  out  the  word  "as"  and  substitute  the 
word  "so."  making  the  sentence  conclude :  "work  so  taken  or  used,  or 
any  part  thereof." 

Section  28,  line  3 :  After  the  word  "void"  insert  the  words  "the 
obligations  of,"  making  the  sentence  end :  "and  such  changes  shall  in  no 
way  affect  or  void  the  obligations  of  this  contract." 

Section  31,  line  2:     After  the  word  "cause"  strike  out  comma. 

Section  32,  line  10:  After  the  word  "materials"  insert  the  word 
"equipment,"  making  the  line  read  :  "estimated  value  of  materials,  equip- 
ment and  fixtures  furnished  by  the  contractor  on  the  work  which  are 
necessarily  idle." 

Section  ss,  paragraph  (a),  line  5:  After  the  word  "said"  insert 
the  word  "Chief,"  making  the  line  read:  "of  this  contract,  said  Chief 
Engineer,  in  behalf  of  the  Company,"  etc. 

Section  35,  line  6:  After  the  last  word  "work"  strike  out  period 
and  substitute  comma,  and  add  the  words  "due  to  such  suspension  or 
failure  to  pay,"  making  the  section  end:  "against  the  contractor  for 
delay  in  completion  of  the  work,  due  to  such  suspension  or  failure  to 
pay." 

Section  S7,  line  2:  After  the  word  "notice"  insert  "in  writing," 
making  the  sentence  read:  "upon  receipt  of  notice  in  writing  that  the 
work  is  ready  for  such  inspection." 

Section  38,  line  7:     In  the  word  "materials,"   followed  by  a  comma, 
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strike  out   the  letter  "s"  and  the  comma,   insert   comma   after  the   word 
"bills"  and  after  the  word  "indebtedness." 

Line  8:  Insert  comma  after  the  word  "work,"  making  the  end  of 
sentence  read :  "submit  evidence  satisfactory  to  the  Chief  Engineer  that 
all  pay  rolls,  material  bills  and  outstanding  indebtedness  in  connection 
with  this  work  have  been  paid." 

For  convenient  reference  the  Uniform  General  Contract  Form  has 
been  reprinted,  with  the  foregoing  corrections  shown  in  boldface  type. 

Your  Special  Committee  feels  that  it  has  practically  completed  the 
work  for  which  it  was  appointed,  at  least  for  the  present,  and  it  there- 
fore requests  to  be  discharged. 

Respectfully  submitted, 

COMMITTEE  ON  UNIFORM  GENERAL  CONTRACT  FORMS. 


92 


UNIKUKM  (iliNERAL  CONTRACT  FORMS. 


AGRia':Mi':N  I    i-orm. 

TIMS    ACRl-'-I'lMiuVT.    made    this    day    of 

in   the  year    

by    and    between    

'. .':'. party    of 

the   first   part,  hereinafter  called  the  Contractor,  and 

party    of    the 

second  part,  hereinafter  called  the  Company: 

WITNESSETH,  That,  in  consideration  of  the  covenants  and  agree- 
ments hereinafter  mentioned,  to  be  performed  by  the  parties  hereto,  and 
of  the  payments  hereinafter  agreed  to  be  made,  it  is  mutually  agreed 
as  follows : 

The  Contractor  shall  furnish  all  materials,  superintendence,  labor, 
equipment  and  transportation,  except  as  hereinafter  specified,  and  shall 
execute,  construct  and  finish,  in  an  expeditious,  substantial  and  work- 
manlike manner,  to  the  satisfaction  and  acceptance  of  the  Chief  Engineer 

of  the  Company 


in  accordance  with  the  plans  hereto  attached  identified  by  the  signatures 
of  the  parties  hereto,  or  herein  described,  and  the  following  GEN- 
ERAL CONDITIONS,  requirements  and  specifications,  forming  part  of 
this  contract. 

The  work  covered  bv  this  contract  shall  be  commenced 


and  be  completed  on  or  before  the 

day   of    191.. 

time  being  of  the  essence  of  this  contract 


And  in  consideration  of  the  completion  of  the  work  described 
herein,  and  the  fulfillment  of  all  stipulations  of  this  agreement  to  the 
satisfaction  and  acceptance  of  the  Chief  Engineer  of  the  Company,  the 
said  Company  shall  pay,  or  cause  to  be  paid,  to  said  Contractor,  the 
amount  due  to  the  Contractor,  based  on  the  following  prices : 


i 
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CONSTRUCTION  CONTRACT. 

GENERAL   CONDITIONS, 

Bond. 

1.  The  Contractor  agrees,  at  the  time  of  the  execution  and  delivery  of 
this  contract  and  before  the  taking  effect  of  the  same,  to  furnish  and 
deHver  to  the  Company  a  good  and  sufficient  bond  of  indemnity  to  the 

amount  of   dollars, 

as  security  for  the  faithful  performance,  by  the  Contractor,  of  all  the 
covenants  and  agreements  on  the  part  of  the  Contractor  contained  in 
this  contract.  The  security  in  such  bond  of  indemnity  must  be  satisfac- 
tory and  acceptable  to  the  Company. 

This  bond  shall  remain  in  force  and  effect  in  such  amount,  not 
greater  than  that  specified,  as  shall  be  determined  by  the  Chief  En- 
gineer. 

Contractor's  Understanding. 

2.  It  is  understood  and  agreed  that  the  Contractor  has,  by  care- 
ful examination,  satisfied  himself  as  to  the  nature  and  location  of  the 
work,  the  conformation  of  the  ground,  the  character,  quality  and  quan- 
tity of  the  materials  to  be  encountered,  the  character  of  equipment  and 
facilities  needed  preliminary  to  and  during  the  prosecution  of  the  work, 
the  general  and  local  conditions,  and  all  other  matters  which  can  in  any 
way  affect  the  work  under  this  contract.  No  verbal  agreement  or  con- 
versation with  any  officer,  agent  or  employe  of  the  Company,  eithei 
before  or  after  the  execution  of  this  contract,  shall  affect  or  modify  any 
of  the  terms  or  obligations  herein  contained. 

Intent  of  Plans  and  Specifications. 

3.  All  work  that  may  be  called  for  in  the  specifications  and  not 
shown  on  the  plans,  or  shown  on  the  plans  and  not  called  for  in  the 
specifications,  shall  be  executed  and  furnished  by  the  Contractor  as  if 
described  in  both  these  ways ;  and  should  any  work  or  material  be  re- 
quired which  is  not  denoted  in  the  specifications  or  plans,  either  directly 
or  indirectly,  but  which  is  nevertheless  necessary  for  the  proper  carry- 
ing out  of  the  intent  thereof,  the  Contractor  is  to  understand  the  same 
to  be  implied  and  required,  and  shall  perform  all  such  work  and  fur- 
nish any  such  material  as  fully  as  if  they  were  particularly  delineated  or 
described. 

Permits. 

4.  Permits  of  a  temporary  nature  necessary  for  the  prosecution  of 
the  work  shall  be  secured  by  the  Contractor.  Permits  for  permanent 
structures  or  permanent  changes  in  existing  facilities  shall  be  secured  by 
the  Company. 

Protection. 

5.  Whenever  the  local  conditions,  laws  or  ordinances  require,  the 
Contractor  shall  furnish  and  maintain,  at  his  own  cost  and  expense, 
necessary  passageways,  guard  fences  and  lights  and  such  other  facilities 
and  means  of  protection  as  may  be  required. 

Rights  of  Various  Interests. 

6.  Wherever  work  being  done  by  Company  forces  or  by  other 
contractors  is  contiguous  to  work  covered  by  this  contract,  the  respective 
rights  of  the  various  interests  involved  shall  be  established  by  the 
Engineer,  to  secure  the  completion  of  the  various  portions  of  the  work  in 
general  harmony. 
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Consent   to   Transfer. 

7.  The  C'ontractdr  shall  ii«>t  let  nr  transin  this  contract  or  any 
part  thereof  (except  for  tlu-  delivery  of  material)  without  consent  of 
the  Chief  Engineer,  j4;iven  in  writing.  Such  consent  docs  not  release  nr 
rehcvc  the  Contractor  from  any  oi  his  ohligations  and  liahilities  under 
the  contract. 

Superintendence. 

8.  The  Contractor  >hall  constantly  supermtend  all  the  work  em- 
braced in  this  contract,  in  person  or  by  a  duly  authorized  manager  ac- 
ceptable to  the  Company. 

Timely   Demand  for  Points  and    Instructions. 

y.  The  Contractor  shall  not  proceed  luitil  he  has  made  timely 
demand  upon  the  Engineer  for,  and  has  received  from  him,  such  points 
and  instructions  as  may  be  necessary  as  the  work  progresses.  The  work 
shall  be  done  in  strict  conformity  with  such  points  and  instructions. 

Report    Errors    and    Discrepancies. 

10.  If  the  Contractor,  in  the  course  of  the  work,  finds  any  dis- 
crepancy between  the  plans  and  the  physical  conditions  of  the  locality, 
or  any  errors  or  omissions  in  plans  or  in  the  layout  as  given  by  said 
points  and  instructions,  it  shall  be  his  duty  to  immediately  inform  the 
Engineer,  in  writing,  and  the  Engineer  shall  promptly  verify  the  same. 
Any  work  done  after  such  discovery,  until  authorized,  will  be  done  at 
the  Contractor's  risk. 

Preservation  of  Stakes. 

11.  The  Contractor  must  carefully  preserve  bench  marks,  reference 
points  and  stakes,  and  in  case  of  wilfull  or  careless  destruction,  he 
will  be  charged  with  the  resulting  expense  and  shall  be  responsible 
for  any  mistakes  that  may  be  caused  by  their  unnecessary  loss  or  dis- 
turbance. 

Inspection. 

12.  All  work  and  material  shall  be  at  all  times  open  to  the  inspec- 
tion, acceptance  or  rejection  of  the  Engineer  or  his  duly  authorized 
representative.  The  Contractor  shall  provide  reasonable  and  necessary 
facilities  for  such  inspection. 

Defective   Work  or   Material. 

13.  Any  omissions  or  failure  on  the  part  of  the  Engineer  to  dis- 
approve or  reject  any  work  or  material  shall  not  be  construed  to  be 
an  acceptance  of  any  defective  work  or  material.  The  Contractor  shall 
remove,  at  his  own  expense,  any  work  or  material  condemned  by  the 
Engineer,  and  shall  rebuild  and  replace  the  same  without  extra  charge, 
and  in  default  thereof  the  same  may  be  done  by  the  Company  at  the 
Contractor's  expense,  or,  in  case  the  Chief  Engineer  should  not  con- 
sider the  defect  of  sufficient  importance  to  require  the  Contractor  to 
rebuild  or  replace  any  imperfect  work  or  material,  he  shall  have  powder, 
and  is  hereby  authorized,  to  make  an  equitable  deduction  from  the  stipu- 
lated price. 

Insurance. 

14.  The  Contractor  shall  secure,  in  the  name  of  the  Company  and 
for  its  benefit,  policies  of  fire  insurance  on  such  structures  and  in  such 
amounts    as    shall    be    specified    bv    the    Chief    Engineer,    not    exceeding 
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Indemnity. 

15.  The  Contractor  shall  indemnify  and  save  harmless  the  Com- 
pany from  and  against  all  losses  and  all  claims,  demands,  payments, 
suits,  actions,  recoveries  and  judgments  of  every  nature  and  descrip- 
tion brought  or  recovered  against  it,  by  reason  of  any  act  or  omission 
of  the  said  Contractor,  his  agents  or  employes,  in  the  execution  of  the 
work  or  in  consequence  of  any  negligence  or  carelessness  in  guarding 
the  same. 

Settlement  for  Wages. 

16.  Whenever,  in  the  opinion  of  the  Chief  Engineer,  it  may  be 
necessary  for  the  progress  of  the  work  to  secure  to  any  of  the  employes 
engaged  on  the  work  under  this  contract  any  wages  which  may  then 
be  due  them,  the  Company  is  hereby  authorized  to  pay  said  employes 
the  amount  due  them  or  any  lesser  amount,  and  the  amount  so  paid 
them,  as  shown  by  their  receipts,  shall  be  deducted  from  any  moneys 
that  may  be  or  become  pa3'able  to  said  Contractor. 

Liens. 

17.  If  at  any  time  there  shall  be  evidence  of  any  lien  or  claim  for 
which  the  Company  might  become  liable,  and  which  is  chargeable  to  the 
Contractor,  the  Company  shall  have  the  right  to  retain  out  of  any  pay- 
ment then  due  or  thereafter  to  become  due,  an  amount  sufficient  to  com- 
pletely indemnify  the  Company  against  such  lien  or  claim,  and  if  such 
lien  or  claim  be  valid,  the  Company  may  pay  and  discharge  the  same 
and  deduct  the  amount  so  pa;d  from  any  moneys  which  may  be  or 
l)ecome  due  and  payable  to  the  Contractor. 

Work  Adjacent  to  Railroad. 

18.  Wherever  the  work  embraced  in  this  contract  is  near  the  tracks, 
structures  or  buildings  of  this  Company  or  of  other  railroads,  the  Con- 
tractor shall  use  proper  care  and  vigilance  to  avoid  injury  to  persons  or 
property.  The  work  must  be  so  conducted  as  not  to  interfere  with  the 
movement  of  trains  or  other  operations  of  the  railroad ;  or,  if  in  any 
case  such  interference  be  necessary,  the  Contractor  shall  not  proceed  until 
he  has  first  obtained  specific  authority  and  directions  therefor  from  the 
proper  designated  officer  of  the  Company  and  has  the  approval  of  the 
Engineer. 

Risk. 

19.  The  work  under  this  contract  in  every  respect  shall  be  at  the 
risk  of  the  Contractor  until  finished  and  accepted,  except  damage  or 
injury  caused  directly  by  Company's  agents  or  employes. 

Order  and   Discipline. 

20.  The  Contractor  shall  at  all  times  enforce  strict  discipline  and 
good  order  among  his  employes,  and  any  employe  of  the  Contractor  who 
shall  appear  to  be  incompetent,  disorderly  or  intemperate,  or  in  any 
other  way  disqualified  for  or  unfaithful  to  the  work  entrusted  to  him, 
shall  be  discharged  immediately  on  the  request  of  the  Engineer,  and 
he  shall  not  again  be  employed  on  the  work  without  the  Engineer's  writ- 
ten consent. 

Contractor  Not  to   Hire  Company's   Employes. 

21.  The  Contractor  shall  not  employ  or  hire  any  of  the  Company's 
employes  without  the  permission  of  the  Engineer. 


UNIl'OKM   r.F.NKRAL  CTiNTRAC   P  I<ORMS. 


Intoxicating    Liquors    Prohibited. 

jj.  The  Contractor,  in  so  far  as  his  authority  extends,  shall  not 
permit  the  sale,  distrihiition  or  use  of  any  intoxicating  liquors  upon  or 
adjacent  to  the  work,  or  allow  any  such  to  he  hronght  upon,  to  or  near 
the  line  of  the  railway  of  the  Company. 

Cleaning   Up. 

23.  The  Contractor  shall,  as  directed  by  the  Engineer,  remove  from 
the  Company's  property  and  from  all  public  and  private  property,  at  his 
own  expense,  all  temporary  structures,  rubbish  and  waste  materials 
resulting  from  his  operations. 

Engineer  and   Chief   Engineer   Defined. 

24.  Wherever  in  this  contract  the  word  iiugineer  is  used,  it  shall 
be  understood  as  referring  to  the  Chief  Engineer  of  the  Company,  act- 
ing personally  or  through  an  assistant  duly  authorized  in  writing  for 
such  act  by  the  Chief  Engineer,  and  wherever  the  words  Chief  Engineer 
are  used  it  shall  be  understood  as  referring  to  the  Chief  Engineer  in 
person,  and  not  to  any  assistant  engineer. 

Power  of   Engineer. 

25.  The  Engineer  shall  have  power  to  reject  or  condemn  all  work 
or  material  which  does  not  conform  to  this  contract;  to  direct  the  appli- 
cation of  forces  to  any  portion  of  the  work  which,  in  his  judgment, 
requires  it ;  to  order  the  force  increased  or  diminished,  and  to  decide 
questions  which  arise  between  the  parties  relative  to  the  execution  of 
the  work.  • 

Adjustment  of  Dispute. 

26.  All  questions  or  controversies  which  may  arise  between  the 
Contractor  and  the  Company,  under  or  in  reference  to  this  contract, 
shall  be  subject  to  the  decision  of  the  Chief  Engineer,  and  his  decision 
shall  be  final  and  conclusive  upon  both  parties. 

Order  of  Completion;    Use  of  Completed   Portions. 

27.  The  Contractor  shall  complete  any  portion  or  portions  of  the 
work  in  such  order  of  time  as  the  Engineer  may  require.  The  Company 
shall  have  the  right  to  take  possession  of  and  use  any  completed  or 
partially  completed  portions  of  the  work,  notwithstanding  the  time  for 
completing  the  entire  work  or  such  portions  may  not  have  expired ;  but 
such  taking  possession  and  use  shall  not  be  deemed  an  acceptance  of  the 
work  so  taken  or  used  or  any  part  thereof.  If  such  prior  use  increases 
the  cost  of  or  delays  the  work,  the  Contractor  will  be  entitled  to  such 
extra  compensation,  or  extension  of  time,  or  both,  as  the  Chief  En- 
gineer may  determine. 

Changes. 

28.  The  Company  shall  have  the  right  to  make  any  changes  that 
may  be  hereafter  determined  upon,  in  the  nature  or  dimensions  of  the 
work,  either  before  or  after  its  commencement,  and  such  changes  shall 
in  no  way  affect  or  void  the  obligations  of  this  contract.  If  such 
changes  make  any  change  in  the  cost  of  the  work,  an  equitable  adjust- 
ment shall  be  made  by  the  Chief  Engineer  to  cover  the  same. 

Extra  Work. 

29.  No  bill  or  claim  for  extra  work  or  material  shall  be  allowed 
or  paid  unless  the  doing  of  such  extra  work  or  the  furnishing  of  such 

extra  material  shall  have  been  authorized  in  writing  by  the 

Engineer. 
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The  price  for  such  work  shall  be  determined  by  the  Chief  En- 
gineer, who  may  either  fix  a  unit  price  or  a  lump-sum  price,  or  may,  if 
he  so   elects,   provi"dc   that   the   price   shall   be   determined   by   the   actual 

cost,  to  which  shall  be  added    per  cent,  to  cover  general 

expense  and  superintendence,  profits,  contingencies,  use  of  tools.  Con- 
tractor's risk  and  liability.  If  the  Contractor  shall  perform  any  work 
or  furnish  any  material  which  is  not  provided  for  in  this  contract,  or 
which  was  not  authorized  in  writing  by  the  Engineer,  said  Contractor 
shall  receive  no  compensation  for  such  work  or  material  so  furnished, 
and  does  hereby  release  and  discharge  the  Company  from  any  liability 
therefor. 

If  the  Contractor  shall  proceed  with  such  extra  work  or  the  fur- 
nishing of  such  extra  material  after  receiving  the  written  authority 
therefor,  as  hereinbefore  provided,  then  such  work  or  material,  stated 
in  the  written  authority  of  the  Engineer,  shall  be  covered,  governed  and 
controlled  by  all  the  terms  and  provisions  of  this  contract,  subject  to 
such  prices  as  may  be  agreed  upon  or  fixed  by  the  Chief  Engineer. 

If  the  Contractor  shall  decline  or  fail  to  perform  such  work  or 
furnish  such  extra  material  as  authorized  by  the  Engineer  in  writing,  as 
aforesaid,  the  Company  may  then  arrange  for  the  performance  of  the 
work  in  any  manner  it  may  see  fit,  the  same  as  if  this  contract  had 
not  been  executed,  and  the  Contractor  shall  not  interfere  with  such  per- 
formance of  the  work. 

Property  and   Right  of  Entry. 

30.  The  Company  shall  provide  the  lands  upon  which  the  work 
under  this  contract  is  to  be  done,  except  that  the  Contractor  shall  pro- 
vide land  required  for  the  erection  of  temporary  construction  facilities 
and  storage  of  his  material,  together  with  right  of  access  to  the  same. 

The  Contractor  shall  not  ship  any  material  or  equipment  until  he 
has  received  written  notice  from  the  Engineer  that  he  may  proceed  with 
said  work  or  any  part  thereof. 

Unavoidable  Delays;    Extension  of  Time  on   Parts  of  Work. 

31.  If  the  Contractor  shall  be  delayed  in  the  performance  of  the 
work  from  any  cause  for  which  the  Company  is  responsible,  he  shall, 
upon  written  application  to  the  Chief  Engineer  at  the  time  of  such  delay, 
be  granted  such  extension  of  time  as  the  Chief  Engineer  shall  deem 
equitable  and  just. 

Suspension  of  Work. 

32.  The    Company    may   at    any   time    stop    the    work,    or    any   part 

thereof,   by   giving    days'   notice   to   the   Contractor   in   writing. 

The  work  shall  be  resumed  by  the  Contractor  in  ten  (10)  days  after 
the  date  fixed  in  the  written  notice  from  the  Company  to  the  Contractor 
so  to  do.  The  Company  shall  not  be  held  liable  for  any  damages  or 
anticipated  profits  on  account  of  the  work  being  stopped,  or  for  any 
work  done  during  the  interval  of  suspension.  It  will,  however,  pay  the 
Contractor  for  expense  of  men  and  teams  necessarily  retained  during  the 
interval  of  suspension,  provided  the  Contractor  can  show  that  it  was 
not  reasonably  practicable  to  move  these  men  and  teams  to  other  points 
at  which  they  could  have  been  employed.  The  Company  will  further  pay 
the   Contractor   for  time  necessarily  lost  during   such   suspension   at  the 

the  rate  of   per  cent,  per   annum   on   the   estimated  value   of 

materials,^  equipment  and  fixtures  furinshed  by  the  Contractor  on  the 
work  which  are  necessarily  idle  during  such  suspension,  said  rate  of 
per  cent,  per  annum  being  understood  to  include  deprecia- 
tion, interest  and  insurance.  But  if  the  work,  or  any  part  thereof,  shall 
be  stopped  by  the  notice  in  writing  aforesaid,  and  if  the  Company  does 
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not  Rive  iiotiic   in   urilinf^  to  tin*   ("ontr.ictor   to   rcsmnc   work   at  a  date 

within    of    tlie    date    fixed    in    the    written    notice 

to  siisiK-nd,  tlun  the  Contractor  may  abandon  that  jjortion  of  the  work 
so  snspcndcd  and  lie  will  he  entitled  In  the  estimates  and  payments  for 
such  work  so  ahandi)Jied,  as  provided  in   Sectimi    i,H  r>f  fhis  contract. 

Expediting   Work,  Correcting   Imperfections. 

^^■  Ca)  If  the  Chief  luigineer  of  tlie  Company  sliall  at  any  time 
be  of  the  opinion  that  the  Contractor  is  neglecting  to  remedy  any  im- 
perfections in  the  work,  or  is  not  progressing  with  the  work  as  fast  as 
necessary  to  insure  its  completion  within  the  time  and  as  required  by 
the  contract,  or  is  otherwise  violating  any  of  the  provisions  of  this 
contract,  said  Chief  ]<".ngincer,  in  behalf  of  the  Company,  shall  have  the 
power,  and  it  shall  be  his  duty  to  notify  the  Cotitractor  to  remedy  such 
imperfections,  proceed  more  rapidly  w'ith  said  work,  or.  otherwise  com- 
ply with  the  provisions  of  this  contract. 

Annulment. 

(b)  The  Company,  if  not  at  fault,  may  give  the  Contractor  ten 
(lO)  days'  written  notice,  and  at  the  end  of  that  time  if  the  Contractor 
continues  to  neglect  the  work,  the  Company  may  provide  labor  and 
materials  and  deduct  the  cost  from  any  money  due  the  Contractor  un- 
der this  agreement ;  and  may  terminate  the  employment  of  the  Con- 
tractor under  this  agrecent  and  take  possession  of  the  premises  and  of 
all  materials,  tools  and  appliances  thereon,  and  employ  such  forces  as 
may  be  necessary  to  finish  the  work.  In  such  case  the  Contractor  shall 
receive  no  further  payment  until  the  work  shall  be  finished,  when,  if 
the  unpaid  balance  that  would  be  due  under  this  contract  exceeds  the 
cost  to  the  Company  of  finishing  the  work,  such  excess  shall  be  paid 
to  the  Contractor;  but  if  such  cost  exceeds  such  unpaid  balance,  the 
Contractor  shall  pay  the  difference  to  the  Company. 

Company    May    Do    Part   of   Work. 

(c)  Upon  failure  of  the  Contractor  to  comply  with  any  notice 
given  in  accordance  witli  the  provisions  hereof,  the  Company  shall  have 
the  alternative  right,  instead  of  assuming  charge  of  the  entire  work,  to 
place  additional  forces,  tools,  equipment  and  materials  on  parts  of  the 
work  for  the  purpose  of  carrying  on  such  parts  of  the  work,  and  the 
cost  incurred  by  the  Company  in  carrying  on  such  parts  of  the  work 
shall  be  payable  by  the  Contractor,  and  such  work  shall  be  deemed  to 
be  carried  on  by  the  Company  on  account  of  the  Contractor,  and  the 
Contractor  shall  be  allowecl  therefor  the  contract  price.     The  Company 

may   retain   the   amount   of   the   cost   of   such    work,    with    per 

cent,  added,  from  any  sum  or  sums  due  or  to  become  due  the  Con- 
tractor under  this  agreement. 

Annulment   Without    Fault  of   Contractor. 

34.  (a)  The  Company  shall  have  the  right  at  any  time,  for  rea- 
sons which  appear  good  to  it,  to  annul  this  contract  upon  giving  thirty 
days'  notice  in  writing  to  the  Contractor,  in  which  event  the  Contractor 
shall  be  entitled  to  the  full  amount  of  the  estimate  for  the  work  done 
by  him  under  the  terms  and  conditions  of  this  contract  up  to  the  time 
of  such  annulment,  including  the  retained  percentage.  The  Contractor 
shall  be  reimbursed  by  the  Company  for  such  expenditures  as  in  the 
judgment  of  the  Chief  Engineer  are  not  otherwise  compensated  for,  and 
as  are  required  in  preparing  for  and  moving  to  and  from  the  work; 
the  intent  being  that  an  equitable,  settlement  shall  be  made  with  the 
Contractor. 
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Notice — How    Served. 

(b)  Any  notice  to  be  given  by  the  Company  to  the  Contractor  un- 
der this  contract  shall  be  deemed  to  be  served  if  the  same  be  delivered 
to  the  man  in  charge  of  any  office  used  by  the  Contractor,  or  to  his 
foreman  or  agent  at  or  near  the  w^ork,  or  deposited  in  the  postoffice, 
postpaid,  addressed  to  the  Contractor  at  his  last  known  place  of  busi- 
ness. 

Removal   of   Equipment. 

(c)  In  case  of  annulment  of  this  contract  before  completion  from 
any  cause  whatever,  the  Contractor,  if  notified  to  do  so  by  the  Com- 
pany, shall  promptly  remove  any  part  or  all  of  his  equipment  and  sup- 
plies from  the  property  of  the  Company,  failing  which  the  Company 
shall  have  the  right  to  remove  such  equipment  and  supplies  at  the  ex- 
pense of  the  Contractor. 

Failure  to    Make    Payments. 

35.  Failure  by  the  Company  to  make  payments  at  the  times  pro- 
vided in  this  agreement  shall  give  the  Contractor  the  right  to  suspend 
work  until  payment  is  made,  or  at  his  option,  after  thirty  (30)  days' 
notice  in  writing,  should  the  Company  continue  to  default,  to  terminate 
this  contract  and  recover  the  price  of  all  work  done  and  materials  pro- 
vided and  all  damages  sustained,  and  such  failure  to  make  payments  at 
the  times  provided  shall  be  a  bar  to  any  claim  by  the  Company  against 
the  Contractor  for  delay  in  completion  of  the  work,  due  to  such  sus- 
pension or  failure  to  pay. 

Monthly   Estimate. 

2.6.  So  long  as  the  work  herein  contracted  for  is  prosecuted  in 
accordance  with  the  provisions  of  this  contract,  and  with  such  progress 
as  may  be  satisfactory  to  the  Chief  Engineer,  the  said  Chief  Engineer 
will  on  or  about  the  first  day  of  each  month  make  an  approximate  esti- 
mate of  the  proportionate  value  of  the  work  done  and  of  material  fur- 
nished or  delivered  upon  the  Company's  property  at  the  site  of  the  work, 
up   to  and   including  the   last   day   of  the  previous   month.     The   amount 

of   said  estimate,  after   deducting    per   cent,   and   all   previous 

payments,   shall  be   due   and   payable  to   the   Contractor   at   the   office   of 

the  Treasurer  of  the  Company  on  or  about  the  

day  of  the  current  month. 

Acceptance. 

2.7.  The  work  shall  be  inspected  for  acceptance  by  the  Company 
promptly  upon  receipt  of  notice  in  writing  that  the  work  is  ready  for 
such  inspection. 

Final   Estimates. 

38.  Upon  the  completion  and  acceptance  of  the  work,  the  Chief 
Engineer  shall  execute  a  certificate  over  his  signature  that  the  whole  work 
provided  for  in  this  agreement  has  been  completed  and  accepted  by  him 
under  the  terms  and  conditions  thereof,  whereupon  the  entire  balance 
found  to  be  due  to  the  Contractor,  including  said  retained  percentage, 
shall  be  paid  to  the  Contractor  at  the  office  of  the  Treasurer  of  the  Com- 
pany within   days  after  the  date  of  said  final  certificate.     Before 

the  time  of  payment  of  said   final  estimate  the   Contractor  shall   submit 
evidence   satisfactory   to   the    Chief   Engineer   that   all   payrolls,   material 
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bills,   and   outstanding   indebtedness,   in   connection    with   this   work,   have 
been  paid. 

This  agreement  shall  inure  to  the  benefit  of  and  be  binding  upon 
the  legal  representatives  and  successors  of  the  parties  respectively. 

In  Witness  Whereof,  the  parties  hereto  have  executed  this  agreement 

in the  day  and 

year  first  above  written. 

Witness  : 
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BOND. 
Know  All  Men  by  These  Presents  : 

That   the   undersigned    

are  held  and  bound  unto  the  

in  the   sum   of    

dollars,  lawful  money  of  the  United  States  of 

America,  to  be  paid  to  said   

its  successors  and  assigns,  to  which  payment  the  undersigned,  jointly  and 
severally,  bind  themselves,  their  heirs,  executors,  administrators,  suc- 
cessors and  assigns. 

The  condition  of  this  obligation  is  that  if 

Contractor,   shall   faithfully   furnish   and   do   everything   required  in   the 

contract,  executed  in  writing,  dated  191 — 

between    Contractor,   and 

Company 

for  


this  obligation   shall  become  of  no  effect;   otherwise  it  shall  continue  in 
full  force. 

Signed,  sealed  and  delivered  this day  of 191 — 

Attest  : 


The  form  of  bond  submitted  contains  no  notarial  or  official  acknowl- 
edgment. In  certain  states  such  acknowledgment  may  be  necessary.  De- 
cision as  to  the  fact  should  be  made  by  the  Legal  Department  of  each 
company. 

Attention  is  called  to  the  fact  that  the  proposed  form  of  bond  is 
intended  solely  for  use  in  connection  with  the  adopted  Uniform  Contract 
Form. 


REPORT    OF    COMMITTEE    XVI—ON  ECONOMICS  OF 

RAILWAY  LOCATION. 

John  G.  Sullivan,  Chairman;  C.  P.  Howard,  V ice-Chairman; 

F.  H.  Alfred,  Fred  Lavis, 

R.  N.  Begien,  J.  deN.  Macomb,  Jr., 

J.  F.  Burns,  C.  W.  P.  Ramsey, 

Maurice  Coburn,  E.  C.  Schmidt, 

A.  C.  Dennis,  A.  K.  Shurtleff, 

A.S.  Going,  H.  J.  Simmons, 

F.  W.  Green,  F.  W.  Smith, 

L.  C.  Hartley,  Walter  Loring  Webb, 

P.  M.  LaBach,  M.  A.  ZooK, 

Committee. 

To  the  Members  of  the  American  Railway  Engineering  Association: 

Committee  XVI — on  the  Economics  of  Railway  Location,  has  dur- 
ing the  past  year  been  subdivided  into  three  Sub-Committees,  with  duties 
assigned  as  follows : 

(a)  Make  critical  examination  of  the  subject-matter  in  the  Manual, 
and  submit  definite  recommendations  for  changes. 

(i)  Study  the  question  of  grade,  curvature,  rise  and  fall  and  dis- 
tance, and,  if  possible,  present  conclusions  as  to  reason- 
able values  of  same  in  a  usable  form,  in  order  that  they 
may  be  of  use  for  the  information  and  guidance  of  Locat- 
ing Engineers. 

(2)  Continue  the  important  study  of  economics  of  railway  opera- 
tion heretofore  carried  on  by  the  Committee,  in  order  that 
the  information  may  lead  to  more  economical  methods  in 
railway  operation,  and  that  information  may  be  obtained 
for  correcting  values  given  to  the  physical  features  in  the 
locating  of  railways. 

(5)  Make  special  efforts  to  collect  information  in  regard  to  effects 
of  passenger  and  freight  traffic  on  the  cost  of  maintenance. 

The  Chairman  of  the  Committee  assumed  the  responsibility  of  chang- 
ing the  instructions  to  the  Committee  having  charge  of  subject  (i)  to 
read,  "Study  the  question  of  grade,  curvature,  rise  and  fall  and  distance, 
and,  if  possible,  present  instructions  to  enable  Engineers  to  obtain  reason- 
able values  for  grade,  curvature,  rise  and  fall  and  distance." 

The  reports  submitted  by  each  of  these  Sub-Committees  is  submitted 
in  full  as  information,  and  the  conclusions  which  w^ere  drawn  from  them 
are  submitted  for  approval.  These  are  in  addition  to  matter  now  pub- 
lished in  the  1911  Manual  and  subsequent  supplements,  excepting  the  re- 
visions recommended  by  the  Sub-Committee  on  Stokers  and  Superheaters. 

For  further  information  on  the  subject  of  Economics  of  Railway 
Location  see  the  following: 

Vertical  curves,  p.  113,  191 1  Manual. 

Spirals,  pp.  94-1 II,  191 1  Manual. 
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Power,  train  resistance  and  train  rating,  pp.  427-4.^8,  191 1  Manual, 
and  pp.  599-651,  Proceedings,  Vol.  14,  1913. 

Train  re.sistancc  ami  compensation  for  curvature,  pp.  81-82,  191 3  Sup- 
plenieiil  to  Manual,  and  pp.  615,  <)i8,  I'rorcrdiuKS,  Vol.   14,  1913. 

Speed  curves  and  tiu-i  consumption,  i'.ullctin  148,  August,  1912,  and 
pp.  3-20,  Proceedings,  Part  2,  Vol.  14,  1913. 

If  the  methods  outlined  by  this  Committee  arc  approved,  the  imme- 
diate work  for  tlie  future  will  he: 

(i)  Make  a  study  of  the  resistance  of  trains  running  between  35 
and  75  miles  an  hour. 

(2)  Make  a  study  of  the  effect  on  the  cost  of  maintenance  of  way 
and  maintenance  of  equipment  of  fast  trains. 

(3)  Make  a  study  of  the  effect  curvature  has  on  cost  of  main- 
tenance of  way. 

(4)  Make  a  study  of  the  effect  curvature  has  on  cost  of  main- 
tenance of  equipment. 

(5)  Make  a  study  of  the  amount  of  fuel  consumed  in  doing  an 
actual  horsepower-hour  work.  It  is  believed  that  a  study  of  this  subject 
will  not  only  be  valuable  as  a  basis  in  determining  the  economics  of  lo- 

,  cation,  but  that  the  results  will  be  beneficial  to  operating  officers,  calling 

'  to  their  attention  various  losses  in  the  fuel  suppl}^,  and  especially  so  in  the 

cost  of  operating  a  very  busy  single-track  vs.  cost  of  operating  double- 
track  lines. 
■  (6)     Preparation  of  a  method  for  the  comparison  of  alternative  lo- 

cations with  varying  ruling  gradients. 

CONCLUSIONS. 
^  The  following  conclusions  are  submitted  for  approval : 

I  (i)     A   line   is   located   when   its   positjon   is   fixed   horizontally   and 

I  vertically. 

(2)  Locating  a  railway  means  designing  an  economical  plant  for 
T  handling  a  given  traffic.  The  economical  plant  for  a  given  quantity  and 
^  class  of  traffic  cannot  be  the  economical  plant  for  a  greater  or  less  quan- 
I                           tity  of  traffic  or  for  traffic  of  a  different  class.     It  is  considered  good 

practice  to   discount   the   future   within   reasonable   limits,   providing   the 
necessary  funds  are  available. 

(3)  The  most  general  formula  for  the  economic  value  of  a  loca- 
tion is : 

R  — E 

=  P (I) 

C 

^  Where  R  =  Annual  revenue  (receipts  from  operation); 

S  E  =:  Annual  expense  of  operation,  including  depreciation  and 

1  taxes ; 

^  C  =  Capital  invested  (cost  of  construction)  ; 

p  z=  Percentage  of  profit  on  investment. 

(4)  The  following  equation  may  be  used  in  certain  cases,  especially 
where  the  annual  revenue,  known  or  unknown,  is  constant : 

I  R_(E  +  I)  =  P (2) 

^  Where    I  =  Amount  of  interest  on  cost  of  construction; 

^  P=:  Amount  of  profit  (net  corporate  income). 
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When  the  revenue  is  constant  the  condition  of  equation  (2)  is  that 
the  sum  of  operating  expenses,  plus  interest  on  cost  of  construction,  shall 
be  a  minimum,  and  is  convenient  in  many  cases,  but  does  not  indicate  the 
proportion  of  profit  to  investment.  Care  should  be  taken  not  to  use  too 
low  a  rate  of  interest.  The  ratio  of  profit  to  investment  should  be  con- 
sidered. 

(5)  In  order  to  make  an  economical  location  of  a  railway,  the 
Engineer  must  know  or  make  a  reasonable  assumption  of  the  amount 
and  class  of  traffic  that  the  railway  will  be  called  upon  to  handle,  class 
of  power  and  the  approximate  efficiency  and  cost  of  fuel  that  will  be 
used,  the  rate  of  wages  that  will  be  paid  to  employes,  the  cost  of  main- 
tenance materials,  and  the  rate  of  interest  considered  a  proper  return 
for  additional  expenditures  involved  in  the  improvement  of  the  line  for 
the  reduction  of  operating  expenses. 

(6)  One  of  the  most  difficult  problems  to  be  solved  is  the  desirable 
length  of  engine  districts,  but  the  question  is  governed  to  such  an  extent 
by  other  considerations  that  no  definite  rule  can  be  given. 

One  of  the  necessary  requisites  for  a  terminal  point  is  a  suitable 
water  supply  for  locomotives  and  for  domestic  use.  It  is  desirable,  where 
possible,  that  terminal  points  should  be  located  on  minor  summits. 

(7)  Passing  sidings  and  road  water  supplies  should  preferably  be 
located  on  minor  summits. 

(8)  If  passing  sidings  must  of  necessity  be  located  on  ruling 
gradients,  then  such  gradients  should  be  compensated  through  and  for  a 
full  train  length  in  each  direction  from  either  end  of  the  siding.  The 
rate  of  compensation  will  be  governed  by  the  ruling  gradient. 

(9)  In  deciding  upon  the  ruling  gradient  for  each  engine  district, 
where  different  ruling  gradients  are  contemplated  for  adjoining  districts 
carrying  approximately  equal  traffic,  due  consideration  must  be  given  to 
the  breaking  up  of  trains,  which  may  be  caused  by  the  difference  in  ruling 
gradients.  Where  a  fixed  elevation  is  to  be  overcome,  the  development 
of  distance  to  reduce  the  rate  of  ruling  gradient  is  often  a  mistake,  pro- 
vided the  ruling  gradient  of  the  shorter  line  is  within  reasonable  operat- 
ing limits.  Where  curvature  and  distance  are  introduced  for  the  sake 
of  ruling  gradient  reduction,  line  resistance,  and  thereby  fuel  consumption, 
is  increased,  as  is  also  the  cost  of  maintenance  of  way  and  equipment. 
Some  of  the  benefits  derived  from  a  reduction  of  ruling  gradient  are  the 
saving  in  weight  of  locomotives  to  be  lifted  over  the  summit,  train  and 
engine  wages  and  engine  mileage  reduced  and  the  capacity  of  the  track 
increased.  Full  advantage  cannot  be  taken  of  the  apparent  train  rating 
increase  due  to  ruling  gradient  reduction  on  an  engine  district  having 
a  large  percentage  of  grade  at  or  near  the  proposed  ruling  rate,  as  in 
all  probability,  if  this  anticipated  increase  in  rating  is  in  direct  proportion 
to  the  proposed  reduction  in  ruling  gradient,  the  required  time  for  move- 
ment of  trains  over  the  engine  district  cannot  be  made.  On  crowded 
single-track  lines  a  feature  affecting  train  rating  to  a  great  extent  is  the 
loss  of  time  at  meeting  and  passing  points;  it,  therefore,  is  necessary  to 
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estimate  the  tram  rating  for  atiy  liiu'  as  tlic  tuiinagc  that  can  be  handled 
in  a  given  lime,  due  allowance  being  made  for  necessary  stops. 

In  estimating  the  lime  required  for  trains  to  pass  over  an  engine 
district,   a   speed   cur\e   .iiid    time   card    should    be    plotted. 

There  is  little  increase  of  tonnage  for  local  and  fast  freights,  and 
none  for  passenger  trains,  to  be  credited  to  a  reduction  of  ruling  gradient 
on  lines  with  light  undulating  grades. 

In  establishing  a  ruling  gradient  and  determining  the  effect  of  it  on 
future  operating  expense,  due  consideration  must  be  given  to  possible 
future  revisions  of  the  line;  thus,  in  comi)aring  alternative  locations, 
one  of  steep  ruling  gradient  may  appear  more  economical  than  another 
of  low  ruling  gradient,  but  the  situation  of  the  former  may  be  such  that 
its  revision  would  necessitate  an  abandonment  of  all  or  a  large  percentage 
of  the  location ;  while  the  application  temporarily  of  a  steep  ruling  gradi- 
ent to  the  low^-gradient  location  might  bring  the  cost  of  the  latter  line 
within  such  limits  that,  considering  future  traffic,  its  construction  would 
be  desirable. 

(lo)  In  the  construction  of  a  line  where  the  contemplated  immediate 
traffic  is  small  and  the  future  traffic  large,  sharp  curvature  and  steep 
temporary  gradients,  so  situated  as  to  be  possible  of  reduction  when 
justified  by  the  traffic,  may  be  advantageously  introduced;  a  line  being 
thus  constructed  which  will  provide  for  immediate  requirements  and 
which  can  be  improved  for  future  requirements  at  a  reasonable  expense. 
Before  deciding  upon  such  temporary  expedients,  care  should  be  taken  to 
compare  the  cost  of  the  work  ultimately  to  be  abandoned  with  the  in- 
terest saved  on  the  extra  cost  of  construction  that  would  have  been 
necessary  to  construct  a  line  on  the  final  location  during  that  period  in 
which  the  more  expensive  construction  would  appear  uneconomical. 

In  the  construction  of  temporary  lines  due  consideration  must  be 
given  to  the  location  of  station  buildings,  and  these  should  not  be  located 
on  portions  of  the  line  where  revisions  are  contemplated,  owing  to  the 
fact  that  if  a  receiving  and  delivery  point  for  local  traffic  is  once  estab- 
lished, opposition  from  the  public  may  prevent  its  removal. 

In  the  matter  of  terminal  property  the  future  requirements  should  be 
estimated  for  a  longer  period  than  is  justified  for  the  line  between  ter- 
minals. 

(ii)  Momentum  gradients,  not  exceeding  that  over  which  a  locomo- 
tive loaded  for  the  ruling  gradient  can  handle  its  train  in  two  parts  if 
stalled  for  any  reason  in  the  sag,  may  be  used  to  reduce  construction  cost 
without  decreasing  the  train  rating  or  the  efficiency  of  the  railway,  and 
should  be  used  where  economy  in  construction  cost  is  thereby  affected, 
except  at  points  where  train  stops  or  reduced  speed,  below  the  limit 
necessary  to  operate  the  gradient,  are  likely  to  be  necessary. 

In  the  calculation  of  the  lengths  of  momentum  gradients  the  maxi- 
mum speed  of  freight  trains  at  the  bottom  of  the  sag  should  not  exceed 
the  speed  hmit  for  such  trains  on  the  engine  district  under  consideration ; 
and  the  minimum  speed  at  the  top  of  the  grade,  where  the  velocity  grade 
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adjoins  an  ascending  grade  of  any  considerable  length,  should  not  be  less 
than  eleven  miles  per  hour.  Where  the  top  of  the  momentum  gradient 
is  at  a  summit,  the  minimum  speed  may  be  less  than  ii  miles  per  hour. 
In  fixing  the  grade  line  for  any  alinement,  care  should  be  taken  to 
insert  vertical  curves  at  all  grade-line  intersections.  Curves  should  be 
connected  to  tangents  by  spiral  or  easement  curves  of  such  length  as  to 
provide  ample  space  in  which  to  make  the  required  superelevation,  giving 
due  consideration   to   future   requirements   of   increased   speeds. 

(12)  The  location  of  terminal  points,  ruling  gradient,  and  pusher 
gradients  having  been  decided  upon,  the  efifect  of  the  minor  details  of  lo- 
cation, namely,  distance,  curvature  and  rise  and  fall,  upon  operating  ex- 
penses may  be  determined  approximately  in  the  following  manner :  Al- 
ternative locations  may  be  compared  by  distance,  curvature  and  line  re- 
sistance; distance  being  the  length  of  the  line  measured  along  the  center 
line  of  the  location ;  curvature  the  number  of  degrees  of  central  angle 
subtended  by  the  center  line  of  track,  and  which  may  be  divided  into 
sharp  curvature,  necessitating  a  reduction  of  speed  for  trains,  and  ordinary 
curvature,  which  will  again  be  subdivided  into  that  increasing  line  re- 
sistance in  both  directions  and  that  increasing  line  resistance  in  one  di- 
rection only  and  line  resistance  which  is  the  sum  of  the  rolling  resistance 
(or  friction  resistance),  plus  the  resistance  of  gravity  overcoming  differ- 
ence in  elevation  on  up-grades,  plus  the  resistance  due  to  curvature, 
minus  the  energy  of  gravity  on  trains  on  descending  grades,  from  which 
has  been  subtracted  the  loss  of  energy  (or  velocity  head)  due  to  the  ap- 
plication of  brakes.  For  purposes  of  comparison  this  item  should  be 
reduced  to  its  equivalent  in  feet  of  vertical  lift. 

Friction  resistance,  normal  conditions,  warm  weather,  modern  freight 
equipment,  speed  between  7  and  35  miles  an  hour,  may  be  obtained  from 
the  formula 

R  — 2.2  T-j-  121.6  C. 

R  =  Total  resistance  on  level  tangent. 

T  =:  Total  weight  cars  and  contents  in  tons. 

C  =  Total  number  of  cars  in  train. 

This  amounts  to  4  lbs.  to  8  lbs.  per  ton,  depending  on  whether  cars 
are  fully  loaded  or  empty.  This  is  equivalent  to  a  rise  of  from  10  ft. 
to  20  ft.  per  mile.  For  mixed  traffic  a  conservative  estimate  is,  train  re- 
sistance equals  rise  of  15  ft.  per  mile.  Train  resistance  increases  at 
lower  temperatures,  and  at  extreme  low  temperature  may  go  as  high  as 
50  lbs.  per  ton  for  empty  freight  cars.  However,  in  comparing  different 
locations  in  the  same  country,  it  is  deemed  necessary  to  make  compari- 
sons for  the  best  conditions  only.  The  resistance  due  to  curvature 
may  be  taken  at  0.04  ft.  per  degree  of  central  angle. 

(13)  Fuel  Consumption.  It  is  the  unanimous  opinion  of  the  Com- 
mittee that  the  train-mile  basis  alone  is  not  a  reliable  or  correct  method 
of  estimating  fuel  consumption  for  comparative  purposes.  The  following 
two  methods  are  recommended :  First,  dividing  the  fuel  consumed  into 
the  amount  required   for  the  movement  of  the  locomotive  alone,   calcu- 
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latctl  on  ;i  lime  basis,  for  consnmi)lion  in  yards,  rouiuJhouscs,  sidings,  and 
the  aniouiil  ic(|iiiii(l  for  the  acliial  movcmtiU  of  cars,  and  this  last  amount 
can  be  coin;)utrtl  as  varying  (brcclly  with  the  anujiint  of  work  done.  Second, 
calculating  fuel  consumption  by  means  of  the  speed  curve,  calculating 
from  this  the  fuel  consumed  by  locomotives  working,  drifting  and  stand- 
ing. These  methods  for  calculating  fuel  consumption  also  lend  them- 
selves to  the  comparison   of  lines   with   varying   ruling  gradients. 

(14)  To  determine  the  relative  value  of  the  minor  details  of  location 
under  consideration  (curvature,  distance,  rise  and  fall),  it  is  first  necessary 
to  decide  upon  a  method  of  studying  the  effect  of  these  factors  on  the 
cost  of  operation.  The  following  method  is  recommended:  Curvature 
increases  resistance  at  the  rate  of  0.04  ft.  per  degree  of  central  angle; 
it  also  affects  the  cost  of  maintenance  of  way  and  the  cost  of 
maintenance  of  equipment,  but  sufficient  data  is  not  available  to  warrant 
a  conclusion  as  to  the  definite  amounts. 

Rise  affects  line  resistance  and  time;  the  principal  effect  of  eliminat- 
ing rise  will  be  found  in  the  fuel  account.    It  also  affects  the  cost  of  main- 
tenance of  equipment  and  maintenance  of  track,  but  to  what   extent  is 
'  unknown.     It  may  be  neglected  in  comparing  alternate  locations. 

Distance  affects  train  wages,  line  resistance,  maintenance  of  way  and 
;  maintenance  of  equipment.    The  effect  of  distance  on  line  resistance  will 

f  be  found  in  the  fuel  account.   The  effect  of  distance  on  train  wages  can  be 

computed  on  a  direct  train-mile  basis.     The  effect  of  distance  on  main- 
tenance of  way  is  a  more  complicated  problem  on  account  of  the  uncer- 
-  tainty  as  to  the  basis  on  which  maintenance  should  be  calculated.    A  fixed 

3  sum  per  mile  to  cover  factors  of  maintenance  that  are  more  or  less  con- 

^  stant  plus   a  rate  for  the  equivalent  ton-mile  unit,  using  multiples   for 

weights  of  engines  and  passenger  cars,  is  correct  in  principle,  but  until 
■]  such  time  as  information  is  obtained  as  to  the  value  of  these  multiples, 

s  this  item  may  be  calculated  on  a  basis  of  a  constant  per  mile  plus  a  fixed 

I  sum  per  train  mile.    The  effect  of  distance  on  maintenance  of  equipment, 

for  comparative  purposes,  may  be  calculated  on  a  train-mile  basis. 

(15)  Special  Structures.  The  maintenance  and  operation  of  special 
structures  must  be  considered  on  their  respective  merits  for  each  location. 

(16)  Time  will  not  as  a  general  thing  constitute  an  important  fac- 
tor in  the  consideration  of  the  minor  details  of  location,  but  if  the  dif- 
ference in  time  required  to  operate  over  alternative  locations  is  of  suffi- 
cient importance  to  affect  the  amount  of  equipment  to  operate  the  line,  and 

;  consequently  the  annual  charge  for  same,  or  the  earnings  of  the  line,  or 

J  the  trainmen's  wages  through  overtime,  then  this  item  must  be  taken  into 

p  consideration. 

(17)  In  comparing  lines  of  varying  lengths,  consideration  must  be 
given  to  the  effect  of  distance  upon  revenue.  Another  item  worthy  of 
consideration  is  the  fact  that  the  reduction  of  distance  in  engine  runs 

I  of  less  than  100  miles,  which  constitute  the  entire  day's  work  for  train- 

^  men  employed  on  same,  may  not  reduce  the  amount  of  wages  to  be  paid 

to  such  employes. 
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(i8)  The  data  in  the  Manual  on  the  subject  of  "Power"  should  be 
amplified  and  altered  to  the  extent  recommended  by  the  Sub-Committec 
on  Stokers  and  Superheaters  so  as  to  provide  for  the  increase  in  coal 
consumption  and  tractive  power  due  to  these  improvements. 

Respectfully  submitted, 

COMMITTEE  ON  ECONOMICS  OF  RAILWAY  LOCATION. 


no  ECONOMICS    OF   RAILWAY    LOCATION. 

(i)     GRADE,  CURVATURE,   RISK   AND   KALL  AND   DISTANCE. 

KliroKT    OF    Snii-COM  MIITKK     NO.    I. 

Sub-CommiUcc:     A.    C.    Dennis,   Cli.iirmaii ;    h\   II.   Alfred,   A.    .S.   Goinf,^ 
V.  W.  Green,  Fred.  Lavis.  C..W.  P.  Ramsey. 

(i)  While  sufficient  information  is  not  available  to  justify  a  com- 
plete report  on  the  question  of  Economics  of  Railway  Location,  observa- 
tions of  the  enormous  waste  of  capital  clue  to  uneconomical  location  of 
railways,  especially  in  new  countries,  emphasizes  the  pressing  need  of 
some  guide  to  the  designer  of  location,  which  will  assist  him  in  the  pre- 
vention of  future  waste  of  this  nature.  In  consequence  the  feeling  of 
this  Committee  is  that  any  information  which  it  has  obtained  that  may 
prove  of  value  to  the  Locating  Engineer  should  be  published  as  early  as 
possible. 

The  question  of  the  comparison  of  what  may  be  termed  the  major 
details  of  location,  such  as  ruling  gradients  and  pusher  gradients  having 
been  given  insufficient  study  to  justify  a  recommendation  as  to  a  proper 
method  for  a  comparison  of  the  operating  expenses  afTected  by  these 
features,  these  items  are  dealt  with  only  in  a  general  way  in  this  report, 
which  confines  itself  more  particularly  to  outlining  a  method  for  com- 
paring the  relative  values  of  what  may  be  termed  the  minor  details  of 
railway  location,  such  as  distance,  curvature,  and  rise  and  fall,  on  a 
line  of  known  terminal  points  and  ruling  gradient. 

Such  general  suggestions  as  the  Committee  are  prepared  to  make  on 
the  major  details  and  general  location  follow: 

GENERAL   DESIGN. 

(2)  Locating  a  railway  as  distinguished  from  surveying  it  means 
designing  an  economical  plant  for  handling  a  given  traffic. 

The  economical  plant  for  a  given  quantity  and,  class  of  traffic  cannot 
be  the  economical  plant  for  a  greater  or  less  quantity  of  traffic,  or  for 
traffic  of  a  different  class.  The  existing  traffic  on  operated  lines  can 
generally  be  ascertained  and  the  probable  future  traffic  for  any  given 
period  estimated  by  producing  the  curve  derived  from  plotting  traffic  sta- 
tistics of  former  years.  The  estimation  of  traffic  for  a  proposed  line  is 
probably  the  most  important,  as  well  as  the  most  uncertain,  of  the  prob- 
lems which  confront  the  Locating  Engineer.  An  anticipation  of  the 
traffic  for  ten  years  may  be  quite  justified,  but  it  should  be  borne  in  mind 
that  many  companies  have  been  wrecked  by  building  what  may  be  termed 
a  thousand-horsepower  plant  to  do  a  hundred-horsepower  business.  On 
the  other  hand  it  is  apparent  that  to  make  revisions  in  a  line  after  it 
has  once  been  constructed  will  increase  the  total  capital  charges,  because 
usually  the  cost  of  the  abandoned  line  is  a  total  loss.     Therefore,  it  is 
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considered  good  practice  to  discount  the  future  within  reasonable  limits, 
providing  the  necessary  funds  are  available. 

DATA    NECESSARY    FOR   ECONOMICAL    DESIGN, 

(3)  In  order  to  make  an  economical  location  of  a  railway  the  En- 
gineer must  know  or  make  a  reasonable  assumption  of  the  amount  and 
class  of  traffic  that  the  railway  will  be  called  upon  to  handle;  the  class 
of  power  and  the  approximate  efficiency  and  cost  of  fuel  that  will  be  used; 
the  rate  of  wages  that  will  be  paid  to  employes ;  the  cost  of  material  for 
maintenance ;  and  the  rate  of  interest  considered  a  proper  return  for  addi- 
tional expenditures  involved  in  the  improvement  of  the  line  for  the  re- 
duction of  operating  expenses. 

LENGTH  OF  ENGINE  RUNS,  LOCATION  OF  YARDS  AND  WATER  SUPPLIES, 

(4)  One  of  the  most  difficult  problems  to  be  solved  is  the  desirable 
length  for  an  engine  run.  This  problem  is  controlled  by  so  many  factors 
other  than  that  of  economy  in  operation  that  the  Engineer  is  often  re- 
lieved from  the  responsibility  of  locating  terminal  points. 

One  of  the  necessary  requisites  for  a  terminal  point  is  a  suitable 
water  supply  for  locomotives  and  domestic  use. 

It  is  desirable,  where  possible,  that  terminal  points  should  be  located 
on  minor  summits,  first,  because  train  resistance  is  above  normal  in 
startmg  a  train  when  journals  are  cold,  and  the  summit  location  of  ter- 
minal points  furnishes  a  natural  aid  to  the  locomotive  in  leaving  the  yard, 
and,  second,  because  the  loss  of  velocity  head  of  trains  in  entering  the 
yard  is  reduced  by  such  a  location ;  both  of  the  above  items  tend  to  re- 
duce fuel  consumption. 

The  above  remarks  in  connection  with  summit  locations  for  terminal 
yards  apply  in  like  manner  to  the  location  of  passing  sidings  and  road 
water  supplies;  the  proper  adjustment  of  these  ffatures  when  the  location 
is  made  will  result  in  considerable  economy  in  operating  expenses. 

If  passing  sidings  must  of  necessity  be  located  on  ruling  gradients, 
then  such  gradients  should_  be  compensated  through  and  for  a  full  train 
length  in  each  direction  from  either  end  of  the  siding.  The  rate  of  com- 
pensation will  be  governed  by  the  rate  of  ruling  gradient ;  the  compensa- 
tion recommended  for  ruling  gradients  at  such  points  is  for  lines  with 
ruling  gradient  of  0.4  per  cent.,  o.i  per  cent.,  and  for  lines  with  ruling 
gradient  of  i  per  cent.,  0.2  per  cent.,  the  rate  for  compensation  varying 
proportionately  to  the  above  for  lines  with  intermediate  ruling  gradients. 

RULING   GRADIENTS. 

(5)  Having  decided  upon  the  location  for  terminal  points,  the  rate 
of  ruling  gradient  for  each  engine  district  must  be  then  considered.  Where 
different  ruling  gradients  for  adjoining  districts  carrying  approximately 
equal  traffic  are  contemplated,  due  consideration  must  be  given  to  the 
breaking  up  of  trains,  which  may  be  caused  by  the  difference  in  ruling 
gradients.  There  is  no  feature  connected  with  the  location  of  a  railway 
where  greater  mistakes  can  be  and  have  been  made  than  in  establishing 
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the  ruling  graclietit,  nnd  the  mistakes  have  not  been  by  any  means  nil 
on  the  side  of  the  adoption  of  too  steep  gradients.  Where  a  fixed  eleva- 
tion is  to  be  overcome,  the  development  of  distance  to  reduce  the  rate 
of  riding  gradient  is  often  a  mistake,  provided  the  ruling  gradient  on  the 
shorter  line  is  within  reasonable  operating  limits.  When  curvature  and 
distance  are  introduced  for  the  sake  of  ruling  gradient  reduction,  re- 
sistance, and  thereby  fuel  consumption,  is  increased,  as  is  also  the  cost 
of  maintenance  of  way  and  equipment ;  some  of  the  benefits  derived  from 
a  reduction  of  ruling  gradient  are  the  saving  in  weight  of  locomotives  to  be 
lifted  over  the  summit,  train  and  engine  wages  and  engine  mileage  are 
reduced,  and  the  capacity  of  the  track  is  increased. 

Full  advantage  cannot  be  taken  of  the  apparent  train-rating  increase 
due  to  ruling  gradient  reduction  on  an  engine  district  having  a  large  per- 
centage of  grade  at  or  near  the  proposed  ruling  rate,  as  in  all  probability 
if  the  anticipated  increase  in  rating  is  in  direct  proportion  to  the  pro- 
posed reduction  in  ruling  gradient,  the  required  time  for  movement  of 
trains  over  the  engine  district  cannot  be  made. 

On  crowded  single-track  lines  a  feature  afifecting  train  rating  to  a 
great  extent  is  the  loss  of  time  at  meeting  and  passing  points.  It  there- 
fore is  necessary  to  estimate  the  train  rating  for  any  line  as  the  tonnage 
that  can  be  handled  in  a  given  time,  due  allowance  being  made  for  neces- 
sary stops. 

In  estimating  the  time  required  for  trains  to  pass  over  an  engine 
district,  a  speed  curve  and  time  card  should  be  plotted. 

There  is  little  increase  of  tonnage  for  local  and  fast  freights,  and 
none  for  passenger  trains,  to  be  credited  to  reduction  of  ruling  gradient 
on  lines  with  light  undulating  grades  of  less  than  0.8  per  cent,  ruling. 

In  establishing  a  ruling  gradient  and  determining  the  effect  of  it  on 
future  operating  expense,  due  consideration  must  be  given  to  possible 
future  revisions  of  the  line.  Thus,  in  comparing  alternative  locations, 
one  of  steep  ruling  gradient  may  appear  more  economical  than  another 
of  low  ruling  gradient,  but  the  situation  of  the  former  may  be  such  that 
its  revision  would  necessitate  an  abandonment  of  all  or  a  large  percentage 
of  the  location,  while  the  application  temporarily  of  a  steep  ruling  gradi- 
ent to  the  low-gradient  location  might  bring  the  cost  of  the  latter  line 
within  such  limits  that,  considering  future  traffic,  its  construction  would 
be  desirable,  and  the  future  revision  of  the  temporary  ruling  gradient,  if 
justified  by  the  traffic,  would  not  necessarily  be  as  expensive  a  matter 
as  the  revision  of  the  line  on  which  the  steep  ruling  gradient  only  could 
be  obtained. 


FUTURE  TRAFFIC  REQUIREMENTS  AND  CONSTRUCTION  OF  TEMPORARY  LINES. 

(6)  In  the  construction  of  arty  line,  where  the  contemplated  imme- 
diate traffic  is  small  and  the  future  traffic  large,  but,  of  course,  in  such 
circumstances  uncertain,  sharp  curvature  and  steep  temporary  gradients 
so  situated  as  to  be  possible  of  reduction  when  justified  by  the  traffic 
may  be  advantageously  introduced;   a  line  being  thus  constructed  which 
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wjll^provide  for  immediate  requirements,  and  which  can  be  improved  for 
future  requirements  at  a  reasonable  expense.  Before  deciding  upon  such 
temporary  expedients,  care  should  be  taken  to  compare  the  cost  of  the 
work  ultimately  to  be  abandoned  with  the  interest  saved  on  the  extra 
cost  of  construction  that  would  have  been  necessary  to  construct  a  line 
on  the  final  location,  during  that  period  in  which  the  more  expensive 
construction  would  appear  uneconomical. 

In  the  construction  of  temporary  lines  due  consideration  must  be 
given  to  the  location  of  station  buildings,  and  these  should  not  be  lo- 
cated on  portions  of  the  line  where  revisions  are  contemplated,  owing 
to  the  fact  that  if  a  receiving  and  delivery  point  for  local  traffic  is  once 
established  opposition  from  the  public  may  prevent  its  removal. 

In  the  matter  of  terminal  property  the  future  requirements  should 
be  estimated  for  a  longer  period  than  is  justified  for  the  line  between 
terminals. 

COMPENSATION   OF  GRADIENTS   FOR  CURVATURE. 

(7)  Ruling  gradients  must  be  compensated  for  curvature,  and  the 
rate  of  0.04  ft.  per  degree  of  central  angle  is  recommended;  lesser  gradi- 
ents should  be  compensated  for  curvature  only  when  their  rate  is  such 
that  the  addition  of  the  curve  resistance  to  the  virtual  grade  gives  a  rate 
in  excess  of  the  ruling  gradient,  in  which  event  these  lesser  gradients 
should  be  compensated  sufficiently  to  bring  the  virtual  rate  within  the 
limit  of  the  ruling  gradient. 

MOMENTUM   GRADIENTS. 

(8)  Momentum  gradients  not  exceeding  that  over  which  a  locomo- 
tive loaded  for  the  ruling  gradient  can  handle  its  train  in  two  parts,  if 
stalled  for  any  reason  in  the  sag,  may  be  used  to  reduce  construction  cost 
without  decreasing  the  train  rating  or  the  efficiency  of  the  railway,  and 
should  be  used  where  economy  in  construction  cost  is  thereby  aflFected, 
except  at  points  where  train  stops  or  reduced  speed,  below  the  limit  neces- 
sary to  operate  the  gradient,  are  likely  to  be  necessary. 

In  the  calculation  of  the  length  of  momentum  gradients  the  maximum 
speed  of  freight  trains  at  the  bottom  of  the  sag  should  not  exceed  the  speed 
limit  for  such  trains  on  the  engine  district  under  consideration,  and  the 
minimum  speed  at  the  top  of  the  grade,  where  the  velocity  grade  adjoins  an 
ascending  grade  of  any  considerable  length,  should  not  be  less  than  11 
M.P.H.,  and  the  minimum  speed  on  summits  not  less  than  9  M.P.H. 

In  fixing  the  grade  line  for  any  alinement,  care  must  be  taken  to  in- 
sert vertical  curves  at  all  grade-line  intersections. 

MINOR  DETAILS  OF  LOCATION,  GENERAL. 

(9)  The  location  of  terminal  points,  ruling  gradient,  and  pusher 
gradients,  having  been  decided  upon,  the  next  problem  to  be  solved  by 
the  Engineer  is  the  effect  that  distance,  curvature,  and  rise  and  fall  will 
have  upon  the  operating  expenses  of  the  railway,  and  the  reduction  of 
such  an  effect  to  values  comparable  with  construction  cost.    Local  condi- 
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tions  vary  to  such  an  extent  that  it  is  quite  impracticahle  for  this  Com- 
mittee to  give  definite  vahies  for  any  of  these  items,  but  an  endeavor 
has  been  made  to  outhne  a  method  by  which  such  vahies,  the  local  con- 
ditions being  known,  may  be  intelligently  obtained. 

The  form  in  which  railway  statistics  have  been  kept  during  the  past 
being  so  unsuitable  for  a  determination  of  these  values,  it  is  considered 
that    approximations    which    can   be   calculated    with    a    small    amount   of 
labor  are  preferable,  at  this  initial  stage,  to  complicated  methods,  which, 
•  owing  to  the  unsuitable  form  of  the  statistics  available,  will  in  all  prob- 

ability not  give  a  greater  degree  of  accuracy  to  the  result. 

Alternative  locations  may  be  compared  by  distance,  curvature  and 
line  resistance.  In  order  to  prevent  any  misunderstanding,  it  appears 
advisable  to  define  these  terms : 

"Distance"  is  the  length  of  the  line  measured  along  the  center  line 
of  the  track. 

i  "Curvature"  is  the  number  of  degrees  of  central  angle  subtended  by 

the  center  line  of  the  track,  and  may  be  divided  into  sharp  curvature, 
necessitating  a   reduction   of   speed    for   trains,   and   ordinary   curvature, 

f  which  will  again  be  subdivided  into  that  increasing  line  resistance  in  both 

directions  and  that  increasing  line  resistance  in  one  direction  only. 

"Line  resistance"  is  the  sum  of  the  rolling  resistance  (or  friction  re- 
sistance)  plus  the  resistance  of  gravity  overcoming   difference  in   eleva- 

3  tion  on  up-grades,  plus  the  resistance  due  to  curvature,  minus  the  energy 

1  of  gravity  on   trains  on   descending  grades,    from  w^hich   has  been   sub- 

tracted the  loss  of  energy   (or  velocity  head)    due  to  the  application  of 

,  brakes.     For  purposes  of  comparison  this  item  should  be  reduced  to  its 

c  equivalent  in  feet  of  vertical  lift. 

i  Frictional     resistance,    normal    conditions,    warm    weather,    modern 

'  freight  equipment,  speed  between  7  and  35  miles  an  hour,  may  be  obtained 

from  the  formula : 

R  =  2.2T+I2I.6C. 

R  =  Total  resistance  on  level  tangent. 

T  =  Total  weight  cars  and  contents  in  tons. 

C  =  Total  number  of  cars  in  train. 

This  amounts  to  4  lbs.  to  8  lbs.  per  ton,  depending  on  whether  cars 

,;  are  fully  loaded  or  empty.     This  is  equivalent  to  a  rise  of  from  10  ft.  to 

J  20  ft.  per  mile.     For  mixed  traffic  a  conservative  estimate  is,  train   re- 

P  sistance   equals    rise   of    15    ft.   per   mile.     Train    resistance   increases   at 

lower  temperatures,  and  at  extreme  low  temperature  may  go  as  high  as 

30  lbs.  per  ton  for  empty  freight  cars.     However,  in  comparing  different 

locations  in  the  same  country,  it  is  deemed  necessary  to  make  comparisons 

I  for  the  best  conditions  only. 

^  Overcoming  resistance  due  to  curvature  may  be  taken  as  equivalent 

to  a  lift  of  0.04  ft.  per  degree  of  central  angle,  the  resistance  due  to 
curvature  on  descending  grades  steeper  than  0.3  per  cent,  to  be  neglected, 
as  it  is  merely  an  assistance  to  the  brakes.  The  distance  and  curvature 
arc,  of  course,  known  when  the  line  is  located;  the  line  resistance  may 
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be  obtained  easily  in  the  following  manner,  viz.,  by  determining  the.  aver- 
age car  resistance  on  a  straight  level  track  for  the  trains  under  consid- 
eration, reducing  this  resistance  to  an  equivalent  grade  and  plotting  it  as 
a  descending  grade  line  in  the  direction  in  which  it  is  desired  to  deter- 
mine the  line  resistance,  commencing  at  the  track  elevation  at  some  known 
starting  point  for  trains,  compensating  the  line  by  adding  the  resistance 
due  to  curves  as  they  are  encountered,  also  compensating  for  loss  in 
velocity  head  due  to  the  application  of  brakes  (ordinarily  the  difference 
between  actual  down  grade  and  line  drawn  to  0.5  per  cent,  down  grade), 
and  then  scaling  the  vertical  distance  between  this  grade  and  the  track 
elevation  at  the  terminus.  In  the  case  of  sharp  curvature  necessitating 
a  reduction  in  the  speed  of  trains  the  effect  will  thus  be  shown  in  the 
increased  line  resistance. 

If  method  of  plotting  is  not  adopted,  care  must  be  exercised  to  be 
sure  that  no  short  rises  in  grade  overcome  by  velocity  are  included  in 
the  resistance  due  to  rise,  also  that  no  curve  resistance  on  down  grades 
steeper  than  0.3  per  cent,  is  included. 

FUEL  CONSUMPTION. 

(10)  As  the  cost  of  fuel  is  one  of  the  largest  items  in  the  expense 
of  operating  a  railway,  a  careful  study  of  the  subject  under  discussion  as 
affecting  this  factor  is  essential  for  anything  like  reasonable  or  reliable 
results  in  the  comparison  of  relative  values  of  different  locations.  It 
seems  to  be  the  unanimous  opinion  of  the  entire  Committee  that  the 
comparing  of  different  locations  on  a  train-mile  basis  in  which  cost  of 
fuel  is  supposed  to  be  included  in  the  amount  taken  as  the  cost  of  a  train 
mile,  or  on  a  train-mile  basis  for  fuel  alone,  is  not  correct.  On  the  other 
hand,  the  Committee  is  not  a  unit  as  to  the  proper  basis  from  which  to 
attack  this  problem.  It  has  been  suggested  that  taking  total  fuel  con- 
sumption divided  by  the  total  number  of  horsepower  hours  of  work  per- 
formed will  give  a  fair  basis  from  which  a  comparison  can  be  made. 
This  method  will  give  about  6  lbs.  to  8  lbs.  of  13,000  B.t.u.  coal  per  horse- 
power hour,  depending  on  whether  line  is  double  track  or  single  track 
with  very  little  traffic,  as  against  a  very  busy  single-track  line.  This 
method  will  not  give  reliable  results  for  the  reason  that  a  large  per- 
centage of  this  amount  of  6  lbs.  to  8  lbs.  of  coal  is  consumed  in  several 
ways  other  than  performing  actual  work,  such  as  wasted  around  ter- 
minals, starting  fires,  or  while  locomotives  are  standing  on  sidings,  all  of 
which  are  generally  common  to  lines  under  comparison  and  may  be  con- 
sidered for  comparative  purposes  as  a  constant.  A  majority  of  the  mem- 
bers of  Sub-Committee  No.  i  seems  to  favor  the  method  of  dividing  the 
fuel  consumed  into  two  parts,  first,  that  required  for  the  movement  of 
the  locomotives  and  for  consumption  at  yards,  sidings,  etc.,  and  second, 
that  required  for  the  actual  work  performed  in  moving  the  car  tonnage. 
For  comparative  purposes  this  amount  can  be  assumed  to  vary  directly 
with  the  amount  of  work  done.  It  has  been  found  from  experiment  cov- 
ering a  period  of  one  year    over  some  30  engine  districts  that  this  fuel 
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consumption  is  practically  constant,  irrespective  of  the  physical  character- 
istics of  the  engine  district  within  limits  of  0.3  per  cent,  and  1.2  per  cent, 
ruling  gradient.  Locomotives  weighing  from  50  to  80  tons  on  drivers 
and  using  13,000  B.t.u.  coal,  giving  a  consumption  of  from  4  to  5  lbs.  per 
1,000  foot-tons  of  work  done.  In  these  experiments  engines  were  run  light 
over  the  districts,  under  same  conditions  as  near  as  possible  as  when 
loaded,  and  the  coal  consumed  measured.  This  amount  was  deducted 
from  the  amount  consumed  by  the  locomotives  under  load  and  the  dif- 
ference divided  by  the  number  of  horsepower  hours  of  work  done  behind 
the  drawbar.  Another  method  is  to  include  in  the  train  tonnage  the 
weight  of  the  locomotive  and  assume  an  amount  a  little  less  than  experi- 
ence would  show  was  consumed  in  doing  a  certain  amount  of  work  on 
the  basis  mentioned  as  the  amount  required  to  perform  a  horsepower 
hour's  work.  Experimenting  for  a  month  would  show  that  locomotives 
with  99  tons  on  drivers,  coal  about  13,000  B.t.u.,  would  consume  about  5.5 
lbs.  coal  per  horsepower  hour,  on  the  basis  of  including  weight  of  locomo- 
tive with  train  tonnage  and  assuming  that  resistance  of  locomotives  was 
same  as  freight  cars,  that  is,  no  account  was  taken  of  the  internal  friction 
1  of  the  locomotive  as  a  machine.     From  this  it  was  assumed  that  taking 

I  5  lbs.  of  coal  as  the  amount  required  to  do  an  actual  horsepower  hour's 

work   would  give  conservative  results   for  comparative   purposes.     This 
.  method  reduces  somewhat  the  amount  of  work  in  comparing  various  lines 

and  gives  about  the  same  results  as  the  method  described  above. 

EFFECT  OF   MINOR  DETAILS  ON   OPERATING  EXPENSES. 

'  (11)     To  determine  the  negative  value  of  the  minor  details  of  location 

1  under  consideration   (curvature,  distance,  rise  and  fall),  it  is  first  neces- 

I  sary  to  determine  upon  a  method  of  studying  the  effect  of  these  factors 

on  the  cost  of  operation.    The  following  method  is  recommended :     Cur- 
i  vature  mcreases  resistance  at  the  rate  of  0.04  ft.  per  degree  of  central 

a  angle   (curves  on  down  grades  steeper  than  0.3  per  cent,  to  be  omitted 

I  in  comparing  resistance).     The  extra  expense  of  maintenance  of  equip- 

ment on  account  of  curvature  is  not  available  from  statistics,  and  is  a 
question  that  should  receive  further  study.  It  is  suggested  for  the  present 
we  assume  that  from  300  to  500  degrees  of  curvature  per  mile  increases 
the  cost  of  maintenance  of  equipment  by  some  amount  between  20  per 
cent,  and  30  per  cent,  of  the  rate  per  train  mile,  where  cost  of  main- 
tenance of  equipment  is  distributed  on  a  train-mile  basis. 

Curvature  increases  the  cost  of  maintenance  of  track,  but  to  what 
S  extent  statistics  do  not  show.     This  subject  must  be  given  more  study. 

\^  For  the  present  it  is  suggested  that  500  degrees  of  curvature  per  mile 

increases  the  rate  per  train  mile  by  40  per  cent,  to  60  per  cent,  of  the  vary- 
ing factor,  where  cost  of  maintenance  of  track  is  divided  into  a  fixed  sum 
per  mile  plus  a  rate  per  train  mile.    The  extra  cost  of  operating  over  sharp 
J  curvature  may  be  very  considerable,  and  may  be  approximated  by  adding  to 

f  the  expense  of  ordinary  curvature  the  foot-tons  of  w^ork  and  time  lost, 

1^  slowing  traffic  to  the  required  limits.    While  good  practice  permits  curves 
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to  be  operated  at  higher  speed  than  that  for  which  the  rail  is  elevated,  it 
is  believed  that  the  estimated  cost  of  slowing  down  will  not  exceed  the 
true  negative  value  of  the  curve.  The  expense  of  sharp  curvature  is  a 
function  of  each  such  curve  and  is  independent  of  the  central  angle. 

Rise  means  the  vertical  distance  the  traffic  is  raised  and  must  be  cal- 
culated in  each  direction.  The  main  effect  of  rise  is  in  fuel  and  time. 
For  the  present  it  is  assumed  that  the  effect  of  rise  and  fall  on  the  cost 
of  maintenance  of  track  and  on  the  cost  of  maintenance  of  equipment  may 
be  neglected  in  the  comparison  of  the  cost  of  operating  lines  under  con- 
sideration. 

Distance  affects  the  fuel  account  by  the  added  resistance  of  the  roll- 
ing friction  for  the  extra  distance.  Distance  affects  train  wages  account 
by  increasing  time  necessary  to  get  over  the  engine  district  and  where 
districts  are  over  lOO  miles  in  length  and  are  run  within  time  limit  for 
a  day's  work,  wages  are  increased  in  direct  proportion  to  the  distance. 
Distance  increases  the  cost  of  maintenance  of  track,  on  account  of  the  extra 
length  of  track,  telegraph  line,  fences,  etc.,  and  from  a  study  of  statistics 
the  total  cost  of  maintenance  of  way  amounts  to  a  fixed  sum  varying 
between  $200  and  $600  per  mile  of  track  plus  a  rate  per  train  mile  varying 
from  20  cents  to  30  cents  per  train  mile.  For  comparative  purposes,  no 
great  error  will  be  made  by  assuming  the  fixed  sum  to  be  $400  per  mile 
plus  25  cents  per  train  mile  for  straight  track. 

In  calculating  the  saving  in  maintenance  of  way,  by  eliminating  dis- 
tance, it  is  assumed  that  about  $200  per  year  per  mile  would  be  spent  on 
maintenance,  regardless  of  distance,  and  in  order  to  make  even  figures 
it  is  assumed  that  maintenance  of  way,  affected  by  shortening  distance,  will 
cost  $211.20  per  mile  plus  25  cents  per  train  mile  on  straight  track.  This 
figures  out  a  saving  for  every  foot  of  distance  capitalized  at  4  per  cent, 
of  $1.00  plus  43 >^  cents  for  every  365  trains,  or  for  each  daily  train; 
money  at  5  per  cent.,  it  would  be  80  cents  plus  34 J/2  cents  for  each  daily 
train ;  at  6  per  cent,  it  would  be  66^  cents  plus  2Sj4  cents  for  each  daily 
train. 

Distance  affects  cost  of  maintenance  of  equipment,  and  by  putting  the 
rate  of  maintenance  of  equipment  affected  by  distance  at  the  low  figure  of 
25  cents  per, train  mile  on  straight  track,  no  great  error  will  be  made. 

In  considering  the  question  of  reduction  in  distance  there  is  one  fac- 
tor that  should  be  studied  which  is  of  value  in  some  cases,  and  that  is, 
in  the  shortest  route  between  two  important  terminals,  passenger  rates 
might  be  affected  by  shortening  distance ;  also,  freight  trains  hauling  local 
freight  which  is  charged  for  by  the  mile,  the  earnings  might  be  decreased 
slightly  on  account  of  shortening  distance,  but  rates  are  so  very  seldom 
controlled  by  the  small  changes  in  distance  and  the  amount  of  local  freight 
that  is  charged  for  by  the  mile  is  so  small  that  generally  no  great  error 
is  made  in  neglecting  this  factor. 

The  maintenance  and  operation  of  structures,  railway  and  highway 
crossings  must  be  considered  on  their  respective  merits ;  thus,  in  compar- 
ing the  relative  operating  values  of  two  lines  crossing  a  navigable  stream. 
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one  by  means  of  a  swing  bridge  and  tbc  olhcr  by  means  of  a  structure 
bigh  ciiougb  to  clear  ihe  waterway  fur  boat  traffic,  a  very  considerable  dif- 
ference in  tbc  economy  of  tbc  two  lines,  apart  from  tbc  construction  cost, 
will   be   found. 

To  furtbcr  illustrate  ibc  metbods  of  computing  economics  of  minor 
details,  tbc   following  exaini)le  is  given  : 

It  is  assumed  tbat  tbe  cost  of  maintenance  of  equipment  will  be  in- 
creased 50  per  cent,  by  tbc  addition  of  400  degrees  of  central  angle  per 
mile  of  track;  the  varying  factor  of  track  maintenance  will  be  increased 
60  per  cent,  by  tbe  addition  of  300  degrees  of  central  angle  per  mile  of 
track,  and  tbat  tbe  constant  track-mile  maintenance  expense  will  be  af- 
fected 75  per  cent,  by  increases  in  distance.  Making  tbese  assumptions, 
the  negative  value  of  i  ft.  of  distance  may  be  obtained  from  the  follow- 
ing formula : 

100 
D  = I    A(E+N)-f.75M 


5280  X  I 

Where  D  =  the  negative  value  of  i  ft.  of  distance  in  dollars, 

I  :=  per  cent,   of   interest  considered  a  reasonable  return  on 

expenditures  for  improvements, 
A  =  the  annual  number  of  trains, 
E  =  train  mile  expense  in  dollars, 

N  =  varying  factor  for  maintenance  per  train  mile  in  dollars, 
M  =  constant  per  mile  of  track  for  maintenance  in  dollars. 

The  negative  value  of  one  degree  of  curvature  may  be  obtained  from 
the  following  formula : 


100 


i   r  AX W  j        r  AXN    ]   ) 

(  I    800   J     L    500    J  ) 


Where  C  =  negative  value  of  one  degree  of  curvature  in  dollars, 
W  =  maintenance  of  equipment  per  train  mile  in  dollars, 

the  other  letters  representing  similar  items  to  those  given  in  the  preced- 
ing formula. 


The  increase  in  the  operating  expense  due  to  sharp  curvature  neces- 
sitating the  application  of  brakes  and  consequent  loss  of  velocity  head 
will  appear  in  increased  line  resistance,  and  if  it  is  desired  to  determine 
this  value  for  any  particular  curve,  it  may  be  arrived  at  directly  from  the 
loss  in  velocity  head. 

The  negative  value  of  i  ft.  of  line  resistance  may  be  determined  from 
the  following  formula : 


100 


R  = 


r YXLXFI 


I        L    2,000,000 

Where  R  =  the  negative  value  of  i   ft.  of  line  resistance  in  dollars, 
F  =  the  cost  of  fuel  per  ton  loaded  on  tenders  in  dollars, 
L==fuel  consumption   per   1,000  foot-tons   of   work   done    in 

pounds, 
Y  =  total  annual  gross  car  tonnage  passing  over  line, 
I  =  per  cent,  of  interest  as  noted  in  the  preceding  formula. 
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If  for  any  reason  it  may  appear  desirable  for  the  purpose  of  rapid 
approximate  calculation  to  eliminate  the  relative  value  of  curvature  af- 
fecting line  resistance  from  that  item  and  to  add  these  values  under  their 
respective  headings  to  curvature  and  distance,  the  addition  to  the  negative 
value  of  one  degree  of  curvature  afifecting  line  resistance  in  both  direc- 
tions will  be  equal  to  the  cost  of  i  ft.  of  line  resistance  multiplied  by  0.04, 
and  the  addition  to  the  value  for  distance  will  be  equal  to  the  value  of 
I  ft,  of  line  resistance  divided  by  5,280  and  multiplied  by  the  line  resist- 
ance reduced  to  vertical  feet  lift  per  mile  on  level  track. 

In  calculating  line  resistance  due  notice  must  be  taken  of  the  fact 
that  line  resistance  for  freight  and  passenger  trains  will  not  be  the  same 
owing  to  the  probability  of,  firstly,  a  difference  in  train  resistance,  and 
secondly,  the  fact  that  the  limiting  speed  for  passenger  trains  is  usually 
much  higher  than  for  freight  trains,  and  the  stops  for  the  former  fewer, 
consequently  the  loss  of  velocity  head  due  to  the  application  of  brakes  on 
passenger  trains  will  be  considerably  less  between  stations  and  greater  at 
stops.  From  the  foregoing  formulas,  knowing  the  details  of  traffic  and 
physical  characteristics  for  an}^  given  line,  definite  values  for  distance, 
curvature  and  line  resistance  may  be  obtained. 

Data — Gross   freight   tonnage   per  annum   eastbound   and    westbound, 

equally  divided   6,000,000  tons 

Average  weight  of  loaded  freight  cars 50  tons 

Gross  passenger  tonnage  per  annum  eastbound  and  westbound,  equally 

divided   1,500,000  tons 

Total  freight  trains  per  annum,  all  of  equal  weight 2,600 

Total  passenger  trains  per  annum,  all  of  equal  weight 3,650 

Average  resistance  of  freight  cars  on  straight,  lever  track,  equivalent 

to 16.5  ft.  per  mile 

Average  resistance  of  passenger  cars  on  straight,  level  track,  equiva- 
lent to 23.8  ft.  per  mile 

Freight  train  mileage  expense $0.72 

Passenger  train  mileage  expense $0.52 

Freight  car  mileage  per  annum  per  mile  of  track 200,000 

Passenger  car  mileage  per  annum  per  mile  of  track 29,200 

Constant  factor  of  maintenance  expense  per  mile  of  track $400.00 

Varying  factor  of  maintenance  expense  per  engine  mile $0.25 

Rate  of  interest  required  on  investment 5  per  cent. 

Fuel  consumption  for  movement  of  cars  per  1,000  foot-tons  of  work 

done  4  lbs. 

Cost  of  fuel  per  ton  loaded  on  tender $4.00 

Cost  of  maintenance  of  equipment  on  freight  trains   per  train  mile.  ..$0.41 
Cost   of   maintenance   of    equipment    for   passenger    trains    per   train 
mile    $0,024 

I  { 

D  = ■(    2,600  (72  +  25)  -f  3,650  (52  +  25)  -f  .75  X  40,000 

5,280  X  5  ' 

=  $21.34  per  ft.  =  $112,650.00  per  mile 
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I   (     (2,600  X  41 )  +  (3,650  X  24)      (2,600  -f  3,650)  X  25     / 

C  =  - + 

s   (  800  500  ) 


=:  $11 1.05  per  degree 


100      f  1,500,000X4  X4 

R=_ 

5        I  2,000,000 


100 
+         


500 

'  6,000,000  X  4  X  4 
2,000,000 


5 
=  $240.00  -\-  $960.00  =  $1 ,200.00 

If  it  is  desired  to  add  the  resistance  factor  to  the  negative  value  of 
curvature,  this  item  will  be  $1,200.00  X  .04  =  $48.00  per  degree,  where 
line  resistance  is  affected  in  both  directions,  or  $24.00  where  affected  in 
one  direction  only,  giving  a  total  negative  value  for  curvature  of  $159.05 
per  degree  of  central  angle. 

In  a  similar  manner,  if  this  resistance  factor  is  added  to  the  nega- 
tive value  of  distance,  this  item  will  be  $240.00  X  28.3  +  $960.00  X  16.5  = 
1  $22,632.00  per  mile,  or  $4.28  per  linear  foot. 

I  Thus  the  total  negative  value  for  distance,  including  line  resistance, 

is  $25.62  per  linear  foot,  or  $135,282.00  per  mile. 
,  In  the  case  of  a   sharp  curve  causing  a  loss  in  velocity  head  for 

passenger  trains  of  20  ft.  and  in  freight  trains  of  10  ft.,  the  negative  value 
of  the  curve,  exclusive  of  the  central  angle   factor,  would  be  $240.00  X 
20  +  $960.00  X  10  =  $14,400.00. 
'  As  a  further  illustration,  and  for  the  benefit  of  those  who  prefer  to 

[  get  unit   values   for  the   different  minor   factors,   five  sets   of  tables  and 

^  diagrams  have  been  prepared.     It  is  not  intended  that  the  Association  as 

a  body  be  made  responsible  for  any  assumptions  made  in  the  preparation 
5  of  tables  and  diagrams. 

J  Fig.  I  gives  the  capitalized  value  of  the  cost  of  fuel  at  4  per  cent,  5 

[  per  cent,  and  6  per  cent,  interest  for  lifting  365  trains  of  from  500  tons 

to  5,000  tons    one-tenth  of  a  foot,  assuming  coal  at  prices  ranging  from 

$2.00  to  $10.00  per  ton,  and  assuming  that  5  lbs.  of  coal  is  consumed  in 

a  horsepower  hour. 

Curvature,   diagram  and  table,  Fig.  2,  give  the  capitalized  value  at 

4  per  cent.,  5  per  cent,  and  6  per  cent,  interest  of  the  cost  of  fuel  con- 
sumed in  overcoming  the  resistance  of  one  degree  of  curvature  for  365 
trains  of  from  500  tons  to  5,000  tons    coal  at   from  $2.00  to  $10.00  per 

5  ton.     This  table  needs  no  further  explanation. 

\^  Diagram  and  table.  Fig.  3,  give  the  capitalized  value  at  4  per  cent., 

5  per  cent,  and  6  per  cent,  of  the  fuel  consumed  in  hauling  365  trains 
ID  ft.  on  level  grade,  trainloads  varying  from  500  tons  to  5,000  tons,  price 
of  coal  from  $2.00  to  $10.00  per  ton.     In  the  case  of  a  coal  road  or  ore 

J  road,  where  practically  all  the  trains  in  one  direction  are  loaded  to  full 

f  capacity  and   the   trains   in   the  other  direction   are  practically  empty,   it 

^  would  be  necessary  to  change  the  co-efficient  of  6  lbs.  per  ton  to  4  lbs. 

and  8  lbs.,  respectively,  for  the  loaded  and  empty  trains.  In  using  this 
table,  where  the  distance  saved  is  on  grades  requiring  the  application  of 
brakes,  the  saving  must  not  be  taken  into  account  as  affecting  the  trains 
running  downhill;  on  lighter  grades  proper  proportion  to  be  calculated. 


i 


ECONOMICS    OF    RAILWAY    LOCATION.  121 

Diagram  and  table,  Fig.  4,  give  the  capitalized  value  at  4  per  cent., 
5  per  cent,  and  6  per  cent,  interest  of  the  wages  saved  for  365  trains  for 
a  distance  of  100  ft.,  when  the  wages  per  train  mile  are  from  10  cents  to 
25  cents.  This  same  table  can  be  used  in  figuring  the  saving  in  the  cost 
of  maintenance  of  equipment. 

Diagram  and  table.  Fig.  5,  are  used  in  calculating  the  extra  cost  of 
maintenance  of  way  on  account  of  the  introduction  of  one  degree  of 
curvature.  This  is  based  on  the  assumption  that  maintenance  of  way 
costs  $400  per  mile  per  annum,  plus  25  cents  per  train  mile  for  straight 
track.  This  same  table  may  be  used  for  the  extra  cost  of  maintenance  of 
equipment  on  account  of  one  degree  of  curvature.  We  would  recommend 
for  the  present,  however,  assuming  one  of  the  lower  percentages  of  in- 
crease, say  between  30  per  cent,  and  40  per  cent.,  if  we  assume  the  cost 
of  maintenance  of  equipment  to  be  25  cents  per  train  mile. 

As  an  example  to  illustrate  the  application  of  these  tables,  let  us 
suppose  that  a  Locating  Engineer  is  instructed  that  the  prospective  traffic 
will  consist  of  two  daily  trains  (one  each  way)  of  500  tons,  two  daily 
trains  of  1,000  tons  and  six  daily  trains  of  3,500  tons;  that  coal  cost 
on  locomotive  $4.50  per  ton ;  interest  5  per  cent.,  and  that  300  degrees 
of  curvature  per  mile  will  increase  the  cost  of  maintenance  of  way  40 
per  cent,  on  25  cents  per  train  mile,  and  that  the  cost  of  maintenance  of 
equipment  would  be  increased  35  per  cent,  on  25  cents  per  train  mile ; 
train  wages  at  18  cents  per  mile ;  maintenance  of  equipment  on  straight 
track  22  cents  per  mile,  then  the  capitalized  value  of  rise,  distance  and 
curvature  will  be  as  follows : 

Rise. — Cost  of  fuel  from  Table  i  : 

Two  500-ton  trains  at  $4.09 $    8.18 

Two  i,ooo-ton  trains  at  $8.18 16.36 

Six  3,5co-ton  trains  at  $28.79 172.74 

Total  for  one-tenth  of  a  foot  rise $197.28 

Or  for  i-ft.  rise  affecting  traffic  in  both 

directions    $1,972.80 

Distance. — Cost  of  fuel  from  Table  3 : 

Two  500-ton  trains  at  $1.23 $    2.46 

Two  i,ooo-ton  trains  at  $2.46 4.92 

Six  3,500-ton  trains  at  $8.62^ 51.75 

Total  for  10- ft.  distance $  59.13 

Or  for  i-ft.  distance $  5.91 

Maintenance  of  Equipment,  Table  4 : 
Ten  trains  at  $30.37 $303.70 

Wages,  Table  4 : 
Ten  trains  at  $24.90 249.00 

Total  for  loo-ft.  distance $552.70 

Or  for  I-ft.  distance 5.53 
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Maintenance  of  Way: 
80  cents  plus   10  '<  34.5  cents  per   foot 4.25 

Total    per    foot $i.S.^f> 

CuKVATUKK.— l''uel   ffoMi  'J"al)le  2: 

Two  500-ton  trains  at  $1.64 $    3.2S 

Two  1,000-ton  trains  at  $3.28 6.56 

Six  3,500-ton  trains  at  $1 1.50 69.CO 

Total    $78.94 

Maintenance  of  Way  from  Table  5 : 
Ten   trains   at  $2.48 24.80 

Maintenance  of  Equipment  from  Table  5  : 
Ten   trains  at  $2.27 22.70 

Total  per  degree  of  curvature $126.34 

To  recapitulate  the  values  of  the  assumptions  we  have  made : 

Rise,  affecting  traffic  in  both  directions,  per  foot $1,972.80 

Distance  on  the  level  which  affects  the  cost  of  fuel,  as  well  as 

the  other  factors,  in  both  directions,  per  foot 15-69 

Curvature,  affecting  the  cost  of  fuel  in  both  directions,  per  degree      126.34 

In  comparing  alternate  lines  a  considerable  saving  can  be  made  in  the 
time  required  for  calculations,  by  adding  all  tonnages  together  and  getting 
the  total  of  the  work  done  by  adding  rise,  resistance  from  friction  and 
resistance  from  curvature  together,  calculating  curvature  at  4-100  of  a 
foot  per  degree  and  friction  at  15  ft.  per  mile.  The  tables  and  diagrams 
referring  to  these  items  are  all  made  on  the  same  basis,  but  figured  at  dif- 
ferent units  in  order  to  be  applicable  for  the  separate  factors,  such  as  rise, 
curvature  and  frictional  resistance,  so  that  in  case  a  Locating  Engineer 
washed  to  get  units  for  these  different  factors,  it  can  be  done  as  shown 
in  the  example   above. 

As  an  example  of  application  of  comparing  the  economics  of  loca- 
tion. Fig.  6  shows  a  condensed  profile  of  the  present  line  and  several 
proposed  locations  of  a  section  of  line  that  came  under  the  observation 
of  a  member  of  the  Committee. 

Fig.  7  is  a  comparative  statement  of  the  economics  of  this  problem. 

This  statement  takes  account  of  comparable  factors  only  and  deals 
only  with  the  excesses  of  these  factors  over  the  same  factors  in  the  most 
economical  line  to  operate.  Instead  of  figuring  pushers  on  the  same 
basis  as  other  trains,  the  fuel  consumed  having  been  taken  into  account 
in  the  general  statement  with  the  exception  of  the  fuel  used  in  overcoming 
friction  on  the  pusher  locomotive  itself,  pusher  miles  were  put  down  at  a 
fixed  sum  per  mile,  and  are  well  wathin  limits  of  the  cost  of  such  service 
at  other  points  on  the  same  line.  It  will  be  noted  that  the  short  line, 
which  now  seems  to  figure  the  least  economical  (although  the  figures  are 
so  close  that  no  great  engineering  mistake  would  be  made  if  any  of  the 
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lines  were  adopted),  would  be  the  most  economical  if  the  economics  were 
figured  on  a  basis  of  six  daily  passenger  trains  and  ten  freight  trains, 
making  a  total  capitalized  extra  value  of  operation  of  the  longer  line 
over  the  shorter  line  of  $1,850,004. 

In  the  last  two  examples  it  will  be  noted  that  no  difference  was  made 
in  calculating  passenger  train  resistance  from  that  of  freight  trains,  also 
the  same  remark  applies  to  the  cost  of  maintenance  of  way,  only  that  the 
tonnage  of  freight  trains  is  greater  than  the  tonnage  of  passenger  trains, 
so  that  this  difference  may  compensate  for  the  extra  negative  effect  of  the 
faster  speeds  of  passenger  trains. 

If  the  methods  outlined  by  this  Committee  are  approved,  the  imme- 
diate work  for  the  future  will  be : 

(i)  Make  a  study  of  the  resistance  of  trains  running  between  35 
and  75  miles  an  hour. 

(2)  Make  a  study  of  the  effect  on  the  cost  of  maintenance  of 
equipment  and  maintenance  of  way  of  fast  trains. 

(3)  Make  a  study  of  the  effect  curvature  has  on  cost  of  main- 
tenance of  way. 

(4)  Make  a  study  of  the  effect  curvature  has  on  cost  of  main- 
tenance of  equipment. 

(5)  Make  a  study  of  the  amount  of  fuel  consumed  in  doing  an 
actual  horsepower-hour  work.  It  is  believed  that  a  study  of  this  sub- 
ject will  not  only  be  valuable  as  a  basis  in  determining  the  economics  of 
location,  but  that  the  results  will  be  beneficial  to  operating  officers,  call- 
ing to  their  attention  various  losses  in  the  fuel  supply,  and  especially  so 
in  the  cost  of  operating  a  very  busy  single-track  vs.  cost  of  opcratmg 
double-track  lines. 

(6)  A  preparation  of  a  method  for  the  comparison  of  alternative 
locations  with  varying  ruling  gradients. 
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(2)     ECONOMICS    OF    RAILWAY     LOCATION. 

REPORT   OF    SUB-COMMITTEE    NO.  2, 

Sub-Committee :     C.  P.  Howard,  Chairman ;  Maurice  Coburn,  P.  M,  La- 
Bach,  J.  deN.  Macomb,  Jr.,  H.  J.  Simmons,  F.  W.  Smith, 
A.   K.   ShiirtlefT,   E.   C.   Schmidt. 

A  line  is  located  when  its  position  is  fixed  horizontally  and  vertically. 

The  Economics  of  Railway  Location  is  the  science  of  locating  a  rail- 
way line  or  lines,  so  that  the  ratio  of  profit  to  investment  shall  be  a 
maximum. 

Expressed  mathematically,  the  best  line  is  that  for  which  in  the 
equation 

R  — E 

=  P (i) 

C 

p  shall  be  a  maximum ; 

!  Where  R  =  annual  revenues  (receipts  from  operation); 

^  E  =  annual  expenses  of  operation,  including  depreciation  and 

taxes ; 
C  =  capital  invested  (cost  of  construction); 
^  P  =  per  cent,  of  profit  on  investment. 

Generally  speaking,  the  capital  invested,  C,  is  the  total  cost  of  road, 

but  when  part  of  this  cost  represents  bonds,  the  capital  invested,  as  far 

"i  as  the  stockholders  are  concerned,  may  be  taken  as  the  cost  less  amount 

^  of  bonds,  in  which  case  the  annual  expense,  E,  may  include  the  interest 

Y  on  bonds  in  addition  to  operating  expenses  and  taxes. 

If  the  road  can  be  built  entirely  from  the  sale  of  bonds  at  a  figure 
T  known  in  advance,  it  may  be  considered  as  costing  the  stockholders  noth- 

•-  ing,  the  best  line  being  that  which  will  yield  them  the  greatest  annual 

J  profit  without  regard  to  the  ratio  between  this  profit  and  the  actual  cost 

in  bonds ;  expressed  mathematically,  the  best  line  for  which,  in  the  equa- 
tion 

R-(E-f  I)  =  P (2) 

P  shall  be  a  maximum ; 
Where   I  =  amount  of  interest  on  bonds ; 

P  =  amount  of  profit   (net  corporate  income). 
According  to  equation    (2)    the  estimated   annual  revenues   less  the 
^  sum  of  operating  expenses  and  fixed  charges  determine  the  best  line. 

There  are  objections  to  this  view  of  the  problem,  even  though  the 
p  total  cost  of  road  is  paid  for  by  the  issue  of  bonds.    It  ignores  the  pro- 

portion between  estimated  net  profit  and  actual  cost  of  construction.     A 
line  that  costs  $1,000,000  in  bonds  and  nets  stockholders  $5,000  per  year 
would  be  as  good  as  one  costing  $500,000  with  the  same  net  return. 
[  When  the  stockholders  furnish  the  money  for  construction,  equation 

f  (2)  will  give  results  which  would  be  misleading.    For  instance,  consider: 

Line  A.  Line  B. 

Cost  of  construction $1,000,000  $500,000 

Receipts  from  operation 200,000  200,000 

Expenses    of    operation,    including    depreciation 

and  taxes  145,000  170,000 


ECONOMICS    OF    RAILWAY    LOCATION.  125 

Equation   (i)  gives: 

200,000 — 145,000 

Line  A;    p  = =  5/^  per  cent. 

1,000,000 
200,000 — 1 70,000 

Line  B;    p  = =  6      per  cent. 

300,000 

That  is,  a  return  of  6  per  cent,  in  investment  for  the  cheaper  line, 
against  5V2  per  cent,  for  the  other. 

With  5  per  cent,  interest  on  bonds,  equation  (2)  gives : 

Line  A ;   P  =  200,000  —  ( 145,000  +  50,000)  =  $5,000 
Line   B  ;    P  =  200,000  —  (170,000  +  25,000)  =  $5,000 

That  is,  the  lines  appear  of  equal  value,  the  saving  in  operation  on 
the  more  expensive  line  being  exactly  offset  by  the  increase  in  fixed 
charges,  v^^hile  the  receipts  from  operation  are  the  same  for  either  line, 
this  notwithstanding  the  fact  that  as  shown  above  the  return  on  the  in- 
vestment, or  actual  cost  of  road,  is  5^  per  cent,  greater  for  the  cheaper 
line. 

If  a  different  rate  of  interest  on  bonds  were  used,  the  results  would 
be  different. 

Equation  (2)  is  confined  to  a  particular  method  of  financing,  assumes 
the  interest  on  bonds  to  be  fixed  indefinitely  at  a  given  ratio,  and  would 
justify  increasing  the  bonded  indebtedness  indefinitely  without  increasing 
the  stockholders*  profit.  It  has  this  advantage,  that  in  comparing  different 
lines  it  is  not  necessary  to  know  the  amount  of  operating  revenues,  pro- 
vided it  is  the  same  for  each  line,  as  in  this  case  the  sum  of  operating 
expenses  and  fixed  charges  will  govern.  It  is  therefore  applicable  to  re- 
vision of  an  existing  line;  reasonable  care  being  taken  not  to  increase 
the  bonded  debt  too  much  for  a  small  net  saving. 

Generally  in  estimating  the  cost  of  capital,  care  should  be  had  to 
keep  the  rate  high  enough.  It  should  be  the  average  cost  of  capital,  in- 
cluding stock,  not  the  interest  rate  on  prior  lien  bonds. 

Equation  (i),  where  C  =  cost  of  construction,  is  independent  of  the 
method  of  financing,  expresses  the  engineering  principle  of  "making  a 
dollar  earn  the  most  interest,"  and  may  be  taken  as  the  general  test  of 
the  value  of  a  location. 

Equation  (i)  requires  three  estimates: 

(R)  Annual  revenues  (receipts  from  operation). 

(E)  Annual  expenses  of  operation,  including  depreciation  and  taxes. 

(C)  Capital  invested  (cost  of  construction). 

These  estimates,  as  here  given,  are  in  the  order  of  their  importance, 
as  determined  by  capitalized  values  for  the  average  railroad,  and  indicate 
the  division  of  the  Theory  of  Economics  of  Railway  Location  into  three 
main  branches : 

/.  Annual  Revenues. — The  capitalized  value  of  annual  revenues  must 
at  least  be  equal  to  the  capitalized  amount  of  annual  expenses  plus  the 
cost   of  construction.     In   any  comprehensive   investigation   of   the   eco- 
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nomics  of  a  new  line  an  estimate  of  revenues  is  of  primary  importance. 
Your  Committee   has   no   recommendations   to   make   at   this  time  as   to 
methods  of  investigating  this  branch  of  the  subject. 
//.    Expenses  of  Operation. 

III.     Cost  of  Construction. 

Your  Committee  has  nothing  to  submit  at  this  time  as  to  Cost  of 
Constructon,  but  has  been  charged  witli  the  study  of  "Economics  of 
Railway  Operation,"  which  corresponds  with  the  second  branch  of  the 
subject. 

EXPENSES   OF  OPER.ATION. 

There  are  many  cases,  especially  comparisons  of  different  lines,  which 
involve  no  change  in  Revenues,  a  consideration  of  which  will  have  little 
or  no  effect  upon  the  solution  of  the  problem  in  hand.  The  study  of  op- 
erating expenses  is  always  important ;  for  excepting  Revenue  and  Cost, 
it  is  the  resulting  operating  expense  which  determines  the  economic  value 
of  a  line.  The  effect  on  operating  expenses  determines  the  value  of  sav- 
ings in  distance,  grades,  curvature,  rise  and  fall. 

Operating  Expenses,  as  prescribed  by  the  Interstate  Commerce  Com- 
mission, effective  July  i,  1914,  are  divided  into  eight  General  Accounts, 
which  in  turn  are  subdivided  into  197  Primary  Accounts,  each  one  of 
which  will  vary  in  percentage  and  amount  according  to  conditions.  The 
determination  of  such  variations  and  their  relation  to  the  details  of  loca- 
tion and  operation  constitutes  an  immense  problem,  evidently  impossible 
of  exact  solution.  Yet  the  problem  must  be  solved  some  way.  It  is  de- 
sirable to  obtain  rules  and  formulas  that  are : 

(i)     Reasonably  accurate; 

(2)  Simple  and  easy  of  application ; 

(3)  Based   as   far  as   possible  on   information   which  is   readily  ac- 

cessible,   such   as   the   published   reports   of   the   Interstate 
Commerce  Commission. 

It  is  necessary  that  the  results  of  investigation  shall  be  reasonably 
accurate.  The  first  thing  is  to  find  out  the  facts,  and  construct  rules  or 
formulas  which  conform  thereto.  Afterwards  these  may  be  simplified. 
Average  figures  must  be  largely  used,  but  no  good  will  be  obtained  by 
averaging  conditions,  when  the  variations  in  expense  due  to  such  con- 
ditions are  the  very  problems  to  be  solved. 

For  instance,  if  fuel  consumption  per  ton  mile  is  found  to  vary  ma- 
terially with  rise  and  fall,  curvature,  gradients,  etc.,  the  rule  or  formula 
for  fuel  consumption  must  give  results  which  will  vary  similarly. 

I.      MAINTENANCE   OF   WAY    AND    STRUCTURES. 

In  analyzing  Operating  Expenses,  with  reference  to  problems  of  loca- 
tion, your  Committee  in  report  of  1913  confined  their  attention  to  the 
first  General  Account,  Maintenance  of  Way  and  Structures,  a  subject  of 
great  importance  in  estimating  the  value  of  distance  saved  in  relation  to 
the  amount  and  character  of  traffic. 

The  unit  selected  for  comparison  was  the  "equivalent  ton-mile,"  as- 
suming that  one  ton  of  engine  will  do  twice  as  much  damage  to  track 
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as  one  ton  of  train  behind  it,  and  one  ton  of  passenger  engine  or  train 
as  equivalent  to  two  tons  of  freight  engine  or  train.  This  was  largely 
the  expression  of  an  opinion  on  the  subject,  but  not  entirely  so.  Welling- 
ton concluded  (page  122,  paragraph  115),  "The  locomotive  alone  causes 
by  far  the  greater  portion  of  this  wear — how  much  is  not  positively 
known,"  and  again  (page  560,  paragraph  702)  "The  most  reasonable  esti- 
mate which  can  now  be  made  of  the  relative  effect  of  engine  and  cars 
upon  the  track  is  (paragraphs  115,  116)  that  considerably  over  half  of 
the  deterioration  of  track  comes  from  the  passage  of  engines  over  it, 
and  the  remainder  only  from  the  passage  of  cars,  which  may  weigh  10 
or  20  times  as  much." 

The  Committee  on  Iron  and  Steel  Structures,  after  several  years  of 
investigation,  submitted  in  191 1  (Vol.  12,  Part  3)  its  report  on  Impact, 
with  numerous  tables  and  diagrams  showing  the  results  of  tests  on  bridges 
of  different  spans  and  conditions  as  to  loading,  speed  and  track.  These 
tests  were  made  on  bridges,  but  give  information  which  may  be  of  value 
in  considering  the  damage  done  to  track  as  affected  by  speed  and  the 
impact  of  the  driving  wheels  of  locomotives. 

On  page  26,  they  say:  "The  experiments  obtained  in  this  series  of 
tests,  as  well  as  the  results  obtained  in  former  tests,  indicate  that  with 
track  and  rolling  stock  in  good  condition  the  main  cause  of  impact  is  the 
unbalanced  condition  of  the  drivers  of  the  ordinary  locomotive.  .  .  . 
The  actual  amounts  of  such  overbalance  are  given  in  the  data  for  the 
several  locomotives  used  (Table  4).  ...  To  show  the  relative  im- 
portance of  this,  there  are  given  in  Table  7  the  calculated  amounts  of  the 
centrifugal  force  of  the  excess  weights  for  the  various  locomotives,  at  a 
speed  of  60  miles  per  hour,  in  terms  of  percentage  of  weights  on  drivers. 
.  .  .  This  centrifugal  force  amounts  to  about  60  per  cent,  in  some  cases. 
At  80  miles  per  hour  this  would  be  over  100  per  cent." 

Inspection  of  Table  7  shows  that  the  three  locomotives  giving  the 
greatest  centrifugal  force  in  per  cent,  of  static  load  on  drivers,  60,  57 
and  57  per  cent.,  have  drivers  62,  84^4  and  84^  in.  in  diameter,  the  last 
two  being  evidently  passenger  engines. 

These  tests  show  that  on  all  except  short  spans  (50  to  100  ft.)  the 
maximum  impact  occurs  at  the  "critical  speed,"  when  the  motion  of  the 
counterbalance  synchronizes  with  the  vibrations  of  the  bridge.  But  on 
short  spans,  which  correspond  more  nearly  to  the  conditions  of  ordinary 
track,  this  "critical  speed"  can  never  be  reached,  and  the  force  of  im- 
pact increases  with  the  speed.    To  quote   (page  31)  : 

"For  spans  of  such  length  that  the  critical  speed  is  higher  than  the 
maximum  speed  employed,  the  impact  values  increase  generally  with  the 
speed.  Plate  III,  ar,  bj  and  bg  show  several  diagrams  of  impact  per- 
centages, based  on  deflections,  which  bring  out  clearly  this  fact."  Plate 
III,  c,  d,  z,  aa,  ab,  as,  at,  bf,  bk,  bl,  bg  and  bs  show  the  same  thing,  that 
the  impact  increases  with  the  speed.  The  average  impact  shown  on  these 
diagrams  of  tests  of  short  spans  is  about  as  follows : 

Speed   10        20        40        50        60 

Impact  per  cent 4         8        28        43        51 
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This  indicates  very  little  impact  at  the  ordinary  frcij^ht  train  speed 
of  20  miles  per  hour,  against  as  much  as  50  i)er  cent,  or  higher  for  pas- 
senger train  speeds  of  Oo  miles,  elieckini.',  roughly  the  calculations  of 
Table  7. 

When  the  load  on  rails  or  any  portion  of  the  track  structure  ap- 
proaches its  ultimate  resistance,  an  increase  of  30  or  50  per  cent,  may 
be  more  serious  than  the  pfoportion  indicated  by  the  figures. 

While  the  Committee  advises  (page  39),  "For  spans  below  30  or 
40  ft.  the  tests  of  this  series  arc  not  conclusive,"  its  investigations  are 
perhaps  the  best  information  we  have  at  this  time  as  to  the  dynamic  ef- 
fect of  locomotives  and  cars  on  the  track  structures,  showing  not  only 
the  pounding  of  the  locomotive  drivers,  but  the  more  serious  nature  of 
this  action  as  speed  increases.  As  to  very  low  speeds  they  say  (page  23), 
"Experience  in  conducting  the  tests  soon  made  it  evident  to  the  Com- 
mittee that  at  such  a  speed  as  10  or  12  miles  per  hour  no  appreciable  im- 
pact effect  occurred." 

The  formula  generally  used  gives  practically  100  per  cent,  as  the  in- 
crease of  stress  due  to  impact  on  very  short  spans,  which,  as  above  noted, 
is  largely  due  to  the  locomotive  and  speed. 
,  In  the  matter  of  the  counterbalance,  it  is  not  expected  that  impact 

due   to   this    element   will   increase   over   that   now    found.     The   use   of 

vanadium  and  other  alloys  will  allow  a  decrease  in  weight  of  side  rods 

and  other  elements  entering  into  the  subject.     Furthermore,  the  advance 

in  the  art  of  designing  will  lead  to  the  same  result,  as  attention  has  been 

called  to  better  methods  of  working  out  the  problem  than  have  been  in 

"^  use  hitherto,  and  considerable  progress  may  be  expected. 

^  The  average  weight  per  axle  of  freight  cars  of  American  railroads 

J  is   about   eight   tons    (average   weight   of   car   and   load   about  32   tons). 

"Forty-four  tons  per  passenger  train  car  of  the  average  train  will   not 
1  lead  to  great  error."     (Report  of  Committee,  1913,  page  583.)     Some  of 

•^    '  these  have   four   and  some  six  axles.     If  we  take   an   average   of  five 

T  axles  to  the  car,  we  have  nine  tons  per  axle  as  the  average  for  passenger 

cars.  Pages  19  and  20  of  Statistics  of  Railways  in  the  United  States  for 
191 1,  Interstate  Commerce  Commission,  gives  a  fairly  comprehensive  de- 
tailed classification  of  the  locomotives  in  the  United  States,  with  the 
weights  on  drivers  and,  except  for  435  Mallet  locomotives  (Statement 
15-D),  the  number  of  driving  axles  for  each.  Adding  these  figures  and 
estimating  six  axles  each  for  the  435  Mallet  engines  of  Statement  15-D, 
we  have : 
5  50,832  locomotives, 

I  195,831  driving  axles, 

^  3,858,677  tons  on  drivers, 

or   an   average  of   19.7   tons   per   driving  axle.     As   there   are   about   six 

freight  car  miles  to  one  passenger  car  mile  (page  50,  I.  C.  C.  Statistics  of 

Railways,  1911),  the  slightly  greater  weight  on  axle  of  passenger  cars  can 

r  have  practically  no  effect  on  the  average  figures,  which  are  approximately 

^  eight  tons  per  car  axle  and  19.7  tons  per  axle  of  driving  wheels. 
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Summing  up  this  information  we  find  for  average  conditions : 

First — The  weight  concentrated  on  the  axles  of  driving  wheels  of 
locomotives  is  about  2^  times  as  great  as  the  weight  on  car 
axles. 

Second — Tests  on  bridges  show  that  the  serious  addition  to  the  static 
load,  due  to  impact,  is  mainly  caused  by  the  counterbalance  of 
locomotive  drivers. 

Third — There  is  practically  no  impact  at  speeds  under  12  miles  per 
hour,  very  little  at  20  miles  per  hour,  but  at  40  to  60  miles  per 
hour  the  effect  becomes  more  serious,  and  may  add  from  50  to 
60  per  cent,  to  the  static  load  on  drivers,  which  is  already,  under 
average  conditions,  about  2%  times  as  great  as  that  on  car  wheels. 

It  is  evident,  therefore,  that  there  is  good  reason  for  the  principle 
embodied  in  the  equivalent  ton-mile  unit  that  one  ton  of  engine  causes 
more  damage  than  one  ton  of  cars.  The  fact  that,  as  shown  by  tests  for 
short  spans,  impact  increases  with  speed  tends  to  confirm  the  second  prin- 
ciple of  the  equivalent  ton-mile  unit  that  one  ton  of  passenger  train  does 
more  damage  than  one  ton  of  freight  train.  The  better  class  of  track 
required  for  passenger  service  is  also  an  important  consideration. 

In  order  to  obtain  figures  as  to  the  relative  cost  of  maintenance  for 
passenger  and  freight  trains  (and  also  concerning  maintenance  of  equip- 
ment), circulars  "A"  and  "B"  were  sent  to  10  railroads  having  four  or 
more  main  tracks  on  portions  of  their  line. 

Replies  were  received  from  seven  roads  to  the  effect  that  their  rec- 
ords did  not  furnish  this  information;  or  considering  the  time  and  labor 
necessary  to  assemble  the  data,  they  were  unable  to  furnish  it. 

Until  definite  information  as  to  such  costs  can  be  obtained  from  the 
roads  in  position  to  ascertain  and  furnish  it,  the  division  of  Expense  of 
Maintenance  of  Way  and  Structures  must  remain  largely  a  matter  of  ex- 
pert opinion,  reinforced  by  general  information  on  the  subject  such  as  that 
detailed  in  this  report.  Meanwhile,  the  formulas  and  diagrams  presented 
in  the  1913  report  may  be  used  by  those  who  coincide  with  the  Commit- 
tee's views  there  given. 

IV.      TRANSPORTATION — RAIL — LINE. 

This  Sub-Committee  has  nothing  to  report  at  this  time  as  to  the  other 
accounts  of  operating  expenses,  except  as  to  General  Account  No.  IV, 
Transportation — Rail — Line. 

Study  has  been  given  to  the  subjects  of  time  and  fuel  consumption, 
as  influenced  by  distance,  rise,  fall  and  curvature.  Use  has  been  made  of 
tables  and  other  data  in  the  Manual,  pp.  427-438.  As  these  tables  do  not 
provide  for  the  increased  efficiency  due  to  superheated  steam,  an  ordinary 
simple  consolidation  locomotive  without  superheater  was  selected  as  a 
typical  engine,  being  identical  with  that  used  by  A.  K.  Shurtleff  on  page  8, 
Part  2,  Vol.  14,  American  Railway  Engineering  Association,  1913. 

Rise.— It  is  evident  (see  Table  4,  page  431,  and  paragraph  7,  page  435, 
of  the  Manual)  that  with  any  given  rate  of  fuel  consumption,  the  horse- 
power or  efficiency  per  pound  of  fuel  is  about  60  per  cent,  greater  For  a 
simple  locomotive   traveling  at   higher   speed   than   at   the   comparatively 
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low  speed  at  which  full  cutolT  can  be  maintained.  As  the  lowest  speed 
considered  is  that  which  can  be  maintained  at  full  cutoff  on  the  ruling 
gradient,  and  the  higher  speeds  are  those  which  obtain  on  lighter  gradi- 
ents, it  follows  that  when  uninllnenced  by  momentum,  the  fuel  consump- 
tion per  foot-ton  of  work  on  ruling  grades  may  be  60  per  cent, 
greater  than  that  on  minor  gradients.  This  greater  fuel  consumption 
applies  not  only  to  the  rise  in  feet,  but  to  the  frictional  resistance  as  well, 
which,  except  for  the  slight  increases  in  engine  resistance,  is  taken  as 
approximately  the  same  at  any  freight-train  speed. 

It  is  not  a  surprise,  therefore,  to  find  as  the  result  of  calculations 
that  for  a  train  which  can  maintain  a  speed  of  five  miles  per  hour  on  a 
ruling  grade  of  i.o  per  cent.,  the  amount  of  fuel  due  to  i  ft.  of  rise  on 
the  ruling  gradient  is  twice  as  much  as  that  for  i  ft.  of  rise  on  a  minor 
gradient  of  0.2  per  cent. 

Fall. — The  variation  in  the  amount  of  fuel  saved  due  to  fall  may 
vary  more  than  the  increase  due  to  rise.  On  grades  steeper  than  the 
grade  of  equilibrium,  on  which  the  force  of  gravity  just  balances  the  re- 
sistance at  the  given  speed,  the  amount  of  fuel  saved  per  foot  of  fall 
may  be  taken  as  varying  inversely  as  the  gradient  (that  is,  the  same  per 
foot  of  distance),  the  remaining  force  of  gravity  being  used  up  by  the 
brakes.  On  gradients  less  than  the  grade  of  equilibrium  the  amount  of 
fuel  saved  per  foot  of  fall  may  be  taken  as  constant,  all  of  the  force  of 
gravity  being  used  to  save  fuel. 

Rise  and  Fall. — As  the  amount  of  fuel  per  foot  of  rise  is  greater, 
and  the  amount  saved  per  foot  of  fall  is  less  on  ruling  than  on  minor 
gradients,  the  variation  in  fuel  consumption  for  i  ft.  of  rise  and  fall 
taken  together  will  be  much  greater  than  for  either  element  considered 
separately,  and  in  the  case  of  very  light  minor  gradients,  the  saving  on  the 
one  may  practically  balance  the  increase  on  the  other. 

The  following  figures  are  the  result  of  calculations  as  to  fuel  in- 
crease and  decrease  for  different  gradients,  momentum  not  considered, 
the  train  being  loaded  for  i  per  cent,  ruling  grade  at  a  maintained  speed 
of  five  miles  per  hour,  and  for  0.3  per  cent,  ruling  grade  at  maintained 
speed  of  7V2  miles  per  hour,  with  average  loading  of  cars,  fuel  11,000 
B.t.u.,  simple  engine  and  refer  to  tons  of  fuel  per  million  gross  train  tons 
(including  engine  tons)  : 


Tons  of  Fuel. 

Ruling  Grade  Actual  Grade 

Increase 

Decrease 

Increase 

Per  Cent. 

Per  Cent. 

I  Ft.  Rise. 

I  Ft.  Fall.     I 

Ft.  Rise  and  Fall 

1.0 

1.0 

4-34 

0.72 

3.62 

1.0 

0.8 

3.62 

0.90 

2.72 

1.0 

0.6 

2.96 

1.20 

1.76 

1.0 

0.4 

2.40 

1.80 

0.60 

1.0 

0.3 

2.24 

2.04 

0.20 

1.0 

0.2 

2.15 

2.04 

0.1 1 

1.0 

0.1 

2.15 

2.04 

0.1 1 

0.3 

0.3 

4.01 

1-93 

2.08 

0.3 

0.2 

3-33 

1.95 

1.40 

0.3 

0.1 

2.69 

1.93 

0.76 
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Note  that  for  i  per  cent,  ruling  grade  the  fuel  consumption  due  to 
rise  varies  from  4.3  tons  to  2.1  tons,  according  to  the  actual  grade ;  the 
saving  for  i  ft.  of  fall  from  0.7  to  2  tons  being  constant  at  the  latter 
figure  for  grades  under  0.35  per  cent.,  which  is  in  this  case  the  grade  of 
equilibrium,  and  that  the  net  increase  due  to  rise  and  fall  combined  varies 
from  3.6  tons  to  o.i  ton.  For  trains  loaded  for  0.3  per  cent,  ruling  grade, 
the  increase  due  to  i  ft.  of  rise  is  found  to  vary  from  4  to  2.7  tons,  sav- 
ing for  I  ft.  of  fall  1.9  tons  constant,  and  net  increase  for  i  ft.  of  rise 
and  fall  from  2.1  tons  to  0.8  ton. 

A  table,  such  as  the  one  given  above,  is  not  a  complete  solution  of 
the  problem.  It  ignores  momentum,  which  in  itself  is  a  matter  of  great 
importance,  and  may  so  modify  results  as  to  make  any  comparison  that 
neglects  it  of  little  or  no  value. 

With  a  given  rate  of  fuel  consumption,  such  as  4,000  lbs.  per  hour 
for  the  engine  working  (see  page  427,  Manual  American  Railway  En- 
gineering Association),  the  efficiency  of  the  locomotive  per  pound  of 
fuel  varies  with  the  speed.  Similarly  with  a  given  rate  of  consumption 
for  the  engine  drifting,  the  distance  traveled  per  pound  of  fuel  varies 
with  the  speed.  The  saving  due  to  momentum  is  a  function  of  the  speed. 
Time  is  also  a  function  of  speed  and  distance.  We  are,  therefore,  of  the 
opinion  that  the  best  method  of  estimating  both  time  and  fuel  consump- 
tion for  any  final  comparison  is : 

FIRST   METHOD. 

(i)     Consider  traffic  in  each  direction  separately. 

(2)  Calculate  tables  and  construct  curves  of  acceleration  and  re- 
tardation. 

(3)  Plat  the  speed  line  on  the  profile. 

(4)  Estimate  the  time  by  multiplying  distance  in  stations  by  the 
time  («)  in  decimals  of  a  minute  required  to  travel  one  station  at  the 
given  speed  (S).  This  can  be  measured  by  a  scale  showing  values  of  (n) 
for  corresponding  speeds.  Where  the  speed  varies,  time  should  be  taken 
for  separate  intervals  of  distance,  10  stations,  5  stations  or  less,  as  in 
such  case  distance  multiplied  by  the  value  of  («),  for  the  average  speed 
does  not  give  correct  time. 

(5)  Estimate  the  rate  of  fuel  consumption  per  hour  for  engine 
working  and  drifting.  As  a  sufficiently  close  approximation,  consider  the 
engine  as  either  working  at  the  maximum  cutoff  for  the  given  speed,  or 
as  drifting.  On  light  descending  grades  requiring  less  than  the  full 
tractive  power  to  maintain  the  given  speed,  the  engine  may  be  considered 
as   alternately  working   and   drifting   for   small   increments   of   time,   the 

r  — 20G 

proportion  of  time  working  being , 

P 
Where  G  =  per  cent,  of  grade; 

P  =  cylinder    tractive    power    of    engine    at    given    speed    in 
pounds  divided  by  total  weight  W  of  engine  and  train 

in  tons ; 
r  =  resistance  in  pounds  per  ton  of  total  train,  W. 
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(2) 

(3) 
(4) 


(5) 


(6)  Multiply  the  total  time  of  engine  working  and  drifting  by  the 
corresponding  rates  of  fuel  consumption.  The  rate  of  fuel  consumption 
for  engine  drifting  may  be  estimated  from  table  on  page  6  of  paper  by 
A.  K.  ShurtlcfT  in  Part  2,  Vol.  14,  American  Railway  Engineering  Asso- 
ciation, 1913. 

(7)  Fuel  for  engine  standing  and  firing  up  per  trip  may  be  esti- 
mated from  table  on  page  6  of  paper  by  A.  K.  Shurtleff  in  Part  2,  Vol. 
14,  American  Railway  Engineering  Association,  1913. 

SECOND  METHOD. 

It  is  desirable  that  the  man  in  the  field  shall  have  data  by  which  he 
may  quickly  estimate  time  and  fuel  consumption.  It  is  well  to  consider 
separately  the  traffic  in  each  direction.  It  is  also  necessary  that  results 
shall  be  approximately  correct.  In  order  to  solve  the  problems  of  the 
Locating  Engineer,  the  data  should  afford  means  for  estimating : 

(i)     Time  and  fuel  consumption  for  a  straight  line  and  level  grade. 

Increase  (or  decrease)  in  time  and  fuel  consumption  due  to 
rise  and  fall. 

Increase  in  time  and  fuel  consumption  due  to  curvature. 

Information  as  to  increase  in  time  and  fuel  due  to  stopping 
and  starting  may  or  may  not  be  needed,  but  if  so,  should 
be  estimated  separately. 

Information  as  to  fuel  consumed  standing  and  firing  up  may 
or  may  not  be  needed,  but  if  so,  may  be  ascertained  sepa- 
rately. 

Except  where  the  curve  is  so  sharp  as  to  require  a  slowing  down  of 
train,  curvature  may  be  considered  as  so  much  rise  in  each  direction, 
equal  to  the  total  degrees  of  central  angle  multiplied  by  a  proper  rate  of 
compensation  per  degree  in  feet,  generally  taken  as  about  0.04  ft.  per 
degree. 

(i)  Fuel  and  time  necessary  for  a  level  grade  and  straight  track  can 
be  quickly  estimated.  For  any  given  ruling  grade  and  coal  consumption 
per  hour,  the  maximum  speed  which  may  be  maintained  on  a  level  grade 
can  be  calculated.  The  distance  in  miles  divided  by  this  speed  in  miles 
per  hour  gives  the  time,  which,  multiplied  by  the  consumption  per  hour, 
gives  the  fuel  consumption  for  the  straight  track  and  level  grade.  Stops 
are  estimated  separately,  if  considered  at  all.  Starting  at  one  end  of 
division  and  stopping  at  the  other  constitute  one  stop  and  are  not  con- 
sidered in  this  connection. 

(2)  Increase  in  fuel  and  time  due  to  rise  and  fall  may  be  taken 
from  diagrams,  such  as  those  shown  on  Plate  I.  Rise  or  fall,  speed,  in- 
crease in  time  and  fuel  are  show-n  in  these  diagrams  for  ruling  and  minor 
gradients.  Loss  due  to  stops  not  being  considered  the  train  is  supposed 
to  start  at  the  beginning  of  the  division  or  stretch  under  consideration  at 
the  maximum  speed  it  can  maintain  on  the  grade  at  point  of  beginning, 
if  it  is  level  or  ascending,  or  at  the  maximum  speed  that  may  be  main- 
tained on  a  level  grade,  if  descending  (this  being  assumed  in  this  diagram 
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as  the  limiting  speed  on  descending  gradients).  Starting  at  the  inter- 
section of  the  given  speed  line  and  gradient  on  the  Rise-Time  diagram, 
a  vertical  distance  equal  to  the  rise  of  the  first  grade  is  measured  to  a 
point  on  the  corresponding  line  of  the  diagram.  The  position  of  this 
point  indicates  the  starting  speed  for  the  next  grade,  and  the  horizontal 
distance  the  increase  of  time  in  hours  per  million  gross  train  tons.  Simi- 
larly for  ensuing  grades,  using  Fall-Time  and  Fall-Fuel  diagrams  for 
descending  grades.  Increase  of  fuel  due  to  rise  is  determined  by  multi- 
plying increase  in  hours  due  to  rise  by  the  rate  of  coal  consumption  for 
engine  working.  If  there  is  a  stretch  of  level  gradient,  it  is  omitted,  the 
next  gradient  being  started  with  the  speed  reached  at  the  beginning  of 
the  level  grade,  otherwise  it  would  be  necessary  in  certain  cases  to  con- 
sider time  and  fuel  consumed  in  accelerating  on  the  level  grade. 

This  method  accomplishes  the  same  result  as  platting  the  speed  line 
on  the  profile,  except  that  stops  are  omitted,  and  must  be  considered  sepa- 
rately, if  at  all.  If  desired,  by  the  addition  of  a  curve  showing  accelera- 
tion on  a  level  grade,  the  speed  line  (continuous  without  stops)  could  be 
platted  on  the  profile  from  the  diagrams. 

It  will  be  noted  that  some  of  the  speed  lines  cross  fuel  and  time  lines 
at  rather  acute  angles,  but  an  inspection  will  show  that  on  ordinary 
cross-section  paper  this  can  be  indicated  with  sufficient  clearness,  especially 
if  colored  lines  are  used.    Any  probable  error  in  scaling  would  be  small. 

CONCLUSIONS. 

(i)  Definition. — A  line  is  located  when  its  position  is  fixed  hori- 
zontally and  vertically. 

(2)  The  most  general  formula  for  the  economic  value  of  a  loca- 
tion is : 

R  — E 

=  P  (I) 

C 
Whe-re  R  =  annual  revenues    (receipts  from  operation); 

E  =  annual  expenses  of  operation,  including  depreciation  and 

taxes ; 
C  =  capital  invested  (cost  of  construction)  ; 
p  =  per  cent,  of  profit  on  investment. 

(3)  The  following  equation  may  be  used  in  certain  cases,  especially 
where  the  annual  revenue,  known  or  unknown,  is  constant : 

R-(E-f  I)=P  (2) 

Where    I  =  amount  of  interest  on  cost  of  construction; 
P  =  amount  of  profit   (net  corporate  income). 

When  the  revenue  is  constant,  the  condition  of  equation  (2)  is  that 
the  sum  of  operating  expenses  plus  interest  on  cost  of  construction  shall 
be  a  minimum. 

Equation  (2)  is  convenient  in  many  cases,  but  does  not  indicate  the 
proportion  of  profit  to  investment.  Care  should  be  taken  not  to  use  too 
low  a  rate  of  interest.  The  ratio  of  profit  to  investment  should  be  con- 
sidered. 
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(4)  'I'lic  c(iuivalciit  toii-niile  unit  usiiij^  nuilliplcs  for  weights  of  en- 
gines and  passenger  trains  is  correct  in  principle.  Until  further  informa- 
tion is  ohtained  the  question  of  correct  multiples  must  remain  a  matter 
of  expert  opinion  based  on  .general  information  and  fleductions  there- 
from. 

(5)  Time  and  fuel  consumption  may  he  estimated  by  platting  the 
speed  curve.  From  this  estimate  time,  working  and  drifting.  From  time, 
working,  drifting  and  standing,  fuel  consumption  may  be  estimated.  To 
this  should  be  added  fuel  consumed  in  firing  up. 


(6) 
mated : 
(a) 
(b) 


(c) 
(d) 
(e) 


For   rapid    estimates,   time   and    fuel   consumption   may   be   esti- 

For  straight  line  and  level  track. 

Addition  due  to  rise  and  fall  and  curvature  (curvature  consid- 
ered as  rise  in  each  direction)  may  be  estimated  from  dia- 
grams showing  for  each  gradient : 

Rise,  speed  and  time   (from  which  fuel  may  be  estimated). 
Fall,  speed  and  time. 
Fall,  speed  and  fuel. 

Addition  for  stops,  accelerating  and  retarding. 

Fuel  and  time,  locomotive  standing. 

Addition  to  fuel  for  engine  firing  up. 
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REPORT    OF    SUB-COMMITTEE    ON    STOKERS    AND    SUPER- 
HEATERS. 

Sub-Committee:     E.   C.   Schmidt,   Chairman;   C.    P.   Howard,   P.   M.   La- 
Bach,  J.  deN.  Macomb,  Jr. 

The  following  report  is  submitted  by  the  Sub-Committee,  which  was 
appointed  to  consider:  (i)  The  hourly  coal  consumption  of  locomotives 
equipped  with  mechanical  stokers,  and  (2)  the  influence  of  the  use  of 
superheated  steam  on  the  tractive  effort  of  locomotives. 

COAL   CONSUMPTION    WITH    MECHANICAL   STOKERS. 

Paragraph  4,  page  427,  of  the  Manual,  recommends  the  assumption 
of  4,000  lbs.  per  hour  as  the  consumption  of  coal  in  hand-fired  locomo- 
tives. This  Committee  was  asked  to  determine  how  much  this  consump- 
tion might  properly  be  assumed  to  be  on  locomotives  fired  by  mechanical 
stokers. 

The  Committee  has  based  its  conclusions  upon  information  presented 
in  the  reports  of  the  Committee  on  Locomotive  Stokers  of  the  American 
Railway  Master  Mechanics'  Association,  contained  in  the  Proceedings  of 
that  Association  for  1912,  1913  and  1914,  and  upon  replies  to  a  circular  of 
inquiry  addressed  to  fifteen  railroads  which  use  mechanical  stokers.  This 
circular  asked  for  information  concerning: 

(a)  Coal  per  hour  fired  by  mechanical  stokers. 

(b)  Continuity  of  their  performance  as  compared  with  hand-firing. 

(c)  Difference,  if  any,  in  steam  production  from  coal  mechanically- 

fired  and  hand-fired. 

(d)  Percentages  of  trips  where  mechanical  stokers  failed  and  hand- 

firing  had  to  be  resorted  to. 

(e)  Information  concerning  the  efficiency  of  mechanical  stokers. 
The  replies  are  summarized  in  the  table  appended  to  this  portion  of 

the  report. 

There  are  now  in  service  about  850  stokers,  and  the  data  available  ap- 
ply to  practically  this  entire  number.  All  the  information  obtained  about 
items  (b)  and  (d)  above  shows  that  most  of  these  stokers  are  giving 
satisfactory  performance  in  regular  service,  and  that  the  percentage  of 
engine  failures  due  to  stoker  deficiencies  is  low.  Both  the  number  in 
service  and  their  reliability  make  it  timely  and  necessary  for  the  Associa- 
tion to  recognize  their  practicability  and  to  so  modify  the  Manual  as  to 
define  the  influence  of  stokers  on  locomotive  capacity. 

Neither  the  reports  above  referred  to,  nor  the  replies  to  questions 
(c)  and  (e)  of  the  circular,  make  it  possible  to  determine  whether  the 
use  of  the  stoker  has  any  marked  effect  on  the  efficiency  of  the  perform- 
ance of  the  locomotive  firebox  and  boiler.  It  seems  probable  that  the 
evaporation  per  pound  of  coal  is  practically  the  same,  whether  the  locomo- 
tive is  hand-fired  or  stoker-fired,  provided  the  rate  of  combustion  is  the 
same.    The  Committee  concludes,  therefore,  that  so  far  as  this  mjitter  is 
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concerned,  no  change  is  at  present  necessary  in  the  Manual,  and  that 
Tahlc  I  on  pais'c  428  is  substantially  correct  when  applied  to  stoker-fired 
U)Coniotivcs. 

There  remains  only  one  other  channel  throntih  which  the  striker  may 
affect  tractive  efTort,  namely,  through  the  increase  in  coal  consumption, 
which  is  made  possible  by  its  use.  Concerning  this  main  question  (item 
(a)  the  data  show  that  locomotives  equipped  with  stokers  actually  burn, 
on  the  average,  from  6,000  to  10,000  lbs.  of  coal  per  hour  over  long 
periods,  and  that  there  is  nothing  in  the  performance  of  the  stoker  itself 
to  prevent  such  rates  of  combustion  from  being  indefinitely  maintained. 
The  Committee  considers  that  for  the  purposes  of  this  Association  the 
mean  of  this  range,  namely,  8,000  lbs.,  may  be  safely  assumed  as  the 
amount  of  coal  which  a  mechanical  stoker  will  fire  per  hour. 

Although  the  stoker  may  fire  this  amount,  not  all  locomotives  have 
sufficient  grate  area  to  properly  consume  coal  at  this  rate.  The  grate 
area  of  locomotives  equipped  with  stokers  varies  from  about  55  sq.  ft.  to 
100  sq.  ft.  If  8,000  lbs.  of  coal  be  burned  per  hour  on  a  grate  of  less  than 
70  sq.  ft.  area,  the  fire  is  apt  to  become  unmanageable  toward  the  end  of 
a  long  freight  run;  and  it  seems  desirable,  therefore,  to  differentiate  be- 
tween the  hourly  coal  consumption  of  locomotives  with  large  and  with 
small  grates.  For  these  reasons  the  Committee  has  concluded  to  recom- 
mend that  for  stoker-fired  locomotives  with  less  than  70  sq.  ft.  of  grate 
area  the  hourly  consumption  of  coal  be  assumed  as  6,000  lbs.,  while  for 
locomotives  with  grate  area  of  70  sq.  ft.  or  over,  this  consumption  be 
assumed  as  8,000  lbs. 

The  Committee  accordingly   recommends : 

(i)  That  paragraph  4  on  page  427  of  the  Manual  be  revised  to 
read  thus :  "Knowing  the  area  of  heating  surface,  the  average  steam 
production  of  locomotives  burning  bituminous  and  similar  coals  can  be 
estimated  by  the  use  of  Table  i,  assuming  the  maximum  quantity  of  coal 
that  can  be  properly  fired  and  consumed  per  hour,  to  be  as  follows : 

Hand-fired  locomotives    4,000  lbs.  per  hour 

Stoker-fired  locomotives  with  grates  less  than  70  sq.  ft. 6,000  lbs.  per  hour 
Stoker-fired   locomotives    with   grates   of   70   sq.   ft.   or 

over 8,000  lbs.  per  hour 

These  amounts  are  to  be  understood  as  the  average  hourly  fuel  con- 
sumption, which  may  reasonably  be  expected  to  be  maintained  throughout 
the  periods  when  the  locomotive  is  working  steam." 

EFFECT  OF  THE   USE  OF    SUPERHEATED    STEAM    ON   LOCOMOTIVE  TRACTIVE  EFFORT. 

On  pp.  427-435  of  the  Manual,  under  the  heading,  "Power,"  there  is 
presented  a  process  for  finding  at  various  speeds  the  tractive  effort  of 
locomotives  which  use  saturated  steam.  The  Sub-Committee  was  directed 
to  so  amplify  this  portion  of  the  Manual  as  to  make  it  applicable  also 
to  locomotives  using  superheated  steam. 

For  this  purpose  detailed  information  is  needed  concerning  the  per- 
formance of  the  firebox,  the  boiler  and  the  engines  of  superheated  steam 
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locomotives.  A  considerable  amount  of  such  information  is  now  avail- 
able in  tlie  published  results  of  road  and  laboratory  tests;  but  road  test 
data  are  not  useful  in  this  connection  since  they  apply  generally  only  to 
the  average  speed,  which  has  prevailed  throughout  the  test  period  during 
which  wide  variations  in  speed  have  usually  occurred,  and  they  do  not 
permit  the  performance  at  one  speed  to  be  distinguished  from  the  per- 
formance at  another.  Laboratory  tests  become,  therefore,  the  only  source 
of  data  which  can  be  used  in  the  solution  of  this  problem,  and  among 
laboratory  tests  the  only  ones  which  apply  to  locomotives  of  modern  de- 
sign are  those  conducted  at  the  Pennsylvania  Railroad  Testing  Plant  at 
Altoona.  The  Committee  has  consequently  limited  its  consideration  to 
the  reports  of  tests  of  superheated  steam  locomotives  issued  from  this 
laboratory,  the  results  of  which  are  contained  in  Bulletins  Nos.  lo,  ii,  i8, 
19  and  21  of  the  Pennsylvania  Railroad  Test  Department,  which  relate  to 
locomotives  of  the  following  classes  and  types  : 

Bulletin  No.  10 Class  H8sb    Type  2-8-0 

Bulletin  No.  11 Class  E3sd   Type  4-4-2 

Bulletin  No.  18 Class  K2sa Type  4-6-2 

Bulletin  No.  19 Class  K29S   Type  4-6-2 

Bulletin  No.  21 Class  E6s   Type  4-4-2 

These  locomotives  are  all  equipped  with  superheaters  of  the  Schmidt 
fire-tube  type,  giving  a  high  degree  of  superheat  (160-250  degrees),  and 
they  are  in  this  respect  representative  of  the  great  majority  of  superheater 
locomotives  now  in  service.  Low-degree  superheaters  may  be  regarded 
as  obsolete  and  are  not  considered  in  this  report. 

In  what  follows  the  various  steps  in  the  process  outlined  in  the 
Manual  for  saturated  steam  locomotives  are  considered  with  a  view  to 
determining  what  modification  they  need  in  order  to  make  them  apply 
to  locomotives  using  superheated  steam.  The  Manual  process  divides  it- 
self into  a  consideration  of  boiler  efficiency  and^  capacity,  and  next  into  a 
consideration  of  cylinder  performance  and  horsepower  output. 

BOILER   CAPACITY. 

The  Manual  assumes  that  the  heating  value  of  the  coal,  the  hourly 
coal  consumption,  and  the  heating  surface  are  known.  These  facts  en- 
able the  coal  burned  per  square  foot  of  heating  surface  per  hour  to  be 
determined.  This  rate  of  coal  combustion,  which  is  a  measure  of  the 
intensity  of  the  process  which  goes  on  within  the  boiler,  is  assumed  to  be 
the  sole  important  influence  affecting  the  efficiency  of  that  process,  and 
in  Table  i  there  is  accordingly  presented  for  various  grades  of  coal  a  re- 
lation between  coal  burned  per  hour  per  square  foot  of  heating  surface, 
and  the  evaporation  per  pound  of  coal. 

In  the  original  report  the  influence  on  boiler  efficiency  of  variations 
in  the  ratio  of  grate  area  to  heating  surface  was  discussed,  but  it  was 
finally  concluded  that  for  the  purposes  in  view  this  influence  was  not  im- 
portant and  it  is  given  no  recognition  in  the  Manual.  Since  in  locomo- 
tives using  superheated  steam  the  ratios  of  grate  area  to  water-heating 
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surface  arc  not  radically  difTcrcut  from  lliosc  which  prevail  in  the  design 
of  saturated  steam  locomotives,  it  seems  unnecessary  to  rcoi)en  the  dis- 
cussion  of  this   inlluciUT   in    this  coinicction.      It   only   remains,  therefore, 


EVAPORATION    "PER    POUND 

OF   COAt 

. —    POUNDS . 

k^i 

« 

h 

CJ 

fl 

0 

n 

b 

4 

00 

^ 

D 

On 

/#/ 

/ 

# 

/ 

V0 

i 

% 

r 

0 

r 

O 

i; 

z 
o 

0) 

ill  1 

1 

o 
■n 

n 
o 
> 

r 

/In 

/ 

fiw 

13 
m 

^ 

/// 

// 

c;i 

/I 

// 

y 

■n 

/l 

/ 

0 
■n 

4/ 

1 

/ 

I 
m 

z 

/ 

/ 

1 

K) 

/ 

/ 

4 

/^  // 

t 

(P 

c 

o 

/ 

l/l 

/ 

0 

m 

/. 

*// 

/ 

|/ 

J) 

I 

0 

-/ 

'/ 

c 
;j3 

h) 

// 

/ 

Oi 

'/ 

/ 

Fig.    I.      Curves    Showing   the   Relation    Between    Evaporation    Per 
Pound  of  Coal  and  Coal  Burned  Per  Square  Foot  of  Water- 
Heating  Surface  for  Fi\^  Locomotives  Using 
Superheated  Steam. 

to  determine  whether  the  relations  between  coal  per  square  foot  of  heat- 
ing surface  and  the  evaporation  per  pound  of  coal,  which  are  presented 
in   Table   i,   are  correct  when   applied  to   locomotives   using   superheated 
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, steam.  This  relation  for  tlic  Pennsylvania  locomotives  above  cited  is 
plotted  in  Fig.  i.  These  locomotives  all  burned  coal  with  a  heating  value 
slightly  in  excess  of  14,000  B.t.u.  In  Fig.  i  there  is  plotted  also  this  re- 
lation between  combustion  rate  and  evaporation  per  pound  of  coal  for 
coal  of  14,000  B.t.u.  derived  from  colunnis  i  and  3  of  Table  i  of  the 
Manual.  In  the  case  of  only  one  of  these  locomotives  (E6s)  does  the 
curve  showing  this  relation  diverge  appreciably  from  the  curve  derived 
from  Table  i,  and  this  divergence  is  explainable,  in  part  at  least,  by  the 
fact  that  for  this  locomotive  the  ratios  of  grate  area  to  heating  surface 
and  of  firebox-heating  surface  to  tube-heating  surface  are  considerably 
greater  than  usual.  The  agreement  among  the  data  represented  by  Fig.  i 
is  at  least  as  close  as  it  is  among  the  data  from  which  Table  i  was  orig- 
inally derived. 

It  is  concluded  that  the  relations  between  coal  burned  per  square  foot 
of  heating  surface  and  water  evaporated  per  pound  of  coal  presented  in 
Table  i,  when  applied  to  superheated  steam  locomotives,  give  results 
which  are  sufficiently  exact  for  the  purposes  for  which  this  table  is  used ; 
and  that  Table  i,  therefore,  requires  no  change.  In  applying  it  to  super- 
heated steam  locomotives,  however,  it  should  be  borne  in  mind  that  by 
heating  surface  in  this  table  is  meant  water  heating  surface  only,  that  is, 
superheating  surface  should  be  excluded.  The  total  amount  of  steam 
produced  in  any  locomotive  may,  therefore,  be  determined  by  the  process 
set  forth  In  the  Manual. 

CYLINDER    PERFORMANCE. 

Knowing  the  total  steam  available  per  hour,  the  next  step  in  the 
process  is  to  find  the  maximum  speed  (M)  at  which  full  cutoflf  can  be 
maintained  without  exhausting  the  supply  of  steam.  This  involves  cal- 
culating the  weight  of  steam  used  to  fill  the  cylinders  for  each  stroke.  To 
facilitate  this  calculation  there  is  presented  in  Table  2,  page  429,  of  the 
Manual,  the  weights  of  steam  per  foot  of  stroke  for  various  boiler  pres- 
sures and  various  cylinder  diameters.  Since  the  specific  weight  of  super- 
heated steam  is  different  from  that  of  saturated  steam,  it  is  obvious  that 
Table  2  is  not  applicable  to  superheated  steam  locomotives  and  that  a 
new  table  must  be  derived.  The  specific  weight  of  superheated  steam 
varies  with  the  degree  of  superheat  and,  consequently,  to  derive  new 
values  for  Table  2,  it  becomes  necessary  to  know  or  to  assume  the  degree 
of  superheat  for  any  locomotive  under  consideration. 

The  questions,  therefore,  at  once  arise  whether  any  factor  in  the  per- 
formance or  in  the  design  of  the  locomotive  will  enable  this  degree  of 
superheat  to  be  predicted  and,  if  this  is  not  possible,  whether  we  may 
not  assume  some  mean  degree  of  superheat  which  will  give  results  suf- 
ficiently exact  for  the  purposes  of  the  Manual  process.  The  analysis  im- 
mediately following  is  undertaken  to  answer  these  questions,  and  it  may 
be  at  once  stated  that  the  conclusion  reached  is  that  while  degree  of 
superheat  under  ordinary  circumstances  may  not  be  predicted,  considerable 
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variations   in  superheat    will   not,   fortunately,   make  any   iniprtrtanl   differ- 
ences in  tractive  effort. 

Among  the  various  factors  of  locomotive  design  or  performance 
which  nii.uht  he  expected  to  inlUuncc  the  degree  of  superheat,  only  the 
three  following  seem  likely  to  prove  important,  namely: 

(a)  The  combustion  rate.     (Coal  per  square  foot  of  grate  per  hour.) 

(b)  The  ratio  of  superheating  surface  to  water-heating  surface. 

(c)  The  weight  of  steam  passing  each  square  foot  of  superheating 

surface  per  hour. 

Each  of  these  factors  will  be  considered  in  turn  by  assembling  the 
facts  from  the  five  Pennsylvania  Railroad  locomotives  above  referred  to. 

For  each  of  these  locomotives  the  relation  between  superheat  and 
combustion  rate  is  plotted  in  Fig.  2.  In  this  figure  there  is  fair  agreement 
among  the  four  upper  curves,  especially  at  medium  rates  of  combustion, 
but  between  their  mean  value  and  the  lowest  curve  there  is  a  difference 
of  from  50  to  60  d-egrees  of  superheat  at  all  rates  of  combustion.  When 
these  locomotives  burn  4,000  lbs.  of  coal  per  hour,  as  assumed  in  the 
Manual,  their  rates  of  combustion  lie  between  69  and  74V2  lbs.  of  coal 
per  hour  per  square  foot  of  grate.  At  these  rates  of  combustion  there  is 
among  the  four  upper  curves  themselves  a  difference  of  20  degrees,  and 
between  their  mean  value  and  the  curve  for  the  H8sb  class  there  is  a 
difference  of  about  60  degrees.  Obviously  no  generalization  based  on  this 
exhibit  would  permit  the  degree  of  superheat  to  be  predicted  with  much 
accuracy. 

Considering  next  the  influence  of  ratio  of  superheating  surface  to 
water-heating  surface,  we  find  that  for  these  locomotives  the  ratio  is  as 
follows : 

K29S    0.283'      HSsb   0.267 

E3sd    0.278      E6s    0.259 

K2as    0.271 

Notwithstanding  the  fact  that  this  ratio  is  nearly  the  same  for  all 
five  locomotives,  we  find  in  Fig.  2,  as  before,  a  considerable  variation  in 
superheat.  At  the  rate  of  combustion  established  by  the  assumptions  of 
the  Manual,  the  superheat  varies  from  164  to  230  degrees.  The  highest 
and  the  lowest  superheats  pertain  to  locomotive  K2as  and  HSsb,  re- 
spectively, whereas  for  these  two  locomotives  these  ratios  are  practically 
identical.  We  must  conclude  as  before  that  no  reliable  forecast  of  the 
degree  of  superheat  can  be  based  on  the  ratio  of  superheating  surface  to 
w^ater-heating  surface. 

To  study  the  influence  of  the  third  item,  namely,  the  amount  of 
steam  passing  the  superheater  surface  per  hour,  there  have  been  selected 
from  the  reports  for  each  of  these  locomotives  a  number  of  tests  in 
which  the  coal  burned  per  hour  was  about  4,000  lbs.  as  assumed  in  the 
Manual.  For  these  tests  the  data  present  also  the  steam  produced  per 
hour,   from   which  the  steam  per  hour  per  square   foot  of  superheating 
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surface  has  been  calculated.    The  following  table  presents  the  averages  of 


these  data : 

Lbs. 

Steam  Per  Hour. 

Super 

- 

Per  Sq.  Ft.  of 

Coal 

Steam 

heating  Sin*- 

Superheat- 

Class. 

Per  Hr.  Lbs. 

Per  Hr.  Lbs. 

face  Sq. 

Ft. 

ing  Surface. 

E3sd 

4,060 

22,540 

561 

40.2 

E6s 

4  J  50 

26,370 

689 

38.3 

H8sb 

4,190 

23,100 

809 

28.6 

I<2as 

3,980 

25,580 

989 

25-9 

K29S 

3,990 

28,850 

1,302 

22.2 

SUPERHEAT     IN     BRANCH -PIPE.    DEQ.  F. 
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Fig.  2.    Curves  Showing  the  Relation  Between  Combustion  Rate  and 

Degree  of  Superheat  for  Five  Locomotives  Using 

Superheated  Steam. 
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A  comparison  of  these  values  willi  tlie  curves  of  Fig.  2  fails  to  dis- 
close any  consistent  relation  between  the  degree  of  superheat  and  the 
amount  of  steam  which  passes  the  superheating  surface  per  hour. 

We  are  forced  to  conclude  as  a  result  of  this  examination  that  tliere 
is  no  factor  in  the  design  or  performance  of  superheater  locomotives 
whicli  will  enable  us,  with  the  data  at  present  available,  to  predict  the 
amount  of  superheat  which  nuiy  be  attained.  Some  degree  of  superheat 
must,  however,  be  assumed,  and  it  becomes  pertinent  to  inquire  whether 
variations  in  the  assumption  made  will  have  any  material  efTect  on  the 
calculated  tractive  effort.  To  study  this  question  locomotive  K2as  was 
chosen  from  the  live  locomotives  under  discussion.  At  the  rate  of  com- 
bustion established  by  the  assumptions  of  the  Manual  this  locomotive  de- 
veloped 236  degrees  of  superheat.  With  this  superheat,  and  by  means 
of  the  process  set  forth  in  the  Manual  and  in  this  report,  a  curve  of 
tractive  effort  was  calculated  for  this  locomotive.  This  curve  appears  as 
the  upper  line  in  Fig.  3.  Assuming  next  a  superheat  of  only  160  degrees 
there  has  been  produced  for  this  same  locomotive  a  second  curve  of 
tractive  effort  which   is  plotted   as   the  lower  line  in   Fig.  3. 

Inspection  of  Fig.  3  discloses  the  fact  that  for  speeds  above  25  miles 
per  hour  these  curves  of  tractive  effort  nearly  coincide,  and  for  lower 
speeds  the  differences  are  not  great.  A  difference  in  superheat  of  as 
much  as  76  degrees  makes,  therefore,  very  little  change  in  tractive  effort. 
This  close  agreement  is  due  principally  to  two  facts:  First,  that  even 
great  differences  in  superheat  do  not  entail  much  change  in  the  specific 
weight  of  superheated  steam  and  consequently  do  not  result  in  very 
widely  different  values  for  the  speed  M  and  its  multiples,  and  second, 
that  the  steam  consumed  per  indicated  horsepower  per  hour  decreases 
very  gradually  as  the  speed  increases  (see  Fig.  4).  There  is  no  reason 
to  suppose  that,  if  this  test  were  applied  to  the  other  four  locomotives, 
the  agreement  of  the  curves  of  tractive  effort  would  not  be  practically 
as  close. 

We  are  warranted  then  in  concluding  that  wide  variations  in  super- 
heat within  the  usual  range  are  not  likely  radically  to  affect  tractive  ef- 
fort and  that  consequently,  for  the  purposes  of  this  Association,  a  mean 
value  of  superheat  may,  w^ithout  material  error,  be  assumed  and  applied 
in  all  calculations  relating  to  superheated  steam  locomotives.  A  suitable 
value  to  assume  appears  to  be  200  degrees,  which  is  about  in  the  middle 
of  the  usual  range. 

This  conclusion  permits  us  now  to  resume  our  consideration  of  Table 
2  of  the  Manual,  aud  to  add  to  that  table  values  showing  the  weights  of 
steam  per  foot  of  stroke  suitable  for  superheated  steam  locomotives.  As- 
suming steam  at  200  degrees  superheat  and  assuming  also  that  between 
the  boiler  and  the  cylinders  a  drop  of  5  lbs.  per  square  inch  in  pressure 
will  occur,  we  find  the  specific  weight  and  volume  of  the  steam  in  the 
cylinders  to  be  as  follows : 
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Fig.   3.     Tractive  Effort  Curves  for  Locomotive   K2AS  With   Super- 
heats OF  256  AND  160  Degrees. 
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Boiler  Gage  Pressure 
Lbs.  Per  Sq.  In. 

2IO 

200 
190 
180 
170 
160 

These  values  enable  us  to  calculate  Table  i   below,  which  should  be 
added  to  Table  2  of  the  Manual. 


Volume  of  Steam 

Wei 

ght  of  Steam 

Per  Lb.  Cu. 

Ft. 

Pei 

-  Cu.  Ft.  Lbs. 

319 

•313 

3.35 

.299 

3-54 

.282 

3.74 

.267 

397 

.252 

4.24 

.236 

TARLE    I.      TO    BE    USED    FOR    SIMPLE    LOCOMOTIVES    USING    SUPERHEATED    STEAM. 


Weight  of  Steam  Per  Foot  of  Stroke  for  Various 


Diameter  of 

Gage 

Pressures. 

Cylinder  In. 

160 

170 

180 

190 

200 

210 

18 

.415 

•443 

.470 

.498 

•524 

.551 

19 

.465 

.496 

.526 

•557 

•587 

.618 

20 

•515 

•549 

.582 

.617 

.650 

.684 

21 

.56s 

.605 

.641 

.679 

•715 

.752 

22 

.623 

.665 

•705 

•747 

•787 

.827 

23 

.682 

.728 

•n^ 

.818 

.861 

.905 

24 

.741 

.791 

.858 

.889 

•931 

.984 

25 

.804 

•859 

.910 

•965 

1.016 

1.065 

26 

.868 

.927 

•983 

1. 041 

1.097 

1. 150 

27 

.937 

1. 000 

1.057 

1. 123 

1.183 

1. 24 1 

28 

1.008 

1.078 

1.143 

1.209 

1.275 

1.340 

29 

1.083 

1.156 

1.225 

1.299 

1.368 

1.438 

30 

1.157 

1234 

1.308 

1.387 

1.460 

1-533 

Resuming  our  consideration  of  the  Manual  we  come  next  to  Table  3, 
which- presents  factors  for  transforming  speed  expressed  in  revolutions 
per  minute  to  speed  in  miles  per  hour.  It  obviously  needs  no  modification. 
Table  4,  however,  which  gives  values  of  steam  per  indicated  horsepower 
per  hour  for  simple  and  compound  locomotives  at  various  speeds, 
applies  only  to  locomotives  using  saturated  steam  and  to  it  there  must  be 
added  similar  values  for  superheated  steam  locomotives.  Such  values  are 
given  in  the  Pennsylvania  Railroad  Test  Department  Bulletins  for  each 
of  the  five  locomotives  upon  which  conclusions  are  being  based.  Curves 
showing  the  relation  between  steam  consumption  and  piston  speed  for 
four  of  these  locomotives  appear  on  page  102  of  Bulletin  No.  11,  and  a 
similar  curve  for  the  fifth  locomotive  appears  on  page  97  of  Bulletin  No. 
10.  These  curves  have  been  assembled  here  in  Fig.  4,  in  which,  however, 
the  speeds  have  been  expressed  in  multiples  of  M  as  in  the  Manual,  in- 
stead of  in  terms'  of  piston  speed.  It  will  be  observed  that  with  the  ex- 
ception of  locomotive  K29S  the  steam  consumption  curves  shown  in  Fig. 
4  are  in  close  agreement.  Considering  even  this  locomotive  with  the 
Others  the  concordance  is  as  great  as  that  which  existed  among  the  data 


ECONOMICS    OF    RAILWAY    LOCATION. 


147 


for  saturated  steam  locomotives  upon  which  Tabic  4  was  originally  based. 
It  seems  justifiable,  therefore,  to  base  modifications  for  Table  4  upon  a 
curve  showing  the  average  relation  for  these  locomotives.  Such  a  curve 
is  drawn  in  Fig.  4.  The  co-ordinates  of  this  average  curve  are  presented 
below  in  Table  2,  and  it  is  proposed  that  the  values  of  this  table  be  in- 
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Fig.  4.    Curves  Shov^ing  the  Relation  Between  Speed  and  Steam  Con- 
sumption Per  Indicated  Horsepower  Per  Hour  for  Five 
Locomotives  Using  Superheated  Steam. 


serted  in  Table  4  of  the  Manual  to  be  used  in  calculations  pertaining  to 
superheated  steam  locomotives.  The  second  column  in  Table  4  is  not  nec- 
essary to  the  process  outlined  in  the  Manual,  and  since  it  is  not  correct  for 
locomotives  using  superheated  steam,  it  is  proposed  that  it  be  eliminated. 


EAM 

CONSUMPTION    KOK 

.SIMl'I.L 

I.OCOMOTIVE.S 

USING 

SUI'KK  HEATED 

( 

JTEAM. 

I'ouiuls  of  St 

cam 

I'oiiii 

J.s  of  Steam 

cd. 

I'crJ.  il.  IM 

our. 

Speed. 

Per  J. 

IJ.  IMIoiir. 

M 

24.00 

2.8 

M 

18.70 

M 

23.58 

2.9 

M 

18.55 

M 

23.10 

30 

M 

18.40 

M 

22.74 

3-2 

M 

18.20 

M 

22.28 

34 

M 

18.00 

M 

21.92 

3-^) 

M 

17.79 

M 

21.55 

3.8 

M 

17.60 

M 

21.20 

4.0 

M 

17-44 

M 

20.90 

425 

M 

17.26 

M 

20.59 

4-5 

M 

17.10 

M 

20.32 

475 

M 

16.96 

M 

20.05 

50 

M 

16.86 

M 

19.81 

5-5 

M 

16.72 

M 

19.60 

6.0 

M 

16.63 

M 

19.40 

6.5 

M 

16.62 

M 

19.22 

7.0 

M 

16.62 

M 

19.02 

8.0 

M 

16.62 

M 

18.86 
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I.O 
I.I 
1.2 

1.3 

1.4 

1.5 

1.6 

1.7 
1.8 
1.9 
2.0 
2.1 
2.2 

2.3 
2.4 

2.5 

2.6 

'  2.7 

Table  5  on  page  432  of  the  Manual  presents  a  series  a  percentages 
i  by  means  of  which  cylinder  tractive  effort  at  any  multiple  of  speed   M 

may  be   directly  calculated   from  the  known   tractive  effort  at  speed  M. 
Each  of  these  percentages  in  its  derivation  involves  the  steam  consump- 
tion at  the  corresponding  speed;  and  since  this  consumption  is  different 
2  for  superheated  steam  locomotives,  it  is  necessary  to  add  to  Table  5  a 

1  new  series  of  values.     By  means  of  the  values  of  steam  consumption  for 

^  superheated  steam  locomotives  previously  derived  and  given   in  Table  2 

-  of  this  report,  a  new  series  of  percentages  has  been  derived  for  Table  5. 

5  I  These  values  are  given  in  Table  3  below,  which  it  is  proposed  to  incor- 

a  porate  in  Table  5  of  the  Manual. 

I 

TABLE  3.      PER   CENT.   OF  CYLINDER  TRACTIVE  EFFORT  FOR  VARIOUS    MULTIPLES  OF 
M    FOR   SIMPLE  SUPERHEATED   STEAM    LOCOMOTIVES. 

Speeds.  Per  Cents. 
47.12 
45-82 
44.61 
43-49 
42.30 
41.21 
40.17 
1  1-5  M  73.00        3.4  M  39.22 

^  1-6  M  69.55       3-5  M  38.30 

57-42 
36.61 
35-89 

^  2.2  M  55.12  -  ^     i;  -^^^^ 

^  ...  M  c^  4.1  M  33-72 

33-06 
32.40 
31-79 


i 


Speeds. 

Per  Cents. 

Start 

106.00 

0.5  M 

103.00 

1.0  M 

100.00 

I.I  M 

92.42 

1.2  M 

86.55 

1.3  M 

81.20 

1.4  M 

76.95 

1.5  M 

73-00 

1.6  M 

69-55 

1.7  M 

66.60 

1.8  M 

63.66 

1.9  M 

61.27 

2.0  M 

58.96 

2.1  M 

56.94 

2.2  M 

55-12  . 

2.3  M 

53-26 

2.4  M 

51.53 

2.5  M 

49.98 

2.6  M 

48.50 

2.7 

M 

2.8 

M 

2.9 

M 

3-0 

M 

3-1 

M 

3-2 

M 

3-3 

M 

3-4 

M 

3.5 

M 

3-6 

M 

3-7 

M 

3.8  M 

3-9 

M 

4.0 

M 

4-1 

M 

4.2 

M 

4.3 

M 

4-4 

M 
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TABLE  3.      PER  CENT.  OF  CYLINDER  TRACTIVE  EFFORT  FOR  VARIOUS    MULTIPLES   OF 
M   FOR  SIMPLE  SUPERHEATED   STEAM    LOCOMOTIVES. 


Jpeeds. 

Per  Cents. 

Speeds. 

Per  Cents 

4.5  M 

31.19 

6.3  M 

22.90 

4.6  M 

30.61 

6.4  M 

22.56 

47  M 

30.05 

6.5  M 

22.21 

4.8  M 

29.52 

6.6  M 

21.89 

4.9  M 

29.00 

6.7  M 

21.57 

5.0  M 

28.48 

6.8  M 

21.24 

5.1  M 

27.96 

6.9  M 

20.92 

5.2  M 

27.47 

7.0  M 

20.62 

5.3  M 

27.00 

7.1  M 

20.32 

5.4  M 

26.53 

7.2  M 

20.07 

5.5  M 

26.10 

7-3  M 

19.78 

5.6  M 

25.69 

7.4  M 

19-52 

57  M 

25.26 

7.5  M 

19.26 

5-8  M 

24.86 

7.6  M 

19.01 

5.9  M 

24.46 

7.7  M 

18.76 

6.0  M 

24.04 

7.8  M 

18.52 

6.1  M 

23.66 

7.9  M 

18.28 

6.2  M 

23.28 

8.0  M 

18.06 

There  remain  for  consideration  only  Tables  6  and  7  of  the  Manual. 
-Table  6  gives  values  of  tractive  effort  for  one  horsepower  at  various 
speeds,  which  obviously  need  no  change  for  superheated  steam  locomo- 
tives. Table  7  presents  formulas  for  finding  the  various  resistances  which 
must  be  subtracted  from  cylinder  tractive  effort  to  find  net  drawbar  pull. 
All  of  these  resistances  are  alike  in  superheated  steam  and  saturated 
steam  locomotives,  and  Table  7  consequently  needs  no  modification. 

It  is  to  be  noted  that  the  foregoing  analysis  deals  only  with  simple 
locomotives  using  superheated  steam  and  the  conclusions,  therefore,  may 
not  properly  be  applied  to  compound  superheated  steam  locomotives. 
With  the  data  available  it  has  not  seemed  feasible  at  present  to  modify 
the  Manual  material  so  as  to  make  it  exactly  applicable  to  compound 
superheater  locomotives. 

In  concluding  this  portion  of  its  report,  the  Sub-Committee  wishes  to 
acknowledge  its  indebtedness  to  Everett  G.  Young,  Fellow  in  the  Railway 
Engineering  Department  of  the  University  of  Illinois,  for  his  assistance 
in  assembling  the  data  upon  which  the  report  is  based,  and  in  calculating 
the  tables  and  curves. 

RECOMMENDATIONS. 

For  the  reasons  above  developed  the  Committee  submits  the  follow- 
ing recommendations : 

(i)  For  recommendation  No.  i,  concerning  stokers,  see  page  138  of 
this  report. 

(2)  In  Table  i,  page  428,  of  the  Manual,  add  this  note:  "For  loco- 
motives using  superheated  steam  the  heating  surface  mentioned  in  column 
I  is  to  be  understood  as  total  water-heating  surface  only — superheating 
surface  is  not  included." 

(3)  To  Table  2,  page  429,  of  the  Manual,  add  Table  i,  which  ap- 
pears on  page  19  of  this  report,  followed  by  this  note:     "This  table  as- 
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sumcs  a  superheat  of  200  degrees   Fahrenheit,  and  a  drop  of  5   lbs.  per 
square  incli  in  pressure  between  the  boiler  and   the  cylinders." 

(4)  In  Table  4,  page  431,  of  the  Manual,  add  Table  2,  which  appears 
on  page  148  of  this  report,  and  eliminate  from  Table  4  the  second  column, 
which  is  headed,  "Per  Cent.  CutofT." 

(5)  In  Table  5,  page  432,  of  the  Manual,  add  Table  3,  which  appears 
on  page  148  of  this  report. 
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MINORITY    REPORT    ON    ECONOMICS    OF    RAILWAY 

LOCATION. 

To  the  Members  of  the  American  Railway  Engineering  Association: 

The  undersigned  cannot  agree  with  that  portion  of  the  report  con- 
cerning the  foot-ton  method  of  calculating  the  fuel  consumed  referred 
to  in   Conclusions    12  and    13    (Bulletin    173). 

The  fuel  consumed  per  indicated  horsepower  of  work  varies  from 
about  y.7  lbs.  with  locomotives  working  full  stroke  to  about  4.75  lbs.  at 
its  maximum  efficiency  at  about  3.6  times  the  speed  that  it  can  maintain 
full  cutoff. 

The  indicated  horsepower  at  maximum  efficiency  is  also  over  60  per 
cent,  more  than  at  full  cutoff. 

With  these  two  facts  in  view  it  appears  that  the  amount  of  coal  per 
1,000  foot-tons  will  vary  widely.  Another  factor,  however,  enters  into 
the  work  done  by  the  locomotive,  and  it  may  or  may  not  be  a  consider- 
able percentage  of  the  total  work.  This  factor  is  the  power  exerted  in 
accelerating  trains  which  will  vary  from  less  than  i  per  cent,  of  the  total 
power  used  on  heavy  gradients  to  more  than  20  per  cent,  on  level  grades, 
depending  on  the  distance  between  stops. 

No  notice  is  taken  of  this  factor  in  the  method  set  down  in  the  re- 
port of  the  Committee,  and  yet  it  is  liable  to  add  considerably  to  the  to- 
tal foot-pounds. 

In  the  following  table  the  simplest  cases  are  taken,  of  three  stations 
ten  miles  apart  on  a  tangent. 

The  train  starting  at  one  end  of  the  line  and  working  at  its  maximum 
power  on  level  and  ascending  grades,  but  stopping  at  both  the  other  sta- 
tions, using  brakes  for  the  last  1,500  ft.  of  stop.  There  is  one  exception 
to  this :  on  descending  grades,  the  train  accelerates  by  gravity  to  35 
M.P.H.,  then  is  held  at  this  speed  to  the  foot  of  the  grade,  and  then  drifts 
to  within  1,500  ft.  of  station  where  brakes  are  applied. 

The  four  separate  cases  are  as  follows : 

(i)     A  level  grade  the  entire  distance. 

(2)  A  level  grade  for  one-half  mile. 

9  miles  of  ascending  0.4  per  cent,  grade. 
A  level  grade  for  one  mile  with'  station  stop  in  it. 
9  miles  of  descending  0.4  per  cent,  grade. 
One-half  mile  of  level  grade. 

(3)  Same  as   (2),  except  0.7  per  cent,  grades  are  used  instead 

of  0.4  per  cent. 

(4)  Same  as    (2),  except   i.o  per  cent,  grades  are  used  instead 

of  0.4  per  cent. 

There  is  no  question  which  of  the  above  would  be  the  most  econom- 
ical to  operate.  The  whole  idea  of  using  the  above  is  to  illustrate  the 
fallacy  of  using  the  foot-ton  method  in  calculating  fuel. 
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As  tables  C()vt'riii}4  tbc  {iistaiiccs  used  in  accelcratioii  and  retardation 
on  tbe  various  gradients  liad  been  worked  out  for  a  consolidation  loco- 
motive ill  the  article  "Locomotive  l*'nel  Consumption  and  the  Speed  Dia- 
^iram."  pp.  ^  lo  20,  I'art  j,  \'(>1.  1.4,  American  Railway  hji^inecring  Asso- 
ciation   rrcuci'diii'^s,  the  s.imi'  cnRiiu-  and  train  are  considered  here. 

W'eiglit.  Resistance. 

l.ocomotisi'     173  tons  2,450  lbs. 

i'rain    1,306  tons  7,052  lbs. 

Total     1,479  tons  9.502  lbs. 

Average  resistance  per  ton-train....--....- ^\A-5  ">-'^- 

lupiivalent  grade  resistance 0.3125  per  cent. 

I  '  The  first  part  of  the  tabic  shows  the  time  engine  is  working  and  time 

drifting,  estimated  very  quickly  with  the  use  of  the  tables. 

The  coal  used  is  estimated  on  the  average  fired  by  hand  in  a  freight 
;  locomotive  per  hour  wdiilc  engine  is  working.    Also  the  average  used  while 

^  drifting  as  per  table,  page  6,  of  above  article. 

This  method  of  getting  the  fuel  consumed  has  been  tested  in  many 
i  cases  on  divisions  varying  from  those  of  a  water  grade  to  those  having 

i.o  per  cent,  gradients,  and  the  calculated  fuel  agreed  (|uite  closely  to  the 
actual  fuel  used. 

Next  appears  the  foot-tons  resistance  on  level  and  ascending  grades, 
e  according  to  the  method  proposed  by  the  Committee. 

*  The  balance  of  the  table  is  self-explanatory. 

As  the  same  stops  are  made  in  each  case,  the  fuel  used  while  loco- 

1  motive  is  standing  need  not  be  considered. 

•^                                                                                                          No.  I  No.  2  No.  3  No.  4 

^                                                                                                             Level.  0.4  per  0.7  per  i.oper 

*  cent.  cent.  cent. 

Hours  working  0.756  0.716  1.163  1.861 

Hours  drifting  0.038  0.379  -332  .328 

Total  hours    0.794        1.095         1.495        2.189 

Pounds  coal  working  at  4,000  per  hour. .     3,024        2,864        4,652        7,444 
Pounds  coal  drifting  at  789  per  hour....  30  299  262  259 
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Total   pounds   coal    consumed...     3,054        3,163        4,914        7,703 


F                                    Foot-tons    line    resistance,    engine    work- 
ing  487,634  256,364  256,364  256,364 

Foot-tons  grade  resistance 281,128  491,975  702,821 

Total    foot-tons    resistance 487,634  537,492  748,339  959,i85 

^                                    Above  equivalent  to  H.P.  of  work 651.53  758.44  649.77  521.03 


Pounds  coal  per  1,000  foot-tons  work...       6.20  5.88  6.57  8.03 
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Actual  cyl.  H.P.  while  engine  is  working  786.24      802.77       673.24      534-7 ' 

ILP.  hours  of  work  done  by  engine 594-40      574-78       782.98      995- «o 

Pounds  coal  per  cyl.  H.P.  hour 5-^4  5-50  6.28  7.74 

Deducting  the  H.P.  equivalent  to  the 
foot-tons  of  resistance  from  the  act- 
ual cyl.  H.P.  of  work  gives  the  H.P. 
used  in  overcoming  acceleration, 
which  is  not  considered  in  the  foot- 
ton   method    T34.71         44.33        23.47         13.68 

By  the  table  we  find  that  the  coal  used  per  i,oco  foot-tons  varies  from 
6.20  to  8.03  lbs.  Taking  the  difference  in  foot-tons  and  the  coal  used  for 
the  various  lines,  we  can  get  still  wider  results  as  follows: 

Lbs.  Coal  Per 
Line,  Foot-Tons.         Lbs.  Coal  Used.  1,000  Foot-Tons. 

i.o  per  cent.  959, 185  7,703 

0.7  per  cent.  748,339  4,9i4 

13-23 


8.30 


49,858  109  2.19 

It  is  rightly  claimed  that  we  cannot  be  exact,  owing  to  variables  that 
enter  into  consideration  of  the  subject,  but  we  can  be  more  exact  than 
the  foot-ton  method  of  calculating  the  coal,  as  there  is  absolutely  nothing 
to  use  as  a  base  per  i,oco  foot-tons.  The  above  shows  that  you  can  figure 
it  from  various  angles  and  get  a  maximum  of  over  six  times  the  minimum. 

The  simplest  method  and  the  one  of  greatest  accuracy  is  by  calculat- 
ing the  time  of  engine  w^orking  and  the  time  drifting  and  multiply  this  by 
the  fuel  consumed  per  hour  working  and  drifting. 

In  the  second  paragraph  of  Conclusion  9  of  this  year's  report  it  is 
proposed  to  plat  a  speed  diagram  of  the  line.  To  do  this  the  economical 
thing  to  do  is  work  up  tables,  such  as  are  shown  on  pp.  16  to  19  of  the 
article  on  "Fuel  Consumption,"  for  the  assumed  train  on  the  maximum 
grade.  This  can  be  worked  up  in  a  diagram  for  convenience  of  fieldmen. 
In  order  to  expedite  the  work,  time  diagrams  can  be  worked  up  covering 
the  time  consumed  on  the  various  grades  in  passing  from  one  speed  to 
another.  With  the  speed  diagram,  however,  it  is  simple  to  calculate  the 
time. 

Furnish  the  Locating  Engineer  a  set  of  the  tables  or  a  diagram  cov- 
ering the  information  contained  therein,  and  in  comparing  two  alternate 
locations  it  is  a  small  job  to  get  very  approximately  the  difference  in  coal 
used.    He  cannot  get  it  by  the  foot-ton  method  except  by  chance.     As  has 


210,846 

2,789 

0.7  per  cent. 
0.4  per  cent. 

748,339 
537,492 

4,9M 
3,163 

210,846 

1,751 

0.4  per   cent. 
Level 

537,492 
487,634 

3.163 
3.054 
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Ihiii  shown,  it  is  not  a  (|iicstion  of  Kfltinv;  tlic  avtrage  of  minor  variables, 
Imt  tryin)^  to  j^^ct  an  average  of  soniethini^  which  may  vary  over  500  per 
cent.,  (lepenchiig  on  the  way  the  thinj.;  is  fif^nrcd.     There  is  no  average. 

With  the  above  points  in  view  the  undersigned  recommend  the  follow 
ing  changes  in  the  conclusions  as  shown  in  the  report: 

Insert  in  C'(3nclusion   12.  after  the  first  paragraph: 

"7V»r  above  mctliod  must  he  understood  to  not  take  into  account  the 
resistance  due  to  accelerating  trains.  This  may  or  may  not  be  a  consid- 
erable t^art  of  the  total  resistance,  depending  on  the  rate  of  grades  and  the 
distance  between  stof>s." 

The  next  to  tlie  last  sentence  in  Conclusion  12  should  be  changed  to 
read  : 

"In  comparing  different  locations,  the  resistance  under  average  condi- 
tions should  be  used." 

Conclusion   13,  cut  out  the  last  sentence  and  insert: 

"//  should  be  understood  that  the  first  method  does  not  give  informa- 
tion as  to  actual  fuel  consumed. 

Respectfully  submitted, 

A.  K.  vShurti.eff, 
Maurice  Coburn, 
J.  deN.  Macomb,  Jr. 
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Committee. 

To  the  Members  of  the  American  Railway  Engineering  Association: 

The  subjects  assigned  by  the  Board  of  Direction  for  investigation 
and  report  are  as  follows : 

(a)  Make  critical  examination  of  the  subject-matter  in  the  Manual, 
and  submit  deHnite  recommendations  for  changes. 
(i)     Recommend  standard  rail  sections. 

(2)  Continue  investigations  of  rail  failures  and  deduce  conclusions 
therefrom. 

(3)  Continue  special  investigation  of  rails. 

(4)  Present  specifications  for  material  in  rail  joints. 

Meetings  were  held  during  the  year  as  follows :  Atlantic  City,  June 
30;  present,  15.  Chicago,  October  13;  present,  15.  New  York,  December 
4;  present,  20.     Buffalo,  January  5;  present,  15. 

Sub-Committee  meetings  were  held  as  follows : 

Sub-Committee  "A":  Pittsburgh,  September  4;  present,  5.  Chicago, 
November  10;  present,  4. 

Sub-Committee  "B" :  New  York,  January  15 ;  present,  7.  New  York, 
August  21;  present,  8.  Chicago,  November  20;  present,  8.  New  York, 
December  4;  present,  — .     Buffalo,  January  4;  present,  7. 

The  subjects  assigned  will  be  considered  in  order  as  assigned. 

(i)     STANDARD  RAIL  SECTIONS. 

This  subject  was  assigned  to  Sub-Committee  "B,"  R.  Trimble,  Chair- 
man, and  as  a  result  of  their  investigations  and  the  action  of  your  main 
Committee,  the  following  report  is  submitted : 

"The  present  A.R.A.  sections  'A'  and  *B'  were  adopted  in  1908.  We 
vyere  instructed  by  the  American  Railway  Association  to  study  these  sec- 
tions, and  submit  a  single  type  for  standard. 
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"During  1908  and  1909,  very  little  rail  of  the  A.R.A.  sections  was  laid, 
and,  generally,  it  has  not  been  laid  in  such  manner  as  to  give  comparative 
results  of  the  value  of  the  two  sections;  in  fact,  up  to  the  present  time 
there  have  been  but  three  places  the  Committee  has  knowledge  of  where 
the  *A'  and  'B'  sections  were  laid  in  order  to  secure  comparative  re- 
sults under  similar  track  and  traffic  conditions.  The  matter  of  sections 
has  been  under  consideration  since  1908,  and  owing  to  the  lack  of  infor- 
mation giving  comparative  results,  the  Committee  has  deemed  it  desirable 
not  to  be  hasty  in  submitting  new  sections. 

"Tentative  sections  proposed  by  several  members  of  the  Committee 
were  submitted  to  the  whole  Committee.  These  were  criticised  by  mem- 
bers of  the  Committee,  and  as  a  result  there  is  now  submitted  for  your 
approval  sections  for  rails  weighing  100,  no,  120,  130  and  140  lbs.  per  yd. 
(See  Appendix  H.) 

"In  arriving  at  the  sections  now  Submitted,  there  had  to  be  some  com- 
promises, but  it  is  our  belief  that  we  have  not  sacrificed  any  vital  point  or 
principle  that  should  govern  rail  section  design  in  our  efforts  to  reach  a 
recommendation  for  a  single  type  for  standard. 

"Suggestions  have  been  made  to  the  Committee  that  a  common  fish- 
1  ing  space  should  be  used  for  more  than  one  section :  also,  that  a  common 

width  of  base  should  be  used  for  more  than  one  section.    To  use  a  com- 
mon fishing  space  for  more  than  one  section  would  result  in  a  greater 
I  sacrifice  in  designing  some  of  the  sections  than  seems  desirable.    To  do  so 

would  be  sacrificing  one  of  the  most  expensive  parts  of  our  track,  in 
order  to  help  out  a  much  less  expensive  part,  and  to  do  so  would  appear 
to  be  a  violation  of  the  economical  or  theoretical  principles,  which  should 
control  our  work. 

a  "In  regard  to  a  common  base  for  more  than  one  weight  of  rail — this 

1  '        is  less  objectionable,  and  the  only  feature  in  the  desien  that  would  neces- 

I  sarily  be  sacrificed  in  order  to  use  a  common  width  of  base  for  more 

than  one  weight  of  rail  would  be  the  matter  of  stability  against  overturn- 
1  .         ing.     It  seems  desirable,  however,  on  the  part  of  the  Committee  to  pro- 

S  pose  different  widths  of  base  for  each  of  the  sections  recommended. 

^  "You  will   note  that  the  designs   submitted  have  kept  in  view  the 

feature  of  the  rail  as  a  girder,  and  we  have  kept  in  mind  a  design  having 
the  highest  ratio  of  section  modulus  to  area  of  section.  The  radia  of 
the  fillets  between  the  head  and  web,  and  web  and  base  have  been  made 
as  large  as  possible,  but  without  interfering  with  the  bearing  of  the  joint 
bars, 

"Although  the  Committee  submits  designs  for  sections  weighing  130 

and  140  lbs.  per  yd.,  it  does  not  consider  them  necessary,  nor  does^  it 

recommend  them  for  adoption.     They  should  be  received  as  embodving 

the  ideas  of  the  Committee  in  regard  to  such  sections,  and  are  a  develop- 

S  ment  along  the  lines  of  the  sections  100  to  120  lbs.,  inclusive.    We  do  not 

I  think  that  these  sections  should  be  formally  adopted,  for  the  reason  that 

F  we  may  find  a  necessity  to  modify  our  ideas  of  these  sections  before  the 

necessity  arises  for  their  use. 

"The  Committee  offers  no  new  designs   for  sections  under  100  lbs., 
and  for  the  90-lb.   section  recommends  the  A.R.A.   *A*  section  for  the 
P  single  type  standard.     The  sections  now  in  general  use  do  not  vary  suf- 

r  ficiently  from  those  that  might  be  submitted  as  to  make  any  marked  dif- 

^  ference  so  far  as  mill  practice  or  wear  in  service  are  concerned,  the  dis- 

tribution of  the  metal  in  sections  of  80  lbs.  and  under  being  such  that  it 
cannot  be  varied,  except  in  minute  details  that  will  not  affect  the  life  or 
safety  of  the  rail  in  service.  It  is  thought  that  the  use  of  these  sections 
will  be  limited  and  will  decrease  because  of  the  increasing  wheel  loads. 
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and  that  no  new  sections  will  be  purchased,  all  the  mills  being  equipped 
with  rolls  for  the  existing  sections." 

(2)      INVESTIGATIONS    OF    RAIL    FAILURES    AND    CONCLU- 
SIONS DEDUCED  THEREFROM. 

Statistics  of  rail  failures  for  the  year  ending  October  31,  1913,  were 
prepared  by  M.  H.  Wickhorst  and  are  given  in  Appendix  D,  having  been 
first  issued  in  Bulletin  170. 

Statistics  of  rail  failures  were  furnished  by  various  railroads  of 
the  United  States  and  Canada  in  response  to  a  circular  sent  out  by  the 
American  Railway  Association.  The  information  furnished  by  each  rail- 
road showed  the  number  of  tons  laid  of  each  year's  rolling  from  each 
mill,  and  also  showed  the  number  of  failures  that  occurred  in  each  year's 
rolling  from  the  date  laid  until  October  31,  1913.  Very  briefly  it  may  be 
stated  that  there  were  large  differences  in  the  failure  performance  of  the 
rails  from  different  mills.  The  differences  were  not  great  between  differ- 
ent types  of  sections  or  between  different  weights  of  rail,  taken  as  a  gen- 
eral average,  although  there  were  large  individual  differences.  The  "A" 
or  top  rail  of  the  ingot  showed  a  greater  tendency  toward  head  failure 
than  the  other  rails  of  the  ingot,  but  about  the  same  failure  tendency  as 
regards  base  breaks  and  "broken"  rails. 

(3)      SPECIAL  INVESTIGATION   OF  RAILS. 

During  the  year  special  reports  have  been  prepared  and  presented  to 
the  Rail  Committee,  as  follows: 

No.  40.  Influence  of  Carbon  on  the  Properties  of  Rails,  by  M.  H. 
Wickhorst  (Bulletin  170).    See  Appendix  A. 

No.  41.  Formula  for  Deflection  of  Rails  in  Drop  Test,  by  M.  H. 
Wickhorst  (Bulletin  170).     See  Appendix  B. 

No.  42.  Study  of  a  Rail  with  Internal  Fissures,  by  M.  H.  Wickhorst 
(Bulletin  170).     See  Appendix  C. 

No.  44.  Comparative  Service  Test  of  lOO-Lb.  Sections,  P.S.  and 
A.R.A.-A  on  the  Pennsylvania  Lines  West  of  Pittsburgh,  by  W.  C.  Gush- 
ing (Bulletin  170).     See  Appendix  E. 

No.  45.  Influence  of  Finishing  Temperature  on  Open-Hearth  Rails, 
by  M.  H.  Wickhorst  (Bulletin  175).    See  Appendix  F. 

No.  46.  Internal  Fissures  in  New  Rails,  by  M".  H.  Wickhorst  (Bul- 
letin 175).     See  Appendix  G. 

Each  report  contains  a  summary  of  the  matter  contained  in  it,  but 
below  is  given  a  very  brief  digest  of  the  main  results  obtained : 

Report  40  covered  an  investigation  concerning  the  influence  of  carbon 
on  the  properties  of  rails,  such  as  ductility,  stiffness,  tensile  strength  and 
more  especially  the  resistance  of  the  rail  head  to  flow  of  the  metal  under 
rolling  wheel  loads.  A  series  of  Open-Hearth  rails  were  made  with  car- 
bon varying  from  .32  to  .97  per  cent.,  and  they  were  tested  by  means  of 
drop  tests,  tension  tests,  slow-bending  tests,  transverse  tests  of  the  base, 
rolling  tests  under  a  loaded  wheel  and  microscopic  tests.  The  strength 
and  resistance  of  the  steel  in  the  several  tests,  including  the  rolling  tests, 
increased  with  increase  of  carbon  up  to  about  .80  or  .85  per  cent,  and  then 
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remained  about  the  same.     The  ductility  decreased  continuously  with  in 
crease  of  carbon. 

Report  41  used  the  results  given  in  Report  40,  showing  the  relation 
between  carbon  and  deflection  of  the  rail  in  the  drop  test,  together  with 
other  results,  and  formulas  were  presented  by  which  the  deflection  of  a 
rail  in  the  drop  test  can  be  calculated  for  given  conditions  of  carbon, 
height  of  drop  and  rail  section. 

Report  42  gives  the  results  of  a  study  of  a  rail  that  had  failed  in 
service  due  to  a  "transverse  fissure"  after  several  years'  service.  The 
special  feature  of  this  work  was  the  use  of  an  improved  method  of  polish- 
ing rail  sections  and  the  disclosure  of  numerous  small  fissures  in  the  head 
of  the  rail.  These  were  mostly  longitudinal,  but  some  were  transverse. 
This  work  did  not,  however,  show  whether  such  fissures  were  in  the  rail 
as  made  or  whether  they  developed  after  the  rail  was  put  into  service. 

Report  44  gave  the  results  of  some  comparative  results  in  track  of 
two  different  sections  of  loo-lb.  rail,  the  A.R.A.  type  A  and  the  P.S.  sec- 
tions. The  P.S.  section  showed  less  abrasion,  but  the  results  were  too 
few  to  warrant  a  final  conclusion. 

Report  45  gave  the  results  of  tests  concerning  the  influence  of  finish- 
ing temperature  on  Open-Hearth  rails,  in  which  the  final  temperature  of 
the  rails  was  varied  by  holding  the  rail  bar  varying  lengths  of  time  be- 
tween rolls  before  the  finishing.  The  results  in  the  drop  tests,  slow-bend- 
ing tests  and  transverse  tests  of  the  base  were  about  the  same  for  the 
different  finisliing  temperatures  between  the  limits  used.  In  the  tensile 
tests,  the  results  were  also  about  the  same,  except  that  the  lower  finishing 
temperatures  showed  a  little  greater  elongation  and  reduction  of  area. 
The  lower  finishing  temperatures  also  showed  a  somewhat  finer  grain 
structure. 

Report  46  gave  the  results  of  examination  of  cross-sections  of  new 
rails  by  the  improved  method  of  polishing.  The  sections  were  from  the 
rails  which  had  been  finished  at  different  temperatures  as  described  in 
Report  45.  This  work  disclosed  some  small  cracks  in  the  interior  of  the 
heads  of  some  of  the  A  or  top  rails  of  the  ingots,  which  had  an  appear- 
ance similar  to  the  ones  described  in  Report  42,  and  suggested  that  new 
rails  may  contain  small  internal  fissures  or  cracks  under  some  conditions 
of  rolling,  but  it  will  take  a  very  large  amount  of  further  experimental 
work  before  definite  conclusions  are  warranted. 

(4)     SPECIFICATIONS  FOR  MATERIAL  IN  RAIL  JOINTS. 

This  subject  has  been  referred  to  Sub-Committee  "A/*  H.  B.  Mac- 
Farland,  Chairman,  and  as  a  result  of  their  investigations  and  the  action 
of  the  main  Committee,  the  following  specifications  are  presented  for 
adoption : 

(a)  Specifications  for  High  Carbon  Steel- Joint  Bars. 

(b)  Specifications  for  Heat-Treated,  Oil-Quenched  Steel-Joint  Bars. 

(c)  Specifications  for  Medium  Carbon  Steel  Track  Bolts  with  Nuts. 

(d)  Specifications  for  Heat-Treated  Steel  Track  Bolts  with  Nuts. 
See  Appendix  I  for  the  above  specifications. 

In  addition  to  the  above,  your  Committee  has  considered  the  follow- 
ing subjects : 
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RAIL  LENGTHS. 

A  special  Sub-Committee,  C.  F.  W.  Felt,  Chairman,  has  given  this 
matter  some  consideration,  and  its  progress  report  is  presented  herewith 
as  information. 

REPORT  OF  SUB-COMMITTEE  ON  LENGTH   OF  RAIL. 

The  Sub-Committee  on  Length  of  Rail  held  a  meeting  in  Mr.  Felt's 
office  in  Chicago,  November  19,  1914. 

The  question  submitted  to  the  Committee  was  the  advisability  of 
using  rail  longer  than  33  ft.  The  question  may  be  considered  in  several 
parts,  as  follows: 

(i)     The  most  suitable  length  of  rail  from  the  track  standpoint. 

(2)  The  transportation  of  longer  rail. 

(3)  The  manufacture  of  longer  rail. 

With  longer  rail  the  advantages  would  be  in  better  riding  track,  and 
the  saving  in  number  of  joints  and  in  the  labor  of  applying  and  main- 
taining them.  From  the  standpoint  of  securing  the  best  track,  it  is  de- 
sirable to  use  the  greatest  length  of  rail,  the  necessary  expansion  for 
which  will  not  increase  the  pounding  at  the  joints,  or  materially  increase 
their  cost  of  maintenance.  This  is  principally  a  question  as  to  what 
maximum  expansion  per  joint  can  be  used.  Rail  specifications  permit  a 
variation  of  s'a-in.  from  square  at  the  ends,  which  tends  to  increase  the 
length  of  expansion  space  used  above  the  amount  prescribed.  Some 
manufacturers  mill  the  ends,  which  eliminates  this  trouble;  and  this 
would  be  especially  desirable  for  longer  rail.  While  the  best  track  cannot 
be  secured  nor  the  the  lowest  maintenance  cost  reached  unless  the  ex- 
pansion space  is  uniformly  distributed,  and  kept  so,  this  would  be  more 
important  with  longer  rail.  Some  think  the  expansion  space  now  gen- 
erally prescribed  could  be  reduced;  any  reduction  would  permit,  from 
this  standpoint,  a  relative  increase  in  the  length  of  rail  that  could  be  used, 
and  it  is  desirable  to  have  this  carefully  investigated. 

The  disadvantages  would  be  the  increased  expansion  space  at  the 
joints,  and  the  increased  difficulty  of  handling  longer  rail.  Special  tests 
should  be  made  to  determine  the  maximum  expansion  space  that  is  prac- 
ticable, considering  the  riding  of  the  track  and  the  cost  of  maintenance. 
The  labor  cost  involved  is  relatively  small,  as  compared  with  the  cost  of 
material  renewals. 

As  the  use  of  power  appliances  for  the  loading  and  unloading,  laying 
and  relaying  is  economical,  and  is  becoming  general,  the  principal  diffi- 
culty in  handling  would  be  by  the  section  gangs  in  replacing  failed  rails, 
which  will  be  further  reduced  by  the  increasing  use  of  motor  cars  by 
these  gangs,  and  which  represents  such  a  small  part  of  the  whole  main- 
tenance that  it  will  not  be  sufficient  to  limit  the  length  of  rail. 

What  the  most  desirable  length  is  from  a  track  standpoint,  as  sug- 
gested, must  be  determined  by  additional  tests,  but  it  probably  is  consid- 
erably longer  than  33  ft.    Most  European  roads  use  lengths  not  less  than 
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.VJ  ft.,  while  many  use  45  ft.  and  over,  imliidinKf  lengths  of  49  plus,  54 
phis,  59  plus,  (k)  and  some  even  72  and  78  ft. 

As  to  the  tians])orlation  of  rail,  considerinii  the  present  etpupmcnt 
over  33  ft.  long  of  nine  roads,  Eastern  and  Western,  only  lo  per  cent,  is 
long  enough  to  handle  rail  over  40  ft.  in  length,  while  Co  per  cent,  will 
carry  rail  39  ft.  long,  and  70  per  cent,  is  long  enough  for  36-ft.  rail. 
Eastern  roads  transport  rail  largely  in  open  top  cars,  while  in  the  West 
stock  cars  are  used  extensively.  With  the  present  equipment,  generally 
rail  over  40  ft.  long  would  have  to  be  handled  in  two  open  top  cars,  at 
some  additional  cost  for  blocking. 

As  regards  manufacture,  some  mills  could  probably  furnish  rail  in 
lengths  of  z'^  or  39  ft-  without  changes  in  their  plants,  while  others 
might  need  some  reconstruction  of  their  hot-beds  and  finishing  facilities. 
There  seems  to  be  some  additional  difificulty  in  straightening  very  long 
rail,  but  this  does  not  appear  sufficient  to  appreciably  affect  such  lengths 
as  we  may  tentatively  consider.  On  the  other  hand,  there  would  be  fewer 
rail  to  saw,  drill,  finish  and  handle  for  a  given  tonnage. 

The  Sub-Committee  on  Length  of  Rail  adopted  the  following  resolu- 
tion : 

"From  tests  of  long  rail  on  American  roads  and  the  general  practice 
in  Europe,  it  seems  that  a  longer  rail — probably  not  exceeding  45  ft. — 
would  yield  advantages  from  the  standpoint  of  economy  and  better  riding 
track,  providing,  however,  there  is  no  additional  cost  per  ton." 

The  character  of  present  equipment  may  render  inadvisable  the  use 
of  lengths  greater  than  36  ft.  or  39  ft.,  but  if  transportation  is  practicable 
for  lengths  of  45  ft.,  it  is  the  opinion  of  the  Sub-Committee  that  a  gen- 
eral trial  use  should  be  made  for  lengths  above  2>Z  ft.  up  to  45  ft. 

TRANSVERSE   FISSURES, 

Investigations  have  been  made  during  the  year  (see  Reports  Nos.  42 
and  46  in  Appendix)  to  determine  the  cause  of  transverse  fissures,  if  pos- 
sible. Report  No.  42  is  a  study  of  a  rail,  in  service,  in  which  transverse 
fissures  developed.  It  shows  the  presence  of  a  large  number  of  small 
fissures,  many  of  which  were  transverse  fissures.  Report  No.  46  gives 
the  result  of  a  similar  examination  of  new  rails.  The  report  shows  the 
presence  of  interior  fissures  similar  to  those  shown  in  rail  in  service  by 
Report  No.  42. 

The  investigations  have  not  progressed  to  a  point  where  definite  con- 
clusions can  be  reached,  but  present  indications  point  to  these  internal 
fissures — the  result  of  rolling  conditions — as  a  possible  cause  or  at  least  a 
contributing  cause  of  transverse  fissures. 

REVISION  OF  MANUAL. 

The  Manual  was  carefully  scrutinized,  resulting  in  a  rearrangement 
of  the  subject-matter  and  the  replacement  of  some  of  the  material  which 
had  been  revised. at  subsequent  conventions,  as  indicated  by  the  supple- 
ments to  the  Manual,  issued  after  each  convention.     The  results  of  this 
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work  have  been  supplied  to  the  Secretary,  who  will  make  the  necessary 
changes  in  the  new  edition.  No  action  by  the  Association  is  necessary, 
because  no  alterations  in  the  meaning  of  the  text  were  made. 

Additional  information  is  being  oflfered  in  this  report  for  incorpora- 
tion in  the  new  Manual,  after  it  has  been  acted  upon  by  the  members  in 
convention.  Such  information  as  is  adopted  by  the  convention  will  be 
placed  by  the  Secretary  in  its  proper  location  in  the  Manual,  so  as  to 
preserve  a  logical  form  of  arrangement. 

SPECIFICATIONS. 

The  following  changes  in  the  specifications  for  Carbon  Steel  Rails 
are  recommended : 

Paragraph  A — Chemical  Composition. 

Change  this  paragraph  to  read  as  follows : 

"The  chemical  composition  of  each  heat  of  the  steel  from  which  the 
rails  are  rolled,  determined  as  prescribed  in  Section  6,  shall  be  within 
the  following  limits : 


Per  Cent,  for 
Bessemer  Process 

Per  Cent,  for 
Open  Hearth  Process 

Elements 

70  lbs.  and  over 

but  under 

85  lbs. 

85-100  lbs. 
inclusive. 

70^1b3.  and  over 

"^  but  under 

85  lbs. 

85-100  lbs. 
inclusive. 

Carbon 

Phosphorus,  not  to  exceed. , . 

Manganese 

Silicon,  not  less  than 

0.40to.0.50 
0.10 

0  80  to  1.10 
0.10 

0.45  to  0.55 
0.10 

0.80  to  1.10 
0.10 

0.53  to  0.66 
0.04 

0.60  to  0  90 
0.10 

0.62  to  0.75 

"     0  04 

0  60  to  0.90 

0.10 

"When  other  acceptable  deoxidizing  agents   are  used,  the  minimum 

limit  for  Silicon  will  be  omitted." 

■* 

Paragraph  12 — Height  of  Drop. 

Change  this  paragraph  to  read  as  follows: 

"The  test  piece  shall  preferably  be  placed  base  upwards  on  the  sup- 
ports, and  be  subjected  to  impact  of  the  tup  falling  free  from  the  follow- 
ing heights : 

For  70-lb.  rail i6  ft. 

For  8o,  85  and  90-lb.  rail 17  ft. 

For  loo-lb.  rail 18  ft. 

Paragraph  32 — Branding. 

Change  this  paragraph  to  read  as  follows : 

"Rails  shall  be  branded  for  identification  in  the  following  manner : 
"(a)  The  name  of  the  manufacturer,  the  month  and  year  of  manu- 
facture,   and   the  weight  and  type  or  section  of   rail   shall  be   rolled   in 
raised  letters   and  figures   on   the   side  of  the  web.     The  type   shall  be 
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marked  by  Icttcis  vvlwcli  biguiiy  tlic  name  by  which  it  is  known,  aa  for 
example,  as  lohows : 

Sections  ui  Am.  Soc.  of  Civil  Engineers A.  S.  C  K. 

Sections  of  Am.  Railway  Association K.  A.- A. 

R.  A.-B. 


Sections  of  Am.  Ry.   Eng.  Association R.   £. 

"(b)  The  number  of  the  heat  and  letter  indicating  the  portion  of  the 
ingot  from  which  the  rail  was  made  shall  be  plamly  stamped  on  the  weu 
of  each  rail  where  it  will  not  be  covered  by  the  joint  bars.  The  top  rails 
shall  be  lettered  'A'  and  the  succeeding  ones  'B,'  'C,'  'D,'  etc.,  conse- 
cutively ;  but  in  case  of  a  top  discard  of  from  20  to  35  per  cent,  the  letter 
'A'  will  be  omitted,  the  top  rail  becoming  *B.'  If  the  top  discard  be 
greater  than  35  per  cent,  the  letter  'B'  shall  be  omitted,  the  top  rail  be- 
coming  'C 


"(c)  Open-Hearth  rails  shall  be  branded  or  stamped  '0-H'  in  addi- 
tion to  the  other  marks. 

"(d)  All  markings  of  rails  shall  be  done  so  effectively  that  the  marks 
may  be  read  as  long  as  the  rails  are  in  service." 

Add  Paragraph  34 — Loading. 

"Rails  shall  be  carefully  handled  and  loaded  in  such  a  manner  as  not 
to  injure  them." 

FUTURE  WORK. 

About  the  time  when  loo-lb.  rail  began  to  come  into  considerable  use 
(1906)  the  railroads  experienced  great  difficulty  in  getting  proper  rail 
material.  Tonnage,  and  not  quality,  w^as  the  aim  of  the  manufacturer. 
Agitation  by  the  railroads  for  better  material  developed  a  criticism  by  the 
manufacturer  of  sections  then  in  use — the  manufacturer  claiming  that 
good  material  could  not  be  produced  unless  the  section  w^as  modified. 
The  American  Railway  Association  appointed  a  committee  to  revise  the 
sections.  This  Committee  reported  the  A.R.A.-A  and  A.R.A.-B  sections. 
The  American  Railway  Association  then  asked  the  American  Railway 
Engineering  Association  to  investigate  the  use  of  these  sections  and  re- 
port a  single  section  for  each  weight  of  rail.  Since  that  time  the  Rail 
Committee  has  been  making  a  study  of  the  rail  situation — ^both  in  the 
mill  and  in  track.  In  making  the  investigations  it  has  had  the  financial 
support  of  the  American  Railway  Association,  and  it  is  gratifying  to  report 
that  the  manufacturers  have  given  the  Committee  an  increasing  support 
and  co-operation. 

Coincident  with  the  work  of  your  Committee,  there  has  been  a 
gradual  improvement  in  the  quality  of  the  material  in  rails  until  now  there 
is  no  longer,  as  in  1906,  a  hesitancy  on  the  part  of  railroads  to  order 
lOO-lb.  rail  because  of  their  inability  to  get  good  material  in  that  weight 
of  rail.  Your  Committee,  holding  as  it  did  a  semi-official  position  (as 
representing  the  A.R.A.,  as  well  as  the  A.R.E.A.),  has  been  able  to  in- 
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fluence,  to  a  considerable  degree,  general  opinion  on  the  subject  of  the 
manufacture  and  use  of  rails,  and  this  influence,  it  believes,  has  been  a  con- 
siderable factor  in  the  better  rail  conditions  now  prevailing. 

The  A.R.A.  will  discontinue  its  financial  support  after  April  i,  1915, 
Mr.  Wickhorst  has,  however,  been  retained  for  one  year  after  that  date 
by  the  A.R.E.A.  Your  Committee  feels  that  it  is  unfortunate  that  the 
financial  aid  of  the  A.R.A.  has  been  withdrawn,  and  hopes  that  it  will  be 
only  temporary.  The  A.R.E.A.,  of  course,  cannot  employ  Mr.  Wickhorst 
permanently,  but  the  standardization  of  practice  in  the  manufacture  of 
approximately  $100,000,000  worth  of  rails  per  year  would  seem  to  warrant 
the  small  outlay  incident  to  the  prosecution  of  the  work  of  your  Com- 
mittee. The  Committee,  therefore,  urges  the  presentation  of  this  matter 
to  the  A.R.A.,  requesting  a  continuance  of  their  financial  aid  at  an  early 
date.  In  this  connection,  Mr.  Wickhorst,  at  the  request  of  the  A.R.A., 
has  made  a  resume  of  the  work  of  the  Rail  Committee  from  1910  to  1914, 
inclusive,  giving  in  a  general  way  the  results  accomplished  by  that  work. 
This  report  appears  in  Appendix  J. 

CONCLUSIONS. 

Your  Committee  recommends  the  adoption  of  the  following  con- 
clusions : 

First,  (a)  That  the  sections  of  rails  recommended  by  your  Committee 
for  weights  of  100,  no  and  120  lbs.  per  yd.  be  approved  as  standard  and 
printed  in  the  Manual  (see  Appendix  H  for  recommended  sections). 

(b)  That  the  A.R.A.-A  section  be  adopted  as  standard  for  90-lb.  rails. 

(c)  That  for  sections  below  90  lbs.  it  is  inadvisable  to  recommend 
any  changes  in  the  sections  now  in  use. 

(d)  That  the  above  conclusions  be  presented  to  the  A.R.A.  for 
adoption. 

Second,  that  the  specifications  for  material  in  Joint  Bars  and  Track 
Bolts,  as  recommended  by  your  Committee,  be  adopted  and  printed  in  the 
Manual. 

Third,  that  the  revisions  of  the  specifications  for  Carbon  Steel  Rails 
recommended  by  your  Committee  be  adopted  and  printed  in  the  Manual. 

Respectfully  submitted, 

COMMITTEE    ON    RAIL. 


Appendix    A. 

INFLUENCE  OF  CARBON  ON  THE  PROPERTIES 

OF  RAILS. 

By  M.  H.  WiCKHORST,  Engineer  of  Tests,  Rail  Committee. 

This  report  gives  an  account  of  an  investigation  concerning  the  in- 
fluence of  carbon  on  the  properties  of  rails,  such  as  ductility,  stiffness, 
tensile  strength  and,  more  especially,  the  resistance  of  the  rail  head  to 
flow  of  the  metal  under  rolling  wheel  loads.  A  series  of  steel  blooms 
was  collected,  varying  in  carbon  from  about  .31  per  cent,  to  1.02  per  cent, 
carbon,  and  rolled  into  80-lb.  rails  at  one  rolling.  The  rails  were  tested 
by  means  of  drop  tests,  tension  tests,  slow  bending  tests,  transverse  tests 
of  the  base  and  tests  under  rolling  wheel  loads.  A  few  microphotographs 
also  were  made.  The  material  and  all  the  facilities  for  this  investiga- 
tion were  kindly  furnished  by  the  Carnegie  Steel  Co.  and  the  Maryland 
Steel  Co.  The  blooms  were  made  at  Homestead,  Pa. ;  the  rails  were 
rolled  at  Braddock,  Pa.,  and  the  tests,  except  the  rolling  tests,  were  made 
at  Braddock  and  Homestead.  The  tests  of  the  rails  under  rolling  wheel 
loads  were  made  at  Sparrow's  Point,  Md.,  with  the  "reciprocating"  ma- 
chine at  that  place. 

MANUFACTURE. 

The  steel  for  these  rails  was  open-hearth  steel  made  at  Homestead 
and  most  of  it  was  obtained  by  selecting  ingots  from  stock.  It  was  de- 
sired that  the  elements  except  carbon  be  similar  in  all  ingots.  The  ingots 
were  bloomed  at  Homestead  and  then  shipped  to  Braddock,  where  they 
were  rolled  into  80-lb.  rails  of  the  A.  R.  A.  Type  A  section.  (For  this 
section  see  Proceedings  American  Railway  Engineering  Association,  191 1, 
Vol.  12,  Part  2,  page  168.)  There  were  a  total  of  9  blooms  and  they 
were  all  charged  cold  into  a  heating  furnace  together  on  November  17, 
1913,  from  I  :i5  to  i  125  p.  m.  They  were  successively  drawn  out  from 
3  :55  to  4  :o7  p.  m.  and  rolled  into  rails.  Each  bloom  made  two  rails,  thus 
making  a  total  of  18  rails.  The  blooms  were  given  test  numbers  i  to  9, 
inclusive,  and  were  charged  into  the  furnace  in  numerical  order.  No.  i 
being  at  one  end  of  the  furnace  and  No.  9  at  the  other  end.  The  rails 
from  each  bloom  were  lettered  A  and  B,  the  A  rail  being  the  rail  from 
the  top  end  of  the  bloom. 
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Tlu'  nine  blooms  were  from  six  (lilTcrcnl  heats.  Samples  for  analysis 
were  taken  from  each  of  the  i8  rails  hy  (hilling  into  the  top  of  the  head 
of  the  rail  abont  8  ft.  from  the  top  end.  These  analyses,  tojj^ether  with 
the  heat  analyses,  are  shown  in  Table  i.  In  addition  to  the  usnal  ele- 
ments, carbon,  phosphorus,  sulpbnr,  nianjj;aiiese  and  silicon,  all  the  rail 
samples  were  tested  for  nickel,  tnngsten,  copper,  vanadium,  titanium, 
molybdenum  and  chromium.  Rails  7A,  7B,  8A  and  8B  of  heat  37612  con- 
tained some  nickel,  but  otherwise  the  last  mentioned  elements  were  not 
found  in  the  rails. 

TABLE    I — .\N.'\I.YSES. 


Sample 

C 

P 

S 

Mn 

3i 

Ni 

Rail  1  A 

.68 
.68 
.61 
.62 

.65 
.70 

.028 
.029 
.028 
.030 

.029 
.032 

.040 
038 
.038 
.039 

.039 
.031 

.70 

.72 
.72 
.72 

.72 
.74 

.140 
.140 
.140 
.140 

.140 
.154 

Rail  1  B 

Rail  2  A 

Rail  2  B 

Av 

Heat  30491 

Rail  3  A 

.41 
.39 
.39 
.40 

.40 
.45 

.037 
.041 
.038 
.037 

.038 
.029 

.030 
.031 
.028 
.030 

.030 
.038 

.64 
.70 
.66 
.66 

.67 
.64 

.212 
.212 

.187 
.192 

.201 
.234 

Rail  3  B 

Rail  4  A 

Rail  4  B 

Av 

Heat  47431 

Rail  5  A 

.64 

.59 

.62 
.61 

.033 
.035 

.034 
.039 

.037 
.036 

.037 
.038 

.79 

.79 

.79 
.80 

.131 
.127 

.129 
.138 

Rail  5  B 

Av 

Heat  59527 

Rail  6  A 

.31 
.32 

.32 
.31 

.053 
.054 

.054 
.038 

.042 
.042 

.042 
.036 

.75 

.77 

.76 
.80 

.237 
.224 

.230 
.250 

Rail  6  B 

Av 

Heat  48379 

Rail  7  A 

Rail  7  B 

Rail  8  A 

Rail  8  B 

Av 

Heat  37612 

.83 
.85 
.82 
.81 

.83 
.85 

.025 
.027 
.026 
.028 

.027 
.022 

.036 
.036 
.037 
.036 

.036 
.035 

.60 
.62 
.59 
.59 

.60 
.61 

.112 
.114 
.121 
.112 

.115 
.114 

.14 
.13 
.12 
.11 

.13 

Rail  9  A 

.92 
1.02 

.97 
1.02 

.029 
.031 

.030 
.030 

.045 
.047 

.046 
.044 

.62 
.59 

.61 
.60 

.140 
.135 

.138 
.150 

Rail  9  B 

Av 

Heat  37396 
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The  hot  saws  were  set  for  a  shrinkage  of  tlie  rails  of  6>^  in. ;  that  is, 
they  were  spaced  33  ft.  6^  in.  apart.  The  lengths  of  the  rails  and  their 
shrinkages  are  shown  in  Table  2. 

TA15LE   2 — LKNGTH.S    AND    SHRINKAGES   OF   RAILS. 


Number 

Length 
ft.     in. 

Shrinkage 

Number 

Length 
ft.     in. 

Shrinkage 

1  A 

32-lli.i 

6ii? 

5B 

33-  0 

6A 

IB 

32-111- 

QU 

6  A 

33-  0}° 

^\t 

2  A 

32-11 }« 

ni4 

^1 1; 

6B 

33-     0}/; 

"1  •) 

2B 

32-11};? 

ai2 

"1  (5 

7  A 

32-11}}! 

6}^ 

3  A 

33-  0 

6  A 

7B 

32-11};: 

6}i 

3B 

33-  OA 

6A 

8  A 

32-11} « 

A14 

"it; 

4  A 

33-  0^ 

63% 

8B 

32-11} ~ 

ai2 

^1  G 

4B 

33-  OA 

6A 

9  A 

32-11/, 

1 

5  A 

32-llil 

6A 

9B 

32-llA 

7 

The  average  shrinkage  of  the  rails  of  each  heat,  together  with  the 
average  carbon,  as  disclosed  by  the  analyses  of  the  rails,  is  shown  in 
Table  3. 

TABLE     3 AVERAGE      SHRINKAGE. 

Carbon. 

•32 

.40 

.62 

•65  6il 

.83  611 

•97  7 


Rail  Numbers. 
6A,  6B 

3A,  3B,  4A,  4B 
5A,  5B 

lA,  iB,  2A,  2B 
7A,  7B,  8A,  8B 
9A,  9B 


Shrinkage. 

•3 1 6 
6t\ 
6t% 


Jo 

•5 


& 
7 

6 

I,' 

.^  ^ 


• 


Fig. 


.^0       /fO       .60       .80      A^O 

C a  r don 

I.     Shrinkage  as  Related  to  Carbon. 
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It  will  Itr  .seen  from  this  tabic  thai  the  slirinkagc  increased  as  the 
carbon  increa.sed,  and  this  i.s  .shown  graphically  in  Fig.  i,  in  which  the  car- 
bon i.s  plotted  iiorizontally  and  the  shrinkage  vertically.  it  should  be 
remarked,  however,  that  the  higher  carbon  blooms  were  at  the  ends  of 
the  furnace  where  the  flames  entered  and  may  possibly  have  been  hotter 
as  drawn  from  the  fnrnace.  Temperature  measurements  were  not  made, 
but  a  study  of  the  individual  results  indicates  that  the  slirinkage  was  not 
materially  affected  by  the  position  in  the  furnace.  According  to  this 
work  the  shrinkage  of  the  hot  rail  after  salving  increased  an  average 
amount  of  about  .013  in.  for  an  increase  of  carbon  of  .01  per  cent,  in  the 
standard  length  of  s^^  ft.  There  were,  however,  some  uncertainties  and 
some  more  work  should  be  done  with  special  reference  to  the  relationship 
of  carbon  and  shrinkage. 

TESTS  MADE. 

Each  rail  was  cut  into  nine  pieces,  numbered  from  one  to  nine,  con- 
secutively, from  the  top  end,  and  used  for  tests  as  listed  in  Table  4. 

T.VBLE   4 — PIECES    FOR    TEST    FROM    EACH    RAIL. 

No.  I — 10  in.  for  tension  tests  and  microphotographs. 

No.  2 — 5  ft.  2  in.  for  rolling  tests. 

No.  3 — 5  ft.  for  drop  test,  head  in  tension. 

No.  4 — 2  ft.  for  transverse  test  of  base. 

No.  5 — 5  ft.  for  drop  test,  base  in  tension. 

No.  6 — 2  ft.  for  transverse  test  of  base. 

No.  7 — 3  ft.  not  used. 

No.  8 — 5  ft.  for   slow   bending   in   test   machine,   head   in 

tension. 
No.  9 — 5  ft.  for   slow   bending   in   test   machine,   base    in 

tension. 


DROP  TESTS. 

Two  drop  tests  were  made  of  each  rail,  one  with  the  head  in  tension 
and  the  other  with  the  base  in  tension.  The  tup  was  2,000  lbs.,  the  height 
of  drop  w^as  15  ft.,  the  center  of  the  supports  were  3  ft.  apart  and  the 
anvil  was  20,000  lbs.,  spring  supported.  The  striking  face  of  the  tup  and 
the  bearing  surfaces  of  the  supports  each  had  a  radius  of  5  in.  The 
deflection  or  set  was  measured  in  two  ways;  first,  it  was  taken  as  the  dis- 
tance between  a  3  ft.  straight  edge  and  the  part  of  the  rail  where  struck 
by  the  tup ;  second,  the  bend  of  the  side  that  was  below  in  testing  was 
measured  in  a  distance  of  3  ft.  This  latter  measurement  eliminated  the 
local  indentation  produced  by  the  tup.  The  deflection  gage  used  was 
similar  to  the  one  shown  in  the  Proceedings  American  Railway  Engineer- 
ing Association,  191 1,  Vol.  12,  Part  2,  page  531.  Gage  marks  i  in.  apart 
were  put  lengthwise  on  the  side  in  tension,  about  the  middle  of  the  test 
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piece,  for  a  distaiKi-  ol'  ()  in.,  and  tlu-  iiuri-a.sc  in  l(nj.;tli  of  the  .space 
which  stretched  most  at  failure  was  taken  a.s  the  measure  of  the  ductility 
of  the  rail.  Tiie  results  in  the  drop  tests  with  tlie  head  in  tension  arc 
shown  in  Table  5,  and  with  the  base  in  tension  in  Table  6.  The  average 
results  are  plotted  in  Fiji.  2  in  relation  to  iho  carbon  content  of  the  rails, 
tlie  carbon  being  shown  horizontally  and  the  dclU'ction,  the  elongation 
and  the  number  of  blows,  vertically. 


T.\HI.K  5 — nROP  TESTS,   HEAD  IN  TENSION,   15  FT. 


Number 

Carbon 

Deflection,  1st  blow 

Elonp;., 
1st  blow, 
perc(!nt 

No.  of 

blows 

Final 

Top 

Bottom 

elong. 
percent 

1A3 

1B3 

2A3 

2B3 

Av 

.65 

1.40 
1.40 
1.45 
1.46 

1.43 

1.32 
1.31 
1.35 
1.37 

1.34 

7 
7 
8 

7      . 

7.3 

3 
3 
3 
3 

3.0 

20 
21 
17 
20 

19.5 

3A3 

3B3 

4A3 

.40 

2.11 
2.18 
2.23 
2.19 

2.18 

2.00 
2.00 
2.06 
2.00 

2.02 

10 
10 
12 
10 

10.5 

4* 
4* 

4* 
4* 

4.0* 

34* 
23* 

26* 

4B3 

Av 

29* 
25.5* 

5A3 

5B3 

Av.. 

.62 

1.70 
1.62 

1.66 

1.56 
1.52 

1.54 

8 
8 

8.0 

4 
5 

4.5 

22 
30 

26.0 

6A3 

.31 

2..  53 

2.52 

2.53 

2.30 
2.31 

2.31 

14 
14 

14.0 

4* 
4* 

4.0* 

36* 

6B3 

Av 

26* 
31.0* 

7A3 

.83 

1.27 
1.22 
1.26 
1.25 

1.25 

1.17 
1.13 
1.17 
1.16 

1.16 

7 
7 
7 
7 

7.0 

2 
2 
2 

2 

2.0 

11 

7B3 

14 

8A3 

14 

8B3 

15 

Av.... ... 

13.5 

9A3 

.97 

1.11 
1.11 

1.11 

1.06 
1.04 

1.05 

6 
6 

6.0 

2 
2 

2.0 

6 

9B3 

8 

Av 

7.0 

^Not  broken. 
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Number 

Carbon 

Deflection 

,  1st  blow 

Klong., 
1st  blow, 
percent 

No.  of 
blows 

Final 

Top 

Bottom 

elonfz;.. 
percent 

1A5 

.65 

1.41 
1,40 
1.43 
1  46 

1.43 

1.31 
1.31 
1.36 
1.37 

1.34 

6 
6 
5 
() 

5.8 

4 
4 

4 
3 

3.8 

14 

1B5 

15 

2A5 

14 

2B5 

14 

Av 

14.3 

3A5 

.40 

2.06 
2.16 
2.13 
2.14 

2.12 

1.97 
2.05 
2.04 
2.04 

2.03 

9 
9 
9 
9 

9.0 

5* 
5 

5    • 
5 

5.0 

21* 

3B5 

19 

4A5 

25 

4B5 

28 

Av 

23.3 

5A5 

.62 

1.63 
1.64 

1.64 

1.51 

1.56 

1.54 

7 
7 

7.0 

4 
4 

4.0 

15 

oB5 

17 

Av 

16.0 

6A5 

.31 

2.46 
2.44 

2.45 

2.31 
2.31 

2.31 

11 
11 

11.0 

4* 

4* 

4.0* 

25* 

6B5 

28* 

Av 

26.5* 

7Ao 

.83 

1.18 
1.21 
1.26 
1.26 

1.23 

1.13 
1.16 
1.22 
1.21 

1.18 

5 
6 
5 
6 

5.5 

3 
3 
3 
3 

3.0 

10 

7B5 

13 

8A5 

10 

8B5 

12 

Av 

11  3 

9A5 

.97 

1.10 
1.13 

1.12 

1.04 
1.07 

1.06 

5 
5 

5.0 

2 
3 

2.5 

6 

9B5.  .  .  . 

9 

Av 

7.5 

*Not  broken. 


DEFLECTION  IN  DROP  TEST. 

The  deflection  curve  shown  in  Fig.  2  shows  the  average  of  the  head 
tension  and  base  tension  results,  as  the  two  were  about  the  same  for  any 
given  carbon.  The  curve  shows  the  deflection  of  the  under  side  as  tested 
under  the  first  blow  from  15  ft.  This  curve  is  a  measure  of  the  stiffness 
of  the  rail  in  the  drop  test,  and  it  will  be  noted  that  the  deflection  de- 
creased as  the  carbon  increased  up  to  about  .85  per  cent,  carbon,  after 
which  the  decrease  was  at  a  slower  rate.  For  the  section  used  and  under 
the  conditions  of  the  tests  the  deflection  with  .50  per  cent,  carbon  was  about 
1.70  in,  and  with  .75  per  cent,  carbon  it  was  about  1.23  in.;  or,  in  other 
words,  the  deflection  decreased  an  average  of  .0188  in.   for  each  .01   per 
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Lcnt.  increase  of  carbon  lutwciii  the  limits  of  .50  and  .75  per  cent,  carlxjn. 
This  figure  can  be  incorporated  into  ;i  (UtUction  formula  and  tbis  matter 
will  be  fiirtluT  discusst-d  in  a  succcecbiiK  report  in  connection  with  other 
dedection   results. 

rlon(;ati()N  IX  dkoi*  iI'St. 

Curves  showinj^  the  elon<^ation  in  the  chop  test  in  relation  t(j  the 
amount  of  carbon  are  shown  in  Fig.  2.  There  are  two  pairs  of  curves, 
one  pair  showing  the  elongation  under  the  first  blow  from  15  ft.  drop, 
with  the  head  in  tension  and  with  the  base  in  tension,  and  the  other  pair 
showing  the  final  or  exhausted  elongation  with  the  head  in  tension  and 
with  the  base  in  tension.  Concerning  the  final  elongation  it  will  be  noted 
that  this  decreased  as  the  carbon  increased  and  was  greater  with  the  head 
in  tension  than  with  the  base  in  tension.  The  amount  of  decrease  in 
elongation  as  the  carbon  increased  was  about  as  shown  in  Table  7. 

T.\BLE    7 — ELONGATION    IN    DROP   TEST. 

Head  Base 

Carbon.                       Tension.  Tension. 

.30                                  37  26 

.go                                 II  8 


Difference    60  26  18 

Deer,  elong,  per  .01  %C  .433  .30 

Starting  with  soft  steel  each  increase  of  carbon  is  attended  with  a 
decrease  in  elongation,  and  the  figures  in  this  tacble  may  be  incorporated 
into  an  elongation  formula : 

Let  E  =  elongation  in  per  cent. 
K  =  a  constant. 

C  =  amount  of  carbon  in  .01  per  cent. 

c  =  decrease  in  elongation  for  each  .01  per  cent  increase  in  carbon. 
Ej^^  =  elongation  with  head  in  tension. 
E|^^  :=  elongation  with  base  in  tension. 

The  general  form  of  the  formula  would  be  thus : 

E  =  K  — cC.  (i) 

Rails  are  usually  tested  with  the  base  in  tension,  and  Table  7  shows 
that  c  equals  .30.  Taking  the  elongation  of  .90  per  cent,  carbon  rails  as  8 
per  cent.,  the  value  of  K  would  be  determined  thus  : 

K  =  E  +  cC  =  8  +  27  =  35. 
The  normal  elongation  of  open-hearth  rails  in  the  drop  test,  with  the 
base  in  tension,  as  determined  by  this  series  of  tests,  is  thus  shown  by  this 
formula : 

E^^  =  35  —  .30C.  (2) 

In  similar  manner  the  formula  for  elongation,  with  the  head  in  ten- 
sion, is  found  to  be  the  following : 

Ej^^  =  50.0  —  .433C.  (3) 
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SLOW  BENDING  TESTS. 
From  each  rail  two  pieces  were  used  for  longitudinal  bending  in  the 
test  machine,  one  with  the  head  in  tension  and  the  other  with  the  base 
in  tension.  The  rail  was  supported  on  flat  supports,  3  ft.  between  edges, 
and  the  load  was  applied  centrally  between  edges,  through  a  die  with  a 
rounded  surface.  The  deflection  was  measured  while  the  load  was  on  by 
measuring  with  calipers  the  distance  between  the  rail  and  the  bed  of  the 
test  machine,  or  a  block  placed  on  the  bed.  The  deflection  was  obtained 
at  50,000  lbs.,  then  at  increments  of  10,000  lbs.  until  beyond  the  elastic 
limit  and  later  at  increments  of  20,000  lbs.  until  rupture  occurred,  or  until 
a  deflection  of  3H  or  4  in.  was  obtained.  The  breaking  load  was  noted 
of  the  rails  which  broke.  Gage  marks  i  in.  apart  were  put  longitudinally 
on  the  side  in  tension,  about  the  middle  of  the  test  piece,  for  a  distance 
of  6  in.,  and  the  increase  in  length  of  the  space  which  stretched  most  at 
failure  was  taken  as  the  measure  of  the  ductility.  The  results  of  the 
tests  are  given  in  Table  8,  which  shows  the  results  with  the  head  in  ten- 
sion and  in  Table  9  which  shows  the  results  with  the  base  in  tension. 
The  elastic  limit   as   shown   in  these   tables   is   taken   as  the  load  beyond 
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wliich  tlie  next  iiKitimiil  «)t'  io.cxk)  lbs.  cansi'd  ;i  (ktltction  of  .cj5  in.  (H' 
more.  This  is  not  a  close  determination,  hut  will  probably  serve  as  a  use- 
ful  approximation    for   present  puri)ose.s. 

Load  (kllection  curves  are  j^ivcn  for  the  various  carbons  in  Fig.  3,  tiu- 
deflection  being  plotted  horizontally  and  tin-  h^ad  vertically.  Each  curve 
represents  the  average  for  one  carbon  of  all  the  results  for  that  carbon 
content,  both  with  head  in  tension  and  base  in  tension.  It  will  be  noted 
that  at  any  given  load  the  deflection  is  the  same  for  all  carbons,  within 
what  may  be  called  the  elastic  limit  or  yield  point,  that  is,  the  i)oint  where 
tht-re  is  a  rapid  increase  of  deflection  for  further  increment  of  load.  Of 
course,  as  the  carbon  increases  the  elastic  limit  is  found  higher  up  on 
the  deflection  line. 
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Fig.    4.     Results  in  Slow  Bending  Tests  as  Related  to  Carbon. 

In  Fig.  4  the  results  of  the  slow  bending  tests  are  plotted  in  relation 
to  the  amount  of  carbon  in  the  steel,  the  amount  of  carbon  being  plotted 
horizontally  and  the  elastic  limit,  the  breaking  load  and  the  elongation 
being  plotted  vertically.  The  bending  of  the  rails  with  less  than  .62  per 
cent,  carbon  was  not  carried  to  destruction  and  the  breaking  load  and 
elongation  are,  therefore,  not  plotted  for  the  lower  carbons.  It  will  be 
noted  that  the  elastic  limit  increased  with  increase  of  carbon  up  to  about 
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.85  per  cent,  carbon  and  then  remained  about  the  same.  The  breaking  load 
increased  continuously  with  increase  of  carbon  within  the  range  of  carbons 
used.  The  elastic  limit  and  breaking  load  were  somewhat  higher  with 
the  base  in  tension  than  with  the  head  in  tension.  The  elongation,  of 
course,  decreased  as  the  carbon  increased,  and  it  is  interesting  to  note 
that  the  elongation  averaged  a  little  greater  with  the  base  in  tension  than 
with  the  head  in  tension,  which  is  opposite  to  what  was  found  in  the 
drop  test,  made  in  a  similar  manner,  except  as  to  speed  of  application  of 
the  load.  The  elongation  was  also  less  in  the  slow  bending  tests  than  in 
the  drop  tests,  but  this  matter  will  be  discussed  later  on  in  this  report. 

TENSILE  TESTS. 

Two  tensile  test  pieces  were  taken  from  the  top  end  of  each  rail, 
one  from  an  upper  corner  of  the  head  and  the  other  from  the  interior  of 
the  head  near  its  junction  with  the  web.  The  test  pieces  were  10  in. 
long,  ^-in.  diameter  and  turned  to  J^-in.  diameter  for  a  gage  length  of 
2  in.     The  tests  were  made  in  a  200,000-lb.  test  machine  and  the  pieces 
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Fig.     5.     Results  in  Tensile  Tests  as  Related  to  Carbon. 

were  held  with  wedge  grips.  The  yield  point  was  determined  by  means 
of  a  Berry  strain  gage.  The  results  of  the  tensile  tests  are  shown  in 
Table  10.  The  test  specimens  marked  "a"  were  from  the  corner  of  the 
head  and  those  marked  "b"  were  from  the  interior  of  the  head. 

The  figures  showing  the  average  result  in  the  tensile  tests  for  each 
carbon  are  plotted  in  Fig.  5  in  relation  to  the  carbon  content  of  the  rails. 
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Number 

Carbon 

Vld.  I'nL 
lbs.  |H'r 
H(l.  in. 

Tons.  Sir. 
lbs.  pel- 
s(i.  in. 

fx^rccnt 
in  2  in. 

Roduct. 
of  area 
percent 

lAla 

lAlb 

.Go 

58,580 
58,()0() 
57.200 
58,220 
57,120 
54,420 
57,380 
51,520 

56,030 

127,870 
b35,500 
129,150 
130,850 
128,100 
122,600 
127,350 
117,450 

127,359 

13 

10 

13 

12 

12 

11.5 

12 

11.5 

11.9 

19.0 
13.9 

IBla 

IBlb 

2Ala 

17.0 
13.7 
15.4 

2Alb 

2Bla 

2Blb 

Av 

13.4 
16.4 
15.9 

15.6 

3Ala 

3Alb 

3Bla 

3Blb 

4Ala 

4Alb 

4Bla 

4Blb 

Av 

.40 

48,450 
44,460 
47,730 
44,650 
50,210 
44,650 
45,660 
42,630 

46,055 

98,400 
96,660 
96,290 
88,790 
89,800 
88,540 
92,090 
88,090 

92,333 

24 

21 

23 

20.5 

27 

25 

26 

25 

23.9 

34.1 
30.8 
40.7 
36.3 
48.4 
45.5 
46.9 
43.3 

40.8 

5Ala 

5Alb 

oBla 

5Blb 

Av 

.62 

58,310 
50,450 
55,800 
49,720 

53,570 

119,620 
109,000 
117,700 
107,550 

113,468 

15 
15 

18 
18 

16.5 

22.6 
22.6 
24.6 
29.8 

23.9 

6Ala 

6Alb 

6Bla 

6Blb 

.31 

40,840 
39,220 
45,140 
39,640 

41,210 

82,100 
77,920 
81,510 
78,010 

79,885 

30 
29 
30 
29 

29.5 

45.2 
43.8 
53.8 
48.0 

Av 

47.7 

7Ala 

7Alb 

7Bla 

7Blb 

SAla 

8Alb 

8Bla 

8Blb 

Av 

.83 

60,820 
62,190 
62,660 
60,900 
60,600 
64,160 
67,490 
61,400 

62,528 

141,250 
133,400 
139,400 
135,900 
139,700 
137,850 
138,500 
130,300 

137,038 

9 

9 
10 

8 

11.5 
10 
11 
11 

9.9 

12.4 
9.6 

10.8 
9.0 

12.8 
9.3 

12.0 

12.0 

11.0 

9Ala 

.97 

9Alb 

9Bla 

9Blb 

Av 

61,900 
66,100 
60,890 

62,983 

113,750 
134,350 
138,950 

129,017 

2 
3 
5 

3.3 

0.4 
2.4 

4.8 

2.5 
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The  carbon  is  plotted  horizontally  and  the  yield  point,  tensile  strength, 
elongation  and  reduction  of  area  are  plotted  vertically.  It  will  be  noted 
that  the  yield  point  and  tensile  strength  increased  as  the  carbon  increased 
up  to  about  .80  or  .85  per  cent,  carbon,  after  which  the  yield  point  and 
tensile  strength  remained  about  the  same.  Above  .85  per  cent,  carbon, 
the  tensile  strength  showed  a  tendency  to  decrease,  due  probably  to  some 
of  the  test  specimens  breaking  "short"  on  account  of  their  low  ductility, 
before  their  full  strength  was  reached.  The  elongation  and  reduction  of 
area  decreased  as  the  carbon  increased  and  fell  off  to  zero  at  about  i.oo 
per  cent,  carbon  or  a  little  more. 

If  we  take  from  the  curve,  the  tensile  strength  as  78,000  lbs.  per 
sq.  in.  at  .30  per  cent,  carbon  and  as  128,000  lbs.  at  .70  per  cent,  carbon^ 
the  increase  of  tensile  strength  would  then  be  50,000  lbs.  for  an  increase 
of  .40  per  cent,  in  carbon,  or  an  increase  of  1,250  lbs.  for  each  .01  per 
cent,  increase  in  carbon  and  is  seen  from  the  curve  to  be  a  practically 
straight  line  variation.  This  value  we  may  incorporate  into  a  formula 
showing  the  relation  between  carbon  and  tensile  strength  thus: 

T  =  K  +  cC. 
where  T  =  tensile  strength  in  lbs.  per  sq.  in. 
K  =:  a  constant 
c  =  a   constant   showing  increase   of  tensile  strength    for   each 

.01  per  cent,  increase  in  carbon. 
C  =  amount  of  carbon  in  .01  per  cent. 

We  have  seen  above  that  c  =  1,250.  If  we  take  the  tensile  strength 
at  .70  per  cent,  carbon  as  128,000  lbs.,  then 

K  ==  T  —  cC  =  40,500. 

The  formula  for  tensile  strength  then  becomes 

T  =  40,500  +  1250C. 

This  is  for  open-hearth  steel  with  about  .03  per  cent,  phosphorus  and 
about  .70  per  cent,  manganese  in  test  specimens  of  ^-in.  diameter  and  2 
in.  gage  length  and  between  limits  of  .30  and  .80  per  cent,  carbon. 

A   formula   showing  the   relation   between  carbon  and  yield  point  or 
elastic  limit  in  tension  may  be  worked  out  in  a  similar  manner,  thus : 
Y  =  K  +  cC. 

where  Y  =  yield  point  in  lbs.  per  sq.  in. 

The  other  symbols  have  the  same  meaning  as  above. 

If  we  take  from  the  curve,  the  yield  point  as  42,000  lbs.  per  sq.  in.  at 
.30  per  cent,  carbon  and  as  62,000  lbs.  at  .80  per  cent,  carbon,  the  increase 
of  yield  point  would  be  20,000  lbs.  for  an  increase  of  .50  per  cent  carbon, 
or  an  increase  of  400  lbs.  for  each  .01  per  cent,  increase  in  carbon.  The 
yield  point  curve  is  seen  to  be  nearly  a  straight  line  up  to  about  .85  per 
cent,  carbon.  The  value  of  c  is  thus  400,  and  the  formula  becomes,  for 
carbons  .30  to  .85  per  cent., 

Y  =  30,000  +  400C. 

It  should  be  remembered  that  these  tensile  strength  and  yield  point 
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toriniilas  ^i\c  a\  iraKc   \aliic.s  and  that  individual   results  will  vary  above 
and  below  tliese  averages. 

The  elongation  decreased  as  the  carbon  increased,  and  this  rclation- 
shij)  may  be  expressed  by  a  formula  in  the  same  manner  as  in  the  dis- 
cussion of  the  (Iroi)  test  results.      Let  the  general   formula  be 

E==K  — cC. 
where  E  =  elongation,  per  cent,  in  2  in. 
K  =  a  constant. 

C  :=  amount  of  carbon  in  .01  per  cent. 

c  =  decrease   in  elongation    for  each   .01    per  cent,    increase  in 
carbon. 

The  decrease  in  elongation  followed  a  slightly  curved  line,  but  a 
straight  line  formula  as  above  can  be  made  to  represent  it  closely.  If  we 
take  the  elongation  at  .40  per  cent,  carbon  as  25  per  cent,  (which  is 
slightly  above  the  value  shown  by  the  curve  at  this  point)  and  at  .90  per 
cent,  carbon  as  6  per  cent.,  the  decrease  in  elongation  is  19  per  cent,  for 
an  increase  of  .50  per  cent,  in  carbon  or  .38  per  cent,  for  each  .01  per 
cent,  carbon,  which  becomes  the  value  of  c.  The  value  of  K  then  figures 
out  as  40.2  or  say  40. 

The  elongation  formula  for  tensile  tests  of  specimen  J/2-in.  diameter 
and  2  in.  gage  length  then  becomes 

E  =  40  —  .380. 

This  formula  applies  to  carbons  from  .30  to  i.oo  per  cent. 

Having  the  tensile  strength  and  elongation  formulas  as  related  to 
carbon,  we  may  combine  these  so  as  to  calculate  the  elongation  as  re- 
lated to  tensile  strength  : 

E  =  40  —  .38C. 

r—   40  — E 


.38      • 

T  =  40,500 

+  1,250c. 

I 

-  40,500 
,250 

^      ,  .   .         40  —  E         T  —  40,500 
Combmmg,          ^g       -            ^^^^^ 

F  —  S2  •? 

T 

^  D^-O 

3,290 

implifying  the  figures, 

E  =  52  — 

T 

3300 

This  formula  applies  for  tensile  strength  of  80,000  to  130,000  lbs.  per 
sq.  in.  It  gives  the  average  elongation  and  individual  results  may  fall 
above  or  below  this  average. 
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ELONGATION  IN  THE  SEVERAL  TESTS  COMPARED. 

Fig.  6  is  given  to  show  a  comparison  of  the  elongation  in  the  different 
methods  of  test ;  the  drop  test,  the  slow  bending  test  and  the  tension  test. 
One  curve  shows  the  average  of  head  tension  and  base  tension  results 
in  the  drop  tests  and  another  the  average  of  the  head  tension  and  base 
tension  results  in  the  slow  bending  tests  in  the  test  machine.  It  will  be 
remembered  that  in  the  drop  test  the  elongation  with  the  head  in  tension 
was  considerably  greater  than  with  the  base  in  tension,  while  in  the  slow- 
bending  tests  the  elongation  was  greater  with  the  base  in  tension,  although 
the  difference  was  not  as  great.  As  will  be  seen  from  the  curves,  the 
average   elongation   in   the   drop   test  was   somewhat  greater  than   in  the 
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Fig.    6.     Ductility  in  Various  Methods  of  Test  Compared. 

slow-bending  test,  except  with  carbon  above  .9  per  cent,  when  it  was  about 
the  same.  These  two  kinds  of  test  were  made  in  about  the  same  way 
and  the  elongation  was  measured  in  the  same  way,  except  that  the  drop 
test  was  an  impact  test  and  in  the  slow-bending  test  the  load  was  applied 
slowly  in  the  test  machine.  In  the  slow-bending  test  the  exhausted 
ductility  was  not  determined  with  carbons  below  .60  per  cent.  A  previous 
comparison*  had  indicated  that  the  ductility  of  a  rail  was  about  the  same 
or  little  greater  in  the  drop  test  than  in  the  slow-bending  test  and  this  work 
now  also  indicates  that  the  ductility  is  a  little  greater  under  impact  than 
in  slow  bending. 

The  curve  of  elongation  in  tension  falls  about  3  to  5  per  cent,  be- 
low the  drop  test  elongation  curve,  althougli  the  method  of  measuring 
elongation  is  different  in  the  two  kinds  of  tests. 


*Proceedings  American  Railway  Engineering    Aasuciudun,     Hi  I:],    \'<)i.     Il 
page  544, 


178 


RAIL. 


TRANSVERSE  TliSTS  OE  BASE. 

Transxcrsc  tests  of  the  base  were  made  of  two  pieces  from  eacli  rail, 
each  piece  being  two  feet  long.  The  method  of  making  the  test  was  to 
support  the  piece  of  rail  on  two  supports  placed  opposite  each  other  near 
the  edges  of  the  ilanges  under  the  middle  of  its  length.  The  supi)orts 
were  intended  to  be  six  inches  long  but  by  mistake  were  about  one-fourth 
inch  short.  They  were  placed  one-half  inch  in  from  the  sides  of  the 
Hanges  and  the  load  was  applied  in  the  test  machine  to  the  head  of  the 
rail  at  the  middle.  The  general  arrangement  is  shown  in  Eig.  7.  The 
load  was  measured  that  it  took  to  break  the  rail.  The  transverse  elonga- 
tion was  measured  by  putting  prick  punch  marks  one  inch  apart  crosswise 
on  the  bottom  of  the  base  and  at  the  middle  of  the  length  of  the  piece 


4.^  —'-41 


Eig.    7.    Method  of  Making  Transverse  Test  of  Base. 


tested.  The  greatest  extension  after  breaking,  in  any  one  of  the  spaces, 
was  taken  as  the  measure  of  transverse  ductility.  The  sag  of  the  un- 
broken flange  was  measured  and  taken  as  the  distance  from  a  straight 
edge  laid  on  the  bottom  of  the  base  near  the  edge  of  the  flange  to  the 
flange  where  bent  most  from  the  straight  surface  of  the  base.  The  results 
of  the  transverse  tests  are  shown  in  table  II. 

The  average  results  of  the  transverse  tests  are  shown  graphically  in 
Eig.  8  in  relation  to  the  carbon  content  of  the  rails.  The  carbon  is  plotted 
horizontally  and  the  breaking  load,  the  transverse  elongation  and  sag  of 
flange  are  plotted  vertically.  It  will  be  noted  that  the  breaking  load  in- 
creased as  the  carbon  increased  up  to  about  .80  per  cent  carbon  and  then 
remained  about  the  same.  The  transverse  elongation  and  the  sag  of  flange 
decreased  as  the  carbon  increased. 
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Fig.    8.     Results  of  Transverse  Tests  of  Base  as  Related  to  Carbon. 
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Tamle  11     Tk.nnsvekse  Tksts  of  Base. 


Number 

(yiirljoii 

Load, 

i'ounds 

Traii.svcrsc! 
olonp;ation, 

Sag  of 
Han  go, 
inches 

1A4 

.65 

330,500 

298,800 
323,500 
303,500 
294,400 
302,600 
296,700 
288,500 

304,813 

3 
3 
3 
4 
4 
5 
4 
4 

3.8 

.17 

1  \()    

.19 

IIU      

.18 

1  B()      

.25 

2A4    

.23 

2AG    

.30 

2B4 

2B6 

Av 

.25 

.18 

.22 

3A4   

.40 

252,000 
246,400 
232,100 
234,900 
238,400 
236,600 
221,300 
248,600 

238,788 

12 
13 

7 
7 
7 
7 
4 
11 

8.5 

.62 

3AC 

.65 

3B4 

8B6 

4A4 

.43 
.50 
.45 

4A6 

.28 

4B4 

4B6 

Av 

.25 

.58 

.47 

5A4 

5A6 

5B4 

oBG 

Av 

.62 

279,100 
268,500 
284,000 
268,900 

275,125 

5 
4 
4 
4 

4.3 

.27 
.25 
.25 
.25 

.26 

6A4 

.32 

186,500 

(130,000) 

208,700 

212,600 

8 

(2) 
10 

9 

9.0 

.33 

6A6 

6B4 

6B6 

(.10)* 

66 

.43 

Av 

202,600 

.47 

7A4 

7A6 

.83 

331,200 
338,300 
238,000 
342,100 
288,800 
346,000 
342,200 
241,300 

308,488 

2 
4 
1 
4 
5 
4 
4 
1 

3.1 

.15 
.20 

7B4 

7B6 

8A4 

8A6 

8B4 

8B6 

Av 

.06 
.15 
.12 
.17 
.17 
.08 

.14 

9A4 

.97 

340,400 

336,000 

251,000 

(157,400) 

309,133 

3 
1 

1 

(0) 

1.7 

9A6 

9B4 

9B6 

Av 

!05 

(.01)* 

.05 

*Seam  in  base.     Not  used  in  computing  average. 
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ROLLING  TESTS. 

Tests  were  made  to  determine  the  resistance  of  the  rails  to  flow 
or  side  spread  of  the  head  under  rolling  wheel  loads.  These  tests  were 
made  at  Sparrows  Point,  Md.,  at  the  works  of  the  Maryland  Steel  Co. 
in  a  "reciprocating"  machine  in  which  a  piece  of  rail  is  made  to  move 
to  and  fro  under  a  wheel  that  may  be  loaded  as  desired  by  means  of  a  lever 
arrangement.  A  diagram  of  the  machine  is  shown  in  Fig.  9  and  a  view  of 
the  machine  set  up  with  a  rail  in  place  for  testing  is  shown  in  Fig.  10. 
As  will  be  seen,  the  rail  is  placed  on  a  steel  bloom  which  in  turn  rolls 
on  another  steel  bloom.  The  driving  mechanism  consists  of  an  electric 
motor  and  gearing  and  the  whole  is  set  on  a  framework  of  steel  I-beams. 
The   weights   applied   to   the   weight   hanger   are   multiplied   600  times    as 


Fig,    9.     Diagram  of  Reciprocating  Machine. 


applied  to  the  axle  of  the  wheel.     The  stroke  of  the  machine  is  4  ft, ; 
that  is,  the  rail  moves  back  and  forth  this  distance. 

Six  pieces  of  rail  were  tested  in  this  machine,  each  piece  representing 
one  of  the  six  different  carbon  amounts  contained  in  the  series  of  rails. 
The  method  of  test  was  to  load  the  wheel  with  6,000  lbs.  and  then  run 
the  machine  for  100  revolutions  of  the  crank  shaft,  which  was  equal  to 
200  rollings  of  the  wheel  over  the  rail.  The  width  of  the  head  was  then 
determined  at  the  top  and  at  the  bottom  by  means  of  a  micrometer,  the 
sides  of  the  head  having  been  planed  vertical  and  parallel  to  facilitate 
close  measurement.  Then  the  load  was  increased  to  i2,oco  lbs.,  the  rail 
given  200  rollings  more  and  the  width  of  head  again  measured  at  the 
top  and  bottom.  This  was  repeated  with  increments  of  6,oco  lbs.  until  a 
final  load  of  96,000  lbs.  on  the  wheel  was  reached.  After  that  the  load 
was  kept  constant  at  96,000  lbs.  and  measurements  made  at  intervals  until 
the  rollings  at  96,000  lbs.  load  reached  8,coo  in  addition  to  the  rollings  at 
the  successive  lower  loads.  The  width  of  the  head  at  the  beginning  of 
the  test  was  about  2,3  inches.     The  machine  was  not  calibrated  and  the 
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actual  loads  iiku'  have  differed  somewhat  from  the  nominal  ones,  but  the 
results  would  be  comparative.  At  intervals  also  measurements  were  made 
of  the  width  of  the  tread  impressed  on  the  rail  by  the  rolling  of  the 
wheel.     The  results   showing  the  spread  of  the  head  are  shown  in  table 
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Fig.  II.     Spread  of  Head  in  Rolling  Tests  in  Relation  to  Wheel  Load. 
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Fig.  12.     Spread  of  Head  in  Rolling  Tests  at  a  Wheel  Load  of  96,000 

Pounds. 

12  and  those  showing  the  width  of  tread  of  wheel  are  shown  in  table 
13.  The  results  showing  the  spread  of  the  top  of  the  head  are  plotted 
in  Fig.  II  in  relation  to  the  wheel  load  and  the  results  showing  the 
further  spread  of  the  top  of  the  head  at  continued  rolling  under  a  load 
of  96,000  lbs.  are  plotted  in  Fig.  12.     It  will  be  noted  that  the  spread  of 
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the  head  di-crrascd  as  the  earhon  imreascd  up  to  ahout  .65  per  cent. 
carhou.  i  lie  relation  hetwei-n  carhon  and  the  .si)read  of  the  head  after 
successive  increments  of  load  and  after  S,(km)  roUinfjjs  at  96,000  Ihs.   load, 
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Fig.  13.     Spread  of  Head  in  Rolling  Tests  in  Relation  to  Carbon. 


.15 

\ 

D 

\ 

V 

JO 

\ 

\ 

V 

j05 

« 

>\ 

s. 

v 

0 

/I 

0 

0 

-©- 

— 0 

is  shown  in  Fig.  13.  It  will  be  noted  that  the  maximum  resistance  of 
the  steel  in  this  test  was  reached  with  about  .80  per  cent,  carbon  and  it 
remained  about  the  same  with  higher  carbon. 

Table  12 — Rolling  Tests,  Spread  of  Head. 


RoUincrs. 

Spre 

ad  of  Head — .( 

301  inch 

Load, 
lbs. 

1B2- 

.65C 

3B2- 

-.40C 

5B2— 

.62C 

6B2- 

-.32C 

7B2- 

-.83C 

9B2— .97C 

Top 

Bot. 

Top 

Bot. 

Top 

Bot. 

Top 

Bot. 

To]i 

Bot. 

Top 

Bot. 

6,000 

200 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

12,000 

200 

0 

0 

1 

0 

1 

0 

0 

0 

1 

0 

0 

0 

18,000 

200 

0 

0 

2 

0 

1 

0 

1 

0 

1 

0 

0 

0 

24,000 

200 

1 

0 

3 

0 

1 

0 

1 

0 

1 

0 

1 

0 

30,000 

200 

1 

0 

4 

0 

2 

0 

3 

0 

2 

0 

1 

0 

36,000 

200 

1 

0 

6 

1 

3 

0 

r 
0 

0 

2 

0 

1 

42,000 

200 

2 

0 

7 

1 

4 

0 

8 

0 

3 

0 

2 

48.000 

200 

3 

0 

10 

1 

5 

0 

11 

1 

3 

0 

3 

54,000 

200 

3 

0 

12 

2 

6 

0 

15 

2 

4 

0 

4 

60,000 

200 

4 

0 

14 

2 

7 

0 

17 

2 

4 

0 

4 

66,000 

200 

4 

0 

16 

3 

8 

0 

20 

2 

5 

0 

4 

72,000 

200 

5 

1 

20 

4 

10 

1 

25 

3 

5 

0 

5 

78,000 
84,000 

200 

6 

1 

24 

5 

12 

1 

3'^ 

4 

6 

0 

200 

7 

1 

28 

6 

15 

1 

41 

6 

8 

7 

90,000 

200 

8 

1 

33 

7 

17 

2 

49 

9 

9 

8 

96,000 

200 

11 

2 

39 

10 

19 

3 

61 

11 

10 

10 

96,000 

400 

12 

2 

43 

10 

27 

4 

82 

13 

10 

13 

96,000 

800 

14 

2 

47 

11 

29 

5 

89 

15 

10 

14 

96,000 

1,600 

15 

3 

52 

12 

33 

6 

100 

17 

15 

16 

96,000 

3,200 

16 

3 

54 

13 

38 

6 

106 

18 

17 

17 

96,000 

4,800 

17 

3 

56 

13 

42 

7 

115 

20 

IS 

18 

96,000 

6.400 

59 

14 

44 

7 

141 

22 

18 

19 

96,000 

8,000 

18 

3 

61 

16 

45 

8 

160 

22 

18 

19 

INFLUENCE  OF  CARBON. 
Table  13 — Rolling  Tests,  Tread  of  Wheel. 
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Rollings 

Tread  of  Wheel,  inches 

Load , 
lbs. 

1B2 
.65C 

3B2 
.40C 

5B2 
.620 

6B2 
.320 

7B2 

.830 

9B2 

.970 

6  000 

200 

200 

200 

200 

200 

200 

200 

200 

200 

200 

200 

200 

200 

200 

200 

200 

400 

800 

1,600 

3,200 

4,800 

6,400 

8,000 

'':55' 

.60 

12,000 
18,000 
24,000 
30,000 
36,000 
42,000 
48,000 
54,000 
60,000 
66,000 
72,000 
78,000 

.60 

'^so' 
loo' 

.60 

.60 

.80 

.80 

70 

.75 

.85 

loo' 

.90 

.90 

'^95 

1.10 

1.00 

1.10 

.90 

1.20 

1.10 

1.30 

.90 

1.10 

1.30 

1.15 

1.40 

LOO 

1.10 

1.15 

1.40 

1.25 

1.60 

84,000 
90,000 
96,000 
96,000 
96,000 
96,000 
96,000 
96,000 
96,000 
96,000 

1.15 

'L36' 
1.30 
1.35 
1.40 
1.40 
1.40 

1.20 
1.25 



1.30 
1.35 
1.35 
1.40 
1.40 

1.50 
1.55 
1.55 
1.65 
1.70 
1.75 
1.80 
1.80 
1.80 

1.30 
1.40 
1.40 
1.50 

1.70 
1.75 
1.75 

1.20 
1.25 
1.30 
1.35 
1  35 

1.50 
1.55 
1.55 
1.60 

1.90 
'2^06 

1.35 
1.35 
1.35 

MICRO-PHOTOGRAPHS. 

Samples  for  micro-photographs  were  taken  from  the  tensile  test  pieces 
from  the  corner  of  the  head  from  six  of  the  rails,  each  one  representing 
one  of  the  carbon  percentages  contained  in  this  series  of  rails.  The 
samples  used  were  as  follows:  lAia,  .65  per  cent,  carbon;  3Aia,  .40 
per  cent,  carbon;  sAia,  .62  per  cent,  carbon;  6Aia,  .32  per  cent,  carbon; 
7Aia,  .83  per  cent  carbon;  and  pAia,  .97  per  cent,  carbon.  The  micro- 
photographs  of  the  etched  samples,  magnified  40  diameters,  are  shown  in 
Fig.  14. 

SUMMARY. 

1.  An  investigation  was  made  concerning  the  influence  of  carbon  on 
the  properties  of  rails,  such  as  ductility,  stiffness,  tensile  strength  and 
more  especially  the  resistance  of  the  rail  head  to  flow  of  the  metal  under 
rolling  wheel  loads.  A  series  of  open-hearth  rails  was  made  with  carbon 
varying  from  .32  per  cent,  to  .97  per  cent,  and  they  were  tested  by  means 
of  drop  tests,  tension  tests,  slow  bending  tests,  transverse  tests  of  the 
base,  rolling  tests  under  a  loaded  wheel,  and  microscopic  tests. 

2.  The  material  and  all  the  facilities  for  this  investigation  w^ere 
kindly  furnished  by  the  Carnegie  and  Maryland   Steel   Companies.     The 
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Fig.  14.     MicROPHOTOGRAPHS  OF  Various  Carbons  from  .32  Per  Cent,  to 
.97  Per  Cent._,  Magnified  40  Diameters. 
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material  and  rails  were  made  by  the  Carnegie  Steel  Co.  at  Homestead 
and  Braddock,  Pa.,  and  the  tests,  except  the  rolling  tests,  were  made  by 
the  Carnegie  Steel  Co.  The  rolling  tests  in  a  "reciprocating"  machine 
were  made  at  Sparrows  Point,  Md.,  by  the  Maryland  Steel  Co. 

3.  According  to  this  work  the  shrinkage  of  the  hot  rail  after  sawing 
increased  an  average  amount  of  about  .013  inch  for  an  increase  of  carbon 
of  .01  per  cent.,  in  the  standard  length  of  33  ft.  There  were,  however, 
some  uncertainties  and  some  more  work  should  be  done  with  special 
reference  to  the  relationship  of  carbon  and  shrinkage. 

4.  The  deflection  of  the  rails  in  the  drop  test  under  the  first  blow 
decreased  as  the  carbon  increased  up  to  about  .85  per  cent,  carbon  after 
which  its  decrease  was  at  a  slower  rate.  The  rails  were  80  lbs.  per  yard  of 
the  A.  R.  A.  type  A  section,  and  with  .50  per  cent,  carbon  the  deflection 
was  about  1.70  inches  under  a  drop  of  15  ft.,  of  the  side  that  was  below 
in  testing.  With  these  conditions,  the  deflection  decreased  an  average  of 
.0188  inch  for  each  .01  per  cent,  increase  of  carbon. 

5.  The  relation  found  between  carbon  and  elongation  in  the  drop 
test  is  shown  by  the  following  formula : 

E^,  =35 -.30  C 

where  E^^^  equals  the  per  cent,  elongation  when  the  base  is  in  tension,  and 
C  equals  the  carbon  in  .01  per  cent.  This  gives  the  average  elongation 
and  individual  results  fell  above  or  below  this  average.  For  .70  per  cent, 
carbon,  for  instance,  the  elongation  was  about  14  per  cent. 

6.  The  rails  were  tested  as  beams  in  the  test-machine  with  a  span 
of  3  ft.  The  breaking  load  increased  as  the  carbon  increased.  The 
elastic  limit  increased  with  increase  of  carbon  up  to  about  .85  per  cent, 
carbon  and  then  remained  about  the  same. 

7.  The  elongation  in  this  slow  bending  test  decreased  as  the  carbon 
mcreased  and  averaged  a  little  less  than  in  the  drop  or  impact  test. 

8.  The  yield  point  and  tensile  strength  in  the  tensile  tests,  increased 
with  increase  of  carbon  up  to  about  .80  or  .85  per  cent,  carbon  after 
which  they  remained  about  the  same.  The  elongation  and  reduction  of 
area  decreased  as  the  carbon  increased  and  fell  off  to  zero  at  about  i.oo 
per  cent,  carbon  or  a  little  above. 

9.  The  average  tensile  strength  developed  in  these  tests  may  be  ex- 
pressed by  the  following  formula  for  carbon  between  .30  and  .80  per  cent : 

T  =  40,500-1-  1,250  C 

where  T  =  tensile  strength  in  lbs.  per  sq.  in.  and  C  =  amount  of  carbon 
in  .01  per  cent. 

10.  The  average  yield  point  developed  may  be  expressed  by  this  for- 
mula, for  carbons  between  .30  and  .85  per  cent : 

Y  =  30,000  -{-  400  C 

where  Y  =  yield  point  in  lbs.  per  sq.  in.  and  C  =  carbon  expressed  in  .01 
per  cent. 
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11.  Tlic  avcr.-iKc  cloiij^jation  found  in  Icnsilc  test  .specimens  J^-in. 
(lianieter  and  2  in.  gaj?e  length  was  about  as  sliovvn  by  tbc  following 
formula,  for  carbons  from  .30  to  i.oo  per  cent: 

E  — 40— .38  C 
wlierc  E  =  elongation  in  i)er  cent,  and  C  =  carbon  in  .01  per  cent. 

12.  Tlie  average  elongation  found  in  the  tensile  test  as  related  to 
the  tensile  strength,  may  be  expressed  by  the  following  formula,  for 
tensile  strengths  between  80,000  and  130,000  lbs.  per  sq.  in: 

T 

E  =  52  — 

3,300 

where   E  =  elongation   in   per   cent,   and   T  =  tensile   strength   in   lbs.    per. 
sq.  in. 

13.  The  several  formulas  given  above  apply  to  open  hearth  steel 
with  about  .03  per  cent,  phosphorus  and  about  .70  per  cent,  manganese. 
They  represent  the  average  of  the  results  obtained  and  individual  results 
varied  above  or  below  these  averages. 

14.  In  transverse  tests  of  the  base,  the  breaking  load  increased  with 
increase  of  carbon  up  to  about  .80  per  cent  carbon  and  then  remained 
about  the  same.  The  transverse  elongation  and  the  sag  of  flange  de- 
creased as  the  carbon  increased. 

15.  Tests  were  made  to  determine  the  resistance  of  the  rails  to 
flow  or  side  spread  of  the  head  under  rolling  wheel  loads.  The  tests 
were  made  in  a  "reciprocating"  machine  in  which  a  piece  of  rail  is  made 
to  move  to  and  fro  under  a  wheel  that  may  be  loaded  as  desired  by 
means  of  a  lever  arrangement.  The  resistance  to  spread  of  head  increased 
w^ith  increase  of  carbon  up  to  about  .80  per  cent,  carbon  and  then  remained 
about  the  same. 

16.  Sample  micro-photographs  were  made  of  each  of  the  carbons 
represented  in  the  series  of  rails  and  are  presented  in  the  report. 

17.  In  conclusion  it  may  be  said  that  in  this  series  of  rails  varying 
in  carbon  from  .32  to  .97  per  cent.,  the  strength  and  resistance  of  the  steel 
in  the  several  tests,  including  the  rolling  tests,  increased  with  increase  of 
carbon  up  to  about  .80  or  .85  per  cent,  and  then  remained  about  the  same. 
The  ductility  decreased  continuously  with   increase  of  carbon. 


Appendix    B. 

FORMULA  FOR  DEFLECTION  OF  RAILS  IN 
DROP  TEST. 

By  M.  H.  WiCKHORST,  Engineer  of  Tests,  Rail  Committee. 

In  Report  No.  40  on  the  "Influence  of  Carbon  on  the  Properties  of 
bails''  some  results  were  given  concerning  the  relation  between  carbon 
nd  the  deflection  of  rails  in  the  drop  test,  and  it  is  proposed  to  now  use 
hose  results  in  connection  with  other  drop  test  results  and  work  out 
formula  by  which  the  deflection  in  the  drop  test  may  be  calculated  for 
iven  conditions  of  rail  section,  height  of  drop  and  composition  of  the 
teel. 

The  relation  between  carbon  and  the  deflection  of  the  rails  is  shown 
:raphically    in    Fig.    i,    which    has    been    plotted    from    the    results    given 
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Fig.  I — Deflection  of  Rails  as  Related  to  Amount  of  Carbon. 


n  the  above-mentioned  report.  The  deflection  was  practically  the  same 
vith  the  head  in  tension  as  with  the  base  in  tension,  and  the  curve  repre- 
sents both  conditions  of  testing.  It  also  represents  the  deflection  of  the 
side  that  was  below  in  testing  and  thus  excludes  the  local  indentation 
produced  by  the  tup  when  the  deflection  of  the  upper  side  is  measured, 
[t  will  be  noted  that  the  deflection  of  the  rail  decreased  (or  its  stifi^ncss 
increased)  with  increase  of  carbon  and  at  a  decreasing  rate.  For  the 
sake  of  simplicity,  we  may,  however,  assume  a  straight  line  variation 
that  will  be  fairly  close  for  usual  amounts  of  carbon  in  rail  steel.     The 
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scctii)!!  used  w.is  tlu'  So  11).  A.  K.  A.  lypi'  A  m  rtioii.  (  l-'or  diagram  (jf 
this  section  see  rroe.  Am.  Ky.  I'Jif^rK-  Assn.,  \<)\i,  Vol.  12,  Tart  2,  page 
if)X.)  The  height  t>f  drop  was  15  ft.  and  weight  of  tup  was  2,000  lbs. 
Taking  the  detleetion  with  .50  per  cent,  carhon  as  1.80  in.  and  with  .75 
per  cent,  carljon  as  i.j.^,  the  decrease  in  dellection  averaged  .0188  in.  for 
each  .01  per  cent,  increase  in  carbon  between  these  limits. 

Report  No.  1*  showed  that  for  heights  f)f  drop  usual  in  the  testing 
of  rail,  the  dellection  varies  directly  as  the  height  of  drop. 

The  writer  is  not  aware  of  any  experimental  work  showing  the  rela- 
tion between  section  of  rail  and  deflection  under  the  drop  test,  but  it 
would  seem  that  the  deflection  should  vary  about  inversely  as  the 
moment  of  inertia,  for  au}'  given  height  of  drop. 

Starting  out  with  soft  steel,  the  deflection  would  decrease  with  each 
increase  of  hardening  material,  would  increase  with  increase  in  height 
of  drop  and  decrease  with  increase  of  moment  of  inertia  of  the  rail 
section.     The   formula  would  then  take  this  form  : 

h 
d=(K  — cC)  — 
I 
where 

d  =  the  deflection  in  inches. 
K=  a  constant. 

C  =  the  amount  of  carbon   in   .01   per  cent, 
c  =  a  constant   showing  the    decrease   in   deflection   for  each   .01 

per  cent,  increase  in  carbon, 
h  =  height  of  drop  of  2,000  lbs.,  in    feet. 
I  ^=  moment  of  inertia  of  the  rail  section. 

We  have  seen  that  with  amounts  of  carbon  usual  in  rail  steel,  and  under 
above-mentioned  conditions,  that 

h 
c  — =  .0188 
I 

The  height  of  drop  used  was  15  ft.  and  the  moment  of  inertia  of  the  80-lb. 
A.  R.  A.  type  A  section  is  28.8. 
Therefore, 

IS 

c  =  .0188  -. =  .0361 

28.8 
If  we  take  from  the  curve,  the  deflection  of  rails  with  .60  per  cent,  car- 
bon as  1.50,  then 

15 

1.50==  (K  —  .0361  X  60) 

28.8 
K  =  5.05 
The  final  formula  then  becomes 

d=  (5.  5  — .0361C)  --  . 

JL 
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his  formula  applies  to  opcn-hcarth  steel  with  about  .03  per  cent,  phos- 
horus  and  about  .70  per  cent,  manganese,  and  for  carbons  ranging  from 
bout  .4-5  to  .80  per  cent.  The  outline  of  a:  formula  embodying  the  effect 
f  phosphorus  and  manganese  has  been  given  in  Report  15*  and  at  some 
nture  date,  when  the  effect  of  these  -elements  has  been  determined  quan- 
tatively,  the  formula  just  given  can  probably  be  modified  to  make  it  more 
Dmplete.  It  is  also  understood  that  although  it  is  assumed  that  the 
eflection  varies  inversely  as  the  moment  of  inertia,  it  is  not  known  from 
xperimental  work  whether  this  is  strictly  so.  The  above  formula  applies 
">  rails  both  with  head  in  tension  and  with  base  in  tension,  as  both  con- 
itions  of  testing  give  just  about  the  same   result  as   regards  deflection. 

OTHER  DEFLECTION  RESULTS. 

In  order  to  compare  the  deflection  as  calculated  by  this  formula  with 
le  deflection  as  given  in  the  reports  of  tests  shown  in  the  Proceedings  of 
16  American  Railway  Engineering  Association  for  the  years  191 1  to  1914, 
iclusive,  Table  i  has  been  prepared.  In  some  cases  the  deflection  of 
le  under  side  is  given  as  measured,  but  in  most  cases  only  the  deflection 
f  the  top  side  was  measured,  and  this  included  the  local  indentation  of 
he  tup,  which  comparisons  have  shown  to  amount  to  about  .15  in. 
1  the  case  of  bessemcr  rails  and  about  .12  in.  in  the  case  of  open-hearth 
ails  with  higher  carbon.  A  column  is  given  showing  the  deflection  of 
he  under  side  on  this  basis.  It  will  be  noted  that  in  the  case  of  the 
pen-hearth  rails,  the  calculated  deflection  tends  to  run  a  little  lower 
ban  the  measured  deflection  and  probably  a  constant  of  5.20  in  the  for- 
Mxla,  instead  of  5.05,  would  come  closer  to  more  of  the  measured  re- 
ults.  In  one  case,  however,  of  85-lb.  A.  S.  C.  E.  rail,  in  which  the  steel 
/as  made  by  the  Standard  Steel  Works  at  Burnham,  Pa.,  and  the  rails 
oiled  at  Sparrows  Point,  Md.,  the  calculated  deflection  was  considerably 
igher  than  the  measured.  In  the  case  of  bessemer  rails,  the  calculated 
eflections  averaged  close  to  the  measured  deflections,  except  in  the  case 
if  two  lots  of  rails  made  by  the  Carnegie  Steel  Company,  where  the 
alculated  deflections  were  much  higher  than  the  measured  ones.  Why 
here  were  such  large  discrepancies  in  these  several  cases  the  writer  is 
inable  to  explain. 

DEFLECTION   LIMITS   IN   SPECIFICATIONS. 

In  this  connection  we  may  compare  the  maximum  deflection  allowed 
ty  rail  specifications  with  what  may  be  called  the  normal  deflection  as 
alculated.  Table  2  shows  the  maximum  deflections  below  which  it  is 
lesired  that  the  deflections  of  rails  remain,  as  taken  from  section  14 
)f  the  1914  Specifications  for  Carbon  Steel  Rails  of  the  American  Railway 
engineering    Association,     and     for    comparison    the  calculated    normal 
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deflections  are  also  given.     The  calculations  were  made  according  to  these 

formulas,   namely : 

For  Bessemer  rails.  jj 

d=  (5.05  — .0361  C)  — 
I 
For  open-hearth  rails, 

h 

d=r  (5.20  — .0361  C)  — 
I 

As  these  give  the  deflection  of  the  under  side,  .15  inch  was  added  for 
bessemer  rails  and  .12  inch  for  open-hearth  rails,  to  correspond  to  the 
measurement  contemplated  by  the  specifications,  which  is  the  middle  ordi- 
nate in  a  length  of  3  feet,  and  is  ordinarily  measured  as  the  depression  of 
the  top  side  as  struck.  The  calculations  in  the  table  were  made  for  the 
following  conditions  for  Bessemer  rails :  For  70-lb.  rail,  16  ft.  drop  and 
carbon  .40  to  .50  per  cent. ;  80-lb.  rail,  17  ft.  drop  and  carbon  .40  to  .50  per 
cent. ;  90-lb.  rail,  17  ft.  drop  and  carbon  .45  to  .55  per  cent. ;  loo-lb.  rail, 
i8-ft.  drop  and  carbon  .45  to  .55  per  cent.  For  open-hearth  rails  the  same 
heights  of  drop  were  used,  and  carbon  amounts  as  follows :  For  70  and 
80  lb.  rails,  .53  to  .(:^  per  cent. ;  for  90  and  lOO-lb.  rails,  .62  to  .75  per  cent. 

Table  2 — Deflections. 


Weight 

Moment 

BESSEMER 

OPEN-HEARTH 

Section 

per 

of 

Calculated 

Calculated 

Yard 

Inertia 

Spec'd 
limit 

Spec'd 
limit 

Max. 

1;  Min. 

Max. 

Min. 

ARA-A 

100 

48.94' 

1.65 

1.41 

1.28 

1.45 

1.21 

1.04 

ARA-B 

100 

41.30  i 

2.05 

1.65 

1.48  \ 

1.80 

1.41 

1.20 

ARA-A 

90 

38.70. 

1.90 

1.66 

1.49  , 

1.65 

1.42 

1.21 

ARA-B 

90 

32.30  . 

2.20 

1.96 

1.76  1 
2.06  \ 

2.00 

1.68 

1.43 

ARA-A 

80 

28.80  1 

2.85 

2.28 

2.45 

2.06 

1.78 

ARA-B 

80 

25.00 

3.15 

2.60 

2.35jt 

2.85 

2.36 

2.04 

ARA-A 

70 

21.05  1 

3.50 

2.89 

2.61 

3.10 

2.62 

2.27 

ARAB 

70 

18.60X 

3,85 

3,26 

2.94  \ 

3.50 

2.95 

2.55 

It  will  be  noted  that  for  Bessemer  rails  with  a  range  of  .10  per 
cent,  in  carbon,  the  range  in  deflection  between  the  normal  maximum  and 
minimum  is  .13  inch  in  the  loo-lb.  A.  R.  A.  type  A  rail,  and  increases  with 
increase  of  deflection  to  .32  inch  in  the  70-lb.  A.  R.  A.  type  B  rail.  In 
open-hearth  rails  with  a  range  of  .13  per  cent,  in  carbon,  the  range  in 
deflection  is  greater,  running  from  .17  inch  in  the  lOO-lb.  A.  R.  A.  type  A 
rail  to  .40  inch  in  the  70-lb.  A.  R.  A.  type  B  rail.  It  will  also  be  noted 
that  the  maximum  deflections  mentioned  by  the  specifications  are  con- 
siderably above  the  normal  maximums.  The  specification  limits  are  in- 
tended to  be  a  check  on  rails  too  low  in  carbon,  but  it  would  seem  that 
the  steel  would  have  to  be  much  too  soft  to  reach  these  limits,  but 
on  the  other  hand  the  limits  probably  could  not  be  made  too  close,  as  the 
deflection  is  a  function  of  other  variables  besides  carbon;  such  as  slight 
variations  in  the  spans  of  supports  and  section  of  the  rail. 
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SUMMARY. 

1.  rrc'\iiui.s  work  has  sliown  llu  intliu  ik\-  of  carbon  and  of  height 
of  (h'o])  on  thf  (U'lli'ction  of  rails  in  thi-  (hdj)  test  and  this  report  incor- 
porates that   information   into  tin-    following  dellection    formula: 

h 
(1=  (505— .0361  C)  — 
I 
where  d  -  the  dellection  in  inches  of  the  under  side  of  the  rail  as  tested. 
C  =  amount  of  carbon  in   .01    per  cent. 
h  =  height  of  drop  in  feet. 
I  =  moment  of  inertia  of  the  rail  section. 

2.  A  comparison  of  calculated  deflections  with  the  results  of  drop 
tests  published  in  the  Proceedings  of  the  American  Railway  I^ngineering 
Association  for  the  years  1911  to  1914,  inclusive,  shows  that  with  Bessemer 
rails,  the  calculated  and  measured  deflection  agree  well  in  most  cases. 
With  open-hearth  rails,  the  calculated  deflections  tended  to  run  a  little 
below  the  measured  ones  and  a  constant  of  5.20  in  the  formula  instead  of 
5.05  fits  closer  to  most  of  the  open-hearth  results.  With  both  the  Bes- 
semer and  open-hearth  rails  there  were,  however,  some  large  unexplained 
differences   between   the  calculated    and   measured  deflections. 

3.  The  above  formula  gives  the  deflection  of  the  side  that  is  below 
in  testing,  but  it  is  more  usual  to  measure  the  deflection  of  the  top  side 
of  the  rail  as  tested;  that  is,  measurement  is  made  of  the  ordinate  be- 
tween a  three-foot  straight  edge  and  the  part  of  the  rail  where  struck 
by  the  tup,  which  thus  includes  the  local  indentation  caused  by  the  tup. 
Comparisons  have  shown  that  the  deflection  of  the  top  side  exceeds  that 
of  the  under  side  by  about  .12  inch  in  open-hearth  rails  and  by  about  .15 
inch  in  Bessemer  rails. 

4.  The  deflections  formulas  for  the  various  conditions  may  be  sum- 
marized as  follows  : 

For  open-hearth  rails,  under  side, 

h 
d=  (5.20  — .0361  C)  — 
I 
For  open-hearth  rails,  top  side, 

h 

d  =  (5.20 —  .0361  C) h  .12 

I 
For  Bessemer  rails,  under  side, 

h 
d=  (5.05  — .0361  C)  — 
I 
For   Bessemer   rails,   top   side, 

h 

d  =  (5.05  —  .0361  C) h  -15 

I 

5.  A  table  is  given  comparing  the  deflection  limits  shown  in  the 
"Specifications  for  Carbon  Steel  Rails"  of  the  American  Railway 
Engineering  Association,  with  the  calculated  normal  deflections  for  lower 
and  upper  carbon  limits. 


Appendix   C. 

STUDY  OF  A  RAIL  WITH  INTERNAL  FISSURES. 

By  M.  H.  WiCKHORST,.  Engineer  of  Tests,  Rail  Committee. 

This  report  covers  a  study  of  a  rail  that  broke  in  service,  and  whose 
fracture  showed  a  pre-existing  internal  crack,  or  "Transverse  Fissure," 
in  the  head  of  the  rail  on  the  gage  side.  The  examination  consisted  of 
chemical,  physical  and  microscopic  tests,  and  more  especially  the  exami- 
nation of  transverse  and  longitudinal  sections  of  the  rail,  which  were 
polished  with  emery,  etched  or  pickled  with  copper-ammonium  chloride 
solution  and  then  repolished  with  tripoli.  This  treatment  of  pickling 
before  final  polishing  serves  to  open  up  and  make  more  prominent  any 
cracks  which  may  be  in  the  piece  of  steel  under  examination. 

The  rail  which  happened  to  be  the  subject  of  this  examination  was 
a  lOO-lb.  rail  of  the  P.  S.  section,  made  by  the  Gary  Works  of  the  Illi- 
nois Steel  Co.  It  was  a  "C"  rail  from  heat  number  441 18,  made  in  March, 
1910,  and  branded  PS — OH — 10031 — I.  S.  Co. — Gary  Wks. — III,  1910.  It 
was  laid  on  the  "Fort  Wayne"  road  of  the  Pennsylvania  Lines  West  of 
Pittsburgh  in  March,  1910,  as  part  of  the  south  rail  of  track  number  one, 
on  straight  line,  at  3,546  ft.  west  of  mile-post  162. 

The  rail  was  found  broken  about  6  ft.  from  the  receiving-  end  on 
January  30,  1914.  Holes  were  drilled  in  it  and  angle  bars  applied  im- 
mediately, and  February  2,  1914,  it  was  removed  from  the  track.  The 
rail  had  been  in  service  a  little  less  than  four  years.  It  was  shipped  by 
Mr.  R.  Trimble,  Chief  Engineer  Maintenance  of  Way,  to  the  Gary  Works 
of  the  Illinois  Steel  Co.,  which  company  kindly  made  the  tests  described 
in  this  report. 

A  number  of  pieces  were  cut  from  the  rail  for  the  various  tests,  as 
indicated  in  Fig.  i.  The  purposes  for  which  the  pieces  were  used  are 
as   follows : 

Transverse  sections,  Nos.  i,  3,  5,  7,  9,   11,   13,  15,  31   and  42. 

Vertical  longitudinal  sections,  Nos.  2  and  10. 

Horizontal  longitudinal  sections,  Nos.  4,  8,  12,  14  and  23. 

Tensile  tests,  Nos.  22  and  41. 

The  fractured  surface  of  the  rail,  showing  the  transverse  fissure,  is 
shown  in  Fig.  2. 

CHEMICAL    ANALYSIS. 

Samples  for  analysis  were  taken  from  two  locations  along  the  length 
of  the  rail,  one  being  above  the  fissure,  or  4  ft.  2  in.  from  the  top  end 
of  the  rail,  and  the  other  being  below  the  fissure,  or  7  ft.  8  in.  from  the 
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top  end  of  llic  rail.  I'roiii  each  lucaiioii  iwo  samples  were  taken,  one 
from  the  upper  corner  of  the  head  and  the  other  from  the  interior  of 
the  head,  near  its  junction  with  the  wch.  The  results  of  the  analyses 
are  given  in  Tahie   i. 

TABLE    I — ANALYSKS. 


Sample  1 — Corner  of  Head .72 

"        1— Interior  of  Head 77 

SarapleJ2 — Corner  of  Head 72 
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Fig,   I — Diagram   Showing  Pieces  Cut  from  Rail. 


For  convenience  of  comparison  the  chemical  requirements  of  the  1914 
Specifications  of  the  American  Railway  Engineering  Association  are  also 
given.  It  will  be  noted  that  the  manganese  was  a  little  above  the  specifi- 
cation requirements,  and  the  carbon  also  shows  a  trifle  above  in  the  inte- 
rior of  the  head,  but  otherwise  the  composition  is  normal  for  rail  steel. 


TENSILE   TESTS. 

Specimens  for  tensile  test  were  taken  from  piece  of  rail  No.  22  about 
7  ft.  from  the  top  end  of  the  rail  and  from  piece  No.  41  about  25  ft. 
from  the  top  end  of  the  rail.  From  each  piece  of  rail  seven  tensile  speci- 
mens were  cut  as  indicated  in  Fig.  3.  They  were  ^-in.  in  diameter  for 
a  gage  length  of  2  in.,  and  the  ends  were  turned  with  shoulders,  so  as 
to  be  held   in   sockets  when  pulled.     Specimens   h  and  g  were   from   the 
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gage  side  as  the  rail  was  in  tlie  track.     The  results  of  the  tensile  tests  are 
shown  in  Table  2. 


Fig.  2 — Fracture  Showing  Transverse  Fissure  in  Head. 


TABLE  2— TENSILE  TESTS 

Number 

LOCATION 

Tens.  Str. 
Lbs.  per 
Sq.  Inch 

Per  Cent. 
Elong.  in 
2  Inches 

Per  Cent. 

Reduction 

of  Area 

22a 
22b 
22c 
22d 
22e 
22f 
22g 

Corner,  Head 

128,000 
131,270 
125,850 
127,400 
127,950 
132,950 
131,700 

14.5 
14.5 
7.5 
15.5 
15.0 
18.0 
16.0 

24.4 
21.6 
8.2 
25.2 
21.2 
26.5 
25.2 

Interior,  Head 

Web 

Base 

Flange 

41a 
41b 
41c 
41d 
41e 
4  If 
41g 

Corner,  Head 

u                 a 

128,300 
130,750 

15.5 
12.5 
5.0 
15.0 
15.0 
16.0 
14.5 

22.4 
21.0 
3.5 
23.4 
21.3 
25.5 
21.7 

Interior,  Head 

Web 

Base 

Flange 

132,400 
127,550 
131,950 
129,000 

These  tensile  strength  and  ductility  results  are  about  normal  for  new 
rails  with  .72  carbon,  except  those  from  the  samples  from  the  interior  of 
the  head,  which  showed  low  elongation  and  reduction  of  area,  although 
low  ductility  is  sometimes  found  in  samples  taken  from  the  interior  of 
the  head  of  new  rails,  even  below  the  region  of  segregation. 

transverse  sections. 
Ten  transverse  sections  were  cut  from  the  rail,  eight  (Nos.  i,  3,  5,  7, 
9.  II.  13  and  15)  from  the  upper  6  ft.,  No.  31  at  about  the  middle  of  the 
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rail  aiul  No.  4J  about  _'()  tl.  from  tlu-  lop  iiid.  These  sections  were 
polished  with  eiiierv.  etched  with  copper-amuionium  chloride  solution  un 
til  the  (Kposiled  copper  could  he  easily  wiped  off  and  then  fnially  polished 
with  tripoli,  discs  being  used  for  both  the  emery  ami  tripoli  pf)lishing. 
The  sections  proved  very  interesting,  as  the  above  treatment  disclosed 
small    cracks    in    the    interior    of    tlu>    head    extending   to    the    web.      Such 


Fig.  3 — Diagram  Showing  Locations  of  Specimens  for  Tensile  Test. 


cracks  were  not  found  in  the  base  or  in  the  web  except  at  its  junction 
with  the  head.  The  cracks  were  not  seen  in  the  first  polishing  with  emery, 
as  the  grinding  action  "smeared"  them  over.  They  did  not,  except  in  a 
few^  cases,  show  up  after  the  etching,  or  pickling  with  the  copper  solu- 
tion, but  after  grinding  away  the  roughened  surface  with  a  mild-acting 
polishing  material  like  tripoli  they  were  disclosed.  Illustrations  of  the 
surfaces  of  Nos.  3.  5.  7  and  15  are  shown  herewith  as  Figs.  4,  5,  6  and  7, 
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Fig    4 — Transverse    Section    of    Piece   No.   3,    Etched   and   Rei'olished 

WITH   Tripoli. 
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Fig.    5 — Transverse    Section   of   Piece   No.    5,   Etched   and   Repolished 

WITH  Tripoli. 
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Fig.   6 — ^Transverse    Section   of   Piece   No.   7,   Etched   and    Repoijshed 

WITH  Tripoli. 
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Fig.   7 — Transverse   Section   of   Piece   No.   15,  Etched  and   Repolished 

WITH  Tripoli, 
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respectively,  and  are  given  as  the  cross-sections  which  showed  the  cracks 
most  prominently.  All  the  sections  examined  showed  some  cracks,  al- 
though in  some  of  the  sections  they  were  few  and  small.  A  com- 
posite diagram  showing  all  the  cracks  of  the  lo  sections,  collected  into 
one  section,  is  presented  as  Fig.  8,  which  shows  the  distribution  of  40 
cracks.  It  will  be  noted  that  about  two-thirds  of  the  cracks  are  in  the 
lower  part  of  the  head,  near  its  junction  with  the  web,  and  these  are 
vertical.     There   are   some   cracks  located   near   the   middle   of   the   head. 


Fig.  8 — Composite  Diagram   Showing  Forty  Cracks  in  Ten   Sections. 

and  those  close  to  the  vertical  axis  of  the  rail  section  are  approximately 
horizontal,  while  those  off  to  either  side  are  vertical  or  oblique.  They 
seem  to  occur  in  about  equal  numbers  on  either  side  of  the  rail  section. 


longitudinal  sections. 

A  number  of  longitudinal  sections  were  cut  from  the  rail,  both  ver- 
tical and  horizontal,  and  were  prepared  as  described  above.  Vertical  sec- 
tions, 6  in.  long,  were  cut  from  pieces  2  and  10,  as  shown  in  Fig.  9.  The 
section  from  the  gage  side  of  piece  No.  2  showed  three  longitudinal 
cracks  and  one  transverse  crack,  and  the  section  from  the  outer  side  of 
piece  No.  10  showed  one  longitudinal  crack.  The  other  two  sections 
showed  no  cracks.  A  portion  of  the  section  from  the  gage  side  of  piece 
No.  2  is  shown  as  Fig.  10,  showing  the  transverse  crack  and  one  of  the 
longitudinal  cracks. 

Horizontal  longitudinal  sections,  6  in.  long,  were  cut  from  pieces 
Nos.  4,  8,  12  and  14,  as  shown  in  Fig.  11.  The  9-ft.  length,  No.  23,  was 
also  used  to  prepare  a  horizontal  longitudinal  section  about  %-in.  from 
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llu-  top  c)t  ilu-  Ir'.'kI.  I  Ik-  tdiir  <)-in.  si-ttioiis  from  tlu'  lowi-i'  part  oi  tlic- 
head  showed  longitudinal  cracks  (jf  varying  Icngtiis  near  the  middle  of 
the  section.  The  lengths  varied  from  a  fraction  of  an  inch  to  over  2  in. 
The  section  from  piece  No.  H  showed  these  most  prominently  and  is 
l)rescnted  iiere  as  1^'ig.  u.  The  (•orresi)()nding  sections,  about  ^-in.  from 
the  top,  each  showed  a  nimiher  of  longitudinal  cracks  about  !/4'\n.  long, 
and  also  showed  from  one  to  three  small  transverse  cracks. 

The    9-ft.    section    was    prepared    in    three    lengths    nnd    the    surface 
photographed    in    _'<)   jiarts,   each    with    a    Icn.uth    of   about   4   in.     Some   of 


Fig.  9 — Diagram  of  Locations  of  Vertical  Longitudinal  Sections. 


tread 


Fig.   10 — Vertical  Longitudinal  Section  of  Piece  No.  2. 


these  parts  show-ed  small  cracks  and  some  were  free  from  cracks.  The 
number  of  distinct  cracks  (generally  i%-in.  or  longer)  found  in  each  of 
the  parts  is  shown  in  Table  3,  w^hich  lists  the  longitudinal  and  transverse 
cracks  separately. 

It  will  be  noted  from  this  table  that  in  a  length  of  9  ft.  of  the  rail 
and  in  a  horizontal  plane  about  '%-in.  below  the  top  of  the  head  about 
'29  longitudinal  and  about  12  transverse  cracks  were  found.  The  longi- 
tudinal cracks  were  in  general  from  ^-  to  -^^-in.  long,  and  the  transverse 
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Fig.   ti — Diagram  of  Locations  of  Horizontal  Longitudinal  Sections. 


Fig,  12 — Horizontal  Longitudinal  Section  of  Piece  No.  8,  from  Lower 

Part  of  Head, 


TABLE  3- 

-CRACKS  IN  LONGITUDINAL  SECTION 

Part 

Longitudinal 

Transverse 

Part 

Longitudinal 

Transverse 

Number 

Cracks 

Cracks 

Number 

Cracks 

Cracks 

1 

3 

16 

3 

1 

2 

2 

17 

3 

3 

3 

18 

2 

1 

4 

2 

19 

5 

1 

20 

6 

21 

7 

3 

22 

8 

1 

1 

23 

9 

24 

1 

1 

10 

25 

11 

26 

12 

27 

1 

1 

13 

1 

28 

1 

1 

14 

2 

29 

1 

15 

2 

3 

Totals 

29 

12 

I'OI  RAIL. 

cracks  I'ruin  V«-   lo   A-\u.     I';iri   No.  27  is  given  hcrcwitli  natural  size  as 
I'ij?.    r,^,   showing  a  longitudinal   and   a  transverse  crack. 

MICKOSTKUCTUKE. 

.\  microscopic  examination  was  made  of  the  metal  at  several  places 
and  was  found  to  he  of  normal  microstructnre.  No  difference  was  no- 
ticeahle  hctwocn  the  structure  of  the  metal  immediately  surrounding  the 
cracks  and  the  stniclurc  of  the  body  of  tin-  metal  a  short  distance  away 
from  the  cracks. 


*7 


Fig.   13 — Horizontal  Longitudinal  Section  About  %  Inch  Below  Top 

OF  Head,  Part  27. 


SUMMARY. 

1.  A  study  was  made  of  a  rail  that  broke  in  seTvice,  and  whose 
fracture  showed  a  pre-existing-  internal  crack,  or  "Transverse  Fissure," 
in  the  head  of  the  rail  on  the  gage  side.  The  examination  consisted  of 
chemical,  physical  and  microscopic  tests,  or  more  especially  the  examina- 
tion of  transverse  and  longitudinal  sections  of  the  rail. 

2.  The  sections  were  prepared  by  polishing  with  emery,  etching,  or 
pickling  with  copper-ammonium  chloride  solution  and  then  repolishing 
with  tripoli.  This  treatment  disclosed  small  cracks  which  remained  un- 
noticeable  on  the  first  polishing  with  emery. 

3.  The  rail  was  made  at  Gary  in  March,  1910,  was  laid  in  the  same 
month  on  the  "Fort  Wayne"  road  and  broke  in  January,  1914.  The 
tests  were  all  made  at  the  Gary  Works  of  the  Illinois  Steel  Co. 

4.  According  to  the  chemical  analyses,  the  rail  was  made  of  steel  of 
about  normal  composition  for  rails. 
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5.  Specimens  for  tensile  test  were  taken  from  two  locations  along 
the  length  of  the  rail,  and  seven  specimens  from  each  location.  The 
tensile  strength  and  ductility  were  about  normal,  except  in  the  samples 
from  the  interior  of  the  head,  which  showed  low  elongation  and  reduc- 
tion of  area. 

6.  Ten  transverse  sections  were  cut  from  along  the  length  of  the  rail 
and  these  were  polished,  pickled  and  repolished  as  explained  above. 
These  sections  each  showed  from  one  to  six  or  seven  small  cracks  in  the 
head  of  the  rail,  mostly  in  the  lower  part  of  the  head  near  its  junction 
with  the  web.  No  cracks  were  found  in  the  interior  of  the  web  or  base. 
A  composite  diagram  is  presented  showing  the  locations  of  40  cracks 
contained  in  the  10  sections,  and  this  diagram  indicates  that  the  cracks 
occur  in  about  equal  numbers  on  either  side  of  the  rail  section. 

7.  A  number  of  short  longitudinal  sections,  both  horizontal  and  ver- 
tical, were  prepared  from  the  rail.  Also,  a  horizontal  section,  about  %-in. 
from  the  top  of  the  head,  was  prepared  from  a  length  of  9  ft.  of  the 
rail.  These  longitudinal  sections  showed  small  cracks,  both  longitudinal 
and  transverse,  distributed  irregularly  along  the  length  of  the  rail. 

8.  A  microscopic  examination  was  made  of  the  metal  at  several 
places  and  was  found  to  be  of  normal  microstructure.  No  difference  was 
noticeable  between  the  structure  of  the  metal  immediately  surrounding 
the  cracks  and  the  structure  of  the  body  of  the  metal  a  short  distance 
away  from  the  cracks. 

9.  In  conclusion  it  may  be  said  that  the  chemical  and  microscopic 
examinations  indicated  the  metal  of  this  rail  to  have  been  of  normal 
composition  and  microstructure  for  rail  steel.  The  tensile  tests  showed 
good  physical  properties  in  the  various  parts  of  the  rail  section,  except  in 
the  interior  of  the  head,  where  the  ductility  was  lov^.  Transverse  and 
longitudinal  sections  prepared  by  polishing,  pickling  and  repolishing,  as 
described  in  the  report,  disclosed  numerous  small  longitudinal  and  trans- 
verse cracks  in  the  interior  of  the  head.  These  were  mostly  in  the  lower 
part  of  the  head  and  no  cracks  were  found  in  the  interior  of  the  web  or 
base.  The  rail  had  been  in  service  about  four  years,  and  this  work  does  not 
show  whether  the  cracks  were  in  the  rail  when  made  or  whether  they  de- 
veloped after  the  rail  was  put  into  service.  Nor  does  this  investigation 
determine  the  origin  of  the  cracks,  or  fissures,  which  finally,  cause  failure 
of  the  rail;  but  it  is  believed  it  has  advanced  our  information  on  the 
subject. 


Appendix  D. 

RAIL  FAILURES  STATISTICS  FOR  1913. 

By  M.  H.  W-iCKHORST,  Engineer  of  Tests,  Rail  Committee. 

This  report  deals  with  the  statistics  of  rail  failures  for  th'e  year  end- 
ing October  31,  1913,  furnished  by  various  railroads  of  the  United  States 
and  Canada  in  response  to  a  circular  sent  out  by  the  American  Railway 
Association.  The  information  furnished  by  each  railroad  showed  the 
number  of  tons  laid  of  each  year's  rolling  from  each  mill  and  the  total 
number  of  failures  that  had  occurred  in  each  year's  rolling  from  the 
date  laid  until  October  31,  1913.  Heretofore  only  the  failures  occurring 
in  the  year  covered  by  the  report  were  shown,  but  in  this  report  the  total 
failures  occurring  since  the  rail  was  laid  are  made  the  basis  of  compari- 
son, which  constitutes  an  important  change  from  former  reports.  The 
failures  per  year  of  service  vary  in  different  years  in  the  life  of  the  rail 
and  are,  of  course,  influenced  by  the  density  of  traffic  over  the  rail. 
The  total,  or  accumulated,  failures  occurring  during  its  life  would  there- 
fore constitute  a  more  definite  basis  of  comparison  than  the  failures  dur- 
ing any  one  year,  and  would  probably  tend  to  equalize  somewhat  the  dif- 
ferences caused  by  different  densities  of  traffic  in  causmg  failures. 

The  failures  were  divided  into  four  classes,  namely,  head,  web,  base 
and  broken.  Under  each  class  the  number  of  failures  for  the  various 
ingot  positions  was  shown  in  some  cases.  The  failures  were  reported 
by  the  railroads  on  American  Railway  Engineering  Association  form 
M.  W.  408  as  revised  in  1913  and  shown  in  the  Proceedings  for  1914, 
Vol.  15,  after  page  336.  A  copy  of  this  form  somewhat  reduced  in  size 
is  given  as  an  insert. 

The  tonnages  of  rail  represented  by  the  statistics  in  this  report  are 
shown  below : 

Year  Rolled.  Bessemer.  Open-Hearth.  Total. 

1908 282,945  156,120  439,065 

1909 432,155  461,261  893,416 

1910 564,713  828,111  1,392,824 

1911 276,953  646,809  923,742 

1912 80,146  939,025  1,019,171 

1913 63,472  793,557  857,209 
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It  is  inU-rcstiiij^  tn  noiv,  for  the  1908  rail,  toiisidcrahly  more  Bessc- 
imr  rail  is  coven-d  by  these  statistics  than  Opcn-llcarth  rail,  while  for 
rail  rolled  in  the  year  1912  and  1913  the  tonnage  of  Bessemer  rail  is 
comparatively  small.  The  statistics  cover  only  part  of  the  tonnage  of  all 
rail  rolled,  but  the  above  figures  probably  arc  a  good  indication  of  a 
su(blen  increase  in  the  use  of  Open-Mearth  steel  for  rail  of  heavy  sec- 
tions in  I90<),  and  the  very  considerable  displacement  of  Bessemer  steel 
by  Open-Hearth  steel   for  heavy  section  rails  by   191 2. 

The  failures  were  tabulated  with  particular  reference  to  three  things, 
as   follows  : 

1.  The  performance  of  the  rails  made  by  the  different  mills. 

2.  The  comparative  performance  of  the  three  types  of  section  :     the 

A.  R.  A.  type  A,  or  thick  base,  high  rail;  the  A.  R.  A,  type  B, 
6r  thick  base,  low  rail,  and  the  A.  S.  C.  E.  type,  or  thin  base 
rail. 

3.  The  comparative  performance  of  rails  from  different  ingot  posi- 

tions. 

Probably  the  most  important  and  abiding  use  to  be  made  of  these 
statistics  is  to  show  the  performance  of  each  mill's  product  from  year  to 
year  and  to  show  the  improvement,  or  otherwise,  in  successive  years, 
and  the  compilation  has  been  made  with  this  important  feature  in  view. 
It  is,  of  course,  the  desire  of  all  mills  to  avoid  sending  out  defective 
rails  which  will  fail  in  track,  and  they  have  used  particular  care  in  this 
direction  in  recent  years.  These  records,  from  year  to  year,  should  show 
the  success  or  failure  of  such  efforts,  and  it  is  thought  they  have  been  a 
strong,  and  in  the  new  form  will  be  a  stronger,  incentive  for  the  mills 
to  continually  strive  to  reduce  the  defective  rails  sent  out. 

Most  of  the  large  systems  responded  to  our  request  for  statements 
of  rail  failures,  but  a  few  of  the  larger  railroads  were  unable  to  furnish 
the  information.  It  is  probably  true  that  these  statistics  become  more 
definite  in  their  indication  and  more  general  in  value  the  larger  the  num- 
ber of  roads  and  the  larger  the  tonnage  of  rails  represented,  and  it  is 
desirable,  therefore,  to  have  reports  from  all  roads  of  large  mileage.  The 
following  are  among  the  railroads   from  which  we  did  not  get   returns : 

Chesapeake  &  Ohio  Ry.     (Total  failures  not  shown.) 

Chicago  &  Alton  R.  R.     (Total  failures  not  shown.) 

Chicago,  Milwaukee  &  St.  Paul  Ry. 

Chicago,   St.   Paul,   Minneapolis  &  Omaha   Ry. 

Colorado  &  Southern  Ry. 

Delaware  &  Hudson  Co. 

El  Paso  &  Southwestern  System.     (Total  failures  not  shown.) 

Grand  Trunk  Pacific  Ry. 

Grand  Trunk  Ry.     (Total  failures  not  shown.) 

Illinois  Central  R.  R.     (All  years'  rollings  shown  together.) 

Intercolonial  Ry. 

International  &  Great  Northern  Ry. 
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Kansas  City,  Mexico  &  Orient  Ry. 

Lake  Erie  &  Western  R.  R.     (Total  failures  not  shown.) 

Minneapolis  &  St.  Louis  R.  R. 

Missouri  Pacific  Ry.     (Total  failures  not  shown.) 

Mobile  &  Ohio  R.   R.     (All  years'  rollings  shown  together.) 

National  Railways  of  Mexico. 

Oregon  Railroad  &   Navigation   Co.     (Year  rolled  not  shown.) 

Pere  Marquette  R.  R.     (Total  failures  not  f^hown.) 

Texas  &  Pacific  Ry.     (Total  failures  not  shown.) 

Wabash  R.  R. 

Western  Pacific  Ry.     (Total  failures  not  shown.) 

Wheeling  &  Lake  Erie  R.  R. 

The  method  of  compiling  the  statistics  was  to  make  white  prints  of 
the  blanks  submitted  by  the  different  railroads,  after  seeing  that  all  the 
lines  were  fully  filled  out,  and  then  cutting  them  up  along  the  horizontal 
lines  with  a  large  card-cutter,  or  trimming-board.  These  strips  consti- 
tute the  units  in  the  tables,  and  after  sorting  in  suitable  order  and  col- 
lecting into  desired  groups  the  information  was  transcribed  on  a  type- 
writer into  tables,  from  which  zinc  cuts  were  made  for  printing  in  the 
report.  One  sorting  of  the  strips  was  made  to  show  the  failure  per- 
formance by  mills  and  another  by  types  of  rail  sections.  The  writer 
wishes  to  acknowledge  the  efificient  and  skilful  work  done  by  Mr.  G.  C. 
Palmer,  who  compiled  the  tables  and  diagrams. 

Below  is  given  a  list  of  the  tables  and  diagrams  contained  in  this 
report,  listed  here  for  convenience  of  reference : 

Failures  Classified  by  Mills: 

Table  i.  Total  failures,  grouped  by  mills  and  years,  showing  in  de- 
tail the  weights,  sections,  specified  carbon  and  tons  of  rail 
laid ;  the  total  failures  to  date  of  report,  subdivided  be- 
tween the  four  classes  of  failure,  i.  e.,  head,  web,  base  and 
broken ;  the  failures  per  10,000  tons,  and  the  railroad  on 
which  the  tonnages  were  laid. 

Table  2.  Summary  showing  tons  of  rail,  total  failures  and  failures 
per  10,000  tons,  grouped  by  years  and  mills. 

Table  3.  Number  and  percentages  of  failures  in  the  four  classes, 
grouped  by  mills,  years  and  weights  of  rail. 

Table  4.  Percentages  of  failures  in  the  four  classes,  grouped  by 
years  and  mills. 

Table  5.  Average  weights  of  rail  for  the  different  years  and  mills, 
compiled  from  tonnages  used  in  report. 

Fig.  I.  Diagram  showing  failures  per  10,000  tons,  grouped  by  years 
and  mills.     (Compiled  from  Table  2.) 

Fig.  2.  Diagram  showing  failures  per  10,000  tons,  grouped  by  mills 
and  years.     (Compiled  from  Table  2.) 

Fig.  3.  Diagram  showing  percentages  of  failures  in  the  four  classes, 
grouped  by  years  and  mills.     (Compiled  from  Table  4.) 
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K'aitkiu^  of  Milts: 

Talilc  6.  Comparison  of  failures  for  llic  (lifftrc-nt  mills,  showing 
ranking. 

Comf^arison  of  Sections: 

Table    7.     Total    failures,   grouped   by   years,    weights    and    the   three 

types  of  section,  and  showing  same  detail  as  Table  i. 
Table  7-A.  Summary    showing    failures    per    to,ck)0    tons    grouped    by 

the  three  types  of  section,  years,  mills  and  weights. 
Table  7-B.  Summary    showing    failures    per    10,000    tons    groui)ed    by 

years,  types  of  sections  and  mills. 
Table   8.     Number  and   percentages   of   failures   in   the   four  classes, 

grouped  by  weights  and   the  three  types   of  section,   for 

Bessemer  rail. 
Table   9.      Similar   to   Table  8,   but   showing   information    for    Open- 
Hearth  rail. 
Table   10.     Number  and   percentages  of  failures  in  the  four  classes, 

grouped  by  the  three  types  of  section,  for  both  Bessemer 

and  Open-Hearth  rail. 
Table    11.      Comparison   of    failures    of    the   three    types    of    section, 

showing  their  ranking. 
Fig.  4.     Diagram  showing  failures  per  10,000  tons  for  the  three  types 

of  section.     (Compiled  from  Table  10.) 
Fig.  5.     Diagram  showing  failures  per   10,000  tons   for  the  different 

weights  of  rail  and  the  three  types   of  section.     (Com- 
piled from  Tables  8  and  9.) 
Fig.  6.     Diagram  showing  percentages  of  failure  in  the  four  classes, 

grouped  by  weights  of  rail  and  the  three  types  of  section. 

(Compiled  from  Tables  8  and  9.) 
Fig.    7.      Diagram    of    percentages    of    failures    in    the    four    classes, 

grouped  by  the  three  types  of  section.      (Compiled  from 

Table  10.) 

Comparison  of  Weights: 

Table  12.  Number  and  percentages  of  failures  in  the  four  classes, 
grouped  by  weights,  for  Bessemer  rail. 

Table  13.  Number  and  percentages  of  failures  in  the  four  classes, 
grouped  by  weights,  for  Open-Hearth  rail. 

Table  14.  Comparison  of  failures  by  weights  of  rail,  showing  rank- 
ing. 

Fig.  8.  Diagram  showing  failures  per  10,000  tons  by  weights.  (Com- 
piled from  Tables  12  and  13.) 

Fig.  9.  Diagram  of  percentages  of  failure  in  the  four  classes  by 
weights.     (Compiled  from  Tables  12  and  13.) 
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In  sot  Positions: 


Table  15.  Total  failures  by  ingot  positions,  divided  between  the  four 
classes  of  failure. 

Table  16.  Number  and  percentages  of  failures  in  "A,"  "B"  and 
"lower"  rails,  grouped  by  class  of  failure,  mills  and  years. 

Table  17.  Summary  of  number  and  percentages  of  failures  in  "A," 
"B"  and  "lower"  rails,  grouped  by  class  of  failure  and 
mills. 

Fig.  10.  Diagram  of  percentages  of  failures  in  "A,"  "B"  and  "lower" 
rails,  grouped  by  class  of  failure.  (Compiled  from 
Table  17.) 

Fig.  II.  Diagram  of  percentages  of  failures  in  "A,"  "B"  and  "lower" 
rails,  grouped  by  years  and  mills.  (Compiled  from  per- 
centages given  under  "totals"  column  of  Table  16.) 

Titanium: 

Table  18.  Number  and  percentages  of  failures  in  Bessemer  and 
Open-Hearth  steel  to  which  ferro-titanium  has  and  has 
not  been  added. 

Failures  per  100  Track  Miles: 

Table   19.     Summary  showing  track  miles  of  rail,  total  failures  and 

failures  per  100  track  miles,  grouped  by  mills. 
Table    20.      Summary    similar    to    Table    19,    showing    information 

grouped  by  weights  of  rail  and  the  three  types  of  section. 
Table  21.     Summary,  grouped  by  the  three  types  of  section. 
Table  22.     Summary,  grouped  by  weights  of  rail. 

FA-ILURES  CLASSIFIED  BY  MILLS. 

For  the  purpose  of  determining  the  failure  performance  of  the  rails 
furnished  by  the  different  mills,  the  statements  were  first  grouped  into 
Bessemer  and  Open-Hearth  steel.  They  were  then  grouped  by  steel  mills, 
and  each  mill's  tonnages  grouped  by  the  year  the  rail  was  rolled.  Totals 
and  averages  were  obtained  for  each  of  these  groups.  In  the  final  sub- 
division the  tonnages  were  listed  according  to  weight  per  yard  and  type 
of  section.  Lots  of  less  than  1,000  tons — that  is,  less  than  1,000  tons  in 
any  one  year's  rolling — were  excluded  from  the  tabulation,  as  they 
would  unnecessarily  extend  the  tables  and  not  materially  change  the 
group  totals  and  averages. 

The  detail  tabulations  by  mills  and  years  rolled  are  given  in  Table  i, 
sheets  i  to  26,  inclusive.  A  condensed  table  showing  the  failures  of  each 
year's  rolling  of  each  mill  is  given  as  Table  2.  It-  is  interesting  to  note 
from  this  table  the  comparative  performance  of  Bessemer  and  Open- 
Hearth  rail  for  the  several  years'  rollings.  Figuring  the  failures  per 
10,000  tons  of  Open-Hearth  rail  as  100  for  each  of  the  years  1908,  1909, 
1910  and  191 1,  the  relative  number  of  failures  of  Bessemer  rails,  together 
with  the  failures  per  10,000  tons,  is  shown  below: 


212  RAIL. 

FAH.UKKS    OF    JtF.SSKMKK    AND    OPEN-HEARTH    COMl'AKED. 

I'\iiluic's  Per  10,000  Tons.  Comparative  Failures. 

"\'car  Rolled.    Opcn-I  Icarlli.      Bessemer.    Open-Hearth.  Bessemer. 

1908 268.9  302.1  100  112 

1909 T09.0  212.4  100  195 

1910 57.6  132.T  100  229 

191 1 37.4  94.2  100  252 

The  rails  for  1912  and  i(ji3  arc  not  included  in  this  comparison,  as 
they  are  probably  too  young  for  the  comparison  to  be  as  reliable  as  for 
the  older  rails.  It  will  be  noted  that  in  the  19CJ8  rolling  the  failures  per 
unit  of  tonnage  were  only  a  little  greater  for  Bessemer  than  for  Open- 
Hearth  rails,  but  in  the  rollings  for  the  succeeding  years  the  failures  for 
the  Bessemer  rails  were  from  about  two  to  two  and  one-half  times 
greater  than  for  Open-Hearth  rails.  Comparing  the  different  years,  the 
failures  per  10,000  tons  of  Open-Hearth  rails  are  proportionately  much 
larger  for  the  year  1908  (approaching  the  number  of  Bessemer  failures), 
and  this  suggests  the  thought  that  there  were  faulty  practices  in  the  early 
rollings  of  Open-Hearth  rails  that  were  improved  upon  in  later  years. 

For  convenience  of  comparison,  the  failures  for  each  year's  rolling 
for  each  mill  are  shown  graphically  in  Figs,  i  and  2.  Fig.  i  shows  the 
failures  grouped  by  year  rolled,  beginning  with  the  1908  rollings  and 
showing  the  other  years'  rollings  in  succession.  Fig.  2  shows  the  failures 
grouped  by  mills,  the  various  years'  rollings  of  one  mill  being  shown 
together.  Looking  at  the  lines  representing  the  failures  of  Bessemer  rail 
in  this  figure  it  will  be  noticed  that  a  great  many  failures  were  reported 
for  the  T909  Carnegie  rail,  although  more  recent  rollings  of  that  mill's 
Bessemer  rail  compare  well  with  the  average  results  from  all  the  mills. 
Considering  now  the  failures  of  Open-Hearth  rail,  it  will  be  noted  that 
Dominion  rails  show  the  greatest  number  of  failures  per  10,000  tons 
for  four  out  of  five  years.  The  Algoma  and  Bethlehem  mills  also  show 
high  numbers  of  failures  per  10,000  tons. 

In  order  to  show  the  proportion  of  failures  occurring  in  the  four 
classes  of  failure,  i.  e.,  head,  web,  base  and  broken,  Table  3,  sheets  i  to 
5.  inclusive,  is  submitted,  which  shows  the  number  of  failures  in  each 
class,  together  with  the  per  cent,  each  class  is  to  the  total  failures  in 
the  lot,  or  group,  covered.  A  condensed  table  showing  the  percentage 
of  failures  in  each  of  the  four  classes  for  each  j^ear's  rolling  and  each 
mill  is  given  as  Table  4,  and  these  results  are  shown  graphically  in  Fig. 
3.  The  distribution  of  failures  among  the  several  classes  varies  greatly 
among  the  individual  lots  and  in  some  cases  even  among  the  group  re- 
sults, but  a  study  of  the  figures  and  especially  of  the  group  figures  brings 
out  some  interesting  points.  In  Bessemer  steel,  a  large  proportion  of  the 
failures  of  the  Illinois  and  Lackawanna  rails  were  classified  as  base  fail- 
ures and  broken  rails. 

As  a  matter  of  information,  the  average  weights  per  yard  of  the 
rails  rolled  by  the  several  mills,  covered  by  these  statistics,  are  shown  in 
Table  5. 
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RANKING   OF    MILI-S. 

In  order  to  show  more  coiivcuicnlly  tlic  relative  miiiiher  of  failures 
from  each  of  the  mills  and  to  slunv  the  ranking  of  the  mills  as  regards 
the  failure  performance  of  tlie  rails  rolled  by  them,  Table  6  has  been 
prepared.  Taking  the  average  number  of  failures  per  10,000  tons  of  all 
the  mills  in  any  year's  rolling  as  ico,  the  relative  'number  of  failures  of 
each  of  the  mills  is  shown  for  the  years  1908,  1909,  1910  and  191 1.  The 
later  rollings  are  not  included  because  of  being  too  young.  The  rank 
of  each  mill  is  also  shown  for  each  year's  rolling.  An  average  was  taken 
of  the  relative  failures  for  the  four  years'  rollings  and  this  then  taken 
as  showing  the  average  performance  of  the  rails  made  during  1908  to 
191 1,  inclusive.  These  averages  for  the  various  mills  may  be  said  to  col- 
lect into  a  focus  the  information  contained  in  these  statistics  as  to  the 
relative  failure  performance  of  the  rails  rolled  in  the  period  covered. 
These  average  relative  failures  arc  listed  herewith  for  more  convenient 
discussion  : 

ROLLINGS    OF  RAILS,    I908   TO    IQII,   INCLUSIVE. 

Bessemer.  Open-Hearth. 

Relative  Relative 

Mill.                      Rank.        Failures.  Mill.                      Rank.  Failures 

Maryland    i                  56  Colorado   i                  20 

Cambria    2                  71  Tennessee   2                  26 

Lackawanna   3                 89  Lackawanna   3                 52 

Illinois    4                 89  Pennsylvania   4                 58 

Carnegie    5                161  Maryland        5                 76 

Algoma   6                191  Carnegie   6                 96 

Illinois   7                107 


Average   100            Cambria  8  136 

Bethlehem  9  210 

Algoma    10  312 

Dominion    11  539 


Average   100 

The  "100"  given  as  "Average,"  it  should  be  understood,  is  not  ob- 
tained as  the  average  of  the  column  below  w^hich  it  appears,  but  is  taken 
to  represent  the  failure  performance  of  the  tonnage  covered  by  these 
statistics  of  all  the  mills  during  the  four  years  represented  and  for  Bes- 
semer and  Open-Hearth  rail  separately.  The  "Relative  Failures"  gives 
the  number  of  failures  that  occurred  in  the  same  tonnage  that  had  100 
failures  as  an  average  of  the  rails  of  all  the  mills. 

A  striking  feature  noticeable  in  this  comparison  is  the  very  large 
differences  between  the  different  mills,  especially  in  the  Open-Hearth 
steel,  some  of  which  can  be  attributed,  probably,  to  differences  in  the 
service  to  which  the  rails  are  subjected,  but  this  can  be  only  a  partial 
explanation.  , 
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The  Canioi>io  Bessemer  rails  nuule  a  I)a(l  showinj;,  due  lars^ely  to  the 
very  high  iinnil)er  of  faihires  i)cr  10,000  tons  of  the  i()0()  rolling. 

COiMrAKLSON  Oh"  Si':CTK)NS. 

A  retabulation  was  made  of  all  the  failure  reports  with  special  refer- 
ence to  the  matter  of  the  performance  of  different  sections  and  was  di- 
vided into  three  groups  as  follows  :  Thick  base,  high  rails,  or  the  A.  R. 
A.  type  A  group;  thick  base,  low  rails,  or  the  A,  R.  A.  type  B  group, 
and  thin  base,  or  A.  S.  C.  E.  group.  The  sections  appearing  in  this  re- 
port are  shown  below  under  the  throe  groupings : 

LIST    OF    SECTIONS    CLASSIFIED. 

A.R.A.-"A"        A.R.A.-"B"  A.S.C.E. 

Weights  Thick  Base  Thick  Base  Thin 

of  Rail,  High.  Low.  Base. 

70-lb ARA-"B"  ASCE 

72-lb ...  ASCE 

NP 

75-lb ..  !••  ASCE 

CS 
MP 

80-lb ARA-"A"  ARA-"B"  ASCE 

Dudley 

85-lb ....AT&SF  CP  ASCE 

PS  CB&Q 

D&RG 
PRR 

90-lb ARA-"A"  ARA-"B"  ASCE 

AT&SF  GN  CS 

D&RG 

91-lb ..  DL&W 

loo-lb ARA-"A"  ARA-"B"  ASCE 

C&NW  Dudley 

P&R  NYNH&H 

PS  PRR 

loi-lb DL&W 

105-lb ..  .,  Dudley 

iio-lb LV 

The  statements  were  first  grouped  into  Bessemer  and  Open-Hearth 
steel  and  then  successively  by  year  rolled,  weight  of  rail  and  type  of  sec- 
tion. Totals  and  averages  were  figured  for  the  final  groups.  This  com- 
pilation is  shown  in  Table  7,  sheets  i  to  24,  inclusive.  A  condensed  table 
showing  the  Bessemer  failures  grouped  by  weights  and  the  three  types 
of  section  is  given  as  Table  8,  and  a  similar  table  for  the  Open-Hearth 
failures  as  Table  9.     These  tables  show  the  number  of  failures   divided 
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into  llic  t(»ur  classes  of  failures  (liiad,  wth,  base  and  bi'fjkin),  and  show 
the  pereeiitane  llial  eai  h  ehiss  was  of  tlie  total  faihiies  in  the  lot„'«or 
group.  A  still  fmtliir  coiHlensation  is  Ki\eii  in  'I'ahlc  u),  which  slitfws 
the  failures  !L::roni)ed  l»y  the  three  types  of  section  for  each  year's  rofllilff 
for  both  r.essenier  and  ( )pen-I  learlh  rails.  These  general  results  are 
shown  graphically  in  h'ig.  4,  and  the  results  grouped  by  weights  and  types 
of  section  \n  b'ii;.  5.  In  looking  over  the  diagrams  for  Bessemer  steel 
it  will  be  noted  that  the  three  types  of  section  take  turns  in  showing  the 
lowest  number  of  failures  per  10,000  tons  in  the  different  years,  indicat- 
ing that  design  of  rail  section  is  not  a  predominant  factor  in  the  failure 
performance  of  a  lot  of  rails.  This  ^report,  of  course,  deals  only  with 
rail  failures  and  does  not  in  any  way  cover  the  matter  of  rail  wear  or 
general  service  performance  otherwise.  In  looking  over  the  diagrams  for 
Open-Hearth  steel  it  will  be  noted  the  "B"  type  of  section  showed  the 
highest  number  of  failures  per  10,000  tons  in  all  the  years.  It  is  prob- 
ably true,  though,  that  this  section  has  lieen  selected  for  the  heaviest 
service  and  hardest  conditions,  and  for  this  reason  no  definite  conclusions 
can  be  drawn  as  to  the  different  types  of  section.  As  between  the  "A" 
type  and  the  "Thin  Base"  type  of  section  the  one  showed  the  lowest 
number  of  failures  part  of  the  time  and  the  other  type  showed  the  lowest 
number  in  the  other  years. 

A  further  comparison  of  the  types  of  section  has  been  figured  out 
and  presented  in  Table  11.  This  table  shows  for  each  year  the  relative 
number  of  failures  for  each  type  of  section  compared  with  the  average 
failures  per  10,000  tons  of  all  rails  taken  as  100.  According  to  the  aver- 
age for  the  several  years'  rollings  the  lower  number  of  failures  occurred 
in  the  "A''  type  of  section,  the  "Thin  Base"  type  gave  the  next  higher 
and  the  highest  number  occurred  in  the  "B"  type  of  section.  As  already 
pointed  out,  however,  this  latter  type  is  probably  in  the  most  severe  and 
heavy  service. 

The  distribution  of  the  failures  among  the  four  classes  (head,  web, 
base  and  broken),  is  shown  for  the  three  types  of  section,  grouped  by 
weights  and  types,  in  Fig.  6.  A  condensed  diagram  showing  the  failures 
divided  into  classes  and  grouped  by  types  of  section  only  is  given  in 
Fig.  7.  While  there  are  large  individual  differences,  as  a  general  average 
the  "Thin  Base"  sections  have  a  somewhat  larger  proportion  of  failures 
classified  as  base  breaks  and  broken  rails,  as  show-n  by  the  general  sum- 
mary copied  herewith  from  a  previous  table : 
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AVERAGE    OF    I'EKCKN  JACKS    FOR    THE    SIX    YEARS. 

Type  of  Section.               Head.             Web.  Base.  Broken. 

Bessemer. 

ARA-"A"    36                   5                   6  53 

ARA-"B"    53                   6                 15  26 

ASCE  26                   2                 35  2n 

Average   39                   4  19  38 

Open-Hearth. 

ARA-"A"    59                   8  5  28 

ARA-"B"    49                 II  10  30 

ASCE  Z2>                  9  12  46 

Average   47  9  9  35 

It  is  noticeable,  however,  in  the  Open-Hearth  resuUs,  that  the  A.  R.  A. 
type  B  sections,  which  have  the  heaviest  base,  show  ahnost  as  high  a 
percentage  of  base  breaks  as  the  "Thin  Base"  sections. 

A  regrouping  of  the  faikires  for  the  three  types  of  section  by  years 
rolled  and  by  mills  is  given  in  table  7-A,  sheets  i  to  4  inclusive,  and  a 
summary  of  this  information  is  given  as  Table  7-B. 

COMPARISON  OF  WEIGHTS. 

Table  12  shows  the  failures  of  Bessemer  rails  grouped  by  weights, 
and  Table  13  shows  the  failures  of  Open-Hearth  rails  grouped  in  a  simi- 
lar manner.  These  results  are  shown  graphically  in  Fig.  8.  A  study  of 
these  tables  and  diagrams  shows  considerable  variation  in  the  different 
years  of  the  order  of  the  different  weights  of  rail,  as  regards  failures  per 
10,000  tons.  The  heavier  rails  are  generally  in  heavier  and  more  severe 
service,  and  it  would  seem  improbable  that  definite  conclusions  regarding 
the  relative  merits  of  different  weights  of  rail  as  to  failure  performance 
in  the  same  service  could  be  drawn  from  general  statistics  of  this  nature. 
It  may  be  said  that,  under  the  conditions  of  use,  the  failures  per  10,000 
tons  are  of  about  the  same  order  of  magnitude. 

Table  14  has  been  prepared  to  show  the  relative  failure  performance 
of  85-,  90-  and  loo-lb.  rails.  It  shows,  for  the  rollings  of  1908,  1909,  1910 
and  1911,  the  relative  failures  of  each  weight  compared  with  100  failures 
of  all  rails  of  these  weights,  and  also  shows  the  ranking  of  the  different 
weights.  Of  the  Bessemer  rails,  the  loo-lb.  showed  the  lowest  relative 
number  of  failures  in  each  year,  but  of  the  Open-Hearth  rails  this  weight 
ranked  2  in  one  year  and  3  in  the  other  three  years.  Here  the  conclusion 
indicated  is  that  weight  of  rail  is  a  minor  factor  in  the  matter  of  rail 
failures. 

Fig.  9  is  given  to  show  graphically  the  distribution  of  failures  among 
the  four  classes  (head,  web,  base  and  broken),  grouped  by  weights. 
Among  the  light  weights  (70-  to  84-lb.,  inclusive),  a  good  many  of  the 
percentages  show  a  large  proportion  of  failures  as  broken  rails  and  base 
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breaks,  .ind  a  stndy  of  (lie  di-lail  results  shows  these  to  have  been  largely 
of  the  A.  S.  C   ]'].  seclidii. 

INGOT  POSITIONS. 

Statenionts  of  rail  failures  received  from  some  of  the  railroads 
showed  the  ingot  positions  of  the  rails,  that  is,  whether  "A,"  "B"  or 
"lower"  rails  of  the  ingot,  and  the  information  has  been  collected  in 
Table  15,  sheets  i  to  7,  inclusive,  grouped  by  mills  and  years  rolled.  A 
condensed  table  showing  the  failures  for  each  mill  and  for  each  year's 
rolling  is  given  as  Table  16,  sheets  i  to  3,  inclusive.  This  table  shows 
the  number  and  percentages  of  failures  in  "A,"  "B"  and  "lower"  rails 
for  each  of  the  four  classes  of  failures.  The  total  failures  and  their 
percentages  for  each  mill  have  been  recopied  and  btought  together  in 
Table  17,  and  the  percentages  are  again  presented  graphically,  for  more 
convenient  comparison,  as  Fig.  10. 

These  general  results  show  some  interesting  comparisons  between 
the  "A"  rail  and  the  other  rails  of  the  ingot  as  regards  tendency  to  failure. 
It  will  be  noted  that  among  the  head  failures  there  were  more  failures 
of  the  "A"  than  of  the  "B"  rails  with  all  the  mills  except  in  the  case  of 
Carnegie  Open-Hearth  rails.  Of  all  the  Bessemer  rails  tabulated  46 
per  cent,  of  the  head  failures  were  in  the  "A"  rail  and  17  per  cent,  in 
the  "B"  rail,  and  of  the  Open-Hearth  rails  sy  per  cent,  were  in  the  "A" 
rail  and  21  per  cent,  in  the  "B"  rail.  If  we  assume  there  were  an  equal 
number  of  "A"  and  "B"  rails  in  service  and  that  the  "B"  rail  has  the 
same  tendency  to  failure  as  those  below  it  in  the  ingot,  we  see  that  in 
the  class  of  head  failures  the  "A"  rail  failed  2.7  times  more  than  the 
other  rails  in  Bessemer  steel  and  1.8  times  more  in  Open-Hearth  steel. 
Neither  assumption  is  strictly  correct  since,  first,  large  discards,  in  some 
cases,  were  made  from  the  ingot  and  no  "A"  rails  rolled,  and  second, 
it  is  not  known  that  the  "B"  rail  has  just  the  same  failure  tendency  as 
the  lower  rails,  but  the  assumptions  are  probably  satisfactory  for  present 
purposes.  Considering  now  the  base  breaks  and  broken  rails,  it  will  be 
noted  that  a  few  more  failures  occurred  in  "B"  rails  than  in  "A"  rails, 
but  the  difference  is  not  great.  In  other  words,  the  rails  from  the  sev- 
eral ingot  positions  showed  abour  the  same  failure  tendency  as  regards 
base  failures  and  broken  rails,  as  an  average  result  of  the  rails  from  all 
mills. 

The  failures  of  the  several  mill  grouped  by  years  and  ingot  positions 
are  shown  graphically  in  Fig.  11.  It  will  be  noted  of  all  the  failures 
classified  there  were  2.0  times  the  number  of  failures  of. "A"  rails  as  of 
"B"  rails  in  Bessemer  steel,  and  1.2  times  in  Open-Hearth  steel. 

TITANIUM. 

Some  of  the  lots  of  rail  were  reported  as  having  been  treated  with 
ferro-titanium,  and  Table  18  is  given  showing  comparisons  between  plain 
steel  and  titanium-treated  steel  for  the  same  sections  rolled  in  the  same 
years.     It  will  be  noted  that  in  some  cases  the  treated  steel  showed  the 
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lower  number  of  failures  per  10,000  tons,  while  in  oilier  cases  the  plain 
steel  showed  the  lower  number  of  failures.  The  average  results  showing 
failures  per  10,000  tons  for  each  year's  rolling  are  copied  herewith: 

Bessemer.  Open-Hearth. 

Year  Rolled.         Plain.                F.  T.  Plain.              F.  T. 

1909 292.1                  64.4  ....                   .... 

1910 149.1                126.5  166.3                1055 

1911 73.6                273.1  43.8                 58.7 

1912 25.6                   5.5  8.7                   8.1 

The  plain  steel  in  some  cases  showed  a  lower  number  of  failures  than 
the  titanium-treated  steel,  but  on  the  whole  the  treated  steel  seems  to 
have  had  less  failures  than  the  plain. 

FAILURES   PER   100  TRACK  MILES. 

It  has  been  thought  the  failures  occurring  in  a  given  length  of  track 
constitute  a  more  equitable  basis  of  comparison  than  the  failures  oc- 
curring in  a  given  tonnage,  the  latter  basis  being  the  one  used  heretofore 
and  is  used  in  this  report.  The  "Failures  per  100  Track  Miles"  is  a  con- 
venient unit  and  several  of  the  general  tables  have  been  recalculated 
from  failures  per  10,000  tons  to  failures  per  100  track  miles  as  follows : 

Table  19.     Grouped  b}''  mills,  all  weights,  sections  and  tonnages. 
Table  20.     Grouped  by  weights  and  the  three  types  of  section  for  all 

mills  and  tonnages. 
Table  21.     Grouped  by  the  three  types  of  section  for  all  mills,  weights 

and  tonnages. 
Table  22.     Grouped  by  weights  for  all  mills,  sections  and  tonnages. 

For  convenient  reference,  the  number  of  tons  (2,240  lbs.)  of  rail  in 
IOC  miles  of  track  for  the  different  weights  per  yard  is  shown  below : 

70-lb 1 1,000  tons 

72-lb 11,314  tons 

75-lb 11,786  tons 

80-lb 12,571   tons 

85-lb 13,357   tons 

90-lb 14,143   tons 

91-lb 14,300  tons 

loo-lb 15,714  tons 

loi-lb 15,871   tons 

105-lb 16,500  tons 

iio-lb 17,286  tons 

There  are  32,000  33-ft.  rails  in  100  miles  of  track;  therefore,  320 
failures  per  100  miles  are  equal  to  one  per  cent. 

The  general  conclusions  drawn  from  the  comparison  made  on  the 
mileage  basis  are  essentially  the  same  as  when  deduced  from  a  tonnage 
basis. 
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SUMMARY. 

1.  Statistics  arc  given  of  rail  failures  collected  for  the  year  ending 
October  31,  1913,  furnished  hy  various  railroads  of  the  United  States  and 
Canada  in  response  to  a  circular  sent  out  by  the  American  Railway  As- 
sociation. The  information  furnished  by  each  railroad  showed  the  num- 
ber of  tons  laid  of  each  year's  rolling  from  each  mill,  and  also  showed 
the  total  number  of  failures  that  (Kcurred  in  each  year's  rolling  from  the 
date  laid  until  October  31,   1913. 

2.  The  basis  of  comparison  is  the  number  of  failures  per  10,000  tons 
from  the  date  laid  until  October  31,  1913. 

3.  The  failures  were  divided  into  four  classes,  as  head,  web,  base 
and  broken.  The  ingot  positions  were  divided  into  "A"  rail,  "B"  rail 
and  "lower"  rails. 

4.  The  failures  were  tabulated  with  particular  reference  to  three 
things:  First,  the  performance  of  the  rails  made  by  the  different  mills; 
second,  the  comparative  performance  of  the  three  types  of  section,  the 
A.  R.  A.  type  A,  or  thick  base,  high  rail;  the  A.  R.  A.  type  B,  or  thick 
base,  low  rail,  and  the  A.  S.  C.  E.  type,  or  thin-base  rail;  third,  the  com- 
parative performance  of   rails   from  different  ingot  positions. 

5.  As  an  average  of  all  the  failures  tabulated,  the  failures  per  10,000 
tons  of  Bessemer  rails  were  a  little  more  in  the  1908  rolling  than  the 
failures  of  Open-Hearth  rails.  In  succeeding  years  the  relative  number 
of  Bessemer  failures  increased  to  about  two  and  one-half  times  the  num- 
ber of  Open-Hearth  failures  in  the  191 1  rolling. 

6.  The  failure  performance  of  the  rails  from  the  several  mills  are 
shown,  and  probably  the  most  striking  feature  is  the  large  differences  be- 
tween the  different  mills.  A  table  is  given  showing  the  ranking,  or  order 
of  rail  breakage,  of  the  mills  based  on  the  failures  per  lo.ooo  tons.  Re- 
sults are  also  given  showing  the  failures  of  the  several  mills  divided  into 
four  classes. 

7.  A  tabulation  was  made  with  special  reference  to  the  comparative 
failure  performance  of  thick  base  and  thin  base  rails,  as  explained  above. 
The  results  indicate  that  the  various  types  of  section  have  about  the  same 
failure  tendency,  although  on  account  of  the  differences  in  service  no 
definite  conclusions  can  be  drawn  as  to  the  different  types  of  section. 
The  thin-base  rails  showed  a  somewhat  larger  percentage  of  failures  as 
base  breaks  and  broken  rails,  although  the  failures  per  10,000  tons  were 
about  the  same. 

8.  Comparisons  were  made  of  failures  by  weights  of  rail,  but  defi- 
nite conclusions  as  to  the  failure  performance  of  different  weights  of 
rail  probably  cannot  be  made  from  these  statistics  because  of  the  differ- 
ence of  service  to  which  the  light  and  heavy  rails  are  subjected.  The 
comparisons  indicate  that  the  weight  of  rail  per  yard  does  not  greatly 
influence  the  failures  per  10,000  tons. 
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9.  A  comparison  of  the  rails  from  llic  differciU  ingot  positions  in- 
dicated that,  as  a  general  average,  the  failures  classified  as  head  failures 
of  the  "A,"  or  top  rail,  were  27  times  the  failures  of  the  other  rails  of 
the  ingot  in  Bessemer  steel  and  1.8  times  in  Open-ITearth  steel.  In  the 
failures  classified  as  base  breaks  and  broken  rails  the  different  rails  of  the 
ingot  showed  about  the  same  failure  "tendency,  or  a  little  less  in  the  "A," 
or  top  rail. 

10.  A  comparison  of  rails  made  of  steel  treated  with  titanium  with 
those  of  plain  steel  showed  that  in  some  cases  the  treated  rails  gave  fewer 
failures  per  10,000  tons  than  the  plain  rails,  and  in  other  cases  the  plain 
rails  gave  the  smaller  number  of  failures.  As  a  general  average  the 
titanium-treated  rails  gave   somewhat   less   failures   per   10,000  tons. 

11.  It  has  been  thought  the  failures  occurring  in  a  given  length  of 
track  constitute  a  more  equitable  basis  of  comparison  than  the  failures 
occurring  in  a  given  tonnage,  which  is  the  basis  used  heretofore.  Several 
of  the  general  tables  have  been  recalculated,  using  failures  per  100  miles 
of  track  as  the  unit  of  comparison,  and  it  is  expected  this  basis  will  be 
adopted  for  future  reports, 

12.  The  tables  showed  that,  after  a  period  of  service  of  five  years, 
as  a  general  average,  about  1%.  per  cent,  of  the  rails  were  reported  as 
failed. 

13.  In  conclusion  it  may  be  said  that  there  were  large  differences 
in  the  failure  performance  of  the  rails  from  different  mills.  These  dif- 
ferences were  not  great  between  different  types  of  sections  or  between 
different  weights  of  rail,  taken  as  a  general  average,  although  there  w^ere 
large  individual  differences.  The  "A,"  or  top  rail,  of  the  ingot  showed  a 
greater  tendency  toward  head  failure  than  the  other  rails  of  the  .ingot, 
but  about  the  same  failure  tendency  as  regards  base  breaks  and  broken 
rails. 

loii   Karpen  Building, 
900  S.  Michigan  Ave., 
Chicago,  111. 
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Table  3  -  Sheet  1 

Mumter 

and  Percentages  of  Failures  in  Head,  Web  and  Base,  and  Account  Broken 
GROUPED  BY  MILLS  ADD  WEIGHTS 

1 

Ulll 

Year 

Lbs. 

Per 

Yard 

Total 
Tone 

Failures  and  Percentages 

Fail- 
ures 

Per 
10,000 

Tons 

Head 

Web 

Base 

Broken 

Total 

No. 

% 

Ho. 

% 

No. 

% 

No. 

% 

No. 

HESSEI^R  RAH. 

Algoma 

1908 

85-9 

7,635 

217 

55 

18 

5 

58 

15 

98 

25 

391 

612.1 

1909 

80-4 
85-9 
90-4 

100-4 

6,785 

20,200 

1,134 

5.082 

4 
190 

3 

3 
32 

6 

3 
13 

5 

2 
2 

10 

19 
86 

7 

15 
15 

14 

102 

299 

36 

80 
51 

70 

128 

588 

0 

51 

188.7 

291.1 

0.0 

100,4 

Toi 

tals 

33.201 

197 

25 

21 

3 

112 

15 

437 

57 

767 

231.0 

1910 

85-9 
100-4 

16,450 
8,229 

299 
5 

46 
12 

22 

3 

120 
5 

18 
12 

216 
31 

33 
76 

657 
41 

399.4 
49.8 

Totals 

24,679 

304 

43 

22 

3 

125 

19 

247 

35 

698 

282.8 

1911 

85-9 

23,960 

271 

44 

16 

3 

168 

27 

159 

26 

614 

256.3 

1912 

85-9 

14,430 

91 

53 

6 

4 

45 

S7 

27 

16 

169 

117.1 

CEun'brla 

1906 

85-9 

90-4 

100-4 

6,000 
9,683 
4.686 

29 

101 

5 

58 
82 
29 

13 
6 

3 

26 

5 

18 

3 
3 

1 

6 
2 
6 

5 

14 

8 

10 

11 
47 

50 

124 

17 

83.1 

129.5 

36.3 

Toi 

cals 

20.269 

135 

71 

22 

11 

7 

4 

27 

14 

191 

94.2 

1909 

85-9 

90-4 

100-4 

6,010 
4,043 
8,418 

23 

185 

79 

41 

78 
66 

16 
12 
18 

29 

5 

16 

4 

6 

7 

3 

13 
33 
22 

23 
14 
18 

56 
236 
119 

93.2 
583.7 
141.4 

To1 

ials 

18.471 

287 

70 

46 

11 

10 

3 

68 

16 

411 

222.5 

1910 

85-9 

90-4 

100-4 

3,694 

6,180 

15.011 

2 

74 

139 

9 
58 
71 

8 
12 
25 

35 

9 

13 

3 

1 

3 

1 

13 
38 
31 

56 
30 
15 

23 
127 
196 

62.2 
205.5 
130.5 

To-I 

:als 

24.885 

215 

62 

45 

13 

4 

1 

82 

24 

346 

139.0 

1911 

85-9 

2,989 

10 

77 

_ 

_ 

1 

8 

2 

15 

13 

43.5 

1912 

85-9 

2.164 

3 

75 

1 

25 

- 

4 

18.6 

1913 

85-9 

2.298 

- 

- 

- 

_ 

_ 

_ 

. 

_ 

0 

0.0 

Carnegie 

1908 

85-9 

90-4 

100-4 

31,896 
1,177 
9.475 

853 

62 

134 

91 
78 
50 

21 
11 
22 

2 

14 

8 

2 

1 

— 

59 

6 

112 

7 

8 

42 

935 

"  79 

269 

293.1 
671.2 
283.9 

Tol 

kals 

42.548 

1.049 

82 

54 

4 

3 

- 

177 

14 

1.283 

301.5 

1909 

85-9 

90-4 

100-4 

16,102 
19,694 
34.696 

1,419 

2,548 

484 

87 
93 
73 

113 
87 
52 

7 

3 
8 

13 
13 

16 

1 
2 

86 
101 
115 

5 

4 

17 

1,631 

2,749 

667 

1013.5 

1395.8 

192.3 

To1 

bals 

70.492 

4.451 

88 

252 

5 

42 

1 

302 

6 

5.047 

716.0 

1910 

80-4 

85-9 

90-4 

100-4 

1,437 
39,866 
42,795 
34.503 

23 
497 
830 
156 

92 
71 
66 
47 

2 
74 
75 

22 

8 

11 

6 

7 

13 
27 
IS 

2 
2 

4 

111 
321 
141 

16 

26 
42 

25 

695 

1,253 

332 

173.9 

174.3 

292.8 

96.2 

Totals 

118 . 601 

1.506 

66 

173 

7 

53 

2 

573 

25 

2.305 

194.3 

1911 

80-4 

85-9 

90-4 

100-4 

3,000 
10,001 
26,786 
23.709 

21 
79 

25 

37 
39 
24 

2 

3 

15 

7 

S3 
5 
8 
7 

1 
2 
7 
5 

17 

4 
4 
5 

3 
31 
98 
66 

50 
54 
49 
64 

6 

57 

199 

103 

20.0 
57.0 
74.3 
43.4 

ffo- 

tals 

63.496 

125 

34 

27 

8 

15 

4 

198 

54 

365 

57.5 

1912 

100-4 

4,098 

1 

20 

- 

- 

- 

- 

4 

80 

5 

12.2 

1913 

85-9 
100-4 

6,822 
26.315 

7 
2 

50 
40 

1 
1 

7 

20 

- 

- 

6 
2 

43 
40 

14 

5 

20.5 
1.9 

To' 

;als 

33.137 

9 

47 

2 

11 

- 

. 

8 

42 

19 

5.7 

Illinois 

1908 

70-4 
85-9 
90-4 

1,044 
77,441 
17.751 

1 

1,405 

262 

50 
48 
47 

53 
21 

2 

4 

653 
64 

22 
12 

1 
846 
205 

50 
28 
37 

2 

2,957 

552 

19.0 
381.8 
310.9 

To1 

tals 

96.236 

1,668 

48 

74 

2 

717 

20 

1,052 

30 

3.511 

364.8 

1909 

75-9 
80-4 
85-9 
90-4 
100-4 

14,929 
1,043 
50,715 
57,675 
29,019 

10 

209 

129 

18 

6 

30 
23 
10 

6 

25 

17 

6 

3 

4 
3 
3 

13 

66 

146 

47 

7 

9 
26 
27 

151 

403 
271 
104 

84 

57 

48 
60 

180 
0 
703 
563 
175 

120.6 
0.0 

138.6 
97.6 
60.3 

To- 

;alB 

153.381 

366 

23 

54 

3 

272 

17 

929 

57 

1.621 

105.7 

1910 

70-4 

75-9 

90-4 

100-4 

3,02£ 

2,076 

129,773 

20.905 

1 

246 
19 

3 

12 
3'7 

18 

1 

534 

1 

27 
2 

29 

1,178 
31 

97 

60 
61 

30 

0 

1,976 

51 

99.3 

0.0 

152.3 

24,4 

To- 

;als 

155.776 

266 

13 

18 

1 

535 

26 

1.238 

60 

2.057 

132.0 

1911 

70-4 
75-9 
80-4 
85-9 
90-4 
100-4 

5,600 
11,830 

3,570 
16,668 
40,568 
25.671 

2 

25 
34 
66 

7 

15 

8 

35 

6 

13 

8 

3 
3 
4 

1 
36 

'I 

4 

22 

12 

3 

25 

4 

2 

100 

340 

110 

89 
100 
100 
60 
77 
58 

28 

4 

£ 

166 

440 

190 

50.0 
3.4 
6.6 

99,6 
108.4 

74.0 

5!ol 

als 

103.907 

127 

IS 

26 

3 

96 

12 

581 

70 

830   79.91 
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Buinbor  and  Peroentapcp  of  Failures  In  H«ad ,  V/eb  mnA   F 
GROUPED  BY  MILLS  AITP  WEIGHTS 

icoount  broken 

taee, 

and  / 

UllI 

Year 

Lbe. 

Per 

Yard 

Total 
Tone 

Fa  Hut 

contaRBB 

Pall- 
ureo 

Per 
10,000 

Tons 

eo  and  Per 

Head 

Web 

BaBe 

Broken 

Total 

No. 

No. 

f^ 

No. 

i 

IJo. 

* 

IIo. 

BKSSE(,ffil(  RAIL 

IlllnolB 

1912 

75-9 

85-9 

90-4 

100-4 

5,674 
2,685 
8,540 
3.000 

4 

2 
24 

100 

9 
60 

2 

9 

4 

10 

17 
12 

82 
30 

4 

0 
21 
40 

7.1 
0.0 

24.6 
]:  3.3 

Tol 

als 

19,899 

30 

-16 

2 

3 

4 

7 

29 

44 

55 

32.7 

1913 

85-9 
90-4 

1,741 
2.766 

1 

100 

: 

: 

: 

: 

1 
0 

5.7 

0.0 

To  ;alB 

4,607 

1 

100 

- 

- 

- 

- 

- 

- 

1 

2,2 

Lackawanna 

1906 

80-4 

85-9 

90-4 

100-4 

27,655 
11,897 
13,264 
20,197 

14 
216 
265 

29 

15 
16 
29 
24 

8 

1 
10 

1 

8 

36 

316 

520 

8 

39 

23 

57 

6 

43 
794 
134 

76 

45 
60 
14 
62 

93 

1,334 

920 

123 

33.5 
112.1 
693.5 

60.9 

Totals 

73,013 

524 

21 

19 

1 

880 

36 

1.047 

42 

2.470 

338.3 

1909 

75-9 
80-4 
85-9 
90-4 
100-4 

1,273 
32,891 
20,580 
12,812 
42,317 

1 

6 

16 

39 

47 

2 

8 
33 
32 
36 

1 
2 
7 
5 

1 
4 

6 
4 

22 

30 

5 

15 

31 

47 
41 
10 
12 
23 

24 
37 
25 
60 
49 

51 
50 
53 
50 
37 

47 

74 

48 

121 

132 

369.2 
22.5 
23.3 
94.4 
31.2 

Totals 

109,873 

109 

26 

15 

3 

103 

25 

195 

46 

422 

38.4 

1910 

80-4 

85-9 

90-4 

100-4 

50,346 
19,152 
73,193 
46.898 

32 

9 

104 

66 

4 

9 

21 

22 

3 

3 

15 

22 

3 
3 
7 

541 

8 

156 

116 

71 

8 

31 

40 

190 
80 

227 
91 

25 
80 
45 
31 

765 
100 
503 
295 

152.1 
52.2 
68.7 
62.9 

Totals 

189.589 

211 

13 

44 

3 

321 

49 

588 

36 

1.554 

87.8 

1911 

80-4 

85-9 

90-4 

100-4 

13,587 

2,928 

17,197 

12.996 

10 

4 

19 

16 

2 
56 
13 
54 

1 
1 
2 
2 

17 

1 
8 

439 

13 

1 

82 

9 
4 

84 

1 

112 

6 

16 
17 
77 
24 

534 

6 

146 

25 

393.0 
20.5 
84.9 
19.2 

Totals 

46.708 

49 

7 

6 

1 

453 

54 

203 

28 

711 

152.2 

1912 

85-9 

90-4 

100-4 

6,885 
3,046 
9,335 

4 

6 

100 

86 

1 

14 

- 

- 

1 

100 

4 
1 
7 

5.6 
3.3 
7.5 

Tol 

tals 

19,265 

10 

84 

1 

8 

- 

- 

1 

8 

12 

5.2 

1913 

90-4 
100-4 

4,160 
3,227 

- 

- 

: 

: 

: 

- 

- 

0 
0 

0.0 
0.0 

To1 

.als 

7,387 

_ 

_ 

_ 

_ 

- 

- 

- 

- 

0 

0.0 

Marylsmd 

1908 

70-4 

85-9 

90-4 

100-4 

2,827 
16,021 
19,853 

4,543 

1 

170 

366 

24 

100 
52 
94 
63 

22 
3 
2 

8 

1 
5 

6 

1 
1 

2 

3 

76 
19 
11 

28 

5 

29 

1 

274 

389 

38 

3.5 

171.0 

195.9 

83.6 

Totals 

43.244 

561 

80 

27 

4 

8 

1 

106 

15 

702 

162.3 

1909 

85-9 

90-4 

100-4 

8,171 
17,062 
21.504 

16 
298 
393 

73 
79 
77 

2 
20 
42 

9 
5 

8 

8 
5 

2 

1 

4 
52 
71 

16 
14 
14 

22 
378 
511 

25.9 
221.5 
237.6 

Totals 

46,737 

707 

77 

64 

7 

13 

1 

127 

15 

911 

194.9 

1910 

70-4 

85-9 

90-4 

100-4 

1,031 
23,591 
10,190 
16.371 

57 
93 
79 

57 
72 
49 

11 

4 

27 

11 
17 

11 
3 

1 

11 
2 
1 

21 
30 

53 

21 
23 
33 

0 
100 
130 
160 

0.0 

42.4 

127,5 

97.7 

Totals 

51.183 

229 

59 

42 

11 

15 

4 

104 

26 

390 

76.2 

1911 

85-9 

90-4 

100-4 

13,324 

3,067 

19,482 

8 

4 

18 

40 
50 
37 

3 
1 
5 

15 
12 
10 

1 
6 

5 
12 

8 

3 

20 

40 
38 
41 

20 

8 

49 

15.0 
26.1 
25.2 

Totals 

35.873 

30 

39 

9 

12 

7 

9 

31 

40 

77 

21,5 

1912 

100-4 

20,289 

4 

5 

24 

34 

28 

40 

14 

26 

70 

34,6 

1913 

70-4 
10^-^ 

3,420 
12,723 

1 

100 

: 

- 

: 

: 

^ 

^ 

0 

1 

0,0 
0,8 

Totals 

16,143 

1 

100 

- 

- 

- 

- 

- 

- 

1 

0.6 

OPEN  ] 

ffiAETB 

RAI] 

- 

Alpons 

1908 

85-9 

2,545 

76 

82 

- 

- 

12 

13 

4 

5 

92 

361.5 

1909 

80-4 

85-9 

100-4 

2,262 
6,760 
1.560 

1 
124 

20 
81 

2 

1 

1 
50 

1 
7 

20 
5 

3 

20 

1 

60 
13 
50 

5 

153 

2 

22.1 

226.3 

12.8 

Totals 

10,562 

125 

78 

3 

2 

8 

5 

24 

15 

160 

151.2 

1910 

85-9 
100-4 

5,500 
2,278 

184 

1 

77 
100 

6 

3 

17 

7 

32 

13 

235 

1 

434.5 
4.4 

Totels 

7,778 

185 

77 

6 

3 

17 

7 

32 

13 

240 

308.6 

1911 

85-9 

10,760 

117 

66 

4 

2 

25 

14 

31 

18 

177 

154.5 

1912 

85-9 

7.430 

54 

78 

- 

- 

8 

12 

7 

10 

69 

92.9 

RAIL    FAILURE    STATISTICS. 
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Table 

3  -  Sh 

•et  Z 

ttamber  and  Percentages  of  Failures  In  Head,  Web  and  Base,  and  Account  Broken 
GROUPED  BY  MILLS  AMD  VffilGHTS 

Mill 

Year 

Lbs. 

Per 

Yard 

Total 
Tons 

Failures  and  Percentages 

Fail- 
ures 
Per 
10,000 

Tons 

Head 

Web 

Base 

Broken 

Total 

No. 

^ 

No. 

f. 

No. 

% 

No. 

1. 

No. 

OPEM  HEAETH  RAIL 

Bethlehem 

1908 

85-9 

90-4 

100-4 

10,000 

15,645 
1.448 

109 

308 

22 

67 
42 
25 

3 
34 
49 

2 

5 
5$ 

39 

13 

5 

24 

2 
6 

12 

371 

12 

7 
51 

13 

163 
726 

OB 

163.0 
454.0 
607.7 

Totals 

27.093 

439 

45 

86 

8 

57 

$ 

395 

41 

977 

360.6 

1909 

85-9 

90-4 

100-4 

9,805 
32,389 
11.449 

27 

500 

84 

25 
35 
41 

6 
32 
18 

5 
2 
9 

4 
25 
15 

4 
2 
7 

72 

874 

88 

66 
61 
43 

109 

1,431 

205 

111.6 
441.8 
179.0 

Totals 

53.643 

611 

35 

56 

3 

44 

2 

1.034 

60 

1  745 

325.3 

1910 

85-9 

90-4 

100-4 

110-4 

17,187 

26,867 

41,358 

8.015 

36 

65 

333 

36 

31 
40 
46 

42 

17 

8 
40 

1 

14 
5 
6 

1 

13 
13 
17 
11 

11 
8 
2 

?-4 

51 

77 

336 

37 

44 

47 
46 
4? 

117 
163 
726 

05 

68.1 

60.7 

175.6 

106.0 

To- 

als 

93.427 

470 

43 

66 

6 

54 

5 

501 

4^ 

1.091 

116.8 

1911 

85-9 

90-4 

100-4 

110-4 

27,318 
9,014 

36,475 
4.967 

10 

39 

110 

10 

6 
35 
34 
72 

3 

1 

16 

1 

2 
1 
5 
7 

22 

3 
24 

1 

14 

3 
8 
7 

123 

67 

167 

2 

78 
61 

53 
14 

158 

110 

317 

14 

57.8 

122.0 

86.9 

28.2 

To;als 

77,774 

169 

28 

21 

4 

50 

8 

359 

60 

599 

77.0 

1912 

85-9 

90-4 

100-4 

110-4 

9,189 
21,042 
40,659 

2.140 

5 
17 

4 

100 
65 
80 

2 
4 

9 
15 

3 

2 

1 

14 

8 
20 

17 

3 

77 
12 

22 

5 

26 

5 

23.9 
2.4 
6.4 

23.3 

Totals 

73,030 

26 

45 

6 

10 

6 

3L0 

20 

35 

58 

7.9 

1913 

70-4 

90-4 

100-4 

110-4 

3,984 
13,820 
19,957 

9.645 

1 

20 

2 

40 

1 

20 

1 

20 

0 
0 
0 
5 

0.0 
0.0 
0.0 
5.2 

To;als 

47,406 

1 

20 

2 

40 

1 

20 

1 

2Q 

5 

1.1 

Cam"bria 

1909 

85-9 
100-4 

6,468 
4.397 

14 
50 

20 

43 

42 
20 

60 
17 

1 

4 

1 
4 

13 
43 

19 

36 

70 
117 

108.2 
266.1 

Totals 

10.865 

64 

34 

62 

33 

5 

3 

56 

30 

187 

172.1 

1910 

85-9 
100-4 

4,903 
17.214 

9 
77 

39 
64 

10 
18 

44 
15 

1 
1 

4 
1 

3 
25 

13 
20 

23 
121 

46.9 
70.3 

Totals 

22.117 

86 

60 

28 

19 

2 

2 

28 

19 

144 

65.1 

1911 

85-9 

90-4 

100-4 

12 , 600 
12,959 
18.073 

9 
13 

44 

2.3 
20 
37 

24 
14 

45 

51 
22 
38 

3 

1 
2 

8 

1 
2 

3 
37 
27 

8 
57 
23 

39 

65 

118 

28.6 
50.1 
65.3 

Totals 

43.632 

66 

20 

85 

37 

6 

3 

67 

30 

222 

.50.9 

191E 

70-4 

85-9 

90-4 

100-4 

1,172 

3,300 

19,706 

55,999 

43 

50 

2 
20 

100 
22 

- 

- 

1 
2 

23 

100 
100 

27 

1 

2 

2 

86 

8.5 

6.1 

1.0 

15.4 

Totals 

80.177 

43 

47 

22 

24 

- 

- 

26 

29 

91 

11.3 

1913 

70-4 

85-9 

90-4 

100-4 

6,975 

2,559 

9,653 

24,996 

1 

1 

8 
11 

6 

6 

50 

67 

- 

1 
5 
2 

100 
42 
22 

0 

1 

12 

9 

0.0 

3.9 

12.4 

3.6 

Totals 

44,183 

2 

9 

12 

55 

- 

8 

e§ 

22 

5.0 

Carnegie 

1909 

85-9 
100-4 

6,205 
10.813 

16 
30 

67 
31 

2 
12 

8 
13 

1 

4 

5 
54 

21 

56 

24 
96 

38.7 
88.8 

Totals 

17.018 

46 

38 

14 

12 

1 

1 

59 

49 

120 

70.5 

1910 

85-9 

90-4 

100-4 

15,000 
7,598 
5.369 

10 
55 
19 

20 
80 

53 

31 

5 
3 

62 
7 
8 

1 

1 

9 

8 

14 

18 
12 
39 

50 
69 
36 

33.3 
90.8 
67.1 

Totals 

27.967 

84 

54 

39 

25 

1 

1 

31 

20 

155 

55.4 

1911 

85-9 

90-4 

100-4 

2,504 
14,000 
24.988 

3 
20 
21 

43 
19 
25 

4 
21 

36 

57 

20 
42 

1 
2 

1 
2 

64 
26 

50 
31 

7 

106 

85 

28.0 
90.8 
34.0 

To' 

bals 

41.492 

44 

22 

61 

31 

3 

1 

90 

46 

198 

47.7 

1912 

80-4 

85-9 

90-4 

100-4 

4,751 

3,986 

31,894 

58.375 

5 

13 
15 

100 

59 
27 

6 
18 

27 

33 

1 

2 

3 
21 

14 
38 

5 

0 

22 

55 

10.5 
0.0 
6.9 
9.4 

Totals 

99,006 

33 

40 

24 

29 

1 

1 

24 

30 

82 

8.3 

1913 

85-9 

90-4 

100-4 

4,275 

4,994 

46.532 

1 
3 

50 
43 

1 

14 

- 

- 

1 
3 

50 

43 

2 
0 
7 

4.7 
0.0 

1.5 

To 

tals 

55.801 

4 

44 

1 

12 

- 

- 

A. 

44 

9 

1.6 

262 
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number  and  PeroentapoD  of  Pallurea  in  Head,  V/eb  and  Bane, 
CnOUPED  BY  MILLS  AlW   WEIGHTS 

and  Account  Broken 

Ulll 

Year 

Lbs. 

Per 

Yard 

Total 
Tons 

PalluroB  and  Percentagos 

Fall- 
uroo 
Per 
10,000 
Tone 

Head 

Wob 

Bace 

Broken 

Totalj 

IIo. 

if 

no. 

cf 
1^ 

No. 

1^ 

I/O. 

r^ 

rio.j 

OPEIJ  HEilKTH  PAIL 

Colorado 

• 

1908 

05-9 
90-4 

1,709 
17.130 

1 
21 

9 
42 

1 

2 

2 

\ 

10 

26 

91 

5? 

11 
50 

64  .5 
29.2 

Totals 

18.839 

22 

36 

1 

2 

2 

^ 

36 

59 

51 

32.4 

iWd 

85-9 
90-4 

20,000 
08.42? 

22 

60 

49 
70 

4 

15 

9 
16 

8 

3 

17 
3 

11 
11 

25 
11 

46 
97 

2^.5 
U.2 

To  , alb 

06.423 

50 

63 

15 

13 

11 

8 

22 

16 

142 

IC.l 

1910 

85-9 
90-4 

16,572 
142.480 

17 

163 

74 

92 

3 
15 

3 
9 

2 

1 

3 
19 

13 
9 

23 
199 

13.9 
14.0 

Totals 

159.052 

180 

81 

18 

8 

2 

1 

22 

10 

222 

14.0 

1911 

715-9 
85-9 
90-4 

4,553 

2,055 

07.064 

1 
86 

33 
83 

3 

3 

3 

3 

2 
12 

67 
11 

0 

3 

104 

0.0 
10.5 
11.9 

Totals 

94.472 

87 

81 

3 

3 

3 

3 

14 

13 

107 

11.3 

1912 

75-9 

85-9 

90-4 

100-4 

11,768 

10,000 

114,375 

3.103 

149 

81 

8 

4 

3 

2 

24 

13 

0 

0 

184 

0 

0.0 

0.0 

16.1 

0.0 

Totals 

139.246 

149 

81 

0 

4 

3 

2 

24 

13 

184 

13.2 

l9lS 

85-9 
90-4 

10,000 
119,056 

8 

73 

- 

- 

- 

- 

3 

27 

(5 
11 

6.0 
0.9 

To1 

.els 

129,056 

8 

75 

_ 

- 

- 

- 

3 

27 

11 

0.9 

Dominion 

1908 

80-4 
85-9 

6,005 
17.820 

79 
1,094 

11 
60 

4 
85 

5 

486 
389 

68 
2i 

149 
245 

21 
14 

7ia 

1.813 

1156.7 
1017.3 

To^ 

;als 

23.825 

1.173 

46 

89 

A 

875 

35 

394 

15 

2.531 

1062.3 

1909 

85-9 

9,800 

128 

64 

24 

i£ 

22 

11 

26 

13 

200 

204,1 

1910 

85-9 

3,570 

173 

78 

12 

6 

16 

7 

21 

9 

222 

621.8 

1911 

85-9 

4.220 

65 

83 

1 

1 

9 

12 

3 

4 

78 

189.9 

1912 

85-9 

31,570 

574 

57 

40 

4 

288 

Sf? 

105 

11 

1,007 

319.0 

Illinois 

1909 

85-9 

90-4 

100-4 

19,069 

171.645 

9.751 

148 

867 

30 

67 
47 
46 

9 
87 

1 

3 
5 
2 

5 

199 

2 

2 

11 

3 

98 

576 

32 

38 
37 
49 

260 

1,829 

65 

136.3 

106.6 

56.6 

To 

:als 

200.455 

1.045 

49 

97 

4 

206 

9 

806 

38 

2.154 

107.5 

1910 

75-9 

85-9 

90-4 

100-4 

5,002 

23,815 

228,257 

39.861 

17 

51 

490 

116 

35 
46 
32 
64 

1 

2 

48 

1 

2 
2 
3 

1 

2 

5 

189 

5 

4 

5 

12 

3 

29 

51 

782 

57 

59 
47 
53 
32 

49 

109 

1,509 

179 

98.0 
45.8 
66.1 
44.9 

Toi 

bals 

296.936 

674 

37 

52 

3 

201 

11 

919 

49 

1.846 

62.2 

1911 

85-9 

90-4 

100-4 

15,967 
74,282 
39.726 

13 
79 
25 

14 
18 
41 

28 

1 

6 

1 

27 
56 
11 

29 
12 

18 

54 

288 

24 

57 
64 
40 

94 

451 

61 

58.8 
60.7 
15.4 

Toi 

;als 

129.975 

117 

19 

29 

5 

94 

15 

356 

61 

506 

46.B 

1912 

70-4 
80-4 
85-9 
90-4 
100-4 

3,110 

5,182 
15,165 
84,749 
81.523 

3 

7 

12 

18 

100 
23 
50 
45 

3 
4 

12 
10 

1 
2 

4 

5 

E3 

8 

16 

77 
34 
40 

0 

3 

30 

24 

40 

0.0 
5.8 
18.6 
2.9 
4.9 

Totals 

190.729 

40 

41 

7 

7 

3 

3 

47 

49 

97 

5.1 

1913 

60-4 

85-9 

90-4 

100-4 

4  215 

1,132 

94,851 

111.187 

5 
3 

45 
60 

1 

10 

- 

- 

5 
2 

45 
40 

0 

0 

11 

5 

0.0 

0.0 

11.5 

0.5 

To 

;als 

211.385 

8 

50 

1 

6 

- 

- 

7 

42 

16 

0.8 

Lackawanna 

1908 

90-4 
100-4 

2,961 
2.328 

16 

5 

35 
100 

^ 

: 

^ 

: 

30 

55 

45 
5 

155.4 
21.5 

To 

;als 

5.289 

21 

41 

- 

- 

- 

- 

30 

59 

51 

96.5 

1909 

85-9 

90-4 

100-4 

6,555 
5,956 
1.598 

11 
6 

33 

73 

35 
48 

2 

3 

13 
4 

1 
1 

7 
6 

1 
10 

53 

7 

59 
48 

15 
17 

69 

22.9 

28.5 

431.8 

Totals 

14.109 

'   50 

49 

5 

5 

2 

2 

44 

44 

101 

71.6 

1910 

85-9 

90-4 

100-4 

8,533 

13,395 

9.659 

7 

30 
10 

50 

45 
76 

2 

1 

14 
8 

2 

4 

1 

14 
6 
8 

3 
33 

1 

22 

49 

8 

14 
57 
13 

16.2 
50.0 
13.5 

Totals 

31.687 

47 

50 

3 

3 

7 

7 

37 

40 

94 

29.7 

1911 

80-4 

85-9 

90-4 

100-4 

17,834 

1,394 

15,472 

31.402 

3 
1 
9 

45 

25 

100 

28 

50 

1 

2 

8 

8 

6 
9 

5 

13 

4 

42 

41 

4 

3 

8 

34 

25 

25 
37 

12 

1 

32 

91 

6.7 

7.2 

20.7 

29.0 

To 

;al3 

66.102 

58 

43 

11 

8 

22 

16 

45 

33 

136 

20.6 

I9l2 

70-4 
80-4 
85-9 
90-4 
100-4 

3)464 
21,947 

9,146 
34,384 
59.499 

19 

4 
7 

82 

50 
64 

2 

18 

1 

3 

100 
38 

4 

1 
2 

18 

12 
18 

0 
23 

1 

8 

11 

0.0 

10.6 

1.1 

2.3 

1.9 

To 

taJ.B 

128.380 

30 

70 

i 

5 

4 

9 

7 

16 

43 

3.3 
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Tabl 

B  3  -  Sheet  6 

Number  and   Percentages  of  Palluree  In  Head,  Web  and  Base,   and  Account  Broken 
GROUPED  BY  MILLS  ANT  VffilGHTS 

Mill 

Year 

Lbs. 

Per 

Yard 

Total 
Tone 

Failures  and  Peroentagos 

Fail- 
tires 
Per 
10,000 
Tons 

Head 

Web 

Base 

Broken         Total 

No 

?5 

No. 

% 

No. 

% 

Ho. 

% 

No. 

OPEN  HEAETH  RAIl 

Lackawanna 

1913 

90-4 
100-4 
105-9 

16,736 
30,736 
58.585 

4 
2 

40 
50 

- 

' 

1 
1 

26 
100 

6 

1 

60 
25 

10 
4 

1 

6.0 
1.3 
0.2 

To1 

ials 

106,057 

6 

40 

- 

- 

2 

13 

7 

47 

15 

1.4 

Marylemd 

1910 

80-4 
85-9 
90-4 

100-4 

7,430 

15,028 

3,747 

3.204 

2 

7 

60 

13 

50 
17 
71 
69 

1 
6 

2 

25 
15 

9 

5 
2 

12 
2 

1 
23 
23 

7 

25 
56 
27 
32 

4 
41 

85 
22 

5.4 

27,3 

226.8 

68.7 

Totals 

29.409 

82 

54 

9 

6 

7 

5 

54 

35 

152 

51.7 

1911 

85-9 

90-4 

100-4 

25,890 

3,839 

21.180 

8 
53 

47 
63 

3 
1 
4 

19 
6 
5 

5 
6 

31 
7 

8 

8 

21 

50 
47 
25 

16 
17 
84 

6.2 
44.3 
39.6 

Totals 

50,909 

61 

52 

8 

7 

11 

10 

37 

31 

117 

23.0 

1912 

85-9 
100-4 

4,650 
9.818 

7 

64 

2 

18 

: 

: 

2 

18 

0 
11 

0.0 
11.2 

Totals 

14.468 

7 

64 

2 

18 

. 

- 

2 

18 

11 

7.6 

1913 

85-9 
100-4 

7,961 
9,055 

: 

^ 

^ 

- 

^ 

- 

1 

100 

0 

1 

0.0 
1.1 

Totals 

17.016 

- 

- 

- 

- 

- 

- 

1 

100 

1 

0.6 

Penna. 

1908 

90-4 
100-4 

4,822 
2,194 

21 

1 

92 
8 

1 
2 

4 
17 

1 

6 

4 
42 

4 

33 

23 
12 

47.7 
54.7 

Totals 

7.016 

22 

63 

3 

9 

6 

17 

4 

11 

35 

49.9 

1909 

85-9 

90-4 

100-4 

12,178 

5,338 

16,340 

17 
22 
70 

55 
63 
52 

10 
3 

43 

32 

9 

32 

- 

- 

4 
10 
22 

13 
28 
16 

31 

35 

135 

26.4 
65.6 
82.6 

Totals 

33.856 

109 

54 

56 

28 

_ 

- 

36 

18 

201 

59.3 

1910 

75-9 
80-4 
85-9 
90-4 
100-4 

6,233 
4,070 

20,069 
3,564 

31.764 

10 

1 
87 

37 

100 

40 

1 

45 

8 

83 

1 
92 
29 

38 

19 

1 

24 

61 
4 
9 

48 

75 

8 

34 

22 

81 

49 

27 

1 

219 

129.9 
120.4 

13.5 
2.8 

69.0 

To-;als 

65,700 

98 

26 

137 

37 

20 

5 

122 

32 

377 

5'7.4 

1911 

80-4 

86-9 

90-4 

100-4 

1,610 

1,911 

3,500 

21,338 

6 
11 

33 
30 

8 

2 

6 

80 

11 
16 

2 

1 
5 

20 

6 
13 

9 

15 

50 
41 

10 
0 

18 
37 

62.1 

0.0 

51.4 

17.4 

To  oals 

28,359 

17 

26 

16 

25 

8 

12 

24 

37 

65 

22.9 

1912 

70t4 

85-9 

90-4 

100-4 

1,757 
10,475 
31,652 
29,510 

1 
9 

9 

75 

4 

1 
1 

100 
9 
8 

- 

- 

9 
2 

82 
17 

0 

4 

11 

12 

0.0 
3.8 
3.6 
4.1 

Totals 

73.394 

10 

37 

6 

22 

. 

- 

11 

41 

27 

3.7 

1913 

70-4 

85-9 

90-4 

100-4 

2,984 

1,010 

15,324 

37.293 

3 

75 

- 

- 

1 

26 

- 

- 

0 
0 
0 
4 

0.0 
0.0 
0.0 
1.1 

Totals 

56.611 

3 

75 

- 

- 

1 

25 

- 

- 

4 

0.7 

TezmesBee 

1908 

75-9 
90-4 

11,188 
60,325 

9 
268 

64 
61 

3 
33 

22 
8 

1 
25 

7 
6 

1 
111 

7 
26 

14 

437 

12.5 
72.4 

Totals 

71.513 

277 

61 

36 

9 

26 

6 

112 

24 

461 

63.1 

1909 

80-4 
85-9 
90-4 

9,100 

10,000 

3.400 

2 
12 

50 
92 

- 

- 

1 

26 

1 
2 

1 

26 

100 

8 

4 

2 

15 

4.4 

2,0 
38.3 

Totals 

22.500 

14 

74 

- 

- 

1 

5 

4 

21 

1§ 

S.4 

1910 

70-4 
80-4 
85-9 
90-4 

5,470 
27,655 
39,635 
17,708 

2 

36 

102 

17 

100 
67 
74 

81 

5 
9 

8 
7 

12 
4 
1 

19 

3 
5 

10 

23 

Z 

16 
16 

14 

2 

63 

138 

21 

3.7 
22,8 
34*8 
11.9 

Totals 

90,468 

157 

70 

14 

6 

17 

8 

36 

16 

£S4 

24.6 

1911 

70-4 
80-4 
85-9 
90-4 

5,422 
37,878 
52,814 

3,000 

30 
35 

3 

50 
67 
75 

8 
3 

14 

6 

6 
5 

14 

10 

13 
9 

1 

22 
17 

26 

0 
59 
52 

4 

0.0 
16.6 

9.8 
13.4 

Totals 

99.114 

68 

59 

11 

16 

13 

11 

23 

20 

UB 

11.6 

1912 

70-4 
80-4 
86-9 
90-4 

5,177 
16,249 
47,704 

33,465 

1 

19 

5 

14 
50 

46 

2 
4 
2 

29 

11 
18 

4 

1 

U 
9 

4 

11 
3 

57 

28 
27 

0 
7 

38 
11 

0.0 

4*6 
8.0 
3.3 

Totals 

101,595 

25 

45 

8 

14 

5 

9 

18 

32 

£6 

5.5 

X913 

75-9 
80-4 
85-9 

90-4 

2,700 
16.989 
47,434 
68,919 

2 
4 
5 

100 

100 

62 

2 

25 

- 

_ 

1 

13 

0 
2 
4 
8 

0.0 
1.2 
0.9 

1.4 

T9tft|.g 

1?§.042 

.      11 

79 

2 

14 

- 

1 

V 

14 

1.1 

2fi4 
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rable  5 

AVERAGE   mCIGHTS   OF   HAIL 

Compiled  : 

from  Tonnages  Used   in 

This  Report 

Mill 

1908 

1909 

1910 

1911 

1912 

1913 

Average 

BES3EI/ER 

RAIL 

Algoraa 

05.0 

86.4 

90,0 

85.0 

85.0 

86.6 

Cambria 

90.8 

92.9 

95.4 

85.0 

05.0 

05.0 

92.3 

Carnegie 

88.5 

93.8 

91.1 

92.5 

100.0 

96.9 

92.3 

Illinois 

85,8 

88,7 

90.8 

88.6 

06.6 

88.1 

08.7 

Lackawanna 

86.8 

89,8 

89.3 

89.6 

93.1 

94.4 

09.5 

Maryland 

87.9 

93.7 

90.5 

93.6 

100.0 

93.6 

92.3 

Avorarre 

87.4 

90.4 

90.5 

90.0 

91.9 

94.7 

90.1 

OPI 

:n  heap.c 

m  RAIL 

Algoma 

85,0 

86.1 

89.4 

85.0 

85.0 

06.2" 

Bethlehem 

89.0 

91.4 

95.4 

94.5 

95.6 

96.8 

94,4 

Cambria 

91.1 

96.7 

92.2 

96.5 

92.5 

9^.4 

Carnegie 

94.5 

09.2 

95.7 

95.2 

90.0 

95,2 

Colorado 

89.5 

88.8 

89.5 

09.1 

08.6 

09.6 

89.2 

Dominion 

83.7 

85.0 

05.0 

85.0 

85.0 

04.6 

Illinois 

90.0 

90.7 

92.5 

93.3 

94.6 

92.5 

Lackawaniia 

94.9 

89.4 

91.0 

92.2 

92.1 

101.3 

94.0 

Maryland 

86.0 

91.8 

95.2 

93.0 

90.9 

Pennsylvania 

95.1 

93.0 

91.1 

96.7 

92.9 

95,7 

93.5 

Tennessee 

87.6 

83,7 

83.5 

02.4 

05.3 

86.4 

84.9 

Average 

87.9 

89.8 

90.2 

90.8 

91.9 

93.8 

91.3 

Table   6 

Comparison  of  Failures  for  the  Different  Mills,   Using  100  as  the  . 

T.verage  of  Failures 

of  All  Mills   for  Each  Year 

s   Rolling 

Mill 

19   0 

8 

19  0  9 

19   1 

0 

19  1 

1 

Average 

Relative 
Failures 

Rank 

Relative   „     , 
Failures   ^''''^ 

Relative 
Failures 

Rank 

Relative 
Failures 

Rank 

Relative 
Failures 

Rank 

BESSEMEE 

Maryland 

54 

2 

91 

3 

58 

1 

23 

1 

56 

1 

Cambria 

31 

1 

104 

4 

105 

4 

46 

2 

71 

2 

Lackawanna 

112 

4 

18 

1 

66 

2 

161 

5 

89 

3 

Illinois 

121 

5 

50 

2 

100 

3 

85 

4 

89 

4 

Carnegie 

100 

3 

336 

6 

147 

5 

61 

3 

161 

5 

Algoraa 

169 

6 

109 

5 

214 

6 

272 

6 

191 

6 

OPEII  HEARTH 

Colorado 

12 

1 

15 

2 

24 

1 

30 

1 

20 

1 

Tennessee 

23 

3 

8 

1 

43 

2 

31 

2 

26 

2 

LackavTanna 

36 

4 

66 

5 

52 

3 

55 

3 

52 

3 

Pennsylvania 

19 

2 

54 

3 

100 

6 

61 

4 

58 

4 

RIaryland 

90 

4 

62 

5 

76 

5 

Carnegie 

65 

4 
6 
8 

96 
108 

lis 

5 
7 

8 

128 
125 
156 

7 
6 

8 

96 
107 
136 

6 
7 
8 

Ccrnhria 

158 

Bethlehem 

134 

5 

299 

10 

203 

9 

206 

9 

210 

9 

Algoma 

135 

6 

159 

7 

536 

10 

440 

10 

312 

10 

Dominion 

395 

7 

137 

9 

1079 

11 

494 

11 

539 

11 
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7-A,  Sheet  1 

Svunmary  showing  Total  Failures  Covoring  Rail  From  Date  Polled  to  Octotor  31st,  1913 
GROUPED  BY  THE  THREE  TYPES  OF  SECTIONS,  YEAPS ,  MILLS  ASD   WEIGHTS. 

Ulll 

Weight 
por 
Yard 

1IIA-"A" 

ARA-"B" 

ASCE 

Tons 

Failures 

Tons 

Failures 

Tons 

Fai lares    1 

Total 

Per  10 
H  Tons 

Total 

Per  10 
M  Tons 

Total 

Per  10 
U  Tons 

1  9  0  9  -  Bessemer  Hail 

Algoma 

80   1 
85 
90 
100 

20,200 
1,134 

686 
0 

291.1 
0.0 

6,t66 

5.082 

128 
51 

188.7 
100.4 

Totals 

21.334 

688 

275.6 

11.867 

179 

150.8 

Cambria 

85 

90 

100 

6,010 
4,043 
8,418 

56 
236 
119 

93.2 
583.7 
141.4 

Totals 

18.471 

411 

222.5 

Carnegie 

85 

90 

100 

5.298 

265 

500.2 

6,075 
16,584 
29.398 

1,338 

2,535 

402 

2,202.6 

1,528.6 

137.1 

10,027 
3,110 

293 
214 

292.2 
688.1 

Totals 

5,298 

265 

500.2 

52.057 

4,275 

821.2 

13.137 

507 

386.9 

Illinois 

75 
80 
85 
90 
100 

1,043 

38,304 
1.860 

0 

159 
12 

0.0 

41.3 
64.5 

15,054 
14,136 
19.186 

247 
82 

45 

164.1 
58.0 
23.4 

14,929 

35,661 
5,235 
7.973 

180 

466 
322 

118 

120.6 

12T.9 

615.1 
148.0 

Totals 

41.807 

171 

41.5 

48.376 

374 

77.3 

63.798 

1.076 

168.7 

Lackawanna 

75 
80 
85 
90 
100 

6,052 

42 

69.4 

6,892 
4,545 
1,159 

11 
63 
36 

16.0 
138.6 
310.6 

1,273 
32,891 
13,688 

2,215 
41,158 

47 
74 
37 
16 
96 

369.2 
22.6 
27.0 
72.3 
23.3 

Totals 

6,052 

42 

69.4 

12.696 

110 

87.3 

91.225 

270 

29.6 

Maryland 

85 

90 

100 

1,437 

18 

125.3 

5,671 

7,062 

20.057 

17 
186 
493 

30.0 
263.6 
245.6 

2,500 
10,000 

5 
192 

20.0 
192.0 

Totals 

1.437 

18 

125.3 

32,800 

696 

212.2 

12,500 

197 

167.6 

All  Mills 

Totals 

53.994 

496 

91.9 

185.634 

6.454 

347.1 

192.527 

2.229 

116  .6 

1  9  1  0  -  Bessemer  Rail 

Algonia 

85 
100 

16,450 

657 

399.4 

8,229 

41 

49,8 

Totals 

16.450 

667 

399.4 

8.229 

41 

49.8 

Cambria 

85 

90 

100 

3,694 

4,180 

15.011 

23 
110 
196 

62.3 
263.0 
130.6 

2,000 

17 

86.0 

Totals 

22.885 

329 

143.8 

2.000 

17 

85.0 

Carnegie 

80 

85 

90 

100 

3,175 

180 

566.9 

39,866 
25,437 
34,503 

695 
722 
332 

174.3 

283.8 

96.8 

1,437 
14,183 

26 
361 

173.9 
247.5 

Totals 

3.175 

180 

566.9 

99,806 

1,749 

175.2 

15,620 

376 

240.7 

Illinois 

72 

75 

90 

100 

92,897 

713 

76.7 

5,439 
20,905 

28 
51 

51.5 
24.4 

3,022 

2,076 

31,437 

30 

0 

1,235 

99.3 

0.0 

392.8 

Totals 

92.897 

713 

76.7 

26.344 

79 

30.0 

36.536 

1,265 

346.8 

Lackawanna 

80 
85 
90 
91 
100 

5,000 
1.797 

135 
13 

270.0 
72,3 

7,344 
36,030 

6.123 

14 
113 

7 

19.1 
31.4 

11.4 

50,346 
11,808 
29,022 
3,141 
38.978 

766 

86 

247 

8 

275 

152.3 
72.9 
85.1 
25.4 
70.6 

Totals 

6.797 

148 

217.7 

^9.497 

134 

27.1 

133,295 

1,382 

103.7 

Maryland 

70 

85 

90 

100 

5,118 

6,616 

16.371 

20 
128 
160 

39.1 

193.5 

97.7 

1,031 

18,473 

3,674 

0 

80 

2 

0.0 

43.3 

6.6 

Totals 

28,105 

308 

109.6 

23,078 

82 

36.5 

All  Mills 

Totals 

102.869 

1.041 

101.2 

243.087 

3.256 

133.9 

?18.7f7 

?.!§? 

l^,^ 

RAIL    I-AILWKI-     SiATISTICS. 


2!n 


Table 

7 -A.  Sheet  2 

Snmnmry  showing  Total  Failures  Coverinc  Rail  from  Date 
GROUPED  BY  THE  THREE  TYPES  OP  SECTIONS,  YEARS, 

Rolled  t 
MILLS  A 

,  1913 

0  October  3l8t 
m   WEIGHTS. 

Ulll 

Weight 
per 
Yard 

ARA-"A" 

ARA--B"        1 

ASCE 

Tons 

Failures   1 

Tons 

Failures    | 

Tons 

Failures 

Total 

Per  10 
U  Tons 

Total 

Per  10 
M  Tons 

Total 

Per  10 
L'  Tons 

1  9 

1  1  -  Bessemer  Rail 

Aleoma 

85 

23,960 

614 

256.3 

Cambria 

85 

2.989 

13 

43.5 

Carnegie 

80 

65 

90 

100 

3,037 

6 

19.8 

10,001 

8,407 

23,709 

67 

56 

103 

57.0 
66.6 
43.4 

3,000 
15,342 

6 

137 

20.0 
89,3 

Totals 

3.037 

6 

19.8 

42.117 

216 

51.3 

18.342 

143 

77.9 

IllinoiB 

72 
75 
80 
85 
90 
100 

1.719 

4 

23.2 

14,801 
34,058 
26.671 

161 

49 

190 

109.0 
14.4 
74.0 

5,600 
11,830 
3,570 
1,867 
4,791 

28 

4 

2 

5 

387 

50.0 

3.4 

5.6 

26.7 

807.8 

Totals 

1.719 

4 

23.2 

74.530 

400 

53.7 

27.658 

426 

154.0 

Lackawanna 

80 

85 

90 

100 

3.000 
7.000 

120 
11 

400.0 
15.7 

2,928 
5,658 
3.695 

6 
0 
9 

20.5 

0.0 

24.4 

13,587 

8,539 
2.301 

534 

26 
5 

393.0 

30.5 
21.7 

Totals 

10.000 

131 

131.0 

12.281 

15 

12.2 

24.427 

565 

231.3 

Maryland 

85 

90 

100 

2.561 

7 

27.3 

9,951 

1,667 

15.918 

19 

5 

41 

19.1 
29.9 
25.8 

3,373 
1,400 
1.003 

1 
3 
1 

3.0 

21.4 

9.9 

Totals 

2,561 

7 

27.3 

27,536 

65 

23.6 

5,776 

6 

8,7 

All  MillB 

Totals 

17.317 

148 

85.5 

180.424 

1.310 

72.6 

79.192 

1.152 

145.5 

1  9 

0  9-0] 

Jen  Hearth  Rail 

L 

Algoma 

80 

85 

100 

6,760 

153 

226.3 

2,262 
1.560 

5 
2 

22.1 
12.8 

Totals 

6.760 

153 

226.3 

3.822 

7 

18.4 

Bethlehem 

85 

90 

91 

100 

2,305 
21,129 

4.541 

37 
995 

91 

160.5 
470.9 

200.4 

7,500 

11,260 
6.908 

72 

436 
114 

96.0 

386.3 
165.0 

Totals 

27.975 

1.123 

401.5 

25.668 

622 

242.3 

CeuQbria 

85 
100 

2,468 
4,397 

50 
117 

202.6 
266.1 

4,000 

20 

50.0 

Totals 

6.865 

167 

243.3 

4.000 

20 

50.0 

Carnegie 

85 
100 

3,205 
10.813 

22 
96 

68.6 
88.8 

3,000 

2 

6.7 

Totals 

14.018 

118 

84.1 

3.000 

2 

6.7 

Colorado 

85 
90 

68.423 

97 

14,2 

20,000 

45 

22.5 

Totals 

68.423 

97 

14.2 

20,000 

45 

22.5 

Dominion 

85 

9.800 

200 

204.1 

IllinoiB 

85 

90 

100 

4,493 
131,241 

43 
879 

95.8 
67.0 

5,282 

40,404 

9.751 

111 

950 

65 

210.1 

235.1 

66.6 

9,294 

106 

114.0 

Totals 

135.734 

922 

67.9 

55.437 

1.126 

203.1 

9.294 

106 

114.0 

Lackawanna 

86 

91 

100 

6,555 
1.598 

15 
69 

22.9 
431.8 

5,956 

17 

28,5 

Totals 

!   8.153 

84 

103.0 

5.956 

17 

28,5 

Pennsylvania 

85 

90 

100 

1.513 

2 

13,2 

6,178 

2,838 

10.422 

21 

25 

124 

34.0 

88.1 

119.0 

6,000 
2,500 
4.405 

10 

10 

9 

16.7 
40.0 
20,4 

Totals 

1.613 

2 

13.2 

19.438 

170 

87.5 

12.905 

29 

22,5 

Tennessee 

80 
86 
90 

9,100 

10,000 

3.400 

4 

2 

13 

4,4 

2,0 

38.3 

jlfliflla. 

22.500 

19 

8.4 

All  Hille 

Totals 

205.670 

1.021 

49.7 

148.446 

3.141 

211.6 

107.145 

867 

80.9 

292 
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7-A,  : 

heet  8 

Summary  showing  Total  Palluraa  Covering  Hail  from  Kate  Koiled  to  Ootober  3lBt,  1913 
OKOUPED  BY  THE  TllKEE  TYPES  OF  ilECTIOlJS,  YEAHS,  UILL3  AIILi  milGHTS. 

Ulll 

Weight 
per 
Yard 

ARA-"A" 

ARA-"a" 

ASCE 

Tons 

Failures    1 

Tons 

Failures    1 

Tons 

Failures    1 

Total 

Per  10 

M  Tons 

Total 

Per  10 
U  Tons 

Total 

Per  10 
U  Tons 

1  9  1  0  -  Open  Hearth  Rail 

Algoma 

85 
100 

5,500 

239 

434.5 

2.278 

1 

4.4 

Totals 

5.500 

239 

434.5 

£.gt6 

1 

4.4 

Bethlehem 

85 

90 

91 

100 

110 

5,000 

20,683 
8.015 

36 

553 
85 

72.0 

267.3 
106.0 

2,677 
4,067 

6,400 

10 
10 

89 

it  A 

24.6 
139.1 

14.510 

17,800 
14,275 

107 

117 
84 

78.7 

65.8 
58.9 

Totals 

33.698 

674 

.200.0 

13.144 

109 

82.9 

46.585 

308 

66.1 

Cambria 

85 
100 

4,903 
17.214 

23 
121 

46.9 
70,3 

Totals 

22.117 

144 

65.1 

Carnegie 

85 

90 

100 

5,091 
5.369 

57 
36 

112.0 
67.1 

15,000 
2,507 

So 
12 

33.3 
47.9 

Totals 

10.460 

93 

88.9 

17.507 

62 

36.4 

Colorado 

85 
90 

142.480 

199 

14.0 

16)572 

23 

13.9 

Totals 

142.480 

199 

14.0 

16.572 

23 

13.9 

Dominion 

85 

3.570 

222 

621.8 

IllinoiB 

75 

85 

90 

100 

155,123 
15.997 

447 
43 

28.8 
26.9 

3,617 
73,134 
23.864 

42 

1,062 

136 

116.1 

145.2 

56.0 

5,002 
20,199 

49 
67 

98.0 
33.2 

Totals 

171.120 

490 

28.6 

100.615 

1.240 

123.2 

25.201 

116 

46.0 

Lackawanna 

85 

90 

91 

100 

6,365 
9,140 

3.177 

9 
49 

7 

14.1 
53.6 

22.0 

2,268 

4,255 
6,482 

5 

18 

6 

22.0 

42.3 
9.3 

Totals 

18,682 

65 

34.8 

13.005 

29 

22.3 

Maryland 

80 

85 

90 

100 

2.019 

1 

5.0 

1,515 
3,747 
1.185 

4 

85 
21 

26.4 
226.8 
177.2 

7,430 
13,513 

4 
37 

5.4 

27.4 

Totals 

2.019 

1 

5.0 

6,447 

110 

170.6 

20,943 

41 

19.6 

Pennsylvania 

75 
80 
85 
90 
100 

2^403 

7 

29.1 

6,569 
23.929 

5 
143 

7.6 
59.8 

6,233 
4,070 
13,500 
3,554 
5.432 

81 

49 

22 

1 

69 

129.9 

120.4 

16.3 

2.8 

127.2 

Totals 

2.403 

7 

29.1 

30.498 

148 

48.5 

32.799 

222 

67.7 

Tennessee 

70 
80 
85 
90 

17,708 

21 

11.9 

5,470 

2 

3.7 

27,655 
39,635 

63 
138 

22.8 
34.8 

Totals 

17 , 708 

21 

11-9 

5,470 

2 

3-7 

67,290 

201 

29.9 

All  Hills 

Totals 

369^428 

1^392^ 

37.7 

216.503 

2^372 

109.6 

242.180 

1.003 

41.4 

1  9  1  1  -  Open  Hearth  Rail 

AlRoma 

85 

10.760 

177 

164.5 

Bethlehem 

85 

90 

91 

100 

101 

110 

11,606 
4.967 

209 
14 

180.1 
28.2 

4,617 
8,710 

36 
53 

77.8 
o  60.8 

27,318 
7,052 
1,962 

11,542 

158 
95 
15 
19 

57.8 

134.9 

76.5 

16.5 

Totals 

16.573 

223 

134.6 

13.327 

89 

66.8 

47.874 

287 

59.9 

Cambria 

85 

90 

100 

9,210 
12,959 
18,073 

34 

65 

118 

36.9 
50.1 
65.3 

3,390 

5 

14.8 

Totals 

40.242 

217 

53.9 

3.390 

5 

14.8 
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7-A.  Sheet  4 

Summary  ehowlng  Tot 
GROUPED  Bl 

ires  Covering  I 

JEE  TYPES  OP  Si 

Boiled  to  October  3l8t 
UIT.U')  AHD  WEIGHTS. 

,  1913 

al  Faili 

THE  THI 

?ail  from  Date 
:CTIOHS,  YEARS, 

Mil 

Weight 
per 
Yard 

. AHA-"A" 

i 

ASCE 

LRA-'B' 

Tons 

Failures   | 

Tons 

Failures 

Tons 

Fallnres   I 

Total 

ter  10 
U   Tons 

Total 

Per  10 
M  Tons 

Total 

Per  10 
M  Tons 

1  9 

11- 

Open  He£ 

irth  -  Cc 

mtinu* 

Id 

Carnegie 

85 

90 

100 

4,729 
1.024 

21 
2 

44.5 
19.5 

2,504 

2,727 

23.964 

7 
67 
83 

28.0 

245.7 

34.6 

6,544 

18 

27,6 

Totals 

6.753 

23 

40.1 

29.195 

157 

53.8 

6.544 

18 

27.6 

Colorado 

75 

85 
90 

87.064 

104 

12.0 

4,553 
2,855 

0 

3 

0.0 
10.5 

Totals 

87,064 

104 

12.0 

7,408 

3 

4.0 

Dominion 

85 

4.220 

78 

184.9 

Illinois 

65 

90 

100 

16,535 

142 

85.9 

1,523 
43,235 
21.569 

21 

228 

44 

137.9 
52.8 

20.4 

14,444 
14,512 
18.157 

73 
81 
17 

50.5 

55.8 

9.4 

Totals 

16.535 

142 

85.9 

66.327 

293 

44.2 

47.113 

171 

36.3 

Laokawanna 

80 
85 
90 
91 
100 
101 

1.072 

10 

93.3 

1,394 
1,423 

1.859 
3.369 

1 
1 

33 
11 

7.2 
7.0 

177.5 
32.6 

17,834 

1,564 
12,485 
25,102 

12 

10 
21 
37 

6.7 

63.9 
16.8 
14.7 

Totals 

1.072 

10 

93.3 

8.045 

46 

57.2 

56.985 

80 

14.0 

Maryland 

85 

90 

100 

1,588 

3,839 

12.628 

5 
17 
65 

31.5 
44.3 
51.5 

24,302 
8.552 

11 
19 

4.5 
22.2 

Totals 

18.056 

87 

48.2 

3^.654 

Sb 

9.1 

Pennsylvania 

60 

85 

90 

100 

101 

1,649 

3 

18.2 

1,911 

12,994 
1.788 

0 

20 

1 

0.0 

15.4 
5.6 

ileid 

3,500 
4,907 

16 

18 
13 

62.1 

51.4 
26.5 

Totals 

1.649 

3 

18.2 

16.693 

21 

12.6 

10.017 

41 

41.0 

Tennessee 

70 
80 
85 
90 

3.000 

4 

13.4 

5,422 

0 

0.0 

37,878 
62,814 

69 
52 

15.6 
9.9 

Totals 

3.000 

4 

13.4 

5.422 

0 

0.0 

90,692 

111 

12.2 

All  Mills 

Totals 

131.646 

509 

38.7 

212.286 

1.165 

54.9 

302.877 

746 

24.7 

294 
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Table  8 

Ifomber  and  Percentages  of  Falluree 

In  Head,  Web  and  Baae,  and  Account  Broken 

GROUPED  BY  WEIGHTS  AOT 

)  THE  THKEI 

i  TYPES  OP  .SECTIONS 

Lbe. 

Type 

Failures  c 

.nd  Percentages 

Fail- 

Per 

of 

Total 

ures 
Per 

Year 

Head 

Web 

Base 

Brok£ 

>n 

Total 

Yard 

Section 

Tons 

10,000 
Tons 

No. 

i 

No. 

1o 

No. 

i 

No. 

^ 

No. 

BE£ 

SEMER 

RAII 

1908 

70-4 

ASCE 

3,871 

2 

67 

- 

- 

- 

. 

1 

33 

3 

7.8 

80-4 

ASCE 

27.655 

14 

15 

- 

- 

36 

39 

43 

45 

93 

33.6 

86-9 

AEA-"B" 

9,056 

217 

65 

18 

5 

58 

15 

98 

25 

391 

431.7 

ASCE 

141,834 

2,673 

48 

117 

2 

980 

IB 

1,780 

32 

5,550 

391.8 

90-4 

APA-"A" 

1,574 

24 

46 

4 

8 

2 

4 

22 

42 

52 

330.3 

ARA-"B" 

38,627 

534 

42 

10 

. 

568 

43 

204 

15 

1,316 

340.7 

ASCE 

21,427 

498 

71 

28 

4 

18 

3 

152 

22 

696 

324.8 

100-4 

AEA-"B" 

4,174 

118 

47 

24 

10 

1 

- 

108 

43 

251 

601.3 

ASCE 

34.727 

74 

38 

13 

7 

10 

5 

99 

50 

196 

56.4 

Totals 

^62,945 

4.154 

47 

214 

•s 

1.673 

?o 

2,507 

30 

8.540 

302.1 

l$6d 

75-9 

ASCE 

16,202 

11 

5 

6 

3 

35 

15 

175 

77 

227 

140.3 

80-4 

ARA-"A" 

1,043 

- 

- 

- 

- 

- 

- 

- 

_ 

0 

0.0 

ASCE 

39,676 

10 

5 

4 

2 

49 

24 

139 

69 

202 

50.9 

85-9 

ARA-"B" 

59,902 

1,549 

69 

151 

7 

115 

5 

442 

19 

2,257 

377.0 

ASCE 

61,876 

324 

41 

20 

3 

59 

7 

388 

49 

791 

127.8 

90-4 

AM- "A" 

44,356 

54 

27 

18 

9 

12 

6 

117 

58 

201 

45.3 

AEA-"B" 

47,504 

2,780 

90 

91 

3 

14 

. 

217 

7 

3,102 

652.9 

ASCE 

20,560 

36& 
25? 

49 

34 

5 

162 

21 

183 

25 

744 

361.9 

100-4 

ARA-"A" 

8,595 

87 

16 

5 

7 

3 

16 

5 

295 

343.4 

ARA-"B" 

78,228 

745 

68 

103 

9 

16 

2 

231 

21 

1,095 

139.9 

ASCE 

54,213 

23 

9 

9 

4 

83 

31 

150 

56 

265 

48.8 

Totals    1432.155 

6.117 

67 

452 

5 

552 

6 

2,058 

g2 

9.179 

212.4 

1910 

70-4 

ASCE 

4,053 

1 

3 

- 

. 

- 

. 

29 

97 

30 

74.0 

75-9 

ASCE 

2,076 

- 

- 

. 

- 

_ 

_ 

_ 

_ 

0 

0.0 

80-4 

ASCE 

51 ,  783 

55 

7 

5 

1 

541 

68 

190 

24 

791 

152.7 

85-9 

AEA-"B" 

72,472 

809 

57 

114 

8 

134 

10 

352 

25 

1,409 

194.4 

ASCE 

30,281 

55 

33 

4 

3 

18 

11 

89 

53 

166 

54.8 

90-4 

ARA-"A" 

101,072 

200 

20 

20 

2 

64 

6 

744 

72 

1,028 

101.7 

ARA-"B" 

77,702 

727 

65 

74 

7 

26 

2 

274 

25 

1,101 

141.7 

ASCE 

83,357 

420 

23 

31 

2 

633 

34 

776 

41 

1,860 

223.1 

100-4 

ARA-"A" 

1,797 

3 

23 

1 

e 

3 

23 

6 

46 

13 

72.3 

ARA-"B" 

92,913 

396 

53 

76 

10 

16 

2 

258 

35 

746 

80.3 

ASCE 

47.207 

65 

21 

19 

6 

118 

37 

114 

36 

316 

66.9 

Totals 

564.713 

3.731 

37 

344 

4 

1.553 

21 

2.832 

38 

7.460 

132.1 

1911 

70-4 

ASCE 

5,600 

2 

7 

- 

- 

1 

4 

25 

89 

28 

50.0 

75-9 

ASCE 

11,830 

- 

- 

- 

- 

_ 

_ 

4 

100 

4 

3.4 

80-4 

ASCE 

20,157 

lb 

2 

3 

1 

440 

81 

89 

16 

542 

268.9 

85-9 

ARA-"B" 

61,641 

327 

38 

28 

3 

204 

24 

290 

35 

057 

139.0 

ASCE 

8,229 

12 

63 

- 

- 

4 

21 

3 

16 

19 

23.1 

90-4 

AEA-"A" 

7,756 

14 

11 

2 

1 

12 

9 

102 

79 

130 

167.6 

AIIA-"B" 

49,790 

23 

21 

10 

9 

9 

8 

68 

62 

110 

22.1 

ASCE 

30,072 

99 

18 

19 

4 

?2 

9 

303 

69 

553 

183.9 

100-4 

AEA-"A" 

9,561 

10 

55 

2 

11 

5 

28 

1 

6 

18 

18.8 

ARA-"B" 

68,993 

115 

33 

20 

6 

IS 

4 

197 

57 

343 

49.7 

ASCE 

3.304 

2 

33 

- 

- 

_ 

- 

4 

67 

6 

18-1 

Totals 

276,933 

61C 

24 

84 

3 

740 

28 

1,174 

45 

2,610 

94.2 

1918 

75-9 

ASCE 

5,674 

4 

100 

- 

4 

7.1 

85-9 

ARA.-"B" 

18,979 

94 

54 

7 

4 

45 

26 

27 

16 

173 

91.2 

ASCE 

7,185 

4 

100 

_ 

- 

_ 

_ 

- 

_ 

4 

5.6 

90-4 

ARA-"B" 

11,586 

2 

9 

2 

9 

.. 

_ 

le 

82 

22 

19.0 

100-4 

ARA-"A" 

3,064 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

0 

0.0 

AEA-"B" 

31,988 

35 

43 

25 

30 

4 

5 

16 

22 

82 

25.6 

ASCE 

1.670 

- 

- 

- 

- 

28 

70 

12 

30 

40 

239.5 

Totals 

80.146 

139 

43 

34 

10 

77 

24 

75 

23 

325 

40.5 

1913 

70-4 

AM-"B" 

3,420 

. 

_ 

0 

0.0 

85-9 

ARA-"B" 

6,822 

7 

50 

1 

7 

_ 

_ 

6 

43 

14 

20.5 

ASCE 

4,039 

1 

100 

. 

_ 

_ 

_ 

_ 

_ 

1 

2.5 

90-4 

AEA-"B" 

6,925 

- 

- 

_ 

- 

_ 

_ 

. 

_ 

0 

0.0 

100-4 

ARA-"B" 

42.265 

3 

50 

1 

17 

- 

- 

2 

33 

6 

1.3 

Totals 

63.472 

11 

52 

2 

10 

- 

- 

8 

.38 

21 

3.3 
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TaUe  9 

Numbor  ajid  I'orcontBpoo  of  Fnilureo 

in  Head,  '.Vob  ujitl  Bate,  and  Account  Broken 

GCOUPKl)  1)Y  r 

laClIVS  AiiJ 

THE  TU1(J':F 

tyi'E::  of 

;:ections 

Year 

LbD. 
I'or 

Typo 
of 

Total 
Tono 

Kolluroo  and  Percent 

apoo 

Fall- 
urea 
Per 
10  000 

Head 

Web 

B/ioo 

Broken 

Total  1 

Yard 

Seotlon 

lio. 

K> 

No. 

no.  j  % 

;io. 

> 

No.  1 

Tods 

OPKW 

iu-:ahth  ]uvil 

1908 

76-9 

ASCE 

11,108 

9 

65 

3 

21 

1 

7 

1 

7 

141 

718 

l2.5 

80-4 

ASCE 

6,005 

79 

11 

4 

- 

486 

68 

149 

21 

1195.7 

65-9 

AEA-"U" 

20,865 

1,170 

61 

85 

5 

401 

21 

249 

13 

1,905 

935.9 

ASCE 

11,709 

110 

63 

3 

2 

39 

22 

22 

13 

174 

148.6 

90-4 

AEA-"B" 

11,277 

248 

61 

24 

6 

3 

1 

128 

32 

403 

357.4 

ASCE 

09,606 

386 

44 

45 

5 

38 

4 

410 

47 

879 

98.1 

100-4 

ASCE 

5.970 

28 

27 

51 

49 

10 

9 

16 

15 

105 

175.9 

Totals   1 

156. 1£0 

2.030 

49 

2lC 

5 

578 

23 

975 

23 

4.198 

268.9 

1909 

80-4 

ASCE 

11,362 

3 

33 

- 

_ 

2 

22 

4 

45 

9 

7.9 

85-9 

ARA-"A" 

4,493 

33 

76 

2 

5 

2 

5 

6 

14 

43 

95.8 

ARA-"B" 

42,55S 

408 

67 

73 

12 

34 

6 

91 

15 

609 

143.1 

ASCE 

59,794 

66 

26 

26 

10 

13 

5 

152 

59 

257 

42.9 

90-4 

ARA-"A" 

199,664 

677 

69 

96 

10 

33 

4 

170 

17 

976 

48.9 

AHA-"B" 

64,371 

683 

35 

33 

2 

184 

9 

1,070 

54 

1,970 

305.0 

ASCE 

23,116 

115 

24 

8 

2 

11 

2 

342 

72 

476 

205.9 

100-4 

AHA-"A" 

1,513 

1 

50 

1 

50 

_ 

_ 

- 

- 

2 

13.2 

ARA-"B" 

41,522 

255 

45 

76 

14 

6 

1 

225 

40 

552 

135.3 

ASCE 

12.873 

41 

33 

21 

17 

15 

12 

48 

38 

125 

97.1 

Totals   1 

461.261 

2.282 

46 

3S6 

7 

SOO 

6 

2.111 

42 

5.02$ 

169.0 

1910 

70-4 

JiFJi-"B" 

5,470 

2 

100 

_ 

_ 

_ 

- 

- 

- 

2 

3> 

75-9 

ASCE 

11,235 

17 

13 

2 

2 

21 

16 

90 

69 

130 

115.7 

80-4 

ASCE 

39,155 

38 

33 

51 

44 

12 

10 

15 

13 

116 

29.6 

85-9 

AIU-"B" 

34,716 

409 

74 

40 

7 

36 

6 

69 

13 

554 

159.6 

ASCE 

135,197 

197 

44 

66 

15 

27 

6 

159 

35 

449 

33.2 

90-4 

AM-"  A" 

320,311 

480 

69 

57 

8 

44 

6 

122 

17 

705 

21.9 

ARA-"B" 

95,179 

357 

28 

11 

1 

153 

12 

742 

59 

1,263 

132.7 

ASCE 

26,126 

44 

30 

8 

5 

15 

10 

81 

55 

148 

52.6 

100-4 

APJV-"A" 

41,102 

300 

50 

18 

3 

9 

1 

277 

46 

604 

147.0 

AFv.A-"B" 

81,138 

333 

60 

49 

9 

5 

1 

165 

30 

553 

58.3 

ASCE 

28,467 

23 

14 

81 

51 

11 

7 

45 

28 

150 

56.2 

110-4 

AM-"A" 

8.015 

36 

42 

1 

1 

11 

13 

37 

44 

85 

105.0 

Totals 

828.111 

2.236 

47 

384 

8 

344 

7 

1.803 

38 

4.767 

57.6 

1911 

70-4 

AIIA-''B" 

5,422 

- 

- 

- 

- 

- 

- 

- 

- 

0 

(5.(3 

75-9 

ASCE 

4,553 

. 

_ 

- 

.. 

- 

- 

- 

- 

0 

0.0 

80-4 

ASCE 

57,322 

33 

41 

17 

21 

15 

18 

16 

20 

81 

14.1 

85-9 

AEA-"B" 

33,110 

204 

63 

34 

10 

40 

13 

45 

14 

323 

97.6 

ASCE 

125,123 

50 

16 

8 

3 

56 

19 

188 

62 

302 

24.1 

90-4 

ARA-"A" 

111,328 

126 

47 

17 

6 

24 

9 

104 

38 

271 

24.3 

ARA-"B" 

64,183 

79 

21 

27 

7 

35 

9 

237 

63 

378 

58.9 

ASCE 

47,619 

58 

23 

28 

11 

19 

7 

153 

59 

258 

54.2 

100-4 

AKA-"A" 

15,351 

85 

38 

8 

4 

13 

6 

118 

52 

224 

145.9 

ARA-"B" 

109,571 

203 

44 

98 

21 

19 

4 

144 

31 

464 

42.3 

ASCE 

68,260 

21 

20 

10 

10 

22 

21 

52 

49 

105 

15.4 

110-4 

ARA-"A" 

4.967 

10 

71 

1 

7 

1 

7 

2 

15 

.14 

28.2 

Totals. 

646.809 

869 

36 

248 

10 

244 

10 

1.0S9 

44 

2.420 

37.4r 

1912 

70-4 

AEA-"B" 

5,177 

- 

. 

- 

- 

- 

- 

- 

- 

0 

o.a 

ASCE 

9,443 

- 

- 

- 

_ 

- 

- 

1 

100 

1 

1.0 

75-9 

ASCE 

11,768 

- 

- 

- 

_ 

- 

- 

- 

- 

0 

0.0 

80-4 

ARA-"B" 

4,751 

5 

100 

- 

- 

- 

- 

- 

- 

5 

10.5 

ASCE 

42,378 

23 

70 

2 

6 

- 

- 

8 

24 

33 

7.8 

85-9 

ARA-"B" 

53,151 

635 

59 

40 

4 

296 

27 

114 

10 

1,005 

204.1 

ASCE 

100,464 

19 

22 

10 

11 

8 

9 

51 

58 

88 

0.8 

90-4 

AE^\-"A" 

128,183 

74 

73 

9 

9 

1 

1 

17 

17 

101 

7.9 

ARA-"B" 

208,444 

109 

73 

13 

8 

6 

4 

23 

15 

151 

7.3 

ASCE 

34,640 

6 

40 

- 

- 

1 

7 

8 

53 

15 

4.3 

100-4 

AKA-"A" 

63,405 

16 

40 

13 

32 

- 

- 

11 

28 

40 

6.3 

ARA-"B" 

205,611 

95 

50 

36 

19 

4 

2 

.  55 

29 

190 

9.2 

ASCE 

69,469 

5 

45 

2 

18 

1 

9 

3 

28 

11 

1.6 

110-4 

ARA-"A" 

2.140 

4 

80 

- 

- 

1 

20 

_ 

- 

5 

23.3 

Totals 

939.025 

991 

~5T 

125 

3 

318 

19 

291 

"^16' 

1.726 

18.4 

1912 

70-4 

ASCE 

IS  ,943 

_ 

- 

- 

- 

. 

- 

- 

- 

0 

0.0 

75-9 

ASCE 

2,700 

- 

- 

- 

- 

- 

- 

- 

- 

0 

0.0 

80-4 

ASCE 

21,204 

2 

100 

- 

- 

- 

- 

- 

- 

2 

0.9 

85-9 

APA.-"B" 

1,132 

- 

- 

- 

- 

- 

- 

- 

- 

0 

0.0 

ASCE 

73.239 

5 

71 

- 

- 

- 

- 

2 

29 

7 

1.0 

90-4 

APA-"A"||166;907 

9 

55 

- 

- 

- 

- 

7 

44 

16 

1.0 

AM-"B" 

142,051 

10 

38 

9 

35 

- 

- 

7 

27 

26 

1.8 

ASCE 

24,395 

4 

40 

- 

- 

- 

- 

6 

60 

10 

4.1 

100-4 

ARA-"A" 

54,771 

4 

57 

1 

14 

2 

29 

- 

- 

7 

1,3 

AFJl-"B" 

183,561 

8 

36 

6 

28 

- 

- 

8 

36 

22 

1.2 

ASCE 

41,424 

- 

- 

- 

- 

- 

- 

1 

100 

1 

0.2 

105-9 

ASCE 

58,505 

- 

- 

- 

- 

1 

100 

- 

- 

1 

0.2 

110-4 

AIIA»"A" 

9.645 

1 

20 

(^ 

40 

1 

20 

1 

20 

5 

5.2 

Totals.  - 

793  557 

43 

45 

18 

le 

4 

4 

32 

33 

97 

l.£ 

RAIL    FAILURE    STATISTICS. 
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Table  10 

Number  mid  Percentages  of  Failures  in  Head, Web  and  Base, and  Account  Broken 
GROUPED  BY  THE  THREE  TYPES  OP  SECTIOIIS 

Year 

Type 

of 

Section 

Total 
Tons 

Failures  and  Percen'^ages 

Fail- 
ures 
Per 
10,000 

Tons 

Head 

Web 

Base 

Broken 

Total 

No. 

fo 

No. 

% 

No. 

f- 

No. 

f' 

No. 

BESSEIEE  RAIL 

1908 

ARj\-"A" 
ARA-"B" 
ASCE 

1,574 

51,857 

229.514 

24 

869 
3.261 

46 
44 
49 

4 

52 

158 

8 

3 

3 

2 

627 
1.044 

4 
32 
16 

22 

410 

2.075 

42 
21 

32 

52 
1,958 
6.538 

330.3 
377,6 
284.9 

Totals 

282.945 

4,154 

47 

214 

3 

i.673 

20 

2.507 

30 

8,548 

302.1 

1909 

APA-"A" 
APA-"B" 
ASCE 

53,994 
185,634 
192.527 

310 

5,074 

733 

62 
79 
32 

34 

345 

73 

7 

5 
3 

19 

145 
388 

4 

2 

18 

133 

890 

1,035 

27 
14 
47 

496 
6,454 

2,229 

91.9 
347.1 

115.0 

Totals 

432.155 

6,117 

67 

452 

5 

552 

6 

2.058 

22 

9,179 

212.4 

1910 

APJl-"A" 
AIiA-"B" 
ASCE 

102,869 
243,087 
218.757 

203 
1,932 

596 

19 
60 
19 

21 

264 

59 

2 
8 
2 

67 
176 

1.310 

6 

5 

41 

750 

884 

1.198 

73 
27 
38 

1,041 
3,256 
3.163 

101.2 

153.9 
144.6 

Totals 

564.713 

2,731 

37 

344 

4 

1.553 

21 

2.832 

38 

7.460 

132.1 

1911 

ArL'V-"B" 
ASCE 

17,317 

180,424 

79.192 

24 
463 
125 

16 
36 
11 

4 
58 
22 

3 
4 
2 

17 
226 
497 

11 
17 

43 

103 
563 
506 

70 

43 
44 

148 
1,310 
1.152 

85.5 

72.6 

145.5 

Totals 

276,933 

612 

24 

84 

3 

740 

28 

1,174 

45 

2,610 

94.2 

1912 

AP^-"A" 
APJ1-"B" 
ASCE 

3,064 
62,553 
14.529 

131 
8 

47 
17 

34 

12 

49 
28 

16 

58 

63 
12 

23 
25 

0 
277 

48 

0.0 
44.3 
33.0 

Totals 

80.146 

139 

43 

34 

10 

77 

24 

75 

23 

325 

40.5 

1913 

ARA-"B" 

ASCE 

59,433 
4.039 

10 

1 

50 
100 

2 

10 

~ 

- 

8 

40 

20 

1 

3.4 
2.5 

Totals 

63,472 

11 

52 

2 

10 

- 

8 

38 

21 

3.5 

Average 

APJi.-"A" 
ARA-"B" 
ASCE 

36 
53 

26 

5 
6 
2 

6 
15 
35 

53 
26 
37 

Grand  Average 

39 

4 

19 

38 

OPEII  HEARTH  PJLIL 

1908 

APj\-"B" 
ASCE 

31,642 
124.478 

1,418 
612 

61 
32 

109 
106 

5 
6 

404 
574 

18 
30 

377 
598 

16 
32 

2,308 
1.890 

729.4 
151.8 

Totals 

156.120 

2.030 

49 

215 

5 

978 

23 

975 

23 

4.198 

268.9 

1909 

AFA.-"A" 

APu\-"B" 
ASCE 

205,670 
148,446 
107.145 

711 

1,346 

225 

70 
43 
26 

99 

182 

55 

10 
6 
6 

35 

224 

41 

3 
7 
5 

176 

1,389 

546 

17 

44 
63 

1,021 
3,141 

867 

49.7 

211.6 

80.9 

Totals 

461.261 

2.282 

45 

336 

7 

300 

6 

2.111 

42 

5.029 

109.0 

1910 

A''IA-"A" 
ARA-"B" 
ASCE 

369,428 
216,503 
242.180 

816 

1,101 

319 

59 
47 

32 

76 
100 
208 

6 

4 

21 

64 

194 

86 

5 
8 
8 

436 
977 

390 

30 
41 

39 

1,392 
2,372 

1,003 

37.7 

109.6 

41.4 

Totals 

828.111 

2.236 

47 

384 

8 

344 

7 

1.803 

38 

4.767 

57.6 

1911 

AR/.-"A" 
Af-1-"B" 
ASCE 

131,646 
212,286 
302.877 

221 

486 
162 

43 
42 
22 

26 

159 

63 

5 

14 
8 

30 

94 

112 

7 

8 
15 

224 
426 
409 

45 

36 
55 

509 

1,165 

746 

38.7 
54.9 
24.7 

Totals 

646.809 

869 

36 

248 

10 

244 

10 

1.059 

44 

2.420 

37.4 

1912 

AKA-"A" 
APJL-"B" 
ASCE 

193,729 
477,134 
268.162 

94 

844 

53 

64 
60 
36 

22 
89 
14 

15 
6 
9 

2 

306 

10 

1 

21 

7 

28 

192 

71 

20 
13 

48 

146 

1,431 

148 

7.5 

30.0 

5.5 

Totals 

939,025 

991 

57 

125 

8 

318 

19 

291 

16 

1.725 

18.4 

1915 

APA-"A" 
Ar^A-"B" 
ASCE 

231,323 
326,744 
235.490 

14 
18 
11 

50 
38 
52 

3 
15 

11 

31 

3 
1 

11 
5 

8 

15 

9 

28 
31 
43- 

28 
48 
21 

1.2 
1.5 
0.9 

Totals 

793.557 

43 

45 

18 

18 

4 

4 

32 

33 

97 

1.2 

Average 

APj\-"A" 
ARA-"B" 
ASCE 

58 
49 
33 

9 

11 

8 

5 
10 
12 

28 
30 
47 

Grand  Average 

47 

9 

9 

35 

uys 
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Tahle  11 

Comparison  of  Failures  of  the  Three  Types  of  Sections,  Using  100  as  the  Average 
of  Failures  for  Each  Year's  Rolling 

Section 

19  0  8 

19  0  9 

19  10 

19  11 

Average 

Eelative 
Failures 

Rank 

Relative 
Failures 

Rank 

Relative 
Failures 

Rank 

Relative 
Failures 

Rank 

Relative 
Failures 

Rank 

BESSEMER 

ARA-"A'' 

ASCE 

ARA-"B" 

109 

94 

125 

Z 

1 
3 

43 

55 

163 

1 
2 
3 

76 
109 
101 

1 
3 
2 

91 

154 

77 

2 

3 

1 

80 
105 
131  _ 

1 
2 
3 

OPEN  HEARTH 

ARA-"A" 

ASCE 

AHA-"B" 

46 

74 
194 

1 
2 
3 

65 

72 

190 

1 
2 
3 

103 

66 

147 

2 

1 
3 

71 

71 

177 

1 
2 
3 

RAIL    FAILUKK    S  lATlS'lMCS. 
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Table  12 


Niimber  and  Percentages  of  Fsilures  in  Head, Web  and  Base, and  Acct .Broken 

GROUPED  BY  WEIGHTS   • 


Year 


Lbs. 

Per 

Yard 


Total 
Tons 


Failures  and  Percentages 


Head 


No. 


Web 


No. 


Base 


No. 


Broken 


No. 


Total 


No. 


Fail- 
ures 
Per 
10,000 

Tons 


BESSElffiR  RAIL 


1908 


70-4 
80-4 


27 


871 

655 


2 

14 


67 
15 


36 


39 


1 

43 


33 
46 


3 
93 


7.8 

33.6 


Totals 


31 


526 


16 


16 


36 


44 


M. 


_M 


50. 5 


85-9 

90-4 

100-4 


150 
61 


890 
628 
901 


2,890 

1,056 

192 


48 
51 

43 


135 
42 
37 


1,038 

588 

11 


17 
29 

3 


1,878 
378 
207 


32 
18 
45 


5,941 

2,064 
447 


393.7 
334.8 
114.9 


Totals 


251 


419 


4J.38 


49 


214 


1.637 


20 


2,463 


28 


8.452 


335.8 


1909 


75-9 
80-4 


16 
40 


202 
719 


11 

10 


35 
49 


15 
24 


175 

159 


77 

69 


227 
20 


140.3 
49.6 


Totals 


56 


921 


21 


10 


84 


20 


514 


73 


429 


75.4 


85-9 
90-4 

100-4 


121 
112 

141 


778 

420 

036 


1,875 
3,199 
1.024 


61 
79 

62 


171 

143 
128 


174 
188 
106 


830 
517 
397 


27 
15 
25 


3,048 
4,047 
1.655 


250. 3 
360,0 
117.3 


Totrgs 


375 


254 


6.096 


70 


442 


468 


1.744 


20 


8,750 


:35.2 


1910 


70-4 
75-9 
80-4 


4 

2 

51 


053 
076 
783 


55 


541 


68 


29 


190 


97 


24 


30 
0 
791 


74.0 

0.0 

152.7 


Totals 


57 


912 


56 


541 


66 


219 


25 


821 


141.8 


85-9 

90-4 

100-4 


102 
262 
141 


753 
131 
917 


864 

1,347 

464 


55 
34 
43 


118 

125 

96 


152 
723 
137 


9 
18 
13 


441 

1,794 

378 


28 
45 
35 


1,575 
3,989 
1.075 


153.3 

158.2 

75.7 


Totals 


506 


801 


2.675 


40 


359 


1.012 


15 


2,613 


40 


6.639 


131.0 


1911 


70-4 
75-9 
80-4 


5 
11 
20 


600 
830 
157 


10 


440 


81 


25 

4 

89 


89 

100 

16 


28 

4 

542 


50.0 
3.4 
268.9 


Totals 


57 


587 


441 


JLZ 


JJ^ 


.^ 


32± 


152.7 


85-9 
90-4 
1100-4 
totals 


69 
87 
81 


870 
618 
858 


339 
136 
125 


38 
17 
34 


28 
31 
22 


208 
75 
18 


24 
9 
5 


301 
553 
202 


34 
70 
55 


876 
795 
367 


125.4 
90.5 
44.8 


239 


346 


600 


30 


81 


299 


14 


1,056 


52 


2.056 


85.1 


1912  75-9 


674 


100 


-Xil 


85-9 

90-4 

100-4 


26 
11 
56 


164 
586 
722 


98 

2 

55 


55 

9 

29 


7 

2 

25 


4 

9 

20 


45 
32 


25 
26 


27 
18 
30 


16 
82 
25 


177 

22 

122 


67.7 
19.0 
33.2 


Totals 


74 


472 


155 


42 


54 


11 


77 


24 


75 


25 


321 


45.1 


1915   70-4 


420 


0.0 


85-9 

90-4 

100-4 

Totals 


10 

6 

42 


861 
926 
265 


8 

5 
11 


53 

50 
52 


7 

17 
10 


40 

55 
58 


15 
0 
6 

21 


13.9 
0.0 

1.3 

3.5 


300 
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Table  13 

Hujnber  and  rorcentacos  of  Failurec 

1  in 

He ad, Web  and  Bar 

o,and  Acct 

Broken 

GROUPED  BY 

7/EIGHT 

S 

Year 

Lbs. 
Per 

Total 

Pailurfts  and  Perccntafca 

I'Qll- 

uro3 

Per 

10,000 

Tons 

Uead 

Web 

Base 

Broke 

n 

Total 

Yard 

No. 

No.. 

cf 

No. 

i^ 

No. 

$ 

No. 

OPEN  HEARTH  R/iIL 

1908 

75-9 

11,108 

9 

65 

3 

21 

1 

7 

1 

7 

14 

12.5 

80-4 

6.005 

79 

11 

4 

- 

486 

68 

149 

21 

718 

1195.7 

Totals 

17.193 

88 

;^ 

7 

1 

487 

67 

150 

20 

732 

425.7 

85-9 

32,074 

1,280 

62 

88 

4 

440 

21 

271 

13 

2,079 

648.2 

90-4 

100,883 

634 

50 

69 

5 

41 

3 

538 

42 

1,282 

127.1 

100-4 

5.970 

28 

27 

51 

49 

10 

9 

16 

15 

105 

175.9 

TotalG 

138.927 

1.942 

56 

208 

6 

491 

14 

825 

24 

3.466 

249.5 

1909 

80-4 

11.362 

3 

53 

- 

- 

2 

22 

4 

45 

9 

7.9 

85-9 

106,640 

507 

56 

101 

11 

49 

5 

252 

28 

909 

85.1 

90-4 

287,151 

1,475 

43 

137 

4 

228 

7 

1,582 

46 

3,422 

119,2 

100-4 

55.900 

297 

43 

98 

14 

21 

3 

273 

40 

689 

123.2 

Totals 

449.899 

2.279 

45 

336 

7 

298 

6 

2.107 

42 

5.020 

111,6 

1910 

70-4 

5,470 

2 

100 

- 

- 

- 

- 

- 

- 

2 

3.7 

75-9 

11,235 

17 

13 

2 

2 

21 

16 

90 

69 

130 

115.7 

80-4 

39.155 

38 

33 

51 

44 

12 

10 

15 

13 

116 

29.6 

Totals 

55.860 

57 

23 

53 

21 

33 

13 

105 

43 

248 

44,4 

85-9 

169,913 

606 

61 

106 

10 

63 

6 

228 

23 

1,003 

59.0 

90-4 

443,616 

881 

41 

76 

4 

212 

10 

945 

45 

2,114 

47.7 

100-4 

150,707 

656 

50 

148 

11 

25 

2 

488 

37 

1,317 

07.4 

110-4 

8.015 

36 

42 

1 

1 

11 

13 

37 

44 

85 

106.0 

Totals 

772.251 

2.179 

48 

331 

7 

311 

7 

1.698 

38 

4.519 

58.4 

1911 

70-4 

5,422 

- 

- 

- 

- 

- 

- 

_ 

- 

0 

0.0 

75-9 

4,553 

- 

- 

- 

- 

- 

- 

- 

- 

0 

0.0 

80-4 

57.322 

33 

41 

17 

21 

15 

18 

16 

20 

81 

14.1 

Totals 

67.297 

33 

41 

17 

21 

15 

18 

16 

20 

81 

12.0 

85-9 

158,233 

254 

41 

42 

7 

96 

15 

233 

37 

625 

39.0 

90-4 

223,130 

263 

29 

72 

8 

78 

9 

494 

54 

907 

40.6 

100-4 

193,182 

309 

39 

116 

15 

54 

7 

314 

39 

793 

41.1 

110-4 

4.967 

10 

71 

1 

7 

1 

7 

2 

15 

14 

28.2 

Totals 

579.512 

836 

36 

231 

10 

,'^29 

10 

1.045 

44 

£.339 

40,4 

1912 

70-4 

14,620 

- 

- 

- 

- 

- 

- 

1 

100 

1 

0.7 

75-9 

11,768 

- 

- 

- 

- 

- 

- 

- 

- 

0 

0.0 

80-4 

47.129 

28 

74 

2 

5 

- 

- 

8 

21 

38 

8.1 

Totals 

73.517 

28 

72 

2 

5 

- 

- 

9 

23 

39 

5.3 

85-9 

153,615 

654 

56 

50 

4 

304 

26 

165 

14 

1,173 

76.4 

90-4 

371,267 

189 

70 

22 

9 

8 

3 

48 

18 

267 

7.2 

100-4 

330,486 

116 

48 

51 

21 

5 

2 

69 

29 

241 

7.1 

110-4 

2.140 

4 

80 

- 

- 

1 

20 

- 

- 

5 

23.3 

Totals 

865.508 

963 

57 

123 

7 

318 

19 

282 

17 

1.686 

19,5 

1913 

70-4 

13 , 943 

- 

- 

- 

- 

- 

- 

- 

- 

0 

0.0 

75-9 

2,700 

- 

- 

- 

- 

- 

- 

_ 

- 

0 

0.0 

80-4 

21.204 

2 

100 

- 

- 

- 

- 

- 

- 

2 

0.9 

Totals 

37.847 

2 

100 

- 

- 

- 

- 

- 

- 

2 

0.5 

85-9 
90-4 

74,371 
333,353 

5 
23 

70 
44 

9 

17 

- 

- 

2 
20 

30 
39 

7 

0.9 

"" 

•" 

Oc, 

X  vO 

100-4 

279,756 

12 

40 

7 

23 

2 

7 

9 

30 

30 

1.1 

105-9 

58,585 

- 

- 

- 

- 

1 

100 

- 

- 

1 

0.2 

110-4 

9.645 

1 

20 

2 

40 

1 

20 

1 

20 

5 

5.2 

Totals 

755.710 

41 

43 

18 

19 

4 

4 

32 

34 

95 

1.3 
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Tab!  a  lA 

Comparison  of  Paili 

ires  by  Weights  of  Rail,  Using  IOC 

)  as  the  Average  of  Failures 

for  Each  "5 

fear's  Rolling 

Weights 

19  0 

8 

19  0  9 

19  10 

19  1 

1 

Average 

Relative 
Failures 

Rank 

Relative 
Failures 

Rank 

Relative 
Failures 

Rank 

Relative 
Failures 

Rank 

Relative 
Failures 

Rank 

BESSEIIER 

100-4 
90-4 
85-9 

34 
100 
117 

1 
2 
3 

50 
154 
107 

1 
3 
2 

58 
116 
117 

1 

2 

3 

53 
106 
147 

1 

2 
3 

49 
119 
122 

1 
2 

3 

OPEN  HEAETH 

90-4 

100-4 

85-9 

51 
70 

260 

1 
2 
3 

107 

110 

76 

E 

3 

1 

82 

151 
102 

1 
3 
2 

100 

101 

96 

2 

3 
1 

85 
108 
133 

1 
2 

o  o 
«^ 

CO  d 


^  3 

O     I 


4J    Cl 

to  d 
O  P4 


S-mS 


O  Ul  o 

^■^^ 
♦»  O  -q  o  ♦» 
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Tatifi  Ifi 

Hiunher  and  Percentages  c 

£  Failures 

in 

BESSBMER  iX;  OPEM  HEARTH  STEEL 

TO  MICH 

PERRO 

TITANIUM  HAS  AND  HAS 

NO! 

BEEH  ADDED 

Grouped  by  Weights  and  the  Three  Types  of  Sections 

Yaar 

Lbs.  Tj-pe 
Per    of 
Yard  Section 

Kind 

of 
Steel 

Total 
Tons 

Failures 

and  Percentages 

Pail- 
uxes 
Per 
10,000 
Tons 

Head 

Web 

Base 

Broken  i 

Totals 

No. 

*: 

No. 

^ 

No. 

* 

Ho. 

* 

Ho. 

BESSEMER 

1909 

90 

APA-"A" 

Plain 

38,034 
6,052 

47 

30 

14 

9 

5 

3 

93 

58 

159 

41.6 

F.  T. 

7 

17 

4 

9 

7 

17 

24 

67 

42 

69.4 

ARA-''B" 

Plain 

44,210 

2,752 

90 

90 

3 

14 

- 

196 

7 

3,052 

690.4 

F.  T. 

3,294 

28 

56 

1 

2 

- 

- 

21 

42 

60 

161.8 

A2CE 

Plain 

19,525 

362 

50 

32 

4 

154 

21 

180 

25 

728 

372.8 

P.  T. 

1,035 

3 

19 

2 

12 

8 

50 

3 

19 

16 

154.6 

100 

ASCE 

Plain 

40,147 

16 

8 

8 

4 

61 

28 

130 

60 

215 

53.5 

F.  T, 

14.066 

7 

14 

1 

2 

22 

44 

20 

40 

50 

35.5 

Totals 

Plain 

1411916 

3,177 

76 

144 

4 

234 

6 

599 

14 

4,154 

292.1 

P.  T. 

24.447 

45 

29 

8 

5 

37 

25 

&6 

43 

15Q 

64.4 

iSlb 

80 

ASCE 

Plain 

4,459 

28 

88 

3 

9 

- 

1 

3 

32 

71.8 

P.  T. 

47,324 

27 

4 

2 

541 

71 

189 

25 

759 

160.4 

90 

AaA-''A" 

Plain 

96,072 

173 

19 

20 

2 

25 

3 

675 

76 

893 

93.0 

P.  T. 

6,000 

27 

20 

- 

. 

39 

29 

69 

51 

135 

270.0 

A?J.-''B" 

Plain 

69,499 

699 

68 

71 

7 

23 

2 

240 

23 

1,033 

148.6 

P.  T. 

8,203 

28 

42 

3 

4 

3 

4 

34 

50 

68 

82.9 

ASCZ 

Plain 

65,159 

396 

24 

23 

1 

548 

32 

716 

43 

1,683 

258.3 

F.  T. 

15,057 

21 

13 

7 

4 

83 

49 

58 

34 

169 

112.2 

100 

ASCE 

Plain 

12,286 

9 

19 

- 

. 

6 

12 

34 

69 

49 

39.9 

P.  T, 

34.922 

56 

21 

19 

7 

112 

42 

80 

30 

267 

7$.^ 

fotftls 

Plain 

247,474 

l,3o5 

36 

117 

3 

602 

17 

1,666 

45 

3,690 

149.1 

P.  T. 

USK5Q&. 

159 

1,1 

31 

2 

778 

66 

430 

31 

1,398 

126.5 

19U 

80 

ASCS 

Plain 

8,364 

2 

22 

1 

11 

6 

67 

9 

10.8 

P.  T. 

11,793 

10 

2 

1 

- 

439 

82 

83 

16 

533 

451.9 

90 

AHA- "A" 

Plain 

4,756 

3 

30 

1 

10 

1 

10 

5 

50 

10 

21.0 

F.  T. 

3,000 

11 

9 

1 

1 

11 

9 

97 

81 

120 

400.0 

AHA-"B" 

Plain 

48,123 

19 

18 

10 

10 

9 

9 

67 

63 

105 

21.8 

ASCS 

P.  T. 

1,667 

4 

80 

- 

- 

- 

- 

1 

20 

5 

29.9 

Plain 

29,000 

99 

18 

19 

3 

52 

10 

382 

69 

562 

190.4 

P.  T. 

1,072 

- 

- 

- 

- 

- 

- 

1 

100 

1 

9.3 

100 

A£A-"A" 

Plain 

2,561 

2 

29 

- 

- 

5 

71 

- 

- 

7 

27.3 

P.  T. 

7.000 

8 

73 

2 

18 

- 

- 

1 

9 

11 

15.7 

Totals 

Plain 

92,804 

123 

18 

32 

5 

68 

10 

460 

67 

683 

73.6 

P.  T. 

24,532 

33 

5 

4 

1 

450 

&7 

183 

27 

670 

273.1 

1912 

85 

A3CE 

Plain 
P.  T. 

2,685 
4,300 

4 

100 

; 

0 
4 

0.0 
8.9 

90 

AF^-"B" 

Plain 

8,540 

2 

10 

2 

10 

- 

- 

17 

80 

21 

24.6 

P.  T. 

3,046 

- 

- 

- 

- 

- 

- 

1 

100 

1 

3.3 

100iA?J-"B" 

Plain 

28,477 

35 

43 

24 

30 

4 

5 

18 

22 

81 

28.4 

! 

P.  T. 

3.511 

_- 

- 

1 

100 

- 

_ 

- 

- 

1 

2.8 

Totals 

Plain 

39,702 

37 

36 

26 

26 

4 

4 

35 

34 

102 

25.6 

P.  T. 

10.857 

4 

66 

1^ 

17 

_ 

- 

1 

17 

6 

5.5 

OPE] 

[f  FF.AR5 

IB 

1910 

100 

Aai-"A" 

Plain 

28,019 

252 

54 

14 

3 

6 

1 

194 

42 

466 

166.3 

P.  T. 

13.083 

48- 

35 

4 

3 

3 

2 

83 

60 

138 

105.6 

1911 

90 

ASCE 

Plain 

30,104 

44 

22 

18 

9 

4 

2 

131 

67 

197 

65.4 

P.  T. 

3,068 

4 

16 

8 

32 

7 

28 

6 

24 

25 

81.4 

100 

ASA- "A" 

Plain 

13,255 

76 

36 

7 

3 

11 

5 

118 

56 

212 

160,0 

P.  T. 

2,096 

9 

75 

1 

8 

2 

17 

- 

- 

12 

57.2 

AFA.-"3" 

Plain 

93,972 

178 

46 

95 

25 

11 

3 

99 

26 

383 

39.9 

P.  T. 

1,732 

11 

69 

- 

- 

1 

6 

4 

25 

16 

92.5 

ASCE 

Plain 

62,720 

16 

19 

10 

11 

21 

25 

38 

45 

85 

13.6 

P.  T. 

5.540 

5 

25 

- 

- 

1 

5 

14 

70 

20 

36.1 

TotalB 

Plain 

200,051 

314 

36 

130 

15 

47 

5 

386 

44 

877 

43.8 

F.  T. 

12,436 

29 

40 

9 

12 

11 

15 

24 

33 

73 

58.7 

1912 

100 

A2A-"A" 

Plain 

48,256 

8 

26 

12 

39 

11 

35 

31 

6.4 

F.  T. 

15,150 

8 

89 

1 

11 

- 

- 

- 

- 

9 

5.9 

APA.-"3" 

Plain 

192,601 

88 

49 

34 

19 

3 

2 

53 

50 

178 

9.2 

F.  T. 

6.911 

6 

66 

2 

22 

_ 

- 

1 

12 

9 

13.0 

Totals 

Plain 

240,857 

96 

46 

46 

22 

3 

1 

64 

31 

209 

8.7 

P.  T. 

22.061 

14 

78 

3 

17 

_ 

_ 

1 

5 

18 

8.1 

19li 

100 

Aot^Si 

Plain 

P.  T. 

39,424 
2.000 

- 

_ 

_ 

1 

100 

1 
0 

0.3 
0.0 

314 
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Appendix    E. 

COMPARATIVE   SERVICE   TESTS   OF   100-POUND  SEC- 
TIONS, P.  S.  AND  A.  R.  A.— A,  ON  THE  PENNSYL- 
VANIA LINES  WEST  OF  PITTSBURGH. 

By  W.   C.   Gushing, 

Chief  Engineer  Maintenance  of  Way,  Southwest  System. 

In  1909,  the  Railway  Company  purchased  1,535  tons  of  A.  R.  A.  type 
"A"  rail,  for  service  comparison  with  the  standard  P.  S.  type  of  that 
company. 

Both  types  of  rail  were  of  Bessemer  steel,  100  lbs.  per  yard,  manu- 
factured by  the  Carnegie  Steel  Company,  at  the  Edgar  Thomson  Mill, 
in  February,  1909,  and  were  laid  on  the  Pittsburgh  Division,  at  various 
places,  in  November,  1909. 

A  record  of  failures  is  being  kept,  and  a  portion  of  each  kind  was 
singled  out  to  be  laid  on  a  very  sharp  curve,  in  order  to  test  the  relative 
abrasive  resistance  to  the  car  wheels  passing  over  it,  and  it  is  this  test 
which  is  the  particular  subject  of  this  paper. 

There  is  a  great  deal  of  curved  track  on  the  Pennsylvania  System, 
and  a  somewhat  heavy-headed  rail  has  been  adopted  as  standard,  because 
of  the  belief  that  it  would  last  longer  on  such  kind  of  alignment  than  a 
comparatively  thin-headed  rail.  As  the  two  lots  purchased  represented 
the  two  different  designs,  it  was  hoped  and  expected  that  differences,  if 
any  existed,  would  be  clearly  indicated.  The  results  of  this  trial  are  set 
forth  in  this  paper,  and  the  facts  are  true  and  correct  in  accordance  with 
the  records  which  have  been  kept,  but  it  must  be  borne  in  mind  that  it  is 
only  one  test,  that  there  are  many  chances  of  not  obtaining  all  the  knowl- 
edge in  trials  of  this  character,  and  that  usually  many  of  them  are  neces- 
sary before  a  definite  and  precise  rule  can  be  prescribed. 

For  the  abrasive  test,  a  7-deg.  45-min.  curve,  at  the  west  end  of  the 
Dinsmore  tunnel,  about  30  miles  west  of  Pittsburgh,  was  selected.  It  is 
near  the  summit  of  a  i  per  cent,  grade  in  each  direction,  and  the  rail 
was  laid  on  the  eastbound  track,  which  is  elevated  for  a  speed  of  from 
30  to  40  miles  per  hour.  The  location  is  shown  in  Fig.  i.  The  west  half 
of  the  curve  was  laid  wath  the  P.  S.  rail  and  the  east  half  with  A.  R.  A. 
—A  rail. 

Twelve  rails  were  selected  for  periodical  measurements  with  a  sec- 
tion lining  machine,  the  lengths  of  the  periods  being  six  months,  one-half 
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of  them  on  each  kind  of  rail  and  one-half  of  each  kind  being  on  the 
low  or  inside  and  one-lialf  f)n  the  higli  or  outside,  as  shown  on  the  dia- 
gram, Imk-  1- 

After  removal,  the  u  rails  were  sent  to  the  Peimsylvania  laboratory 
at  Altoona  for  chemical  and  physical  snrve\-,  and  the  residts  are  tabulated 
in  Table   i. 

An  examination  will  disclose  that  the  material  in  the  rails  is  fairly 
uniform  and  that  none  of  it  is  segregated,  except  in  two  instances,  Nos. 
5-L  and  5-II  of  the  P.  vS.  section.  With  the  exception  of  the  two  rails 
mentioned,  the  chemical  and  physical  characteristics  seem  to  point  to  fairly 
uniform  and  good  material  for  Bessemer  carbon  steel.  The  carbon  of  the 
A.  R.  A.  rails  may  be  considered  a  triilc  higher,  as  is  also  the  manganese 
and  the  sulphur. 

In  the  case  of  4-L  and  6-L,  both  P.  S.  rails,  the  accumulated  foot 
pounds  under  the  drop  test,  with  a  50-lb.  tup,  are  rather  small,  and  the 
accumulated  foot  pounds  of  No.  i-L,  though  larger,  are  also  under  the 
amount  expected  for  good  material.  The  other  chemical  and  physical 
tests  do  not  disclose  the  reason  for  this. 

The  hardness  indicated  by  the  Brinell  and  scleroscope  tests  is  very 
much  the  same  in  each  case,  there  being  but  ordinary  differences. 

In  order  to  show  the  chemical  and  physical  dififerences  at  a  glance, 
Fig.  2  has  been  prepared.  It  brings  out  the  fact  that  m  only  two  rails 
was  the  upper  limit  of  carbon  exceeded,  if  No.  5-L  be  not  considered  on 
account  of  its  closeness  to  the  line.  All  of  them  are  quite  well  above  the 
lower  limit. 

The  phosphorus  in  all  of  them  keeps  pretty  close  to  the  specification 
limit 

The  manganese  in  all  but  two  keeps  pretty  close  to  the  desired  quan- 
tity of  I  per  cent. 

The  tensile  strength  of  all  is  fairly  good,  with  the  exception  of  the 
two  segregated  rails,  Nos.  5-L  and  5-H.  Both  of  them  show  their  in- 
feriority and  weakness  most  in  the  poor  elongation  percentage  of  the  dia- 
gram and  the  poor  reduction  of  area  percentage  of  the  table.  In  the 
case  of  No.  5-H,  the  accumulated  foot  pounds  test  indicates  pretty  brit- 
tle material,  and  the  Brinell  hardness  No.  240  indicates  the  same.  This 
is  an  average  of  seven  readings  on  different  parts  of  the  section,  the 
highest  being  271,  at  the  junction  between  the  head  and  web,  where  the 
largest  amount  of  segregation  usually  occurs. 

The  rail  which  was  removed  in  order  to  allow  the  test  rails  to  be 
laid  was  lOO-lb.  Bessemer  steel  of  A.  S.  C.  E.  section,  rolled  by  the 
Carnegie  Steel  Company,  at  the  Edgar  Thomson  ]\Iill  in  April,  1907,  but 
as  no  chemical  and  physical  survey  was  made  of  the  actual  rail,  the 
average  mill  figures  of  the  month  of  ^lay,  1907,  during  which  this  rail 
was  rolled,  were  used  for  the  right-hand  side  of  Fig.  2. 

On  the  whole,  it  would  seem  that  if  there  is  any  advantage  to  be 
derived  by  one  section  over  the  other,  on  account  of  quality  of  material, 
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it  rests  with  the  A.  R.  A.  type  "A"  section  in  this  particular  test,  although 
the  differences  are  extremely  slight. 

The  rail  was  laid  in  November,  1909,  and  removed  in  August,  191 1, 
after  one  year  and  nine  months'  service,  on  account  of  the  A.  R.  A.  type 
"A"  rail  being  considered  too  badly  flange  worn  for  further  service. 
The  P.  S.  section  was  not  considered  to  have  reached  its  limit  of  abra- 
sion at  the  same  time,  but  owing  to  being  laid  on  the  same  curve,  it  was 
necessary  to  remove  both  kinds  at  the  same  time.  In  Table  II  are  given 
the  mill  analyses  of  the  ingots  of  each  kind  of  rail,  including  the  A.  S. 
C.  E.  section,  the  amount  of  abrasion,  the  tonnage  of  traffic  and  the  square 
inches  of  rail-head  abraded  per  io,coo,ooo  tons  of  traffic,  which  are  the 
critical  figures  for  comparison.  It  took  the  P.  S.  section  one  year  and 
nine  months  to  have  the  same  average  amount,  .62  sq.  in.,  abraded  from 
the  heads  of  the  six  test  rails,  as  was  abraded  in  one  year  and  five 
months  from  the  six  test  rails  of  the  A.  R.  A.  type  "A"  section.  These 
two  rail  sections  are  compared  under  the  same  conditions,  the  abrasion 
per  10,000,000  tons  of  traffic  being  .27  in  the  case  of  the  P.  S.  section  and 
.^6  in  the  case  of  the  A.  R.  A.  type  "A"  section. 

It  will  be  noticed,  however,  that  the  abrasion  in  the  case  of  the  A.  S. 
C.  E.  section  is  but  .22  per  10,000,000  tons  of  traffic,  but  one  cannot  feel 
quite  as  sure  about  the  accuracy  of  the  amount  of  tonnage  passing  over 
it  as  in  the  other  cases,  because  the  information  was  acquired  by  search- 
ing over  back  records  after  the  A.  S.  C.  E.  rail  was  removed  and  not 
keeping  the  record  during  the  time  the  test  was  in  progress,  which  was 
done  in  the  case  of  the  other  two  sections. 

The  comparative  abrasion  for  each  of  the  sections  is  illustrated  in 
Figs.  3,  4  and  5,  each  figure  showing  the  maximum,  the  average  and 
minimum  wear  for  the  type  of  rail  in  question. 

Figs.  6  to  20  show  the  deep  and  light  etchings  for  five  of  the  rails 
Figs.  6,  7,  8,  9,  10  and  11  show  the  good  material  in  the  A.  R.  A. — A  sec- 
tions. Figs.  12  to  17  the  good  material  in  the  P.  S.  sections,  and  Figs.  18, 
19  and  20  the  badly  segregated  material  in  5-H. 

With  reference  to  the  total  quantity,  1,535  tons  of  A.  R.  A. — A  rail 
laid  in  service  in  1909,  there  have  been  rail  failures  as  follows : 

1909 5  failures 

1910 23  failures 

191 1 38  failures 

1912 70  failures 

1913 21  failures 

Total 157  failures,   or   1,023  per   10,000 

tons  of  rail  laid. 

Of  the  157  failures,  108  were  on  tangent  and  49  on  curve. 

Of  the  157  failures,  three  were  broken  rails,  two  on  tangent  and  one 
on  curve,  10  were  classified  as  "Split  Web,"  while  all  the  others,  144,  were 
head  failures,  principally  split  heads.    The  entire  test  is  not  yet  completed. 
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h'JKS.  22,  2jt,  and  J4  illustralc  the  poor  (|iialit\  of  material  in  one  of  tlie 
split  lu-ad  rails,  and  the  n-sults  of  the  chemical  and  jdiysical  siir\cy  are 
.niven  in  l*"ii4.  2\.  riie  se^rcK'Uion  of  the  elements  is  very  had,  the 
ductility  almost  nil,  while  the  hardness  is  quite  irregular.  The  carhon 
percentage  in  the  rail  is  very  widely  different  from  that  indicated  hy  the 
heat  analysis  at  the  mill,  and  yet  it  was  a  "I>"  rail,  f)r  the  second  from 
the  top  of  the  ingot. 

SUMMyVRY. 

1.  Ju  the  same  length  of  time,  one  year  ai^d  nine  months,  and  the 
same  tonnage  of  traffic,  the  average  ahrasion  from  the  heads  of  six  sam- 
ple rails  was  .21  sq.  in.,  or  34  per  cent,  greater  in  the  case  of  the  A.  R. 
A. — A  section  than  the  P.   S.  section. 

2.  The  ahrasion  from  the  A.  S.  C.  E.  rail,  which  preceded  these  rails 
in  service,  was  less  than  either,  hut  the  record  is  not  so  clear. 

3.  The  quality  of  the  material  was  very  closely  the  same  in  each 
case,  hut  if  there  was  any  advantage  in  the  case  of  either,  it  was  with 
the  A.  R.  A. — A  section,  in  having  a  slightly  greater  preponderance  of 
hardening  elements. 

4.  The  breakages  in  1,555  tons  in  five  years  are  extremely  few,  three 
in  all,  but  the  very  large  number  of  split  heads  is  very  disquieting.  The 
chemical  survey  of  those  split  heads  indicates  a  large  amount  of  badly 
segregated  material. 
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DIAGRAM     ILLUSTRATING 
COMPARISON    OF    CHEMICAL 
AND   PHYSICAL  SURVEYS  OF 
TEST    RAIL. 
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OF  TwKi.vF,  Rails  Which   Woke  Out  in   Service  East  of  Dinsmome,  December.  191  i. 


LOW     RAIL. 


HIGH       RAIL. 


Maximum  Wear, 


Average    Wear. 


Minimum  Wear. 

100  lb.  A.R.A.-A.  RAIL. 

experimental    data.  location   data. 

:ind  oPS+eel  ?  Bessemer.  InE.or W.B.Pass'or  FrtTrk?  E.B. 

Veighft  per  yard  ?  lOOIbs.  Degree  of  Curve?           7°45' 

Jeciion  ?    A.R.A.  A.  E,end,W.end  or  center  of  Curve  ?E.  end, 
lanufac+urer?  Carnegie, ET.  reb.,1909.  Superelevation  oF  Curve  ?     6"  8" 

leaf  No.       Various.  Speed  For  which  elevated?  30-40 MPH. 

Jail  No.             "  Tangent'        No. 

-aid.            Nov.   1909.  Kind  of  Bal  last  ?    Stone. 

Jennoved.         Aug.  1911.  p-      ^ 
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Stidv  of  Twi.i.vk   Rails   VViik  m    WOin.  ()rT  in   Sekvice  Iv\st  ok    Dinsmokk,  l)r.(  f.mijkr, 


LOW      RAIL 


HIGH      RAIL. 


© 


Maximum  Wear 


® 


Average.    Wear. 


Minimum  Wear. 

100  lb.  P.S.  RAIL. 


EXPERIMENTAL     DATA. 


LOCATION      DATA. 


Kind  oF  S+eel  ?          Bessemer.  InE.or  W.B.Pass.orFrt.  Trks?    E.B. 

Weight  per  yard  ?    100  lbs.  Degree  of  Curve  ?         7°4&' 

Section?           P.S.  E.end,  W.  end  or  center  oF  Curve  ?  W.e 
ManuFacturer  ?  Carnegie, E.T.Feb.  1909.  Superelevation  oF Curve?        8" 

Heat  No.           Various.  Speed  For  which  elevaied  ?      3D"40MI 

Rail  No.                "  Tangent  ?       No. 

Laid.          Nov.    1909.  Kind  oF Ballast  ?     Stone.             , 

Removed.           Aug.   1911.  p*      ^                                                               ( 
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F  Twelve  Rails  Which   Woke  Out  in    Service  East  of   Dinsmore,  December,  1911. 


LOW    RAIL. 

Area   Abraded  =  0.60  sq.in. 
To   oP  Head- 14.53 


@ 

Maximum  Wear. 


HIGH      RAIL 


Area/Abraded  =  1.14  sq.in. 
%/or  Head=  27.60 
/ 


Area   Abraded  =  0.46  sq.in. 
%  oP  Head=ILI4 


) 


I 
jAreB  Abroded=0.85  sq.in. 

'%  of  Head  -  20.58 


Average:    Wear. 


Area  Abraded  =  0.24  sq.in. 
%  oP  Head  =5.81 


/ 

.'Area  Abraded  =  0.41  sq.in, 
/      %  oP  Head  =  9.93 


MiisiiMUM  Wear. 

100  iCa.s.c.e.rail. 


(PERI MENTAL    DATA. 

oP  Steel  ?  Bessemer. 
ght  per  yard  ?    100 lbs. 
ion?        A.5.C.E. 
jPacturer?  Carnegie, E.T.  Apr. 1907. 
t  No.    Unknown. 

No.           " 
J.        May,  1907. 
>oved.       Nov.  J  909.  --..      - 
rig. 5. 


LOCATION     DATA. 

InE.orW.B.Pass.orFrt.Trk?    E.B. 
Degree  oP  Curve  ?        7°45' 
E.end,W.endor  cenleroPCurve?    All. 
Superelevation-oP  Curve?       6-8" 
Speed  Por  which  elevated  ?    30-40  M  PHl 
Tangent?         No. 
Kind  oP  Ballast  ?     Stone. 
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Deep  Etching. 
.     No.  i-L. 
Fig.  6. 
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Light  Etching. 

No.  i-L. 

Fig.  7. 
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Deep  Etching 

No.  3-H. 

Fig.  9. 
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Light  Etching. 

No.  3-H. 

Fig.  10. 
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Deep  Etching. 
.      No.  4-L. 
Fig.  12. 
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Light  Etching. 
No.  4-L. 
Fig.  13. 
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Deep  Etching. 
No.  6-H. 
Fig.  15. 


;mo 


KAIl. 


'** ««y         *      •N**' 


Light  Etching. 
No.  6--H. 
Fig.  1 6. 
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Deep  Etching. 

No.  5-H. 

Fig.  1 8. 
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Light  Etching. 
No.  5-H. 
Fig.  19. 
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M.  W.  34  F. 


Report  No.  1173, 

T.D.N0.1064     Pennsylvania  Railroad  Company 


490  .1    8  X  lOM    C«P7iB(  Ink 


P..  B.  d  W.  R.  R.  N.  C.  RY.  W.  J.  4  8.  R.  R. 

LABORATORY  REPORT 

CHEMICAL  AND  PHYSICAL  EXAMINATION  OF  RAIL  AND  OTHER  TRACK  MATERIAL 
Referred  to  in  W.O.Qushine.Vg.  l©WQr...Of. ..9-.?.7.-12...tO....J».^,iya         _ 


Laboratory  No.  .2?303-4-5 Sample  Represents  ..l.Q.0....1.b.....reil....frorn.I\itt.3b^^^^ 

ft.......w93t....o.f .K*£.....117« 5-16-12 A,R.A.3qc.  Car.li;.T.,...3-D9...H0at .1:o....6690. 

Split...Hsa<i. ,. 

Place  and  Date Altopna, .  Pa. ,  January  27th,  .19. 13  _. 


CHEMICAL  ANALYSIS 


PHYSICAL  TESTS 


Mn. 


Drop  Ttit 
Perflimtnt 
S9t-lnch«t 


EtongatK 


Reduction  of 
Are»— ♦  of 
OrlointlSec. 


.54 


.86 


■  087 


.056 


.69 


.90 


,137 


.056 


^._046_ 
.059 


.^l/S" 


110250 


5985C 


^.mSZ^ 


l52_ 


lM_ 


*£a6_ 


.075 


lQ45 


.59 


,87 


.103 


,066 


.050 


DROP  TEST.     SUPPORTS  12'  APART.     WEIGHT  OF  TUP,  50  LBS. 

Impact 
Test. 

No.  of 

Double 

Vibrations 

Test  Piece  at  "D"  i|"xi|'' 

Test  Piece  at  "E"  ^"xl" 

Blows  at 
5  Ft. 

Blows  at 
10  Ft. 

Blows  at 
15  Ft. 

Initial 
Deflec. 

Accum. 
Ft.  lbs. 

Blows  at 
3  Ft. 

Blows  at 
6  Ft. 

Blows  at 
10  Ft. 

Initial 
Defioc. 

Accum. 
Ft.  lbs. 

5 

4 

- 

1/2 

3250 

5 

5 

53 

1-3/16 

>8750 

818 

Looalion 

1. 

2. 

3. 

4. 

5. 

6. 

7. 

Average 

ii 

M   3 

Brinell 

230 

216 

230 

265 

262 

223 

225 

236 

Scleras  cops 

34 

32 

34 

39 

38 

33 

33 

35 

REMARKS  :- 


4  LocstioR  of 
Brinell  and 
Scleroscops 
Hardness 
Numbers, 

5 


Q  Clitm.  tntlrsii 

«.  B.  C. 

Tenalls  Tsali 

1.1. 

Orop  Tisis 

E  D.£. 

Impact  Tests 
E.  F. 


A  'badly  segregated  rail,  resulting  in  a  split  head.  ?he  tensile 
test  indicates  brittle  material. 
Heat  Analysis 


Carbon .45 

Manganese  -  .84 


Fig.  21. 
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Deep  Etching. 
Fig.  22. 
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Light  Etching. 
Fig.  23. 
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Appendix  F, 

INFLUENCE  OF  FINISHING  TEMPERATURE  ON  OPEN- 
HEARTH  RAILS. 

By  M.  H.  WiCKHORST,  Engineer  of  Tests,  Rail  Committee. 

This  report  covers  an  investigation  concerning  the  influence  of  the 
rolling  and  finishing  temperature  on  the  properties  of  open-hearth  rails. 
The  problem  was  divided  into  two  parts — first,  the  influence  on  the  rails 
of  varying  the  initial  temperature  of  the  ingots  as  drawn  from  the  pits ; 
and,  second,  the  influence  on  the  rails  of  varying  finishing  tempera- 
ture by  holding  the  bar  toward  the  end  of  the  rolling.  A  set  of  five 
ingots,  all  of  one  heat,  was  drawn  from  the  soaking  pits  with  varying 
temperatures  and  rolled  into  rail  in  the  same  manner.  Unfortunately, 
however,  this  part  of  the  work  was  not  successful,  due  to  failure  to 
obtain  much  range  in  the  initial  temperature  of  the  ingots.  Another 
set  of  five  ingots  from  the  same  heat  was  drawn  from  the  soaking  pits  at 
about  the  same  temperature  for  the  several  ingots  and  rolled  into  rail 
in  the  same  manner,  except  as  to  the  length  of  time  the  bars  were  held 
toward  the  end  before  the  finishing  pass.  The  work  was  done  at  Gary, 
Ind.,  at  the  works  of  the  Illinois  Steel  Company,  who  kindly  furnished 
all  the  material  and  facilities  for  making  this  investigation.  The  rails 
were  tested  by  means  of  drop  tests,  slow  bending  tests,  tensile  tests, 
transverse  tests  of  the  base,  microphotographs  and  polishing  of  cross- 
sections.  The  "A"  rail  and  the  "E"  rail,  which  was  the  next  to  the 
bottom  rail  of  the  ingot,  were  used  to  represent  the  ingot  and  the  other 
rails  of  the  ingot  were  not  tested. 

MANUFACTURE. 

The  rails  were  made  August  26,  1914,  from  heat  56327  and  were  100- 
pound  rails  of  the  A.  R.  A.  type  A  section.  (For  design  of  this  section 
see  Proceedings,  American  Railway  Engineering  Association,  191 1,  Vol. 
12,  Part  II,  page  143.)  The  ladle  sample  of  the  heat  gave  the  follow- 
ing results  on  chemical  analysis :  Carbon,  .d'j  per  cent. ;  phosphorus, 
.018  per  cent. ;  sulphur,  .  043  per  cent. ;  manganese,  .71  per  cent,  and 
silicon,  .12  per  cent. 

The  ingots  from  which  the  rails  were  made  were  20x24  inches  at  the 
bottom.  The  blooms  were  7^x8  inches  and  made  in  nine  passes.  The 
blooms  were  formed  into  rails  in  nine  passes,  making  a  total  of  eighteen 
passes  from  the  ingot  to  the  rail.  The  side  of  the  ingot  that  was  to 
the  left  as  it  first  entered   the  blooming   rolls    (standing  at   the  bottom 


Report  No.   45,  December,   1914. 

349 


S60 


RAIL. 


end  of  the  ingot  and  looking  toward  the  top  end,  which  entered  tlie  rolls 
first)  finally  made  the  top  side  or  tread  of  the  rail.  The  varions  passes 
and  their  areas  are  shown  in  Table  i. 

Ol^scrvations  were  made  of  temperatures  after  the  second  blooming 
pass  by  means  of  a  Thwing  pyrometer,  and  after  the  finishing  pass  by 
means  of  a  Fery  pyrometer.  The  temperature  observations  of  the  bloom 
represented  the  middle  of  the  side,  and  those  of  the  rail  represented  the 
l>ottom  of  the  base  toward   the  edge  of  the  flange.     The  time  at  which 


Table  1  -  Areas 

of  Passes. 

Area  after 

Pass  No. 

Kind  of  Pass 

Pass 

8q.  in. 

Ingot,  20  X  24 

480 

1 
2 
3 
4 

Two  high  blooming, 

IT       II            H 
IT       II             II 

11     n                     II 

19 
15 

14,5 
11.5 

X 
X 
X 
X 

20 
19 
15 
14.5 

261 
270 
211 
160 

5 
6 
7 
8 
9 

Three  high  blooming, 

n        TT           ?! 

n      n        It 

W        11            II 

II      n        II 

11.5 
9.5 
9.5 
7.5 

7.5 

X 
X 
X 
X 

X 

11.5 

11.5 

9.5 

9.5 

8.0 

150 

108 
88.9 
70.7 
58.9 

10 
11 
1£ 

Three  high  roughing, 

n      II        II 
II      n        II 

42.8 
35.2 
28*2 

13 

Former, 

22. 4 

14 

Dummy, 

21.3 

15 

First  edger, 

16.9 

16 

Second  edger. 

13.1 

17 

Leader, 

- 

10.6 

18 

FiniBhed  rail. 

9.81 

each  of  these  operations  occurred  w^as  recorded  at  the  same  time  that 
the  temperature  reading  was  taken.  The  Fery  pyrometer  was  cali- 
brated against  a  thermo-couple  in  a  laboratory  muffle  electrically  heated, 
and  the  Thwing  was  calibrated  against  the  Fery  in  the  mill,  with  mate- 
rial being  rolled.     The  temperatures  and  times  are  gievn  in  Table  2. 

The  temperature  given  probably  cannot  be  depended  upon  as  show- 
ing closely  the  actual  temperatures,  but  they  probably  may  be  used  for 
comparison  among  themselves.  It  was  intended  to  have  Ingots  i  to  5,  in- 
clusive, vary  in  temperature  over  a  considerable  range,  but  it  will  be 
noted  that  Ingots  i  to  4,  inclusive,  showed  about  the  same  temperature 
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Table 

2  -  Temperatures  and  Times 

Ingot 

No. 

Time  (P.M, 

,) 

Temperature  - 

C. 

2nd  Pass 

Finish 

Min.Used 

2nd  Pass 

Finish 

Drop 

1 

6.55 

6.41 

6 

1145 

850 

295 

2 

6.37i 

6.45^ 

6 

1145 

645 

300 

3 

6.40 

6.46 

6 

1130 

845 

285 

4 

6.42 

6.48i 

6^ 

1125 

840 

£85 

5 

6.44 

6.51 

7 

995 

830 

165 

6 

6.47 

6.54i 

7i 

1145 

850 

295 

7 

6.53i- 

7.02^- 

9 

1170 

815 

355 

8 

6.57 

7.06i 

Oil. 
-2 

1155 

795 

360 

9 

7.00 

7.11 

11 

1140 

750 

390 

10 

7.02 

7.15 

12 

1160 

695 

465 

Table  3 

-  Rail-bars  Held. 

Bar  No. 

Rail 
Letter 

Seconds  Held 

After 
15th  Pass 

After 
16th  Pass 

After 
17th  Pass 

6 

A 

- 

- 

- 

6 

E 

- 

- 

- 

7 

A 

30 

- 

- 

7 

E 

35 

- 

- 

8 

A 

55 

- 

- 

8 

E 

45 

- 

- 

9 

A 

60 

- 

- 

9 

E 

50 

25 

- 

10 

A 

60 

40 

15 

10 

E 

60 

40 

15 
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according  to  the  pyrometer  readings.  Ingot  5  showed  a  lower  tempera- 
ture, but  the  finishing  temperature  of  the  rail  made  from  it  showed  only 
a  little  lower  than  the  others.  How  little  variation  there  was  in  the  initial 
temperatures  of  these  five  ingots  was  realized  only  after  the  pyrometer 
calibrations  were  obtained,  which  were  completed  after  the  rails  were 
rolled,  and  after  the  shrinkages  were  calculated,  which  work  was  done 
after  the  rails  were  cut  up  for  the  various  tests  and  after  part  of  the 
tests  were  made.  The  results  on  these  rails  will  probably  have  little  bear- 
ing on  the  question  of  relationship  of  ingot  temjicrature  to  the  properties 
of  rails,  but  they  are  recorded  in  this  report  as  they  may  still  be  service- 
able for  reference.  This  part  of  the  work  will,  therefore,  have  to  be 
done  again. 

Ingots  6  to  10,  inclusive,  showed  about  the  same  initial  temperature 
and  showed  successively  lower  finishing  temperatures  in  the  respective 
rail  bars  made  from  them,  these  bars  having  been  held  varying  lengths 
of  time  before  finishing.  The  passes  after  which  the  bars  were  held  and 
the  seconds  held  are  shown  in  Table  3. 

It  should  have  been  remarked  that  after  the  ninth  pass  the  bloom  was 
cut  in  two  and  the  ingot  finished  into  rail  in  two  bars.  The  finishing 
temperatures  recorded  were  of  the  second  bar. 

SHRINKAGE. 

The  saws  of  the  "A"  and  "E"  rails  were  set  for  a  shrinkage  of  6!/2 
in.,  that  is,  they  were  spaced  33  ft.  6%  in.  apart.  The  lengths  of  the 
finished  rails  when  cold  and  their  cambers  and  shrinkages  are  shown  in 
Table  4. 

It  will  be  noted  that  the  shrinkage  of  the  "E"  rail  was  less  than  the 
shrinkage  of  the  "A"  rail  from  the  same  ingot,  that  is,  its  temperature 
was  less  at  the  time  of  sawing.  After  rolling  the  ingot  into  a  bloom,  the 
bloom  was  cut  in  two  and  then  finished  into  rail  in  two  rail-bars.  The 
first  bar,  which  contained  the  "A"  rail,  after  finishing  was  allowed  to 
pass  to  the  saws  without  any  delay  and  without  taking  a  temperature 
reading.  The  second  bar,  which  contained  the  "E"  rail,  was  stopped  im- 
mediately after  leaving  the  finishing  rolls  and  held  while  a  temperature 
reading  was  taken.  The  shrinkage  of  the  "A"  rail,  therefore,  would 
better  represent  the  shrinkage  normal  to  the  conditions  under  which  the 
bar  was  rolled. 

For  convenience  of  comparison  the  finishing  temperatures  of  rail- 
bars  6  to  10,  inclusive,  are  shown  in  Table  5,  together  with  the  shrink- 
ages and  the  lengths  of  time  held. 

The  temperatures  shown  in  this  table  are  those  recorded  for  the 
rail-bar  from  the  second  bloom  of  the  ingot  from  which  the  "E"  rail 
was  cut  and  the  length  of  time  held  between  rolls  also  represents  this 
bar.  The  shrinkage,  however,  -vyas  that  of  the  "A"  rail,  since,  as  explained, 
the  second  part  of  the  rail  was  held  after  finishing  and  before  sawing,  to 
take  its  temperature,  while  the  first  part  of  the  bar,  containing  the  "A" 
rail  went  directly  to  the  saws  without  holding.    The  time  held  was  about 
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Xablo  4  -  Finished  Rails. 

No. 

Length 
ft.  in. 

Shrink- 
age 
in. 

Camber 
in. 

Concave 

Head  or 

Base  Side 

lA 

IE 

2A 

2E 

3A 
3E 

4A 
4E 

5A 
5E 

6A 

6E 

7A 
7E 

8A 
8E 

9A 
9E 

lOA 
lOE 

32-11.75 
33-  0.15 

32-11.75 
33-  0.20 

32-11.80 
33-  0.25 

32-11.75 
33-  0.30 

6.75 
6.35 

6.75 
6.30 

6.80 
6.25 

6.75 
6.20 

1.25 
•25 

1.75 
.00 

1.40 
.00 

1.00 
.40 

.65 
1.00 

.75 
.75 

.50 
1.15 

.25 
.75 

B 
H 

B 

B 

H 
H 

B 

H 

H 
B 

B 
H 

B 
H 

B 
H 

H 
H 

32-11.90 

33-  0.45 

32-11.55 
33-  0.15 

33-  0.05 
33-  0.45 

33— 

33-  0.45 

6.60 
6.05 

6.95 
6.35 

6.45 
6.05 

6.50 
6.05 

33- 

33-  0.80 

6.50 
5.70 

.50 
1.50 

2.90 
4.65 

33-  0.80 
33-  1.20 

5.70 
5.30 

the  same  for  the  two  parts  of  the  bar  except  that  in  the  case  of  Ingot  g, 
tile  second  part  of  the  bar  was  held  longer  than  the  first  part.  In  thi.? 
case  the  shrinkage  shown  for  the  "A"  rail  is  that  of  the  "E"  rail  plus 
45  in.,  which  was  about  the  average  difference  between  the  slirinkages 
of  the  "A"  and  "E"  rails. 


Table  5  -  Temperature,  Shrinkage  and 

Time  Held 

Bar 
Niunber 

Temperature 
"E"  Rail 

Shrinkage 
"A"  Rail 

Time  Held 
"E"  Rail 

6 

850°  C. 

6.95  in. 

- 

7 

815  " 

6.46  " 

35  sec. 

8 

795   " 

6.50  " 

45  " 

9 

750  " 

♦  6.15   " 

75  " 

10 

695   " 

5.70   " 

115  " 

( 

*)  Calculated  from  shrinkage  of  "I 

:"  rail. 
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Table  7  -  Jjrop  Touta,  Head  in  Tension 

Bar 

No. 

lieflection 
let  Blow 

No.  of 
Blows 

Elongation 
Per  cent. 

RemarkB 

1A2 
1A7 

1E2 
1E7 
Av. 

1.20 
1.20 
1.20 
1.20 

1 
3 
3 
3 
2.5 

6 
10 
10 
16 
10.5 

Flange  brcke 

Base  split,  let  blow 

2A2 
2A7 

2E2 
2E7 
Av. 

1.29 
1.25 
1.27 
1.28 
1.27 

2 

3 
4 
3 
3.0 

12 

14 
16 
12 
13.5 

Broke  near  middle 
Base  split  under  tup 
Bent  sideways 

3A2 
3A7 

3E2 
3E7 
Av. 

1.25 
1.25 
1.28 
1.25 
1.26 

3 
2 

3 
3 
2.8 

14 

14 
10 
12.7 

Base  split 

Flange  broke  &  bent  sideways 
Flange  broke  &  bent  sideways 
Base  split 

4A2 
4A7 

4E2 
4E7 
Av. 

1.22 

1.28 
lt27 
1.26 

3 

4 
4 
3.7 

14 

16 
16 
15.3 

5A2 
5A7 

5E2 
5E7 
Av. 

1.30 
1.25 
1.28 
1.27 
1.28 

3 
3 
3 
3 
3.0 

16 
14 
12 

16 
14.5 

Base  split 
Base  split 
Bent  sideways 
Base  split 

6A2 
6A7 
6E2 
6E7 
Av. 

1.28 
1.29 
1.30 
1.30 
1.29 

3 
3 
3 
1 
2.5 

14 
14 
12 
5 
11.3 

Bent  sideways 

Base  split  under  tup 

Bent  sideways 

Base  split  under  tup 

7A2 

7A7 
7E2 
7E7 
Av. 

1.25 
1.25 
1.30 
1.25 
1.26 

3 
3 
4 
3 
3.3 

10 

16 
12 
18 
14/0 

Flange  broke 
Bent  sideways 

8A2 

8A7 
8E2 
BE  7 
Av. 

1.28 
1.27 
•  1.28 
1.25 
1.27 

4 
3 
4 
3 
3.5 

18 
16 
16 
14 
16.0 

Bent  sideways 

Flange  broke  under  tup 

Flange  broke  under  tup 

9A2 
9A7 

9E2 
9E7 
Av. 

1.27 

1.25 
1.26 
1.28 
1.27 

3 
4 
3 
4 
3.5 

18 
16 
12 
10 
14.0 

Bent  sideways 
Bent  sideways 
Bent  sideways 
Bent  sideways 

10A2 
10A7 
10E2 
10E7 
Av. 

1.28 
1.25 
1.28 
1.27 
1.27 

3 
4 
3 
3 
3.3 

14 
16 
16 
14 
15.0 

Bent  sideways 
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Table 

8  -  Drop  Teste, 

Base  in  Tension. 

Bar 

Defleotion 

Ko.of 

Elongation 

Potnarks 

No. 

let  Blow 

Blows 

Per  cent. 

1A3 

1.15 

4 

10 

1A8 

1.15 

4 

10 

Bent  sideways 

1E3 

•   1.25 

4 

12 

Web  split 

1E8 

1.27 

4 

12 

Split  downward  from  head 

AT. 

1.21 

4.0 

11.0 

£A3 

1.19 

4 

14 

2A8 

l.EO 

6 

14 

Broke  at  supports 

£ES 

.- 

1 

4 

2£8 

1.27 

3 

10 

Av. 

1.22 

3.5 

10.5 

3A3 

1.25 

3 

12 

3A8 

1.22 

4 

10 

Web  split  at  ends 

3E3 

1.25 

4 

10 

SE8 

1.28 

4 

12 

Web  split  at  ends 

At. 

1.25 

3.8 

11.0 

4A3 

•— 

1 

2 

Broke  at  supports 

4A8 

1.25 

3 

10 

Split  at  support 

4E3 

1.30 

4 

12 

Web  split 

4E8 

1.30 

3 

10 

Base  split  at  support 

Av. 

1.28 

2.8 

8.5 

5A3 

1.E5 

2 

8 

Broke  near  support 

5A8 

1.25 

3 

10 

Web  split  entire  length 

5E3 

1.28 

3 

12 

Web  split  entire  length 

5E8 

1.28 

3 

10 

Broke  near  support 

Av. 

1.27 

2.8 

10.0 

6A3 

1.25 

4 

10 

6A8 

1.25 

4 

10 

Web  split  entire  length 

6ES 
6E8 

1.30 

5 

10 
10 

Web  split  entire  length 
Broke  at  support 

1.28 

4 

Av. 

1.27 

4.3 

10.0 

7A3 

1.23 

3 

10 

7A8 

1.25 

4 

10 

7E3 

1.25 

4 

12 

7E8 

1.27 

4 

12 

Web  split 

Av. 

1.25 

3.8 

11.0 

8A3 

1.25 

4 

10 

Bent  sideways,  web  split 

8A8 

1.85 

4 

12 

Web  split  entire  length 

8E3 

1.28 

3 

10 

Web  split  entire  length 

8E8 

1.27 

4 

10 

Bent  sideways.  Flange  broke 

Av. 

1.26 

3.8 

10.5 

(at  support 

9A3 

1.20 

4 

8 

Web  split 

9A8 

1.23 

5 

10 

17eb  split 

9E3 

1.29 

4 

16 

Bent  sideways 

9E8 

1.30 

4 

12 

Web  split 

Av. 

1.26 

4.3 

11.5 

10A3 

1.29 

3 

14 

Flange  broke  at  support 

10A8 

1.25 

4 

10 

Broke  near  support 

10E3 

1.28 

3 

10 

Bent  sideways 

10E8 

1.28 

4 

10 

Broke  at  supports 

Av. 

1.28 

3.5 

11.0 
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The  average  results  in  the  drop  tests  of  rails  from  Ingots  6  to  lo,  in- 
chisivc,  are  shown  for  convenience  of  comparison  in  Table  9,  together 
with  the  tinisliing  temperatures  of  the  flange. 

The  (leflection  on  the  first  I)low  from  20  ft.,  with  the  head  in  tension 
and  with  the  base  in  tension,  were  about  the  same,  and  the  average  of 
the  two  is  shown  in  tiic  table.  As  regards  the  elongation,  it  should  be 
remarked  that  while  failure  in  the  drop  test  occurs  normally  by  the 
exhaustion  of  the  ductility  of  the  part  in  tension,  a  large  proportion  of 
the  failures  in  this  series  occurred  otherwise.  In  some  cases  the  rail 
buckled  without  breaking ;  in  some  cases  the  web  split  from  the  ends, 
and  in  others  the  base  split,  either  where  struck  by  the  tup  when  the 
head  was  in  tension,  or  where  it  rested  on  the  supports  with  the  base  in 
tension.     The  elongation  in  the  drop  test  would,  therefore,  in  this  case. 


Table  9  -  Average  Kesults  in  Prop  Tests. 

No. 

Temper- 
ature 
Flange 

Deflec- 
tion 
Inches 

Nximber  of  Blows 

Elongation 
Per  cent. 

Head 

Tension 

Base 

Tension 

Head 

Tension 

Base 
Tension 

6 
7 
8 
9 
10 

850 
815 
795 
750 
695 

1.28 
1.26 
1.27 
1.27 
1.28 

2.5 
5.3 
3.5 
3.5 
3.3 

4.3 
3.8 
3.8 
4.3 
3.5 

11.3 
14.0 
16.0 
14.0 
15.0 

10.0 
11.0 
10.5 
11.5 
11.0 

be  only  a  rough  means  of  comparison,  especially  with  so  few  results. 
The  same  remarks  would  also  apply  to  the  number  of  blows  given  the 
rails. 

The  average  results  in  the  drop  tests  are  plotted  in  Fig.  3  in  rela- 
tion to  the  finishing  temperature  of  the  flange,  measured  as  described, 
the  temperature  being  shown  horizontally  and  the  deflection  on  the  first 
blow,  the  number  of  blows  and  the  elongation  being  shown  vertically. 
It  will  be  noted  that  the  deflection  on  the  first  blow  from  20  ft.,  or  the 
stiffness  of  the  rail,  was  about  the  same  for  the  several  rails  finished 
at  the  diflFerent  temperatures.  Likewise,  the  number  of  blows  and  the 
ductility  were  about  the  same  for  the  different  finishing  temperatures  ob- 
tained by  holding  between  rolls. 


SLOW   BENDING  TESTS. 


From  each  rail  two  pieces  were  used  for  longitudinal  bending  in 
the  test  machine,  one  with  the  head  in  tension  and  the  other  with  the 
base  in  tension.     The  rail  was  supported  on  flat  supports  3  ft.  between 
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5  -  Results  in  Drop  Test  as  Related  to 
Finishing  Temperature  of  Flange 

edges,  and  the  load  was  applied  centrally  between  edges  through  a  die 
with  a  rounded  surface.  The  deflection  was  measured  at  a  load  of 
150,000  lbs.,  while  the  load  was  on,  by  means  of  a  deflectometer  placed 
under  the  middle  of  the  rail  and  resting  on  the  bed  of  the  test  machine. 
The  breaking  load  was  noted.  Gage  marks  i  in.  apart  were  put  longi- 
tudinally on  the  side  in  tension,  about  the  middle  of  the  test  piece,  for 
a  distance  of  6  in.,  and  the  increase  in  length  of  the  space  which  stretched 
most  at  failure  was  taken  as  the  measure  of  ductility.  The  results  of 
the  slow  bending  tests  are  shown  in  Table  10.  It  may  be  remarked  that 
all  the  specimens  broke  near  the  middle  as  tension  breaks,  except  No. 
1A9,  in  which  the  web  buckled  and  the  ends  split.  For  convenience  of 
comparison  the  average  results  of  rail  bars  6  to  10,  inclusive,  are  shown 
in  Table  11,  together  with  the  finishing  temperatures  of  the  flange. 
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Table  10  -  Slow  Bending  To8t8 

Head  in  Tenolon 

fiaee  in  Tension 

No. 

Deflso- 
tion  fct 
150000# 

Breaking 
Load 

Elonga- 
tion 
Percent 

No. 

Deflec- 
tion at 
150000# 

Breaking 
Load 

Elonga- 
tion 
Percent 

1A4 
1E4 

Av. 

.230 
.301 
.266 

248,500 
260J)00 
254,250 

5 
9 
7.0 

1A9 
1E9 

Av. 

.222 
.225 
.224 

285,400 
209.600 
287,500 

10 
11 
10.5 

2A4 
2E4 
Av. 

.8)38 
.230 
.244 

261,700 
252,400 
257,050 

13 
11 
12.0 

2A9 

2E9 
Av. 

.257 
.290 
.274 

280,800 
271.500 
276,150 

10 
10 
10.0 

3A4 
3E4 
Av. 

.250 
.321 
.291 

259,300 
246.900 
253,100 

10 
10 
10.0 

*3A9 

3E9 

Av. 

.245 
.275 
.260 

(219,200) 
265.400 

(3) 
9 

--- 

4A4 
4E4 
Av. 

.289 
.329 
.309 

256,000 
246.300 
251,150 

10 
11 
10.5 

4A9 
4E9 
Av. 

.261 
.273 
.267 

267,800 
262.500 
265,150 

10 

9 
9.5 

5A4 

5E4 
Av. 

.264 
.318 
.291 

225,000 
246,400 
235,700 

5 
9 
7.0 

5A9 
5E9 
Av. 

.248 
.333 
.291 

281,900 
274.300 
278,100 

11 
9 
10.0 

6A4 
6E4 
Av. 

.285 
.317 
.301 

249,100 
243.300 
246,200 

11 
9 
10.0 

6A9 
6E9 

Av. 

.263 
.319 
.291 

284,000 
265.700 
274,850 

10 
10 
10.0 

7A4 

7E4 
Av. 

.286 
.310 
.298 

260,100 
247.900 
254,000 

14 
11 
12.5 

7A9 
7E9 

Av. 

.253 
.280 
.267 

275,800 
275.900 
275,850 

10 
10 
10.0 

8A4 

*8E4 

Av. 

.265 
.290 
.278 

257,400 
(206.400) 

14 
(4) 

8A9 
8E9 
Av. 

.265 
.255 
.260 

278,800 
273,400 
276,100 

10 
11 
10.5 

9A4 
9E4 
Av. 

.271 
.337 
.304 

262,700 
251.400 

12 
11 

9A9 

9E9 

.265 
.360 
.313 

283,600 
263.400 
273,500 

8 
8 
8.0 

257,050 

11.5 

AV. 

10A4 

10E4 

Av. 

.340 

251.300 

11 

10A9 

10E9 

Av. 

.249 
.294 
.272 

277,000 
271.900 

274,450 

7 

10 
8.5 



(*)  Sample  8E4  showed  a  nick  in  the  head  where  broken. 
Results  on  "breaking  load  and  elongation  not  used. 
Sample  3A9  showed  a  nick  in  the  edge  of  flange 
where  broken.  Results  on  breaking  load  and 
elongation  not  used. 


Table  11  -  Average  Results  in  Slow  Bending  Tests 

Bar 
Number 

Part 
in 

Tension 

Pin. Temp. 

Flange 

(C.) 

Deflection 
(Inches  at  ) 
(150000  lbs) 

Breaking 

Load 
(Pounds) 

Elongation 
(Per  cent) 

6 
7 
8 
9 
10 

Head 

n 
n 
n 
n 

850° 

815 

795 

750 

695 

.301 
,298 
.278 
.304 
.340 

246,200 
254,000 
257,400 
257,050 
251,300 

10.0 
12.5 
14.0 
11.5 
11.0 

6 
7 
8 
9 
10 

Base 

n 

n 
r? 
n 

850° 

815 

795 

750 

695 

.291 
.267 
.260 
.313 
.272 

274,850 
275,850 
276,100 
273,500 
274,450 

10.0 

10.0 

10.5 

8.0 

8.5 
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These  results  are  plotted  in  Fig.  4,  in  which  tlic  finishing  tempera- 
ture of  tlie  flange  is  shown  horizontally  and  the  deflection  at  150,000  lbs. 
load,    the    breaking    load    and    the    elongation    are    shown    vertically.      It 
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will  be  noted  that  with  the  range  of  finishing  temperatures  worked  with, 
obtained  by  holding  the  bar,  the  results  in  the  slow  bending  tests  were 
about  the  same  for  the  different  temperatures. 
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TRANSVERSE    TESTS     OF     BASE. 

Transverse  tests  of  the  base  were  made  of  two  pieces  from  each 
rail,  each  piece  being  2  ft.  long.  The  method  of  test  was  to  support  the 
rail  on  two  supports  placed  opposite  each  other  near  the  edges  of  the 
flanges  under  the  middle  of  its  length.  The  supports  were  6  in.  long 
and  placed  V2  in.  in  from  the  sides  of  the  flanges,  or  spaced  4.5  in. 
apart.  The  load  was  applied  in  the  test  machine  to  the  head  of  the  rail 
at  the  middle.     The  general  arrangement  is  shown  in   Fig.  5.     The  load 


Fig.    5 — Method   of   Making   Transverse   Test   of   Base. 

was  measured  that  it  took  to  break  the  rail.  The  transverse  elonga- 
tion was  measured  by  putting  prick  punch  marks  i  in.  apart  crosswise 
on  the  bottom  of  the  base  and  at  the  middle  of  the  length  of  the  piece 
tested.  The  greatest  extension  after  breaking,  in  any  one  of  the  spaces, 
was  taken  as  the  measure  of  the  transverse  ductility.  The  sag  of  the 
unbroken  flange  was  measured  and  taken  as  the  distance  from  a  straight 
edge  laid  on  the  bottom  of  the  base  near  the  edge  of  its  flange  to  the 
flange  where  bent  most  from  the  straight  surface  of  the  base.  The  re- 
sults of  the  transverse  tests  are  shown  in  Table  12.  It  will  be  noted 
that  the  results  varied  considerably,  and  that  most  of  the  samples  which 
gave  low  results  in  breaking  load,  transverse  elongation  and  sag  of 
flange,  showed  longitudinal  seams  in  the  bottom  of  the  base.  The  average 
results  of  rail  bars  6  to  10,  inclusive,  are  shown  in  Table  13,  together  with 
the  finishing  temperatures  of  the  flange. 

These  average  results  are  plotted  in  Fig.  6,  the  finishing  tempera- 
tures of  the  flange  being  shown  horizontally  and  the  breaking  load,  the 
elongation    and    the    sag   of    flange   being   shown   vertically.      It   will   be 
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Table  12  -  TraneverBe  Toets  of  Baee 

No. 

Break 'g 
Load 
(Lbs) 

Elong 

Sag  of 

Flange 

(In.) 

Remarks 

No. 

Break' g 
Load 
(Lbs) 

Elong 

Sag  of 

Flange 

(In.) 

Remarks 

1A6 

lAlO 

1E6 

lElO 

AV. 

246,600 
259,000 
236,000 
259,700 
£60,300 

£.0 
2.0 
2.0 
3.0 
2.6 

.14 
.16 
.14 
.16 
.16 

Light   seam. 04" 
deep  toward 
ecfee  of  flange. 

6A5 

6A10 

6£5 

6E10 

Av. 

180,900 
231,900 
282,300 
251,500 
236,650 

1.0 

£.0 
4.0 
2.0 
£.3 

.05 
.09 
.34 
.21 
.17 

Small  seam, pari 
light,   part 
dark. 

2AE 

2A10 

2E5 

2E10 

Av. 

235,500 
256,600 
288,900 
£08,200 
246,776 

2.0 
3.0 
6.0 
1.0 
2.8 

.12 
.16 
.35 
.08 
.18 

7A5 

7A10 

7E5 

7E10 

AV. 

247,300 
184,400 
135,500 
158,300 
181,375 

£.0 
1.0 
1.0 
0.0 
1.0 

.12 
.07 
.02 
.02 
.06 

Small  seam. 
Lt,seam.05"deei 
n        n    .06"      " 

3A5 

SAIO 

3E5 

3E10 

AV. 

229,600 
229,100 
267,500 
100,200 
206,600 

£.0 
2.0 
4.0 
0,0 
2.0 

.12 
.10 
.28 
.03 
.13 

Long  seam  .12" 
deep,  dark. 

8A5 

8A10 

8E5 

8E10 

Av. 

249,400 
257, £00 
278,200 
237,600 
255,600 

3.0 
2.0 
4.0 
3.0 
3.0 

.15 
.14 
.£9 
.19 
.19 

4A5 

4A10 

4E5 
4E10 

AT. 

169,200 

181 , 600 
247,800 
179,400 
194,500 

2.0 

2,0 
4.0 
1.0 
2.3 

.06 

.04 

.21 
.06 
.09 

Seam  .06"  deep 
partly  dark. 

Seam  .03"  deep 
partly  dark. 

Seam   .03"  deep 
light. 

9A5 

9A10 
9E5 
9E10 
Av. 

191,800 

250,200 
281,500 
290,200 
253,425 

1.0 

4.0 
4.0 
4.0 
3.3 

.16 

.18 
.£6 
.30 
.£3 

5A5 

5A10 

6E5 

5E10 

Av. 

177,100 
232,900 
243,000 
246,600 
224,900 

1.0 
2.0 
3.0 
4.0 
2.6 

.05 
.14 
.22 
.15 
.14 

Seam  .04  deep, 
part  light  & 
part  dark. 

10A5 
lOAlO 
10E6 
lOElO 
Av. 

187,400 
233,200 
210,900 
207,700 
209,800 

£.0 
2.0 
3.0 
£.0 
£.3 

.07 
.10 
.12 
.10 
.10 

Small  seam. 
Small  seam. 

Supports  6  inches  long,   spaced  4.5  inches  apart 

Tatle  IS  -  Average  Results  in  Transverse  Tests  of  Base 

Bar 
Ntunber 

!?emperatxire 
of  Flange 
(Deg.  C) 

Breaking 

Load 
(PoTindS) 

Elongation 
(Per  cent) 

Sag  of 

Flange 

( Inches ) 

6 
7 
8 
9 
10 

850 
815 
796 
750 
695 

236,650 
181,375 
255.600 
253,425 
209,800 

2.3 
1.0 
3.0 
3.3 
2.3 

.17 
*06 

.19 
.23 
.10 
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noted  that  even  among  the  average  resuhs  the  diflferences  were  great, 
but  they  .seem  not  to  show  any  relationsliip  to  finishing  temperature. 
These  differences  indicate  that  other  factors  (such  as  seams)  consid- 
erably outweigh  and  absorb  the  influence  of  differences  in  finishing  tem- 
peratures obtained  by  holding  the  bar. 
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TENSILE   TESTS. 

Tensile  tests  were  made  from  two  places  along  the  length  of  the 
"A"  rail  and  from  two  places  in  the  "E"  rail  from  each  rail  bar.  From 
each  place  seven  tensile  specimens  were  prepared,  as  shown  in  Fig.  7. 
thus  making  28  samples  to  represent  each  rail  bar,  or  280  samples  from 
the  ten  bars.  Samples  "a"  from  the  corner  of  the  head  and  "f"  from 
the  flange  were  from  the  brand  or  "bottom"  side  of  the  rail;  that  is, 
the  side  that  was  below  in  passing  through  the  finishing  rolls.    The  test 
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Fig.  7 — Diagram  Showing  Locations  of  Specimens  for  Tensile  Test. 


pieces  were  ^  in.  in  diameter  for  a  gage  length  of  2  in.,  and  turned 
with  shoulders  so  as  to  be  held  in  sockets  when  pulled.  The  yield  point 
was  determined  by  means  of  a  Berry  strain  gage.  The  results  of  the 
tests  are  shown  in  Tables  14  to  23,  inclusive.  The  average  results  for 
the  several  rail  bars  are  collected  together  in  Table  24  and  are  plotted 
in  Fig.  8  in  relation  to  the  finishing  temperature  of  the  flange  for 
rail  bars  6  to  10,  inclusive.  It  will  be  noted  that  the  yield  point,  the 
maximum  strength  and  the  ratio  of  the  yield  point  to  the  maximum 
strength  were  about  the  same  for  the  several  finishing  temperatures, 
varied  by  holding  the  bars  different  lengths  of  time.  The  elongation  and 
reduction  of  area  were  a  little  less  with  the  higher  temperature,  but  the 
difference  was  small. 
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Table  14 

-  Tensile  Tests  of  Rail  Bar  1. 

tlo. 

Yield   Point 
fLbs.per 

Max.  Strength 
(Lbs. per 

Ratio 

Elonration 
(Percent. ) 

poauction 
of  Area 

sq.in.) 

sq.in. ) 

(Percent.) 

lAla 

57,700 

124,250 

46,4 

13.0 

22.0 

\> 

56,590 

122,920 

45.9 

14.0 

22.5 

0 

55,500 

125,620 

44.2 

10.0 

15.7 

d 

54,150 

150,470 

41.5 

11.5 

15.6 

e 

53,500 

120,250 

44.5 

12.5 

19.8 

f 

58,500 

125,620 

46.4 

14.5 

24.7 

g 
Average 

58.740 

127.420 

46.1 

45.0 

14.0 
12.8 

25.7 
20.5 

56.350 

125.220 

lA6a 

60,180 

123,360 

48.8 

13.5 

21.6 

b 

55,740 

125,180 

45.3 

13.5 

20.9 

c 

53,040 

125,520 

42.9 

11.0 

16.3 

d 

63,240 

(120,420) 

(52.5) 

(  3.0) 

(  2.3) 

e 

52,700 

125,920 

42.5 

12.5 

19.1 

f 

54,100 

126,270 

42.8 

16.0 

22.7 

S 
Average 

61.440 

129.220 

47.5 
45.0 

13.0 
13.3 

23.4 
20.  V 

57.210 

124.910 

lEla 

58,240 

121,070 

48.1 

11.5 

20.5 

b 

•  50,350 

121,780 

41.3 

13.5 

19.8 

c 

56,690 

124,220 

45.5 

10.0 

16.6 

d 

56,740 

124,980 

45.4 

14.0 

20.5 

e 

55,140 

122,300 

45.1 

11.0 

17.4 

f 

58,550 

124.780 

46.9 

11.0 

21.6 

g 

57.050 

126.820 

45.0 

14.0 

23.4 

Average 

55.110 

123.710 

45.3 

12.1 

20.0 

IE  6a 

56,240 

124,680 

45.1 

13.5 

£0.9 

b 

54,900 

121,980 

45.0 

14.0 

22.0 

c 

57,940 

122,770 

47.2 

13.5 

18.4 

d 

57,250 

122,720 

46.6 

15.0 

25.7 

e 

54,050 

121,320 

44,5 

12.5 

19.1 

f 

55,590 

123,470 

45.0 

14.0 

24.4 

Average 

60.640 

127.120 

47.7 
45,9 

14.5 
13.9 

23.4 
21.7 

56.660 

123.430 

Bar  1  a 

58,090 

123,340 

47.1 

12.9 

21.2 

b 

54,320 

122,460 

44.4 

13.8 

21.2 

c 

55,790 

124,030 

45.0 

11.1 

16*2 

d 

57.840 

124,080 

44.5 

13.5 

19.9 

e 

53,850 

121,940 

44.2 

12.1 

18.9 

f 

56,640 

125,030 

45.5 

13.9 

23.4 

6 
Average 

59.470 

1j:;7.650 

46.6 

45.3 

15.9 
15.0 

25.5 
20.6 

55.570 

124,080 

(*)    Test  piece  broke   outsioe  of  gage   marks, 
not  1X60(3  in  (determining  averages. 
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Table  16 

-  Tensile  Tests  of  Rail 

Bar  2. 

No. 

Yield   Point 
(Lbs. per 

Max.  Strength 
(Lbs. per 

Eatio 

Elongation 
(Percent . ) 

Reduction 

of  Area 

sq .in.) 

Bq  .in. ) 

(Percent.) 

2Ala 

52,250 

115,580 

45.2 

14.0 

22.7 

b 

51 

,150 

117 

,380 

43.6 

14.5 

23.4 

c 

53 

,900 

119 

390 

45.1 

11.5 

25.9 

d 

56 

,720 

122 

,950 

46.1 

13.5 

20.7 

6 

51 

,400 

115 

290 

44.6 

11.5 

18.8 

f 

55 

890 

121 

,150 

46.1 

15.0 

25.2 

g 

Average 

56, 

.100 

123 

270 

45.5 
45.2 

13.5 
13.4 

20.9 
22.5 

53 

.910 

119 

290 

2A6a 

53 

,900 

117 

080 

46.0 

15.0 

22.0 

b 

49, 

600 

115 

,730 

42.9 

15.0 

21.2 

c 

55 

540 

126 

570 

43.9 

10.0 

11.8 

d 

57 

,800 

(126 

870) 

(45.6) 

(  8.0) 

(  7.4) 

e 

51 

950 

116 

920 

43.7 

12.0 

15.5 

f 

56 

600 

121. 

120 

46.7 

14.5 

24.0 

8 

Average 

59 

740 

122 

320 

48.0 
45.3 

15.5 
13.7 

24.7 
'  19.9 

55, 

020 

120 

290 

2Ela 

51, 

950 

115 

900 

44.8 

14.0 

21.2 

b 

51 

240 

115, 

830 

44.2 

14.0 

20.2 

0 

55, 

300 

118, 

230 

45.1 

11.5 

17.5 

d 

54, 

600 

119, 

020 

45.9 

16.5 

24.7 

e 

49 

800 

116, 

490 

42.8 

12.5 

19.8 

f 

54, 

400 

119, 

480 

45.5 

14.5 

22.7 

g 
Average 

57, 

650 

123 

620 

46.6 

45.0 

15.0 
14.0 

25.8 
21.7 

55, 

280 

118 

370 

2E6a 

51 

950 

llu 

080 

44.8 

14.5 

21.6 

b 

51 

700 

117 

,880 

43.9 

15.0 

21.2 

c 

50 

580 

114 

,500 

44.2 

13.0 

19.6 

d 

53 

940 

118 

230 

45.6 

16.0 

22.3 

e 

51 

300 

114 

,590 

44.8 

14.5 

19.1 

f 

53 

,940 

119 

,300 

45.2 

16.5 

25.4 

g 
Averaf:e 

5L 

300 

i;:i 

380 

46.4 
45.0 

17.0 
15.2 

26.4 
22.2 

52 

,820 

117 

,430 

Bar  2  a 

52 

,510 

116 

,160 

45.2 

14.4 

21.9 

b 

50 

,920 

lie 

700 

43.7 

14.6 

21.5 

c 

53 

330 

119 

670 

44.6 

11.5 

18.7 

d 

55 

7  GO 

120 

,070 

45.8 

15.3 

22.6 

e 

51 

110 

116 

320 

44.0 

12.6 

18.3 

f 

55 

,210 

120 

,280 

45.9 

15.1 

24.3 

Avera,f>:e 

5L 

.450 

122 

650 

46.8 
45.1 

15.2 
14.1 

24.4 
21.7 

53 

.760 

118 

.840 

(*) 


Test  piece  broke   outside   of  gage  marks, 
not  used   in    deterir.ining  averages 
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Table  16 

-  Tensile  Tes 

ts  of  Rail 

Bar  3. 

IIo. 

Yield   Point 

(Lbs. per 

80 .in. } 

Max.  strength 

(Lbs. per 

so .in.) 

Ratio 

Elongation 
(Percent. ) 

Reduction 

of  Area 

(Percent.) 

3Ala 

53,690 

118,020 

45.5 

16.0 

23.7 

b 

51,500 

115,430 

44.7 

15.5 

21.6 

c 

52,740 

116,290 

45.4 

12.5 

14.8 

d 

57,440 

122,120 

47.0 

14.0 

20.2 

e 

48,250 

112,390 

42.9 

14.5 

19.1 

f 

55.100 

117,800 

46.8 

17.5 

25.1 

g 
Average 

57.740 

122.600 

47.1 

45.6 

16.0 
15.1 

23^8 
21.2 

53.790 

117.810 

3A6a 

53,340 

118,830 

44.9 

15.0 

23,7 

b 

51,560 

118,490 

43.5 

15.5 

22.7 

e 

59,740 

— 

f  1.5) 

(  1.1) 

d 

60 . 640 

127.870 

47.4 

12.0 

15.6 

e 

52,360 

116,650 

44.9 

13.5 

20.9 

f 

53,500 

121,670 

44.0 

14.0 

23.4 

g 
Average 

57.700 

124.230 

46.4 
45.2 

14.5 

lA.l 

24.0 
21.9 

55,550 

121.300 

3Ela 

50,550 

116,430 

43.4 

13.5 

21.2 

b 

-- 

117,680 

— 

14.0 

21.2 

c 

51,200 

116,090 

44.1 

11.5 

19.5 

d 

56,140 

118,820 

47.2 

15.0 

26.1 

e 

52,950 

118,380 

44.7 

12.5 

20.2 

f 

55,640 

121,030 

46.0 

14.0 

24.7 

S 
Average 

57.190 

123.020 

46.5 
45.3 

14.5 
13.6 

24,0 
22.4 

53.950 

118.780 

3E6a 

52,920 

117,520 

45.0 

.. 

21.3 

ly 

53,600 

119,180 

45.0 

14.5 

21.3 

c 

— 

115,040 

— 

13.5 

18.8 

a 

54,800 

117,830 

46.5 

16.5 

26.1 

e 

52,180 

116,670 

44.7 

-- 

21.2 

f 

55,340 

119,980 

46.1 

16.5 

— 

g 

Average 

57.490 

121.780 

47.2 
45.7 

14.0 
15.0 

24.1 
22.1 

54.390 

118.290 

Bar  3  a 

52,630 

117.710 

44.7 

14.8 

22.5 

b 

52,250 

117.690 

44.4 

14.9 

21.7 

0 

54,560 

115,810 

44.7 

12.5 

17.7 

d 

57,250 

121,660 

47.0 

14.4 

22.2 

e 

51,440 

116,020 

44.3 

13.5 

20.5 

f 

54,890 

120,120 

45.7 

15.5 

24  .4 

g 

Average 

57,530 

122.910 

46.8 
45.3 

14.8 
14.2 

24^0 
22.1 

54.360 

118.850 

(*) 


Test  piece  'brolre  outside  of  gage  marks, 
not  used  in  determining  averages 
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Table  17 

-  Tensile  Tests  of  Rail 

Bar  4. 

IIo. 

Yield  Point 
(LbB.per 
so.  in.) 

Ma^:.  Strength 
(Lbs. per 
sq .  in.) 

Katio 

Elongation 
(Percent.) 

Reduction 

of  Area 
(Percent.) 

4Ala 

50,250 

113,790 

44.2 

14.5 

21.2 

b 

53,000 

117,820 

45.0 

14.0 

23.4 

c 

66,180 

131,960 

45.6 

9,0 

11.5 

d 

51,240 

(117,630) 

(52.1) 

(  3.0) 

(  2.7) 

e 

50,200 

113,930 

44.1 

14.0 

21.6 

f 

54,400 

117,090 

46.5 

14.5 

24.0 

8 
Average 

57.700 

119.880 

48.1 
45.6 

16^0 
13.7 

&6;4 

21.3 

55.280 

119.030 

4A6a 

50,240 

.113,850 

44,1 

15.0 

21.6 

b 

48,150 

116,680 

41.3 

14.5 

22.7 

*    c 

58,340 

(136,310) 

(42.8) 

(  7.0) 

(  6.9) 

d 

59,490 

127,020 

46.8 

11.0 

15.9 

e 

51,700 

117,780 

43.9 

14,0 

19.8 

f 

49,700 

120,830 

41.1 

15.0 

24.4 

Average 

56.990 

123.970 

46.0 
43.9 

15.0 
14,1 

22.7 
21.2 

55.520 

120.060 

4Ela 

51,600 

117,530 

43.9 

13.0 

22.3 

b 

52,350 

116,690 

44.9 

13.5 

19.8 

0 

49,450 

112,130 

44.1 

15.5 

21.2 

d 

52,440 

114,780 

45.7 

16.5 

24.0 

e 

49,700 

117,590 

42.5 

14.0 

20.9 

f 

58,800 

124,410 

47,2 

15,0 

23.4 

Average 

57,500 

122,970 

46.8 
45.0 

15,0 
14,1 

24.7 
22.3 

53.120 

118,010 

4E6a 

48,200 

115,930 

41.6 

15,5 

20.9 

b 

50,900 

117,780 

43.2 

14,0 

22.7 

c 

50,950 

114,490 

44,5 

14.5 

22.0 

d 

52,660 

114,870 

45*8 

15.0 

21.3 

e 

49,700 

115,730 

42.9 

14,0 

20.9 

f 

53,700 

119,330 

45.0 

16.0 

24.4 

Average 

56.900 

120.780 

47.1 

44.3 

15.0 
14.6 

23.4 
22.2 

51.860 

116,990 

Bar  4  a 

50,070 

115,270 

43.4 

14.0 

21.5 

b 

51,100 

117,240 

45.6 

14.0 

22.1 

c 

54,750 

119,530 

44.7 

12.3 

18.2 

d 

56,460 

118,890 

46.1 

14.2 

20.4 

e 

50,330 

116,260 

43.3 

14.0 

20.8 

f 

54,150 

120,410 

44.9 

14.6 

24.1 

g 

Averapie 

57,270 

121.860 

47,0 
44.7 

15.2 
14.1 

24.3 
21.7 

53.440 

118.490 

(*)  Test  piece  brol.3  outside  of  gage  marks.  Figures  in  parentheses 
not  used  in  determining  averages. 
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Table  18 

-  Tensile  Tests  of  Rail 

Bar  5. 

No. 

Yield  Point 
(Lbs. per 

Max.  Strength 
(Lbs. per 

Ratio 

Elongation 
(Percent . ) 

Reduction 
of  Area 

sq .in.) 

sq  .in,) 

(Percent. 

5Ala 

47 , 600 

115,530 

41,2 

15.0 

24.4 

t 

-- 

117,590 

— 

15.0 

24.4 

c 

57,800 

124,230 

46.5 

11.5 

15.8 

d 

57.140 

127,480 

44,8 

11.0 

15.2 

e 

47.900 

115,530 

42,2 

14.5 

20.9 

f 

50,600 

119,480 

42.4 

15.5 

27.8 

g 

57,120 

124.780 

45.8 

14.5 

23.4 

Average 

53.050 

120.370 

43,8 

13.9 

21.7 

5A6a 

46,850 

115,190 

40,7 

15.0 

23.0 

•b 

52.800 

119,180 

44.3 

15.0 

24.0 

c 

49.940 

123,600 

40.4 

12.5 

17.0 

*    d 

53,840 

(115,730) 

(46.5) 

(  3.0) 

(  2.3) 

e 

50,100 

116,900 

42,9 

14.0 

20.5 

f 

53,980 

12;1,350 

44.5 

16.0 

22,8 

g 
Average 

— 

126.210 

120.400 

— 

15.0 
14.6 

23.7 
21i8 

51.250 

43.2  , 

5Ela 

51.000 

116,420 

43.8 

14.0 

22.0 

t 

51,900 

117,680 

44.1 

13.5 

23.0 

c 

59,690 

116,540 

51.2 

13.0 

19.1 

d 

53,440 

117,920 

45.3 

16.0 

26.1 

e 

53,100 

117,690 

45.1 

13.5 

21.6 

f 

58,040 

122,920 

47.2 

13.5 

S4.0 

g 

53,900 

122.680 

43.9 

14.5 

27.8 

Average 

54.440 

118.840 

45.8 

14.0 

23.4 

5E6a 

50,450 

116,480 

43.3 

14.0 

22,7 

b 

53,940 

119,720 

45.1 

14.0 

22.0 

c 

48,750 

115,530 

42.2 

15.0 

21.2 

d 

52,700 

116,640 

45.2 

15.5 

24.4 

e 

50,650 

115,740 

43.8 

15.5 

22.0 

f 

50,750 

118,030 

43.0 

15.0 

24.0 

g 

56.090 

121.670 

46.1 

16.0 

27.8 

Average 

51.900 

117.690 

44.1 

14.7 

23.4 

Bar  5  a 

48,980 

115,910 

42.2 

14.5 

23.0 

b 

52,880 

118,540 

44.5 

14  i4 

23.3 

c 

54,040 

119,980 

45.1 

13.0 

18.3 

d 

54,280 

120,680 

45.4 

14.2 

21,9 

e 

50,440 

115,970 

43.5 

13.9 

21,5 

f 

53.340 

120,440 

44.3 

15.0 

24.6 

g 
Average 

55.700 

123.830 

45.3 

15.0 

25,7 

^2,6 

52.810 

119.340 

44.3 

-14.3 

(*)  Test  piece  broke  outside  of  gage  marks, 
not  used  in  dete mining  averages, 
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Table  19 

-  Tensile  Tests  of  Rail 

Bar  6. 

Yield   Paint 

Max .  Strength 

, 

Elongation 
(Percent.) 

Reduction 

No. 

(Lbs. per 
so. in.) 

(Lbs .per 
sa.in.) 

Ratio 

of  Area 
(Percent . 

6Ala 

51.800 

116,490 

44.5 

14.5 

23.0 

b 

53,800 

117,930 

45.6 

13.5 

20.9 

0 

53,500 

120",  730 

44.3 

10.0 

13.7 

d 

57,940 

123,120 

47.1 

13.5 

17.0 

e 

48,450 

111,990 

43.3 

14.0 

20.9 

f 

51,900 

120,880 

42.9 

16.0 

26.1 

g 
Average 

54.740 

123.220 

44.4 
44.6 

15,0 
13.8 

26.1 
21.1 

53.160 

119.190 

6A6a 

52,300 

112.890 

46.3 

14.0 

22.0 

b 

53,340 

117,830 

45.3 

14.5 

22.0 

c 

58,940 

131,710 

44.7 

8.5 

11.5 

d 

61,840 

127,070 

48.7 

11.5 

15.2 

e 

53,400 

116,490 

45.8 

13.0 

20.2 

f 

55,800 

121,620 

45.9 

14.5 

22.7 

S 

Average 

60.350 

125.810 

47.9 

46.4 

15.0 
13.0 

24.5 
19.7 

56.570 

121.920 

6Ela 

48,530 

115,270 

42.1 

13.0 

20.5 

b 

54,600 

117,280 

46.6 

13.5 

20.5 

c 

52,650 

112.990 

46.6 

13.0 

18.8 

d 

54,440 

115.290 

47.2 

16.6 

25.2 

e 

~ 

118.930 

— 

12.5 

18.1 

f 

59,190 

123,250 

48.0 

13.5 

23.8 

g 
Average 

55.400 

120.390 

46.0 
46.1 

13.5 
13.6 

21.6 
21.2 

54.130 

117.630 

6£6a 

50,900 

116,930 

43.5 

14.0 

20.2 

b 

55,540 

121,570  • 

45.7 

14.0 

21.6 

c 

50,640 

113,230 

44.7 

14.0 

20.2 

d 

52,840 

115,890 

45.6 

15.5 

25.1 

e 

48.800 

118,120 

41.3 

13.5 

17.7 

f 

55,980 

120,540 

46.4 

15.5 

24.1 

g 

Average 

53,000 

118 , 630 

44.7 
44.6 

15  tO 
14.5 

24,0 
21.8 

52.530 

117.840 

Bar  6  a 

50,880 

115.390 

44.1 

13.9 

21.4 

b 

54.320 

118,650 

45.8 

13.9 

21.2 

c 

53,930 

119,660 

45.1 

11.4 

16.0 

d 

56,770 

120,340 

47.1 

14.2 

20.6 

e 

50,220 

116,380 

43.5 

13.3 

19.2 

f 

55,720 

121,570 

45.8 

14.9 

24.2 

g 
Average 

55,870 

122.010 

45.7 

45.3 

14.6 
13.7 

24.1 
21.0 

53.960 

119,140 
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Table  20 

-  Tensile  Teot 

8  of  Roil  Ear  7. 

No. 

Yield  Point 

(Lbs .per 

sq.in.) 

Max.  Strength 

(Lbs. per 

sq.in.) 

Ratio 

Elongation 
(Percent. ) 

Reduction 

of  Area 

(Percent.) 

7Ala 

53,640 

116,730 

46.0 

1<  .5 

24.7 

b 

50,340 

116,830 

43.1 

15.5 

24.7 

c 

51,950 

120,220 

43.2 

1C.5 

15.6 

d 

57,240 

124,800 

45.9 

12.0 

17.0 

e 

50,400 

115,490 

43.6 

13.0 

21.2 

f 

55,600 

121,030 

45.9 

13.5 

22.7 

g 

55.040 

122.380 

45.0 

14.5 

25.8 

A.verage 

53.460 

119,640 

44.7 

13.4 

21.7 

7A6a 

49,850 

113,880 

43.8 

15.0 

20.9 

b 

52,400 

115,620 

45.3 

15.0 

22.0 

c 

55.900 

125,480 

44.5 

10.0 

12.6 

d 

58,700 

(129,720) 

(45.2) 

(  7.0) 

(  6.9) 

e 

52,030 

119,000 

43.7 

14.0 

19.2 

f 

53,100 

118,080 

45.0 

15.5 

24.4 

g 

58.140 

124.680 

46.6 

13.5 

24.0 

Average 

54.300 

119,460 

44.8 

13.8 

20.5 

7Ela 

52,800 

117,520 

44.9 

13.5 

20.9 

b 

53,740 

119,070 

45.1 

13,0 

22.0 

c 

49,200 

116,230 

42.3 

12.0 

19.1 

d 

54,140 

116,700 

46.4 

16.5 

23.7 

e 

54,250 

120,810 

44.9 

12.0 

18,8 

f 

55,440 

120,980 

45.8 

14.0 

21.2 

g 

56.140 

122.480 

45.8 

15.0 

24.4 

Average 

53.670 

119.110 

45.0 

13.7 

21.4 

7E6a 

51,500 

117,720 

43.7 

14.5 

21.6 

b 

53,300 

117,680 

45.3 

14.5 

22.3 

c 

49,650 

111,630 

44.5 

15.0 

22,3 

d 

51,350 

114,890 

44,7 

17.0 

23.7 

e 

51,350 

115,830 

44.0 

13.0 

19.8 

f 

54,140 

117,730 

46.0 

15.5 

26.8 

g 

55.440 

119.420 

46.4 

16.5 

27.5 

Average 

52.390 

116.570 

44.9 

15.1 

23,4 

Bar  7  a 

51,950 

116,460 

44.6 

14.4 

22.0 

b 

52,440 

117,300 

44.7 

14.5 

22,8 

c 

51,680 

118,390 

43.6 

11,9 

17.4 

d 

55,360 

118,800 

45.7 

15,2 

21,5 

e 

52,010 

118,030 

44.1 

13.0 

19.8 

f 

54,570 

119,450 

45.7 

14,6 

23,8 

g 

56,190 

122.240 

45.9 

14,9 

25.4 

Average 

53.460 

118.670 

44.9 

14.1 

21,8 

(*) 


Test  piece  broke  outside   of  gage  marks. 
not  used   in  determining  averages. 
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Table  21 

-  Tenci-lc  I'ec 

ts  oC  Rail 

Bar  8. 

ro. 

Yield  Point 

(Lbs .per 

sq .in.) 

Max.  Strength 

(Lbs, per 

sq .in.) 

Ratio 

Elongation 
(Percent, ) 

Reduction 

of  Aroa 

(Percent.) 

8Ala 

56,300 

117,000 

48,0 

14.5 

24.'' 

t 

■  51 

»940 

117 

130 

44.3 

15.5 

25.1 

c 

54 

,700 

119 

,380 

45.8 

12.5 

18.8 

d 

54 

,840 

127 

070 

43,2 

12.0 

17.7 

e 

53 

540 

IIG 

190 

46.1 

14.0 

20.2 

f 

56 

3'iO 

119 

,420 

47.2 

15.0 

23.4 

S 

Averafre 

57 

,8fi0 

124 

170 

46.6 
45.9 

15.0 
14.1 

25.4 
22.2 

55 

070 

120 

060 

8A6a 

56 

440 

119 

080 

47,1 

14.5 

23.7 

"b 

52 

,640 

119 

530 

44.0 

15  .0 

22.0 

c 

49 

950 

119 

980 

41,6 

12.5 

14.8 

d 

55 

540 

127 

780 

43.5 

11.0 

14.8 

e 

51 

,400 

119 

,520 

43.0 

12.0 

15.6 

f 

53 

,700 

119 

,180 

45.0 

15.0 

27.8 

g 
Average 

61 

.690 

125 

.810 

49.0 
44.7 

14.0 

15.4 

26.8 
20.8 

54 

.480 

121 

,670 

8Ela 

51 

350 

118 

,080 

43.5 

14.5 

22.0 

b 

51 

,800 

117 

,320 

44.1 

13.0 

22.3 

c 

54 

,240 

121 

,070 

44.8 

11.5 

17.3 

d 

53 

,290 

119 

,980 

44.4 

14.5 

24.7 

e 

50 

,700 

117 

,130 

43.3 

13.0 

20.5 

f 

55 

,400 

118 

,630 

46.7 

16.0 

24.0 

Average 

55 

.790 

121 

.910 

45.8 
44.7 

16.0 
14.1 

25.8 
22.4 

53 

220 

119 

,160 

BE  6a 

53 

,840 

117 

,320 

45.9 

15.0 

22.0 

b 

53 

,700 

117 

,990 

45.5 

14.5 

19.8 

c 

52, 

,500 

115 

,530 

45.4 

12.5 

17.3 

d 

52 

,200 

117 

,590 

44.4 

15.0 

2J.7 

e 

49, 

,990 

116 

,620 

42.9 

14.5 

19.8 

f 

54 

,400 

118 

,820 

45.8 

15.0 

23.7 

g 
Averep:e 

53 

690 

119 

.620 

44,9 
45.0 

15.5 
14.6 

23.7 
21.4 

52 

900 

117 

640 

Bar  8  a 

54 

480 

118, 

090 

46.1 

14.6 

23.1 

b 

52 

520 

117, 

990 

44.5 

14.5 

22.3 

c 

52 

850 

118 

990 

44.4 

12.2 

17.0 

d 

53 

,970 

123, 

110 

43.9 

13.1 

20.2 

e 

51 

,410 

117, 

360 

43.8 

15.4 

19.0 

f 

54 

960 

119, 

010 

46.2 

15.2 

24.7 

g 

Average 

57^ 

250 

122, 

880 

46.4 
45.0, 

15.1 
14.0 

25.4 
21.7 

53 

920 

119, 

630 
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Table  22 

-  Tensile  Teste  of  Rail 

Bar  9. 

No. 

Yield  Point 
(Lb3 .per 

I.Iax.  Strength 
(Lbs. per 

Ratio 

Elongation 
(Percent.) 

Reduction 
of  Area 

sq.in.) 

sq.in.) 

(Percent.) 

9  Ala 

55,700 

114,490 

48.6 

13.5 

23,7 

b 

55 

,600 

119,370 

46.6 

15.0 

24,7 

c 

57 

,700 

121,870 

47.3 

11.0 

15,9 

d 

56 

,200 

121,410 

46.3 

14.0 

20,9 

e 

49 

,200 

113,680 

43.3 

14.5 

24,0 

f 

56 

,540 

120,630 

46.9 

15.5 

26.4 

g 
Average 

56, 

.800 

120.630 

47.1 
46.6 

15.0 
14.1 

26,1 
23.1 

55 

.390 

118.870 

9A6a 

51 

,100 

117.230 

43.6 

13.5 

20,2 

\> 

50 

,150 

117,080 

42,8 

13,5 

21,6 

c 

56 

490 

133,120 

42.4 

9.0 

13.0 

*    d 

57 

,440 

(123,480) 

(46.5) 

(  4.5) 

(  4.6) 

e 

52 

,940 

119,080 

44.5 

13.0 

19.8 

f 

55 

,100 

119,730 

46.0 

15.0 

23.4 

g 
Average 

58 

.140 

123.310 

47.1 
44.4 

13.5 
12.9 

24.1 
20.3 

54 

480 

121.590 

9Ela 

53 

600 

117,680 

45.5 

12.5 

21.2 

b 

53 

,100 

118,230 

44.9 

13.5 

21.3 

c 

54 

,000 

117,590 

45.9 

12.5 

20.8 

d 

53 

300 

117,880 

45.2 

17.0 

24.4 

e 

54 

600 

118,780 

46.0 

14,0 

19.8 

f 

50 

,750 

119,820 

42.3 

12.5 

23.0 

g 
Average 

57, 

600 

119.490 

48.2 
45.4 

16.0 
14.0 

26,8 
22.4 

53 

860 

118.490 

9E6a 

49 

820 

116.850 

42,6 

15.0 

22.3 

b 

54, 

780 

118,330 

46.3 

14.5 

23,0 

c 

49, 

400 

111.830 

44.2 

15.0 

23,7 

d 

52, 

700 

114.030 

46.2 

16.5 

24.7 

e 

44 

600 

117 , 630 

37,9 

14.5 

20,9 

f 

51 

300 

117,420 

43.7 

16.0 

28,1 

8 

Average 

55, 

200 

119.280 

46.3 
43.7 

15.5 
15,3 

24.0 
23.8 

51, 

110 

116.480 

Bar  9  a 

52, 

560 

116,560 

45.1 

13,6 

21.8 

b 

53, 

410 

118,250 

45.1 

14,1 

22.7 

c 

54, 

400 

121,100 

44.9 

11,9 

18.2 

d 

54, 

910 

117,770 

45.9 

14,4 

23.3 

e 

50, 

330 

117,290 

42.9 

14.0 

21.1 

f 

53, 

420 

119,400 

44.7 

14,8 

25.2 

g 
Ave  ra  pre 

56, 

930 

120.680 

47.2 
45.1 

15.0 
14.0 

26.3 
22.7 

53. 

710 

118.720 

(*) 


Test  piece  brol:e  outside  of  gage  n^arks. 
not  lined  in  determining  averages* 
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Table  S3  -  Tensile  Tests  of  Kail  Bar  10. 

No. 

Yield  Point 

(Lbs .per 

sq .in.) 

Max.  Strength 

(Lbs  .per 

sq .in.) 

Ratio 

Elongation 
(Percent.) 

Eediiction 

of  Area 
(Percent .) 

lOAla 
b 
c 
d 
e 
f 

8 
Averapce 

51,940 
52,000 
53,100 
56,750 
47,400 
58,290 
58.840 

115,330 
114,530 
119,030 
122,880 
111,730 
118,930 
117.630 

45.0 
45.4 
44.6 
46.2 
42.4 
49.0 
50.0 
46.1 

16.0 
16.5 
12.0 
13.0 
15.5 
14.0 
16.5 
14.8 

25.4 
25.8 
18,8 
17.3 
25.8 
26.8 
24.7 
23.5 

54.050 

117.150 

10A6a 
b 
c 
d 
e 
f 

g 

Average 

50,500 
52,650 
58,450 
57,000 
48,200 
55,900 
58,600 

115,390 
116,580 
128.720 
127,020 
114,690 
118,430 
120,770 

43.8 
45.2 
45.4 
44.9 
42.0 
47.2 
48.5 
45.3 

17.5 

16.5 
11,0 
12.5 
15.5 
15.0 
15.5 
14.8 

19.1 
25.1 
13.3 
16.3 
23.4 
23,7 
23,7 
20,7 

54.470 

120.230 

lOEla 
b 
c 
d 
e 
f 

g 
Average 

49,650 
47.680 
51,350 
53,340 
51,100 
57.040 
56,300 

114,430 
116.800 
117,790 
118,280 
116,140 
119,570 
118.530 

43.4 
40.8 
43.6 
45.1 
44.0 
47.7 
47,5 
44.6 

15.5 
14.0 
13.5 
16.0 
14,5 
13.5 
15.5 
14.7 

23,4 
22.6 
20.9 
23.7 
22,7 
25,4 
22,5 
23,0 

52.350 

117.360 

10E6a 
b 
c 
d 
e 
f 

g 
Averaere 

48,700 
51,200 
51,950 
51,150 
48,190 
53,840 
54.400 

114,930 
117,830 
112,390 
112,840 
115,230 
115,890 
122.520 

42.4 
43.4 
46.2 
45.3 
41.8 
46.5 
44.4 
44.3 

13.5 
14.5 
15.5 
17,0 
15,5 
17,0 
12.0 
15,0 

22,0 
24,0 
24,7 
23.7 
23.7 
29.1 
18,1 
23.6 

51.350 

115.950 

Bar  lOa 
b 
c 
d 
e 
f 

g 
Average 

50,200 
50.880 
53.710 
54.560 
48,720 
56,270 
57.020 

115,020 
116,430 
119,480 
120,260 
114,450 
118,200 
119.860 

43.6 
43.7 
44.9 
45.6 
42.6 
47.6 
47.6 
45.1 

15.6 
15.4 
13.0 
14.6 
15.2 
14,9 
14,9 
14,8 

22,5 
24,4 
19,4 
20,3 
23,9 
26,2 
22,2 
22,7 

53.050 

117.670 
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Table 

£4  -  Summary  showing  Average  Beeiilts  of  Tensile  Tests 

Bar 
No. 

Pin.Tomp 
.Flange 

Rail  Position 

A.verage 

alblcldlelflgl       1 

Yield  Point  (Lbs.  per  oq.  in.) 

1 

850 

58,090 

54,320 

55,790 

57,840 

53,850 

56,640 

59,470 

56,570 

2 

845 

52»510 

50,920 

53,330 

55,760 

51,110 

55,210 

57,450 

53,760 

3 

845 

52,630 

52,250 

54,560 

57,250 

51,440 

54,890 

57,530 

54,360 

4 

840 

50,070 

51,100 

54,730 

56,460 

50,330 

64,150 

57,270 

53,440 

5 

830 

48,980 

52,880 

54,040 

54,280 

50,440 

53,340 

55,700 

52,810 

6 

850 

50,880 

54,320 

53,930 

56,770 

50,220 

55,720 

55,870 

53,960 

7 

615 

51,950 

52,440 

51,680 

55,360 

52,010 

54,570 

56,190 

53,460 

8 

795 

54,480 

52,520 

52,850 

53,970 

51,410 

54,960 

57,250 

53,920 

9 

750 

52,560 

53,410 

54,400 

54,910 

50,330 

53,420 

56,930 

53,710 

10 

695 

50.200 

50^880 

53.710 

54.560 

48,J720 

56.270 

57,020 

53,050 

Average 

52.230 

52.500 

53.900 

65.720 

50  9^0 

541920 

57.070 

53.900 

Maxinrum  Strength  (Lbs.  per  sq.  in.) 

1 

850 

123,340 

122,460 

124,030 

124,080 

121,940 

125,030 

127,650  124,080 

2 

845 

116,160 

116,700 

119,670 

120,070 

116,320 

120,280 

122,650  118,840 

3 

845 

117,710 

117,690 

115,810 

121,660 

116,020 

120,120 

122,910  118,850 

4 

840 

115,270 

117,240 

119,530 

118,890 

116,260 

120,410 

121,860  118,490 

5 

830 

115,910 

118,540 

119,980 

120,680 

115,970 

120,440 

123,850  119,340 

6 

850 

115,390 

118,650 

119,660 

120,340 

116,380 

121,570 

122,010  119,140 

7 

815 

116,460 

117,300 

118,390 

118,800 

118,030 

119,450 

122,240 

118,670 

8 

795 

118,090 

117,990 

118,990 

125,110 

117,360 

119,010 

122,880 

119,630 

9 

750 

116,560 

118,250 

121,100 

117,770 

117,290 

119,400 

120,680 

118,720 

10 

695 

115.020 

116.430 

119.480 

120.260 

114.450 

118.200 

119.860 

117.670 

Average 

116.990 

118J.30 

119.660 

120.570 

117.000 

120,390 

122,660 

119.400 

Ratio 

1 

850 

47.1 

44.4 

45.0 

44.5 

44,2 

45.3 

46.6 

45.3 

2 

845 

45.2 

43.7 

44.6 

45.8 

44.0 

45,9 

46.8 

45.1 

3 

845 

44.7 

44.4 

44.7 

47.0 

44.3 

45.7 

46.8 

45.3 

4 

840 

43.4 

43.6 

44.7 

46.1 

43.3 

44.9 

47.0 

44.7 

5 

830 

42.2 

44.5 

45.1 

45.4 

43,5 

44.3 

45.3 

44.3 

6 

850 

44.1 

45.8 

45.1 

47.1 

43,5 

45.8 

45.7 

45.3 

7 

815 

44.6 

44.7 

43.6 

45.7 

44.1 

45.7 

45.9 

44.9 

8 

795 

46.1 

44.5 

44.4 

43.9 

43.8 

46.2 

46.4 

45.0 

9 

750 

45.1 

45.1 

44.9 

45.9 

42.9 

44.7 

47.2 

45.1 

10 

695 

43.6 

43.7 

44.9 

45.6 

42.6 

47.6 

47.6 

45.1 

Average 

44.6 

44.4 

44.7 

45.7 

43.6 

45.6 

46.5 

45.0 

Elongation  (Per  cent.) 

1 

850 

12.9 

13.8 

11.1 

13.5 

12.1 

IS. 9 

13.9 

13.0 

2 

845 

14.4 

14.6 

11.5 

15.3 

13.6 

15.1 

15.2 

14.1 

3 

845 

14,8 

14.9 

12.5 

14.4 

13.5 

15.5 

14.8 

14.2 

4 

840 

14.0 

14,0 

12.3 

14.2 

14.0 

14.6 

15.2 

14.1 

5 

830 

14.5 

14.4 

13.0 

14.2 

13.9 

15.0 

15.0 

14.3 

6 

850 

13.9 

13.9 

11.4 

14.2 

13.3 

14.9 

14.6 

13.7 

7 

815 

14.4 

14.5 

11.9 

15.2 

15.0 

14.6 

14.9 

14.1 

8 

795 

14.6 

14.5 

12.2 

13.1 

13.4 

15.2 

15.1 

14.0 

9 

750 

13.6 

14.1 

11.9 

14.4 

14.0 

14.8 

15.0 

14.0 

10 

695 

15.6 

14.5 

13.0 

14.6 

15.2 

14.9 

14.9 

14.8 

Averaf^e 

14.3 

14.3 

12.1 

14.3 

13.6 

14.8 

14.9 

14.0 

Reduction  of  Area  (Per  cent.) 

1 

850 

21.2 

21.2 

16.2 

19.9 

18.9 

23.4 

23.5 

20.6 

2 

845 

21.9 

21.5 

18.7 

22.6 

18.3 

24.3 

24.4 

21.7 

3 

845 

22.5 

21.7 

17.7 

22.2 

20.5 

24.4 

24.0 

22.1 

4 

840 

21.5 

22.1 

■18.2 

20.4 

20.8 

24.1 

24.3 

21.7 

b 

830 

23.0 

23.3 

18.3 

21.9 

21.3 

24.6 

25.7 

22.6 

.6 

850 

21.4 

21.2 

16.0 

20.6 

19.2 

24.2 

24,1 

21.0 

7 

815 

22.0 

22.8 

17.4 

21.5 

19.8 

23.8 

25,4 

21.8 

8 

795 

23.1 

22.3 

17.0 

20.2 

19.0 

24.7 

26.4 

21,7 

9 

750 

21.8 

22.7 

18.2 

23.3 

21.1 

25.2 

26.3 

22.7 

10 

695 

22.5 

24.4 

19.4 

20.3 

23.9 

26.2 

22.2 

22.7 

Average  | 

22.1 

22.3 

17.7 

21.0 

20.3 

24.5 

24. 4| 

21.8 
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Results  of  Tensile  Tests  as  Related  to 
Finishing  Temperature  of  Flange 

In  this  connection  it  is  interesting  to  note  the  differences  in  the 
physical  properties  of  the  material  from  different  parts  of  the  rail  sec- 
tion. The  table  shows  the  average  of  all  the  test  pieces,  from  the  ten 
rail  bars  for  each  of  the  seven  section  locations,  and  these  averages  are 
shown  graphically  in  Fig.  g.  It  will  be  noted  that  the  average  yield 
point   and    tensile    strength    were    about   the   same    in    the   various   loca- 
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tions,  the  flange  samples  showing  a  little  tlie  highest.  The  ratio  of  the 
yield  point  to  the  tensile  strength  was  also  about  the  same  for  the  sev- 
eral locations.  The  differences  in  elongation  and  reduction  of  area  were 
a  little  greater,  the  flange  samples  showing  a  little  the  highest  results 
and  those  from  the  interior  of  the  head  showing  a  little  the  lowest. 

MICROSCOPIC   TESTS. 

Microscopic  examination  was  made  of  rail  bars  6  to  lo,  inclusive, 
which  were  finished  at  different  temperatures  by  holding  the  bars 
different  lengths  of  time  before  finishing.  The  ends  of  the  seven  tensile 
test  pieces  from  the  top  end  of  the  "E"  rail  from  each  bar  were  used, 
making  a  total  of  35  pieces  for  microphotographs.  The  specimens  were 
etched  with  nitric  acid  in  alcohol  and  photographs  made  of  the  surfaces, 
magnified  50  diameters.  These  photographs  are  reproduced  the  same 
size  in  Figs.  10  to  14,  inclusive,  except  that  the  "b"  sample  from  the 
corner  of  the  head  is  omitted  in  each  case,  as  this  in  general  was  similar 
to  the  sample  from  the  opposite  corner  of  the  head.  This  was  done,  as 
only  six  illustrations  allow  of  convenient  presentation,  in  the  size 
selected,  on  a  page.  In  these  figures  the  final  letters  in  the  specimen 
numbers  refer  to  locations  in  the  sections,  as  follows :  "a,"  corner  of 
head;  "c,"  interior  of  head;  "d,"  web;  "e,"  middle  of  base;  "f"  and 
"g,"  flanges.  A  count  was  made  of  the  grains  in  the  etched  surfaces  as 
shown  on  the  photographs,  and  the  number  of  grains  found  in  each 
sample  per  .001  sq.  in.  is  given  in  Table  25.     An  area  of  1.58  in.  sq.  on 


Table  25  -  Grains  per  .001  Square  Inch- 

Location  in  Section 

Rail  Bar 

6 

7 

8 

9 

10 

a  -  CoiTier  of  head, 

"b  -     "     n    n 

c  -  Interior  of  head, 
d  -  Web, 
e  -  Base, 
f  -  Flange 
g  - 

40 
40 
24 
48 
28 
60 
48 

46 
42 
26 
48 
20 
60 
48 

42 
42 
.  26 
52 
30 
50 
50 

46 
44 
40 
52 
42 
50 
52 

62 
64 
60 
70 
44 
70 
80 

Average , 

40 

41 

42 

47 

64 

Finishing  Temperature  of 
Flange,  Degrees  C, 

850 

815 

796 

750 

695 

the  photographs  represented  an  area  of  .001  sq.  in.  on  the  surface  of  the 
steel,  and  in  general*  the  count  was  made  of  the  grains  showing  through 
an    opening    in    a    superimposed    paper    of    .79x1.58    in.,    placed    in    three 
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Fig.    10 — MiCROPHOTOGRAPHs   OF  Rail   Bar  6,    Flange  Finished   at  850 
Deg.  C,  Magnified  50  Diameters. 
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Fig    ii-Michophotographs   of  Rail   Bar   7,    Flange   Finished  at  815 
Deg.  C,  Magnified  50  Diameters. 
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Fig.    12— Microphotographs   of   Rail  Bar  8,   Flange  Finished   at  79! 
Dec.  C,  Magnified  50  Diameters. 
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Fig.    13-Microphotographs   of  Rail   Bar  9,   Flange  Finished   at  750 
Dec.  C,  Magnified  50  Diameters. 
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Fig.   14 — MiCROPHOTOGRAPHS  OF  Rail  Bar  10,  Flange  Finished  at  695 
Dec.  C,  Magnified  50  Diameters. 
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different  positions  over  tlic  piiolograijh.  Tlic  number  represents  the 
number  of  grains  of  average  size,  neglecting  what  may  be  called  the 
small  interstitial  grains.  This  number  is,  of  course,  only  a  rough  ap- 
proximation, but  it  probably  is  of  service  in  a  comparative  way.  It 
will  be  noted  that  for  any  given  bar  the  coarsest  grains  occurred  in  the 
interior  of  the  head  and  the  middle  of  the  base,  and  that  the  finest 
grains  were  in  the  flanges  and  web.  It  will  also  be  noted  that  the 
grains  were  somewhat  coarser  with  the  higher  finishing  temperatures. 
This  is  shown  graphically  in  Fig.  15,  in  which  the  finishing  temperature 
of  the  flange  is  shown  horizontally  and  the  number  of  grains  per  .001 
in.  is  shown  vertically. 
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5  -  Grains  per  •001  sq,  in.  as  Related  to 
Finishing  Temperature  of  Flange 

POLISHED    CROSS-SECTIONS. 

Four  cross-sections  were  cut  from  each  rail,  or  a  total  of  80  sec- 
tions. These  were  polished  with  emery,  etched  or  pickled  with  copper- 
ammonium  chloride  solution  until  the  precipitatea  copper  could  be  wiped 
off  easily,  and  finally  repolished  with  tripoli  to  a  point  where  any  small 
cracks  present  showed  plainly.  This  examination  disclosed  the  pres- 
ence of  some  small  cracks  in  the  head  and  web  of  the  top  end  of  some 
of  the  "A"  rails,  which,  however,  seemed  not  to  show  any  relationship 
to  finishing  temperature.  This  part  of  the  work  will  be  made  the  sub- 
ject of  a  succeeding  report. 
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SUMMARY. 


1.  An  investigation  was  made  concerning  the  inlluence  of  finishing 
temperature  on  the  properties  of  open-hearth  rails.  The  problem  was 
divided  into  two  parts — first,  the  inflnence  on  ihc  rails  of  varying  the 
initial  temperatnre  of  the  ingots  as  drawn  from  the  pits;  and,  second, 
the  inflnence  on  the  rails  of  varying  the  finishing  temperature  by  hold- 
ing the  bar  toward  the  end  of  the  rolling.  A  set  of  five  ingots,  all  of 
one  heat,  was  drawn  from  the  soaking  pits  with  varying  temperatures 
and  rolled  into  rail  in  the  same  manner,  but,  unfortunately,  this  part  of 
the  work  was  not  successful,  due  to  failure  to  obtain  much  range  in  the 
initial  temperatures  of  the  ingots.  Another  set  of  five  ingots  from  the 
same  heat  was  drawn  from  the  soaking  pits  at  about  the  same  tem- 
perature for  the  several  ingots,  and  rolled  into  rail  in  the  same  manner, 
except  as  to  the  length  of  time  the  bars  were  held  toward  the  end  before 
the  finishing  pass. 

2.  The  work  was  done  at  Gary,  Ind.,  at  the  works  of  the  Illinois 
Steel  Company,  who  kindly  furnished  all  the  material  and  facilities  for 
making  this  investigation. 

3.  The  rails  were  tested  by  means  of  drop  tests,  slow  bending 
tests,  tensile  tests,  transverse  tests  of  the  base,  microphotographs  and 
polishing  of  cross-sections. 

4.  The  finishing  temperatures  of  the  rails  were  determined  by 
means  of  a  radiation  pyrometer,  showing  the  temperature  of  the  bottom 
of  the  flange  toward  its  edge.  The  comparisons  between  different  tem- 
peratures, mentioned  below,  refer  to  differences  in  finishing  tempera- 
tures obtained  by  holding  the  bar  varying  lengths  of  time  before 
finishing. 

5.  The  finishing  temperatures  of  the  flange  varied  from  850  deg.  C, 
with  a  shrinkage  of  6.95  in.,  to  695  deg.  C,  with  a  shrinkage  of  5.70  in. 
in  a  33-ft.  rail.  The  first  bar  was  finished  without  holding  between  rolls, 
while  the  latter  was  held  115  seconds. 

6.  The  average  decrease  in  shrinkage  was  .011  in.  per  second 
held. 

7.  The  rails  finished  at  different  temperatures  gave  about  the  same 
results  in  the  drop  test  as  regards  deflection  under  the  first  blow,  num- 
ber of  blows  taken  to  break  the  rail,  and  elongation  measured  after 
breaking. 

8.  The  rails  were  tested  as  girders  by  slow  bending  in  the  test 
machine,  with  supports  3  ft.  apart.  The  deflection  under  a  load  of 
150,000  lbs.,  the  breaking  load  and  the  elongation  when  broken  were 
about  the  same  for  the  rails  finished  at  the  different  temperatures. 

9.  Transverse  tests  of  the  base  were  made  by  placing  the  rail  on 
two  supports,  6  in.  long,  placed  opposite  each  other  near  the  edges  of 
the  flanges,  and  applying  load  to  the  head  of  the  rail  at  the  middle. 
The  breaking  load,  transverse  elongation  and  sag  of  flange  in  this  test 
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varied  considerably,  but  seemed  not  to  show  any  relationship  to  finish- 
ing temperature.  It  was  evident  that  other  factors,  such  as  seams,  con- 
siderably outweighed  and  absorbed  the  influence  of  differences  in  finish- 
ing temperatures. 

10.  In  the  tensile  tests,  the  yield  point,  tlie  tensile  strength  and 
the  ratio  of  the  yield  point  to  the  tensile  strength  were  about  the  same 
for  the  rails  finished  at  dififerent  temperatures.  The  elongation  and 
reduction  of  area  were  a  little  greater  with  the  rails  finished  at  the 
lower  temperatures. 

11.  A  comparison  of  the  tensile  results  from  the  different  positions 
in  the  section  of  the  rail  showed  that  the  yield  point  and  tensile  strength 
were  about  the  same  in  the  various  positions,  the  samples  from  the 
flange  showing  a  little  the  highest.  The  ratio  of  the  yield  point  to  the 
tensile  strength  was  also  about  the  same  for  the  several  positions.  The 
differences  in  elongation  and  reduction  of  area  were  a  little  greater,  the 
flange  samples  showing  a  little  the  highest  results  and  those  from  the 
interior  of  the  head  showing  a  little  the  lowest. 

12.  The  microscopic  examination  showed  a  somewhat  finer  grain 
structure  with  the  lower  finishing  temperatures.  For  any  given  rail 
section,  the  coarsest  grain  structure  occurred  in  the  interior  of  the  head 
and  the  middle  of  the  base,  and  the  finest  grain  structure  occurred  in 
the  flanges  and  web. 

13.  In  conclusion,  it  may  be  said  that  the  results  in  the  drop  tests, 
slow  bending  tests  and  transverse  tests  of  the  base  were  about  the 
same  for  the  different  finishing  temperatures,  varied  by  holding  the 
rail  bar  between  rolls  before  final  finishing.  In  the  tensile  tests  the 
results  v/ere  also  about  the  same,  except  that  the  lower  finishing  tem- 
peratures showed  a  little  greater  elongation  and  reduction  of  area. 
The  lower  finishing  temperatures  also  showed  a  somewhat  finer  grain 
structure. 
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Appendix  G. 

INTERNAL  FISSURES  IN  NEW  RAIL 

By  M.  H.  WiCKHORST^  Engineer  of  Tests,  Rail  Committee. 

In  Report  No.  42,  "Study  of  a  Rail  with  Internal  Fissures,"  it  was 
shown  that  a  rail  that  had  failed  in  service,  due  to  a  transverse  fissure, 
contained  numerous  small  cracks  or  fissures  in  the  head  of  the  rail. 
These  were  most  numerous  in  the  lower  part  of  the  head  and  were  mostly 
longitudinal,  but  some  were  transverse  near  the  middle  of  the  head. 
That  work  did  not,  however,  show  whether  these  cracks  were  developed 
in  service  or  were  contained  in  the  original  rail  as  made. 

Report  45,  described  tests  of  rails  finished  at  different  temperatures, 
and  cross-sections  were  selected  from  those  rails  for  polishing  by  the 
improved  method  described  in  Report  42.  The  A  and  E  rails  were  ex- 
amined from  ten  ingots  of  one  heat  and  four  sections  were  cut  from 
each  rail,  making  a  total  of  eighty  cross-sections.  From  each  rail  one 
section  was  cut  from  near  each  end  and  two  from  near  the  middle.  The 
manufacture  of  these  rails  is  described  in  Report  45.  The  rails  were 
ico-lb.  A.R.A.  type  A  section  and  were  tested  without  straightening  or 
gagging. 

The  preparation  of  the  sections  consisted  of  polishing  with  emery, 
etching  or  picking  with  copper-ammonium  chloride  solution  until  the 
deposited  copper  could  be  wiped  off  easily  and  finally  polished  with  tripoli 
to  a  point  where  any  minute  cracks  or  fissures  showed  plainly.  Small 
cracks  do  not  show  after  the  first  polishing  with  emery,  as  the  grinding 
action  "smears"  them  over.  Nor  do  they  show  generally  after  the  etch- 
ing (the  purpose  of  which  is  to  open  them  up  more),  but  after  grinding 
away  the  roughened  surface  with  a  mild-acting  polishing  material  like 
tripoli,  they  are  disclosed. 

A  few  of  the  sections  showed  small  cracks  in  the  head  or  web  or 
both,  and  these  are  listed  in  Table  I. 


TABLE  I— SECTIONS  WITH  SMALL  CRACKS. 


Number. 

Finishing  Temp. 
of  Flange. 

Location. 

Number  of 
Cracks  Found. 

2A1 
3A6 
4A5 
5A6 
9A1 
lOAl 

845°C 

845«» 

840° 

850" 

7.50° 

695" 

Near  top  of  A  rail 
Near  middle  of  A  rail 
Near  middle  of  A  rail 
Near  middle  of  A  rail 
Near  top  of  A  rail 
Near  top  of  A  rail 

3 
4 
1 
2 
2 
1 

It  will  be  noted  that  all  the  cracks  found  were  in  the  upper  half  or 
so  of  the  A  rails  and  none  were  found  in  any  of  the  E  rails.  A  few  of 
the  cracks  occurred  in  the  web  and  had  the  appearance  of  being  small 
slag  enclosures,  but  most  of  them  that  occurred  in  the  head  had  ragged 
sides  and  appeared  to  be  tears  or  breaks  in  the  steel.     The  cracks  found 
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are  shown  in  the  accompanying  illustrations,  Figs.  2  to  20,  inclusive. 
The  illustrations  of  the  full  rail  head  are  natural  size  and  the  others  show 
the  cracks  mag^nified  ten  times.  A  composite  diagram  showing  the  dis- 
tribution of  the  nine  cracks  that  occurred  in  the  head  in  five  different 
sections    is  presented  as  Fig.  i. 

This  work  indicates  that  cracks  or  ruptures  may  occur  in  new  rails 
as  made,  but  does  not  show  at  what  stage  of  the  manufacture  these 
breaks  occur,  nor  does  it  show  the  conditions  that  influence  their  oc- 
currence. It  is  interesting  to  note  that  in  this  work  they  were  found 
only  in  the  A  rails  where  some  unevenness  of  composition  would  occur, 
and  they  occurred  at  different  finishing  temperatures,  but  the  matter  can 
be  worked  out  only  by  considerable  further  experimental  work. 

SUMMARY. 

1.  As  part  of  an  investigation  of  the  influence  of  finishing  tempera- 
ture on  the  properties  of  Open-Hearth  rails,  an  examination  was  made 
of  cross-sections  of  the  rails  by  a  method  of  polishing  which  consisted 
of  first  polishing  with  emery,  etching  or  pickling  with  copper-ammonium 
chloride  solution  until  the  precipitated  copper  could  be  wiped  off  easily, 
and  finally  polishing  with  a  mild-acting  polishing  material  like  tripoli,  to  a 
point  where  any  small  cracks  or  fissures  showed  plainly.  The  sections 
were  from  new  rails  which  had  not  been  straightened  or  gagged. 

2.  This  examination  disclosed  in  some  of  the  A  or  top  rails  of  the 
ingots  some  small  cracks  or  fissures  in  the  head,  which  had  the  appear- 
ance of  being  breaks  or  tears  in  the  metal,  as  they  had  a  ragged  outline. 

3.  This  work  did  not  show  at  what  stage  of  the  manufacture  these 
small  cracks  were  formed.  They  occurred  in  rails  finished  at  different 
temperatures.  At  what  stage  of  the  manufacture  they  are  formed  in  the 
rail  and  what  conditions  influence  their  occurrence  are  matters  that  can 
be  worked  out  only  by  considerable  further  experimental  work. 


Fig.   I.    Composite  Diagram  of  Nine  Cracks  Found  in  the  Heads  of 

Five  Rail  Sections. 
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Fig.  2.    Head  and  Web  of  Sample  2A1. 
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Fig.  4. 


Fig.  5. 


Fig.  6. 


Fig.  7. 


Fig.  3.  Crack  "A"  of  Sample  2A1,  enlarged  10  times.  Fig.  4.  Crack 
"B"  of  Sample  2A1,  enlarged  10  times.  Fig.  5.  Crack  "C"  of  Sample  2A1, 
enlarged  10  times.  Fig.  6.  Head  and  part  of  web  of  Sample  3A6.  Fig.  7. 
Crack  "A"  of  Sample  3A6,  enlarged  10  times. 
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Fig.  8. 


Fig.  9. 


Fig.  10. 


Fig.  II. 


Fig.  12. 


Pig.  8.  Crack  "B"  of  Sample  3A6,  enlarged  10  times.  Fig.  9.  Crack 
"C"  of  Sample  3A6,  enlarged  10  times.  Pig.  fO-  Crack  "D"  of  Sample 
3A6,  enlarged  10  times.  Pig.  11.  Head  of  Sample  4A5.  Pig.  12.  Crack  in 
Sample  4A5,  enlarged  10  times. 
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Fig.  13.    Head  and  Part  of  Web  of  Sample  5A6. 


Fig.  19.    Head  of  Sample  ioAi. 
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Fig.  15. 


Fig.  17. 


Fig.  14. 


--=.#■ 


Fig.  18. 


Fig.  20. 


..„,.^f-   14-    Crack   "A"   of  Sample  5A6,   enlarged   10  times.     Fig.    15.   Crack 
B     of  Sample  5A6,  enlarged  10  times.     Fig.   17.  Crack   "A"  of  Sample  9A1, 
enlarged  10  times.     Fig.   18.   Crack  "B"  of  Sample  9A1,   enlarged  10  times. 
Fiir.  20.  Crack  in  Sample   lOAl,  enlarged  10  times. 
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American  Railway  ENaiNEERiNa  Association 

Section  Recommended  for  Adoption  by  Rail  Committee 

R.Er90LB. 


t^s^Wa  I  Axis 


—  2 


tk —  ~  *" 


H^d^320  s<j,in.  36.2% 
Web  =  2.12    "    "    24.0% 
Base^  3.50  "     ■    39.8  % 
Total  =  8.82    '    -  100.0% 


Momen+  of  Inertia  38.7 

3ecfion  Wodolus  ,  ]^ead  12.56 

Base  15.23 

Raf/oM.IfoArea  it.39 

R5rfioSec.Mod-foAre«3  I.it2 
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American  Railway  Engineering  Association 

*    Section  Recommended  for  Adoption  by  Rail  Committee 

RE -100  LB. 


Area;   Hea6:^3.60   s<[.in.  562% 
Web  =  2,25   -    -    226  % 
Base=  3.90    ■•   "    39.2% 
'  Total  =  9.95    -    "  100.0 -/ 


Moment  of  Inertia  49.0 

Section  Modulus  ^  Head  '5.1 

Base  17.8 

Ratio  M.L  to  Area  ^-^^ 

Ratio  SecModtoArea  1.52 


RAIL. 


399 


American  Railway  Engineering  Association 

Section  Recommended  for  Adoption  by  Rail  Committee 

R.E-IIOlb. 


Head--  4M  sq.in.  37.4-% 
Web  =  Zd9  "  -  Z3.0  % 
5336-4.29  "  "  396  7^ 
Totdl- 10.82    ••   "  1000% 


Momenf  of  Inertia  570 

Section  Modulus, Head  /6.1 

J^io  M.I.-toArej  5-27 
Kat-ioSecModtoArea  155 
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American  Railway  Enqineerino  A530ciation 

Section  Recommended  for  Adoption  by  Rail  Committee 

RE -120  LB. 


^r^3:  ^ead^440  s^.in,  31.}*'/" 
Web  -.  2.69  "  -  22.7  % 
3356^4.16    "    -  40-2% 


Totai 


dS 


"  JOO.O'/ 


Momenf  oflner+ja  Sl-6 

Section  Modulus,  Head  18- S 

*'             ••        .Base  25' 

R^ioMI.+oArea  5-1 

Rai'ioSec.Wod.toArea  1*5 
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American  Railway  Engineering  Association 

Section  Recommended  for  Adoption  by  Rail  Committee 

RE -130  Lb. 


Head  = -4.63  sc^.in.  36-4^' 
Web  T  3.02  •'  "  23-8?^ 
Baser  t;.QA  ■•  ■>  39.8y> 
Tofal  '•  It.-?!  '•   '•  )00,0^ 


Moment  of  In^rfia  714. 

Section  Modulus, Head  20-8 

-        .Base  2S6 

J^tioM.I.-to  Arda  £.09 

Ratio  SecModio  Ansa  1.64 
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American  Railway  E.N0iNEERiN6  Association 

Section  Recommended  for  Adoption  by  Rail  Committee 

RE- 140  LB. 


Area-.  Head  =  4.93  s^.in.    363 
Web  =  528    "    ••     24.1  \ 
Base --5.37    -   ■•     39.6/ 


»/• 


Total  =ia58 


100.0% 


MomeTTf  of  In  erf  ia 
Section  Modulus, Head 
Base 
Ratio  M.I.  to  Area 
Ratio  6«c.Mod.-te<4nga 


Appendix  I. 
SPECIFICATIONS     FOR     HIGH-CARBON     STEEL-JOINT     BARS. 

Basis  of  Purchase. 

1.  Inspectors  representing  the  purchaser  shall  have  free  entry  to 
the  works  of  the  manufacturer  at  all  times  while  the  contract  is  being 
executed,  and  shall  have  all  reasonable  facilities  afforded  them  by  the 
manufacturer  to  satisfy  them  that  the  joint  bars  have  been  made  in 
accordance  with  the  terms  of  the  specifications. 

2.  All  tests  and  inspection  shall  be  made  at  the  place  of  manufac- 
ture prior  to  loading,  and  shall  be  so  conducted  as  not  to  interfere  un- 
necessarily with  the  operation  of  the  mill. 

Material. 

3.  Material  for  joint  bars  shall  be  steel,  made  by  the  open-hearth 
process. 

Chemical  Properties. 

4.  The  chemical  composition  of  each  melt  of  steel  from  which  joint 
bars  are  manufactured  shall  be  within  the  following  limits : 

Phosphorus,  per  cent.,   maximum  0.04. 

5.  The  manufacturer  shall  furnish  the  inspector  a  complete  report 
of  ladle  analysis,  showing  carbon,  manganese,  phosphorus  and  sulphur 
content  of  each  melt  represented  in  the  finished  material.  The  purchaser 
may  make  a  check  analysis  from  the  finished  material ;  such  analysis 
shall  conform  to  the  requirements  in  Section  4. 

Physical  Properties  and  Tests. 

6.  Joint  bars  shall  conform  to  the  following  physical  require- 
ments : 

(a)  Tensile  strength,  lbs.  per  sq.  in.,  minimum,  85,000. 

(b)  Elongation,  per  cent,  in  2  in.,  minimum,  16. 

(c)  Cold  bending  without  fracture  on  the  outside  of  the  bent 

portion  through  90  degrees  around  an  arc  the  diame- 
ter of  which  is  three  times  the  thickness  of  the  test 
piece. 

7.  All  test  pieces  shall  be  cut  from  finished  bars. 

(a)  Standard  V2.  by  2-in.  specimens,  as  adopted  by  the  Ameri- 

can Society  for  Testing  Materials,  shall  be  used  for 
tension  test. 

(b)  The  bend  test  specimens  shall  be  ^-in.  square  in  section,  or 

a  rectangular  bar  ^-in.  thick,  with  two  parallel  faces 
as  rolled. 

General   Requirements. 

8.  The  different  sections  of  joint  bars  shall  be  rolled  to  dimensions 
specified  in  drawing  furnished  by  the  purchaser.  No  variation  will  be 
allowed  in  the  dimensions  aflfecting  the  fit  and  the  fishing  spaces  of  the 
rail.  The  maximum  camber  on  either  plant  shall  not  exceed  s'2-in. 
in  24  in. 
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9.  The  joint  bars  shall  be  sheared  to  the  length  prescribed  by  the 
purchaser  and  shall  not  vary  therefrom  by  more  than  ^-in. 

10.  (a)  All  joint  bars  shall  be  punched,  slotted  and  shaped  at 
a  temperature  of  not  less  tlian  800  degrees  Centigrade  (1470  degrees 
Fahrenheit). 

(b)  All  bolt  holes  shall  be  punched  in  one  operation,  without  bulg- 
ing or  distorting  the  section,  and  the  bars  shall  be  slotted  for  spikes, 
when  required,  in  accordance  with  the  drawings,  the  slotting  being 
done  in  one  operation;  a  variation  of  3'2-in.  in  the  size  and  location  of 
the  holes  will  be  allowed. 

11.  All  joint  bars  must  be  finished  smooth  and  true,  without  swell- 
ing over  or  under  the  bolt  holes,  and  be  free  from  flaws,  seams,  checks 
or  fins,  and  the  fishing  angles  must  be  fully  maintained. 

12.  The  manufacturer's  identification  symbol,  kind  of  material, 
month  and  year  rolled  and  number  of  design,  shall  be  rolled  in  raised 
letters  and  figures  on  each  bar.  The  number  of  the  melt  shall  be  plainly 
stenciled  on  each  lot  of  joint  bars. 

Inspection. 

13.  The  joint  bars  from  each  melt  shall  be  piled  separately  until 
tested  and  inspected  by  the  purchaser's  inspector.  One  joint  bar  for 
tension  test  shall  be  selected  by  the  inspector  for  each  melt  represented , 
in  finished  bars,  or  by  agreement  specimen  for  tension  test  may  be  cut 
from  the  bar  as  rolled.  One  joint  bar  for  bend  test  shall  be  selected  by 
the  inspector  for  each  lot  of  1,000  bars  or  less  presented. 

SPECIFICATIONS    FOR    HEAT-TREATED,    OIL-QUENCHED, 

STEEL-JOINT   BARS. 
Basis  of  Purchase. 

1.  Inspectors  representing  the  purchaser  shall  have  free  entry  to 
the  works  of  the  manufacturer  at  all  times  while  the  contract  is  being 
executed,  and  shall  have  all  reasonable  facilities  afforded  them  by  the 
manufacturer  to  satisfy  them  that  the  joint  bars  have  been  made  and 
loaded  in  accordance  with  the  terms  of  the  specifications. 

2.  All  tests  and  inspection  shall  be  made  at  the  place  of  manufac- 
ture prior  to  shipment,  and  shall  be  so  conducted  as  not  to  interfere 
unnecessarily  with  the  operation  of  the  mill. 

Material. 

3.  Material  for  joint  bars  shall  be  steel,  made  by  the  Open-Hearth 
process. 

Chemical  Properties. 

4.  The  chemical  composition  of  each  melt  of  steel  from  which  joint 
bars  are  manufactured  shall  be  within  the  following  limits : 

Phosphorus,  per  cent.,  maximum,  0.04. 

5.  The  manufacturer  shall  furnish  the  inspector  a  complete  report 
of   ladle  analysis,   showing  carbon,   manganese,   phosphorus   and   sulphur 
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content  of  each  melt  represented  in  the  finished  material.  The  pur- 
chaser may  make  check  anaylsis  from  the  finished  material ;  siicii  analysis 
shall  conform  to  the  requirements  in  Section  4. 

Physical  Properties  and  Tests. 

6.    Joint    bars    shall    conform    to    the    following    physical    require- 
ments : 

(a)  Tensile  strength,  lbs.  per  sq.  in.,  minimum,  100,000. 

(b)  Yield  point,  lbs.  per  sq.  in.,  minimum,  70,000. 

1 ,500,000 

(c)  Elongation,    per    cent,    in    2   in.,    not    less    than 


Ten.  str, 
minimum,  12. 
(d)     Cold  bending  without  fracture  on  the  outside  of  the  bent 
portion  through  90  degrees  around  an  arc,  the  diame- 
ter of  which  is  one  and  one-half  times  the  thickness  of 
test  piece. 

7.  All  test  pieces  shall  be  cut  from  finished  bars. 

(a)  Standard   Vz  by  2-in,  specimens,  as  adopted  by  the  Ameri- 

can  Society   for  Testing   Materials,   shall  be   used   for 
tension  test. 

(b)  The  bend  test  specimens  shall  be   J^-in.  square  in  section, 

or  a  tectangular  bar  ^-in.  thick  with  two  parallel  faces 
as  rolled. 

Heat  Treatment. 

8.  Joint  bars  shall  be  heated  and  quenched  in  an  oil  bath  from  a 
temperature  of  about  810  degrees  Centigrade  (1490  degrees  Fahrenheit), 
and  shall  be  kept  in  the  oil  bath  until  cold  enough  to  be  handled. 

General   Requirements. 

9.  Joint  bars  shall  be  rolled  to  dimensions  specified  in  drawing  fur- 
nished by  the  purchaser.  No  variation  will  be  allowed  in  the  dimen- 
sions affecting  the  fit  and  the  fishing  spaces  of  the  rail.  The  maximum 
camber  in  either  plane  shall  not  exceed  5^2-in.  in  24  in. 

10.  Joint  bars  shall  be  sheared  to  the  length  prescribed  by  the  pur- 
chaser and  shall  not  vary  therefrom  by  more  than  5^-in. 

11.  (a)  All  joint  bars  shall  be  punched,  slotted  and  shaped  at  a 
temperature  of  not  less  than  800  degrees  Centigrade  (1470  degrees 
Fahrenheit). 

(b)  All  bolt  holes  shall  be  punched  in  one  operation  without  bulg- 
ing or  distorting  the  section,  and  the  bars  shall  be  slotted,  when  re- 
quired, for  spikes  in  accordance  with  the  purchaser's  drawing,  the  slotting 
being  done  in  one  operation.  A  variation  of  52-in.  in  size  and  loca- 
tion of  the  holes  will  be  allowed. 

12.  All  types  of  joint  bars  must  be  finished  smooth  and  true  with- 
out sweUing  over  or  under  the  bolt  holes,  and  be  free  from  flaws, 
seams,  checks  or  fins.     The  fishing  angles  must  be  fully  maintained. 

13.  The  manufacturer's  identification  symbol,  kind  of  material, 
month  and  year  rolled,  number  of  design,  and  the  letters  "HT"  to  signify 
heat-treated,  shall  be  rolled  in   raised   letters  and  figures  on  each  bar. 
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The   number  of  tlic   melt   shall   he   plainly   stenciled  on   e.nch   lot  of  joint 
bars. 

Inspection. 

14.  The  joint  bars  from  each  melt  or  iical  treatment  lot  bhall  Ijc 
piled  separately  until  tested  and  inspected  by  the  inspector.  One  joint 
bar  for  tension  test  shall  be  selected  by  the  inspector  for  each  melt  or 
heat  treatment  lot  represented  in  finished  bars.  One  joint  bar  for  bend 
test  shall  be  selected  by  the  inspector  for  each  lot  of  1,000  bars  or  less 
presented,  or  from  each  heat  treatment  lot. 

SPECIFICATIONS  FOR  MEDIUM-CARBON  STEEL  TRACK 

BOLTS    WITH    NUTS. 
Basis  of  Purchase. 

1.  Inspectors  representing  the  purchaser  shall  have  free  entry  to 
the  works  of  the  manufacturer  at  all  times  while  the  contract  is  being 
executed,  and  shall  have  all  reasonable  facilities  afforded  them  by  the' 
manufacturer  to  satisfy  them  that  the  bolts  and  nuts  have  been  made 
and  loaded  in  accordance  with  the  terms  of  the  specifications. 

2.  All  tests  and  inspection  shall  be  made  at  the  place  of  manu- 
facture, prior  to  shipment,  and  shall  be  so  conducted  as  not  to  interfere 
unnecessarily  with  the  operation  of  the  mill. 

Material. 

3.  Material  for  bolts  shall  be  steel,  made  by  the  Open-Hearth 
process.     Material  for  the  nuts  shall  be  a  soft  steel. 

Chemical  Properties. 

4.  The  chemical  composition  of  each  melt  of  steel  from  which 
track  bolts   are  manufactured  shall  be  within  the  following  limits : 

Phosphorus,  per  cent.,  maximum,  0.04. 

5.  The  manufacturer  shall  furnish  the  inspector  a  complete  report 
of  ladle  analysis,  showing  carbon,  manganese,  phosphorus  and  sulphur 
content  of  each  melt  represented  in  the  finished  material.  The  pur- 
chaser may  make  a  check  analysis  from  the  finished  material;  such 
analysis  shall  conform  to  the  requirements  in  Section  4. 

Physical  Properties  and  Tests. 

6.  Track   bolts    shall    conform    to    the    following    physical    require- 


ments 


(a)  Tensile  strength,  lbs.  per  sq.  in.,  minimum,  55,000. 

(b)  Yield  point,  not  less  than  50  per  cent,  of  the  ultimate  break- 

ing stress. 

1,500,000 

(c)  Elongation,    per    cent,    in    2   in.,    not    less    than    ■ 

Ten.  str. 
minimum,  20  per  cent. 
7.    All  test  specimens  shall  be  from  the  finished  bolts. 

(a)  Standard  V2  by  2-in.  specimens,  as  adopted  by  the  Ameri- 
can Society  for  Testing  Materials,  shall  be  used  for 
tension  test. 
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General   Requirements. 

8.  Track  bolts  and  nuts  shall  be  made  to  dimensions  specified  in 
drawing-  furnished  by  the  purchaser,  with  allowable  variation  in  dimen- 
sions of  liolts  from  standard,  as  follows  : 

Length,   J/^-in.  plus  or   t'e-in.  minus. 
Diameter  of  shank,  i/64-in. 
Shoulder,  i/64-in. 

9.  The  heads  and  nuts  shall  be  free  from  check  or  burrs  of  any 
kind.  The  threads  shall  be  rolled,  unless  otherwise  specified ;  shall  be 
full  and  clean,  and  shall  be  made  in  section  and  pitch,  according  to 
the  purchaser's  standard.  The  fit  between  threads  on  the  bolt  and  nut 
shall  be  accurate  and  nut  shall  turn  on  bolt  with  lo-in.  wrench  not  less 
than  two  nor  more  than  five  times. 

10.  The  nuts  shall  be  made  of  soft,  untreated  steel,  and  shall  be 
of  sufficient  strength  to  develop  the  ultimate  breaking  strength  of  the 
bolts. 

Marking  and   Shipping. 

11.  When  the  bolts  are  shipped  they  shall  have  the  nuts  applied  for 
at  least  two  threads,  shall  be  properly  oiled  to  prevent  rusting,  and 
shall  be  packed  in  securely-hooped  kegs  of  200  lbs.  each.  All  kegs 
must  be  plainly  marked  as  to  material,  size  of  bolts  and  name  of  manu- 
facturer. 

Inspection. 

12.  Kegs  of  track  bolts  shall  be  left  unheaded  until  after  inspection 
has  been  completed  and  acceptance  indicated  by  purchaser's  inspector. 
The  purchaser's  inspector  shall  select  two  specimens  for  tension  test  from 
each  lot  of  50  kegs.  If  all  specimens  meet  the  requirements  of  the  specifi- 
cations, the  lot  will  be  accepted.  If  one  of  the  test  pieces  fails,  a  third 
piece  shall  be  tested,  and  if  it  meets  the  requirements  of  the  specifications, 
the  lot  will  be  accepted.  If,  however,  the  third  piece  fails,  the  lot  will 
be  rejected. 

SPECIFICATIONS  FOR  HEAT-TREATED  STEEL  TRACK  BOLTS 

WITH  NUTS. 
Basis  of  Purchase. 

1.  Inspectors  representing  the  purchaser  shall  have  free  entry  to 
the  works  of  the  manufacturer  at  all  times  while  the  contract  is  being 
executed,  and  shall  have  all  reasonable  facilities  afforded  them  by  the 
manufacturer  to  satisfy  them  that  the  bolts  and  nuts  have  been  made  in 
accordance  with  the  terms  of  the  specifications. 

2.  All  tests  and  inspection  shall  be  made  at  the  place  of  manufacture, 
prior  to  loading,  and  shall  be  so  conducted  as  not  to  interfere  unneces- 
sarily with  the  operation  of  the  mill. 

Material. 

3.  Material  for  bolts  shall  be  steel  made  by  the  Open-Hearth  process, 
or  an.  acceptable  alloy  steel,  heat  treated  and  oil  or  water  quenched  to 
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give  the  desired  physical  properties.     Material  for  nuts  shall  be  soft  uii 
treated  steel. 

Chemical   Properties. 

4.  'riic  chemical  composition  of  each  melt  of  steel  from  which  track 
bolts  are  manufactured  shall  be  within  the  following  limits: 

Phosphorus,  per  cent.,  maximum,  0.04.  ■ 

5.  The  manufacturer  shall  furnish  the  inspector  a  Cfjmpletc  report 
of  ladle  analysis  showing  car1)on  manganese,  phosphorus,  and  sulphur 
content  of  each  nult  represented  in  the  finished  material.  The  purchaser 
may  make  a  check  analysis  from  the  fmished  material ;  such  analysis  shall 
conform  to  the  requirements  of  Section  4. 

Physical   Properties  and  Tests. 

6.  Track  bolts  shall  conform  to  the  following  physical  requirements: 

(a)  Tensile  strength,  lbs.  per  sq.  in.,  minimum,  100,000. 

(b)  Yield  point,  lbs.  per  sq.  in.,  minimum,  75,000. 

(c)  Elongation,  per  cent,  in  2  in.,  1,600,000,  minimum  12. 

Ten.  str. 

(d)  Cold  bending  of  the   unthreaded  part   of   the  finished  bolt 

without  fracture  on  the  outside  of  the  bent  portion, 
through  90  degrees  around  an  arc,  the  diameter  of 
which  is  iH  times  the  thickness  of  the  test  piece. 

7.  All  test  specimens  shall  be  from  the  finished  bolts. 

(a)  Standard  V2  by  2-in.   specimens,  as  adopted  by  the  Ameri- 

can Society  for  Testing  Materials,  shall  be  used  for 
tension  test. 

(b)  Finished  track  bolts  shall  be  used  for  bend  test  specimens. 

Heat  Treatment. 

8.  (a)  Track  bolts  shall  be  heated  and  oil  treated  by  quenching  in 
an  oil  bath  from  temperature  of  about  810  degrees  Centigrade  (1,490  de- 
grees Fahrenheit)  and  shall  be  kept  in  the  oil  bath  until  cold  enough  to 
be  handled. 

(b)  Material  which  requires  quenching  in  water  will  be  acceptable 
at  the  option  of  the  purchaser,  provided  it  meets  the  requirements  of  the 
specification  in  all  other  respects. 

General   Requirements. 

9.  The  heads  of  the  bolts  must  bear  the  manufacturer's  identification 
symbol  and  the  letters  "HT"  to  signify  heat-treated. 

10.  Track  bolts  and  nuts  shall  be  made  to  dimensions  specified  in 
drawing  furnished  by  the  purchaser,  with  allowable  variation  in  dimen- 
sions of  bolts  from  standard  as  follows: 

Length,   V^-m.  plus  or   ^-in.  minus. 
Diameter  of  shang,  ife-in. 
Shoulder,  i/64-in. 

11.  The  heads  and  nuts  shall  be  free  from  checks  or  burrs  of  any 
kind.  The  threads  shall  be  full  and  clean  and  shall  be  made  in  section 
and  pitch  according  to  the  purchaser's  standard.    The  fit  between  threads 


RAIL.  409 

on  the  bolt  and  nut  shall  be  accurate,  and  nut  shall  turn  on  l)oll  with  lo-in. 
wrench,  not  less  than  tA^o  nor  more  than  five  turns. 

12.  (a)  The  nuts  shall  be  made  of  soft  untreated  steel,  and  shall 
be  /i-hi.  thicker  than  the  standard  nuts  used  for  untreated  bolts.  They 
shall  be  of  sufficient  strength  to  develop  the  ultimate  breaking  strength 
of  the  bolts. 

(b)  Nuts  of  standard  thickness  will  be  accepted  at  the  option  of  the 
purchaser  if  proved  to  be  of  sufficient  strength  to  equal  the  ultimate 
breaking  strength  of  the  bolts.  The  length  of  the  bolts  shall  be  corre- 
spondingly reduced. 

Marking   and    Shipping. 

13.  When  the  Ijolts  are  shipped,  they  shall  have  the  nuts  applied  for 
at  least  two  threads,  shall  be  properly  oiled  to  prevent  rusting,  and  shall 
be  packed  in  securely-hooped  kegs  of  200  lbs.  each.  All  kegs  must  be 
plainly  marked  as  to  material,  size  of  bolts  and  name  of  manufacturer. 

Inspection. 

14.  Kegs  of  track  bolts  shall  be  left  unheaded  until  after  inspection 
has  been  completed  and  acceptance  indicated  by  purchaser's  inspector. 
The  inspector  shall  select  two  specimens  for  tension  and  bend  tests  from 
each  lot  of  50  kegs.  If  all  specimens  meet  the  requirements  of  the  specifi- 
cations, the  lot  will  be  accepted.  If  one  of  the  test  pieces  fails,  a  third 
piece  shall  be  tested,  and  if  it  meets  the  requirements  of  the  specifications, 
the  lot  will  he  accepted.  If,  however,  the  third  piece  fails,  the  manufac- 
turer shall  be  permitted  to  reheat-treat  the  lot  and  submit  it  for  retest 
as  above.  If  it  fails  to  meet  the  requirements  of  the  specification  upon 
s'i'cond  test,  the  lot  shall  be  rejected. 


Appendix  J. 

REVIEW  OF  RAIL  INVESTIGATIONS,  1910  TO  1914, 

INCLUSIVE. 

This  report  gives  a  review  of  the  work  of  investigation  done  by  the 
Rail  Committee  of  the  American  Railway  Engineering  Association  dur- 
ing the  past  five  years.  The  report  begins  with  a  statement  of  conditions 
leading  up  to  the  work,  follows  with  a  summary  of  the  work  done  and 
conclusions  to  be  drawn,  and  finally  gives  suggestions  for  further  in- 
vestigations and  suggests  directions  in  which  further  improvement  may 
be  hoped  for.  It  is  made  at  the  request  of  the  American  Railway  Asso- 
ciation, who  decided,  in  November,  1914,  to  discontinue  its  financial 
support  of  the  work,  effective  March  31,  1915. 

HISTORICAL. 

Some  years  ago  there  were  a  great  many  failures  of  steel  rails  on  the 
railroads  of  the  United  States,  the  condition  being  at  its  worst  along  about 
1905.  Reliable  general  statistics  are  not  available  to  show  numerically  the 
exact  condition  as  regards  rail  failures,  but  an  idea  may  be  obtained  from 
the  report  of  one  road  that  of  a  lot  of  10,000  tons  rolled  and  put  into 
track,  22  per  cent,  were  removed  during  the  first  year  on  account  of 
split  heads,  ^although  that  was  probably  an  extreme  case.  The  matter 
came  before  the  American  Railway  Association  and,  under  date  of  Octo- 
ber 24,  1906,  the  Association  adopted  the  following  resolution : 

"Resolved,  That  the  Committee  on  Standard  Rail  and  Wheel  Sections 
be  requested  to  consider  and  report  on  the  subject  of  specifications  for 
the  manufacture  of  steel  rails  in  connection  with  its  report  on  standard 
sections." 

The  Committee  made  a  progress  report  in  April,  1907,  and  in  discus- 
sion G.  L.  Peck,  Chairman,  voiced  the  sentiments  of  the  railroads  as 
follows :  'T  think  two  facts  were  quite  clearly  brought  out,  viz.,  that 
the  steel  rails  which  we  are  getting  at  present  are  not  satisfactory  to  the 
railroads,  and  that  it  is  possible  for  the  manufacturers  to  give  us  better 
rails." 

At  the  meeting  of  the  American  Railway  Association  in  October, 
1907,  the  Committee  submitted  two  series  of  rail  sections  from  60  to  100 
lbs.  per  yd.,  varying  by  lo-lb.  differences,  called  the  A  and  B  sections, 
and  also  expressed  the  following  as  cardinal  principles  that  should  be 
followed  in  the  design  of  a  series  of  rail  sections: 

"(a)     There  should  be  such  a  distribution  of  the  metal  between  the 


♦See  Proceedings,  American  Society  for  Testing  Materials,  1908,  page  122. 
Rail  Report  No.  47,  February,  1915. 
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head  and  base  as  to  insure  llic  best  conliul  uf  tcnipcralurc  in  the  manu- 
facture of  the  rail. 

"(b)  The  percentage  of  metal  in  the  base  of  the  rail  sliould  pre- 1 
ferably  be  equal  tf)  or  slightly  greater  than  that  in  the  head,  and  the  ex- 
tremities of  the  flanges  should  be  sufficiently  thick  to  permit  the  entire 
section  to  be  rolled  at  low  temperatures.  'J  he  internal  stresses  and  the 
extent  of  cold  straightening  will  be  reduced  by  this  means  to  a  minimum, 
and  at  the  same  time  the  texture  of  the  section  will  Ic  made  approxi- 
mately homogeneous. 

"(c)  The  sections  should  be  so  proportioned  as  to  possess  as  great 
an  amount  of  stiffness  and  strength  as  may  be  consistent  with  securing 
the  best  conditions  of  manufacture  and  best  service. 

"(d)     The  following  limitations  as  to  dimension  details  of  the  sec-"~ 
tion  are  considered  advisable  for  the  various  weights  per  yard : 

"I.     The  width  of  the  base  to  be  >2-in.  less  than  the  height. 
'TI.     The  fishing  angles  to  be  not  less  than   13  degrees  and  not 
greater  than  15  degrees. 

"III.  The  thickness  of  the  base  to  be  greater  than  with  existing 
sections  of  corresponding  weight. 

"IV.  The  thickness  of  the  web  to  be  no  less  than  in  existing 
A.S.C.E.  sections  of  corresponding  weight. 

"V.  A  fixed  percentage  of  distribution  of  metal  in  head,  web 
and  base  for  the  entire  series  of  sections  need  not  be  adhered  to,  but 
each  section  in  a  scries  can  be  considered  by  itself. 

"VI.  The  radii  of  the  under  corner  of  the  head,  and  top  and 
bottom  corners  of  the  base,  to  be  as  small  as  practicable  with  colder 
conditions  of  rolling. 

"VII.  The  radii  of  the  fillets  connecting  the  web  with  head  and 
base  to  be  as  great  as  possible,  for  reinforcement  purposes,  consistent 
with  securing  the  necessary  area  for  bearing  surface  under  the  head, 
for  the  top  of  the  splice  bar. 

"VIII.     The  sides  of  the  head  should  be  vertical  or  nearly  so. 
"IX.     The  radii  of  the  top  corners  of  the  head  should  not  be  less 
than  ^-in." 

From  the  above  it  will  be  noted  that  a  low  finishing  temperature  was 
considered  to  be  the  great  desideratum,  but  it  now  appears  from  work 
done  since  then,  that  the  importance  of  finishing  temperature  was  much 
overrated,  although  it  does  have  an  influence  on  the  properties  of  the 
metal. 

At  this  meeting  the  Committee  also  submitted  a  form  for  "Report  of 
Broken  or  Failed  Rails,"  which  was  the  original  of  the  present  standard 
track  foreman's  report  form. 

In  April,  1908,  the  American  Railway  Association  adopted  the  series 
of  sections  of  types  A  and  B  as  the  recommended  practice  of  that  Asso- 
ciation. The  important  difference  between  these  sections  and  other  sec- 
tions then  in  common  use,  was  that  the  new  sections  were  much  thicker 
in  the  base,  and  what  was  hoped  from  the  new  sections  is  indicated  by 
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the  following  extract  from  the  report  of  the  Committee  on  Standard  Rail 
and  Wheel  Sections.  "The  adoption  of  the  new  and  better  balanced  sec- 
tions will  enable  the  manufacturers  to  roll  the  rails  at  lower  temperatures, 
thus  insuring  a  finer  grain  and  better  wearing  quality,  as  well  as  reducing 
the  internal  stresses." 

The  Committee  presented  specifications  for  Bessemer  and  Open- 
Hearth  steel  rails,  which  the  Association  also  adopted  in  April,  1908,  as 
recommended  practice. 

At  that  time  the  American  Railway  Association  also  adopted  the  fol- 
lowing resolution  by  which  the  whole  subject  was  transmitted  for  further 
study  and  investigation  to  the  American  Railway  Engineering  Association, 
at  that  time  called  the  American  Railway  Engineering  and  Maintenance 
of  Way  Association: 

"Resolved,  That  the  series  of  sections  of  types  A  and  B  and  the 
specifications  for  Bessemer  and  Open-Hearth  steel  rails,  submitted  with 
the  report  of  the  Committee  on  Standard  Rail  and  Wheel  Sections,  be  re- 
ferred to  the  American  Railway  Engineering  and  Maintenance  of  Way 
Association,  with  the  request  that  they  follow  up  the  question  of  deter- 
mining the  details  as  to  drop  test,  etc.,  by  observing  the  actual  results  of 
rails  rolled  under  the  new  sections,  and  that  they  also  arrange  to  collect 
from  the  different  members  and  tabulate  all  information  as  to  compara- 
tive wear  of  rails  rolled  from  the  different  parts  of  the  ingot,  and  all 
other  information  necessary  to  a  proper  study  of  the  problem;  that  they 
be  further  requested  to  keep  careful  record  of  the  comparative  results  in 
service  of  rails  of  types  A  and  B,  and  to  prepare  and  submit  to  the 
American  Railway  Association  a  single  type  of  section,  which  will  em- 
body their  ideas  as  to  the  best  type  that  can  be  designed  for  use  as  a 
single  standard  to  be  adopted  by  the  Association,  giving  due  weight  to 
every  factor  entering  into  the  problem." 

The  matter  was  referred  by  the  American  Railway  Engineering  As- 
sociation to  its  Committee  on  Rail  and,  after  consideration,  the  Com- 
mittee made  a  co-operative  arrangement  with  the  manufacturers  of  steel 
rails  by  which  the  latter  would  furnish  the  material  and  facilities  of  their 
mills  for  research  work,  and  the  railroads  would  furnish  the  engfineer 
to  conduct  the  tests  under  the  direction  of  the  Rail  Committee,  and  would 
publish  the  results.  Funds  have  been  furnished  by  the  American  Railway 
Association,  who  made  the  first  appropriation  for  the  work  at  its  meet- 
ing in  November,  1909.  Mr.  M.  H.  Wickhorst  was  appointed  Engineer 
of  Tests  and  entered  upon  his  duties  February  i,  1910. 

It  will  thus  be  seen  that  the  work  had  its  birth  in  the  dissatisfaction 
with  the  performance  of  rails.  The  railroads  blamed  the  rail  failures  to 
the  poor  quality  of  the  rails,  without,  however,  being  able,  as  a  rule,  to 
say  in  detail  wherein  the  manufacture  of  the  rails  was  at  fault.  The 
manufacturers,  on  the  other  hand,  claimed  that  the  rails  were  too  light  for 
the  service,  and  that  the  flanges  of  the  most  of  the  rail  sections  in  use 
were  too  thin  and  necessitated  finishing  the  heads  of  the  rails  too  hot. 
The  A.R.A.  sections  were  designed  primarily  to  meet  this  latter  objection. 
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The  important  object  kci)t  in  view  in  our  investigative  work  has  been  to 
develop  information  nseful  in  improving  rails  for  the  purpose  of  making 
them  uniformly  safe.  A  start  was  made  by  testing  samples  of  the  rails 
as  rolled  at  several  of  the  mills,  but  it  was  soon  realized  that  there  were 
so  many  variables  that  affected  the  rails  as  finally  made,  that  the  plan  was 
adopted  in  general  of  concentrating  attention  on  some  one  item  that  en- 
tered as  a  factor  in  the  properties  of  the  finished  rail,  and  attempting  to 
obtain  definite  information  concerning  its  influence  by  the  experimental 
method  of  obtaining  as  great  a  range  as  practicable  in  the  one  item  under 
consideration  and  leaving  all  other  conditions  as  near  alike  as  possible. 
It  was  thus  hoped  to  aid  in  establishing,  in  the  course  of  time,  the  metal- 
lurgical principles  and  laws  that  apply  to  the  manufacture  of  steel  rails, 
for  the  purpose  of  designing  specifications  and  rail  sections  that  would 
give  uniformly  safe  rails  of  good  wearing  qualities  and  at  a  minimum 
cost.  The  reports  of  these  investigations,  together  with  other  material 
gathered  by  the  Rail  Committee,  are  abstracted  below. 

ABSTRACTS    OF   REPORTS   TO   RAIL   COMMITTEE, 

AS   SHOWN  IN  THE  PROCEEDINGS  AND  BULLETINS  OF  THE  AMERICAN   RAILWAY 

ENGINEERING  ASSOCIATION. 

Tests  of  Bessemer  Rails,  Maryland  Steel  Company. 

(Reports  1    and   2.)    By    M.    H.   Wickhorst,   April,   1910.      (Pro.,    Vol. 
12,  Part  2,   1911,  p.  387.) 

These  reports  gave  the  results  of  tests  of  Bessemer  rails,  as  made  by 
the  Maryland  Steel  Company,  previous  to  the  use  of  Mayari  ore  with  its 
nickel  and  chromium.  Some  tests  were  also  made  concerning  the  relation 
between  the  height  of  drop  and  the  deflection  of  the  rail  under  the  first 
blow,  ajid  this  work  showed  that  the  deflection  increases  directly  as  the 
height  increases,  for  such  heights  as  are  used  in  tests  of  rails.  A  few 
results  were  given  which  indicated  that  about  two-thirds  of  the  work 
stored  in  the  tup  in  the  drop  test  is  used  to  deflect  the  specimen. 

Tests  of  Titanium  Bessemer  Rails,  Lackawanna  Steel  Company. 

(Report  3.)     By  M.   H.  Wickhorst,  June,   1910.     (Pro.,  Vol.  12,  Part 
2,  1911,  p.  399.) 

This  report  gave  the  results  of  analyses,  etchings,  tensile  tests,  drop 
tests  and  also  bending  tests  of  titarjium-treated  rails  made  by  the  Lacka- 
wanna Steel  Company. 

Tests  of  Bessemer  Rails,  Illinois  Steel  Company,  South  Works 

(Report  4.)     By  M.   H.  Wickhorst,  June,  1910.     (Pro.,  Vol.  12,  Part 
2,  1911,   p.  413.) 

This  report  gave  results  of  analyses,  etchings,  tensile  tests,  drop  tests 
and  slow-bending  tests  of  Bessemer  rails  made  at  South  Chicago. 

Tests  of  Open-Hearth  Rails,  Gary  Works. 

(Report  5.)      By   M.    H.   Wickhorst,  July,    1910.    (Pro.,   Vol.   12,   Part 
2,   1911,   p.   428.) 

This  report  gave  results  of  analyses,  etchings,  tensile  tests,  drop  tests 
and  slow-bending  tests  of  Open-Hearth  rails  made  at  Gary. 


REVIEW  OF  RAIL  INVESTIGATIONS.  415 

Tests  of   Bessemer   Rails,   Edgar   Thomson  Works   of   the   Carnegie 

Steel  Company. 

(Report   6.)      By    M.    H.    Wickhorst,    August,    1910.      (Pro.,   Vol.    12, 
Part  2,  1911,   p.  448.) 

This  report  gave  results  of  analyses,  etchings,  tensile  tests,  drop  tests 
and  slow-bending  tests  of  Bessemer  rails  made  by  the  Carnegie  Steel 
Company. 

Investigation  of  a  Split-Head  Rail. 

(Report  7.)      By   M.   H.   Wickhorst,  September,   1910.    (Pro.,  Vol.   12, 
Part  2,  1911,   p.  469.) 

This  report  gave  the  results  of  the  examination  of  a  spilt- head  rail 
by  means  of  analyses,  tensile  tests,  microscopic  tests  and  particularly  by 
means  of  numerous  sections.  The  development  of  a  longitudinal  crack  or 
split  in  the  rail  head  was  explained  as  follows :  The  top  part  of  a  rail 
head  widens  more  or  less  in  service.  The  metal  near  the  surface  is  prac- 
tically always  ductile  material,  but  if  the  interior  metal  is  incapable  of 
transverse  extension,  due  to  any  cause  (such  as  excessive  segregation  of 
carbon  and  phosphorus,  slag  seams,  streaks  or  small  internal  cracks),  it 
develops  a  split  which  grows,  and  finally  comes  to  the  surface,  generally 
at  the  junction  of  the  under  side  of  the  head  and  the  web. 

Segregation  as  Influenced  by  Fire-Clay  on  Ingot. 

(Report  8.)      By    M.    H.    Wickhorst,   October,    1910.      (Pro.,   Vol.   12, 
Part  2,   1911,   p.   494.) 

This  report  described  a  comparison  of  rails  made  from  two  ingots, 
one  of  which  was  cast  in  a  plain  iron  mold  without  any  top  covering 
after  pouring  and  the  other  of  which  was  cast  in  a  similar  mold,  but  had 
a  top  covering  of  fire-clay  after  pouring.  This  work  indicated  that  the 
covering  raised  the  region  of  maximum  segregation  closer  to  the  top  of 
the  ingot,  but  not  sufficiently  so  that  the  ordinary  discard  of  lo  or  12  per 
cent,  would  remove  it. 

Strength  of  Rail  Head. 

(Report  9.)     By   M.   H.  Wickhorst,   November,   1910.     (Pro.,  Vol.   12, 
Part  2,  1911,  p.  518.) 

Tests  were  made  of  rail  heads  with  thicknesses  varying  from  ^-in. 
to  I  in.  at  the  edge,  the  specimens  being  prepared  by  planing  off  the  top 
of  the  rail  head.  The  rails  were  tested  by  canting  them  and  applying  load 
at  the  edge  of  the  head.  In  one  series  the  load  was  applied  in  the  test 
machine  to  the  edge  of  the  rail  head  at  one  place,  and  in  another  series 
the  load  was  applied  in  a  "reciprocating"  machine  by  rolling  a  loaded 
^yheel  back  and  forth  along  the  edge  of  the  rail  head.  Under  the  condi- 
tions of  the  test,  a  thickness  of  head  of  5^-in.  at  the  edge  and  about  it^- 
in.  from  the  center  line  stood  a  rolling  load  of  30,000  lbs.  without  sagging, 
and  a  thickness  of  i  in.  stood  a  rolling  load  of  60,000  lbs.  without  sagging. 

Drop  Tests  of  Rails,  Effect  of  Impact  Energy  Variously  Distributed. 
(Report  10.)    By   M.   H.  Wickhorst,   December,  1910.     (Pro.,  Vol.  12, 
Part  2,  1911,  p.  529.) 

Drop  tests  were  made  to  compare  the  effects  with  a  2,000-lb.  tup  and 
a  6,ooo-lb.  tup.  The  deflection  with  a  given  number  of  foot-pounds  of 
impact  energy  in  one  blow  was  about  the  same  for  the  two  tups.  A  given 
amount  of  impact  energy  gave  a  little  greater  deflection  when  concen- 
trated in  one  blow  than  when  distributed  among  several  blows. 

Flow  of  Rail  Head  Under  Wheel  Loads. 

(Report   11.)      By   IV!.    H.   Wickhorst,    January,    1911.      (Pro.,   Vol.   12, 
Part  2,  1911,  p.  535.) 

The  results  were  given  of  the  side  spread  of  the  head  under  a  rolling 
wheel  loaded  with  60,000  lbs. 
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A  Study  of  Forty  Failed  Rails. 

(Report  12.)     By  W.  C.  Cuthing,  January,  1911.   (Pro.,  Vol.  12,  PrX 
2,  p.  230.) 

A  report  was  given  of  the  special  examination  of  forty  rails  (mostly 
Bessemer),  which  failed  in  the  main  tracks  on  the  Southwest  System  of 
the  Pennsylvania.  The  study  indicated  that  failures  classified  as  crushed 
and  split-heads  were  confined  mostly  to  rails  of  segregated  metal  from  the 
upper  part  of  the  ingot. 

A  Study  of  Sixty-eight  Failed  Rails. 

(Report  13.)     By  W.  C.  Gushing,  January,  1911.  (Pro.,  Vol.  12,  Part 
2,   1911,  p.  293.) 

This  was  a  continuation  of  the  previous  work,  and  it  again  showed 
that  split-head  failures  occur  mostly  in  segregated  metal.  The  type  of 
failure  known  as  "broker"  rail,  in  a  large  proportion  of  the  cases,  showed 
metal  satisfactory  on  analysis  and  tensile  test,  and  the  work  did  not  bring 
out  the  cause  of  failure  as  developed  in  later  reports. 

Drop  Tests  of  Rails — Deflection,  Elongation  and  Compression  of  85-lb. 

A.S.C.E.  Open-Hearth  Rails  in  Drop  Test. 

(Report   14.)      By   C.   S.    Churchill,    February,    1911.      (Pro.,   Vol.   12, 
Part  2,  p.  188.) 

The  detail  results  were  given  of  rails  rolled  at  several  different  mills, 
including  analyses  of  rails. 

Carbon  and  Deflection  of  Rails  in  Drop  Test. 

(Report  15.)      By  M.   H.  Wlckhorst,  February,  1911.     (Pro.,  Vol.  12, 
Part  2,  p.  222.) 

The  results  reported  by  Mr.  Churchill  in  the  previous  report  were 
used  and  the  deflection,  as  influenced  by  carbon,  was  worked  out  for  the 
conditions  of  those  tests.  The  outline  of  a  formula  for  the  deflection  of 
rails  in  the  drop  test  was  presented,  which  was  later  developed  in  Report 
41  of  April,  1914,  into  concrete  form  after  the  results  of  further  experi- 
mental work  were  available. 

Ductility   Tests   of   Rails   Under    Specifications   of   the    New    York 
Central  Lines. 

(Report  16.)     By  P.  H.  Dudley,  February,  1911.   (Pro.,  Vol.  12,  Part 
2,  1911,  p.  548.) 

Dr.  Dudley  described  his  method  of  measuring  the  ductility  of  a  rail 
in  the  drop  test  by  placing  six  i-in.  spaces  on  the  part  in  tension  and 
measuring  their  stretch  after  each  blow.  The  benefits  resulting  from  the 
use  of  the  method  were  also  described. 

Rail  Failure  Statistics  for  Six  Months'  Period  Ending  Oct.  31,  1909. 
(Report   17.)      By  W.   C.    Gushing,    February,    1911.    (Pro.,    Vol.   12, 
Part  2,  1911,  p.  21.) 

The  statistics  indicated  large  differences  between  different  lots  and 
service  conditions  of  rails,  sufficient  to  overcome  differences  due  to  the 
sections  of  the  rails. 

A  Study  of  Seventeen  Good  Service  Rails. 

(Report  18.)      By   Robert  Trimble  and  W.   C.   Gushing,  April,  1911. 
(Pro.,  Vol.  IS,   1912,  p.  573.) 

The  results  were  given  of  the  laboratory  examination  of  some  rails 
that  had  been  in  service  a  long  time,  including  analyses,  tensile  tests  and 
microphotographs.  While  most  of  the  rails  showed  good  laboratory  re- 
sults according  to  usual  standards,  some  of  them  were  rather  high  in 
phosphorus. 
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Rail  Failure  Statistics  for  One  Year  Ending  Oct.  31,  1910. 

(Report   Not  Numbered.)     By  W.   C.   Cuthlng.    (Pro.,  Vol.   13,  1912, 
p.  613.) 

This  tabulation  again  showed  large  differences,  sufficient  to  over- 
come differences  in  rail  sections. 

Comparative  Wear  of  Bessemer,  Open-Hearth  and  Nickel  Steel  Rails 

on  Pennsylvania  Railroad. 

(Report  Not  Numbered.)     By  J.  T.  Richards,  June,  1911.    (Pro.,  Vol. 
13,   1912,   p.   635.) 

High  carbon  Open-Hearth  rails  showed  the  least  abrasion  and 
much  less  than  the  Bessemer  rails. 

Segregation  and  Other  Rail  Properties  as  Influenced  by  Size  of  Ingot. 

(Report  19.)     By  M.  H.  WIckhorst,  June,  1911.     (Pro.,  Vol.  13,  1912, 
p.  655.) 

An  investigation  was  made  to  throw  light  on  the  relation  of  the 
size  of  ingots  of  Bessemer  steel  to  the  segregation  of  the  metalloids, 
locations  of  pipes  and  blowholes  and  the  properties  of  the  rails.  A 
series  of  five  ingots,  all  of  one  heat,  varying  in  size  from  12x12  in. 
to  25x30  in.,  was  used  for  splitting  open  and  chemical  survey.  A  similar 
series  of  ingots  was  rolled  into  rails.  The  carbon,  phosphorus  and  sul- 
phur segregated  toward  the  interior  and  upper  part  of  the  ingot,  and 
in  a  general  way  the  segregation  increased  as  the  size  of  the  ingot  in- 
creased. The  manganese  also  segregated  some,  but  to  a  much  smaller 
extent,  while  the  silicon  showed  little  or  no  tendency  to  segregate.  There 
was  a  negative  segregation,  or  lowering  below  the  average  composition 
of  the  steel,  in  the  top  part  of  the  ingot  which  extended  downward  along 
the  sides  of  the  ingot.  The  negative  segregation  increased  in  general 
as  the  size  of  the  ingot  increased,  and  also  extended  down  farther  along 
the  sides  of  the  ingot.  There  was  also  a  region  of  negative  segregation 
in  the  interior  and  lower  part  of  the  ingot.  The  work  also  showed  that 
the  material  was  distributed  in  the  rail  bar  about  the  same  as  to  rela- 
tive position  as  it  was  in  the  ingot.  An  interesting  point  brought  out 
was  the  softness  of  the  outer  part  of  the  section  (including  the  top  of 
the  head  or  tread)  of  the  A  rail,  particularly  at  its  upper  end,  or  end 
nearest  to  the  top  of  the  ingot.  In  the  drop  test,  the  minimum  ductility 
of  the  rail-bar  was  reached  at  about  20  per  cent,  of  the  weight  of  the 
ingot  from  the  top  end  of  the  ingot. 

Digest  and  Analysis  of  Tests  of  Rail  Steel  Ingots  and  Derivative 
Shapes  Made  at  Watertown  Arsenal. 

''(Report  20.)     By   M.    H.    WIckhorst,   September,   1911.     (Pro.,  Vol. 
13,  1912,  p.  753.) 

This  report  covered  a  digest  and  analysis  of  the  Government  inves- 
tigation at  the  Watertown  Arsenal,  as  described  in  the  "Report  of  Tests 
of  Metals"  for  the  year  1909.  The  work  indicated  that  the  interior 
cavities  of  an  ingot  cooled  directly  after  pouring  were  about  the  same,  or 
slightly  less,  than  in  a  similar  ingot  placed  in  the  soaking  pit  and  then 
cooled.  This  same  result  was  also  indicated  as  true  of  blooms  made 
from  such  ingots.  Almost  the  full  tensile  strength  and  ductility  of  the 
metal  of  the  lower  part  of  the  ingot  were  obtained  by  rolling  to  about 
one-tenth  of  the  original  cross-section,  but  with  the  metal  of  the  upper 
part  of  the  ingot  it  was  necessary  to  reduce  the  cross-section  to  one- 
twenty-fifth  or  less  of  the  original  amount.  A  great  many  etchings  were 
made,  and  it  was  shown  that  the  structure  of  the  cross-section  as  de- 
veloped by  etching  varies  from  the  top  to  the  bottom  of  the  ingot,  and 
that  each  structure  finds  its  counterpart  in  succeeding  shapes  and  at 
about  the  same  proportionate  distance  from  the  top  end.     It  was  also 
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shown  that  the  structure  was  considerably  aUcied  by  clianging  the  posi- 
tion in  which  the  ingot  was  allowed  to  cool — as,  for  instance,  allowing 
it  to  cool  on  its  side  after  stripping. 

Influence  of  Rolling  Temperature  on  the  Properties  of  Bessemer  Rails. 

(Report    21.)      By    M.    H.    Wickhorst,    November,    1911.      (Pro.,    Vol. 
13,   1912,   p.  797.) 

A  series  of  five  ingots  from  one  heat  were  rolled  into  rail  all  in 
a  similar  manner,  except  as  to  the  temperature  at  which  they  were 
rolled.  The  ductility  and  dellection  in  the  drop  test  were  about  the 
same  for  the  .several  rolling  temperatures.  The  yield  point  and  tensile 
strength  in  the  tension  tests  were  about  the  same  for  the  several  tem- 
peratures. The  elongation  in  the  tension  test  decreased  some  as  the 
temperature  increased.  The  influence  of  temperature  showed  most  promi- 
nently in  the  tensicm  test,  in  the  reduction  of  area,  which  decreased  as 
the  temperature  of  rolling  increased.  The  size  of  the  grain,  as  shown 
by  the  microscope,  increased  as  the  temperature  increased.  In  this 
report  it  was  also  pointed  out  that  the  ductility  in  the  drop  test  with 
the  head  of  the  rail  in  tension  more  nearly  indicates  the  condition  of 
the  interior  metal  than  does  the  ductility  in  the  drop  test  with  the 
base  in  tension,  which  latter  method  was  at  that  time  usual  in  inspection 
work. 

Hearing  Before  Railroad  Commission  of  Indiana  on  Feb.  20,  1912. 
(Report  Not  Numbered.)     (Pro.,  Vol.  13,  1912,  p.  843.) 

Papers  were  presented  as  follows : 

"The  History,  Development  and  Use  of  Rails  by  Railroad  Companies 
of  the  United  States  From  1830  to  Date,"  by  P.  H.  Dudley. 

"Steel  Rails;  Investigations  by  the  American  Society  of  Civil  En- 
gineers," by  Thos.  H.  Johnson. 

"The  Question  of  the  Improvement  of  Rail  Design  and  Specifica- 
tions From  1893  to  the  Present  Time,"  by  W.  C.  Cushing. 

Abrasion  Tests  of  Rails  on  Revolving  Machine- 

(Report  22.)      By    M.    H.   Wickhorst,    March,    1912.      (Pro.,    Vol.    14, 
1913,  p.  213.) 

Tests  were  made  of  rails  from  several  mills  on  a  revolving  abrasion 
tester  with  a  circular  track  20  ft.  in  diameter.  The  tests  were  few  and 
not  entirely  satisfactory,  but  they  indicated  Open-Hearth  steel  of  .74 
per  cent,  carbon  wears  away  considerably  slower  under  the  conditions 
of  the  test  than  does  Bessemer  steel  of  .51  per  cent,  carbon. 

Ductility  and  Elongation  Tests. 

(Report  23.)      By   P.    H.    Dudley,    April,    1912.      (Pro.,   Vol.    14,   1913, 
P.  193.) 

Dr.  Dudley  presented  figures  and  diagrams  of  results  of  tests  of 
rails  bought  under  the  specifications  of  the  New  York  Central  Lines,  and 
discussed  the  usefulness  of  the  results  toward  enabling  the  maker  to 
better  meet  the  specifications. 

Influence  of  Titanium  on  Bessemer  Ingots  and  Rails- 

(Report  24.)     By  M.  H.  Wickhorst,  April,  1912.     (Pro.,  Vol.  14,  1913, 
p.  219.) 

An  investigation  was  made  concerning  the  influence  of  titanium  on 
Bessemer  ingots  and  rails.  A  series  of  heats  was  made  with  treatments 
varying  from  nothing  to  .6  per  cent,  of  metallic  titanium  added  in  the 
form  of  a  cold  15  per  cent,  alloy.  From  each  heat  one  ingot  was  split 
open  and  surveyed  chemically,  and  another  was  rolled  into  rail  for  test. 
Titanium  in  amounts  of  .1  per  cent,  or  more  of  metallic  titanium  pre- 
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vented  the  lione^combcd  condition  of  tlie  upper  part  of  tlie  ingot  found 
in  the  plain  Bessemer  steel,  hut  it  was  also  attended  with  a  larger  and 
deeper  pipe.  The  heavy  segregation  of  carbon,  phosphorus  and  sulphur 
found  in  the  interior  and  upper  part  of  ingots  of  plain  Bessemer  steel 
was  largely  restrained,  but  the  mild  negative  segregation  found  in  the 
interior  and  lower  part  of  the  ingot  was  not  materially  altered.  The 
brittle  zone  found  in  rail  of  plain  Bessemer  steel  from  the  upper  part 
of  the  ingot,  as  determined  by  drop  and  tensile  tests,  was  avoided,  but 
the  properties  of  the  rail  from  the  lower  two-thirds  of  the  ingot  were 
not  changed.  Large  internal  flaws  were  found  considerably  lower  down 
from  the  top  of  the  ingot  in  the  rails  made  from  titanium-treated  steel 
than  in  rail  made  from  plain  steel.  Treatment  with  .05  per  cent,  metal- 
lic titanium  produced  the  above  results  only  in  part,  but  treatments  with 
above  .1  per  cent,  had  little  additional  influence. 

Pipeless  Ingots. 

(Report  25.)    By   M.    H.  Wickhorst,   May,   1912.      (Pro.,  Vol.   14,   1913, 
p.   289.) 

An  investigation  was  made  of  two  special  ingots,  the  main  feature 
of  which  was  that  they  were  cast  with  a  sand  core  on  top  of  the  iron 
mold.  The  ingots  were  cupped  down  at  the  top,  but  contained  no  in- 
terior pipe,  and  the  segregation  was  confined  close  to  the  top. 

Transverse  Ductility  of  Base  of  Rails. 

(Report  26.)     By  M.   H.  Wickhorst,  June,  1912.     (Pro.,  Vol.  14,  1913, 
p.  303.) 

During  the  severe  winter  of  igii-12  the  Northern  roads  had  a 
great  many  rail  failures,  classed  as  "broken"  rails  and  broken  bases, 
which  investigation  indicated  as  originating  in  seams  in  the  base,  with 
perhaps  a  low  transverse  ductility  of  the  metal  in  the  base.  A  method 
was  devised  for  testing  the  transverse  properties  of  the  base  of  a  rail, 
which  is  described  in  the  report.  The  method  of  making  the  tests  was 
to  support  a  piece  of  rail  about  2  ft.  long  on  two  supports,  placed  oppo- 
site each  other  near  the  edges  of  the  flanges  under  the  middle  of  the 
length  of  the  rail.  The  supports  were  six  inches  long  and  placed  one- 
half  inch  in  from  the  sides  of  the  flanges.  The  load  was  applied  in 
the  test  machine  to  the  top  of  the  rail  at  the  middle.  The  method  may 
be  considered  a  means  of  determining  the  strength  of  the  flange  and  of 
determining  the  transverse  properties  of  the  base  of  the  rail,  as  regards 
the  transverse  ducility  of  the  metal  in  the  base  and  the  presence  of 
structural  flaws,  such  as  seams. 

Influence  of  Seams  or  Laminations  in  Base  of  Rail  on  Rail  Failures. 

(Report  27.)     By  H.   B.  MacFarland,  July,  1912.   (Pro.,  Vol.  14,  1913, 
p.  315.) 

It  was  shown  that  rails  that  failed,  as  square  and  angular  breaks, 
had  laminations  or  seams  in  the  base,  indicating  that  the  seam  was  the 
starting  point  of  the  break.  In  laboratory  tests  the  seams  had  a  weaken- 
ing effect  on  the  strength  of  the  base. 

Rail  Failure  Statistics  for  Year  Ending  Oct.  31,  1911. 

(Report  28.)    By  R.  Trimble,  July,  1912.    (Pro.,  Vol.  14,  1913,  p.  335.) 

The  statistics  indicated  more  failures  in  rails  from  the  top  of  the 
ingot  than  in  the  rails  from  lower  down  the  ingot.  In  many  cases  the 
performance  of  the  heavier  sections  was  not  as  good  as  the  perform- 
ance of  the  lighter  sections.  The  Open-Hearth  rail,  as  a  whole,  showed 
a  lower  rate  of  failure  than  the  Bessemer. 


420  RAIL. 

Effect  of  Piping,  Cavities  and  Porous  Spots  in  Ingots  on  the  Finished 

RaUs. 

(Report  29.)     By  J.  R.  Onderdonk,  August,  1912.   (Pro.,  Vol.  14,  1913, 
P.   401.) 

Illustrations  and  analyses  of  split  ingots  were  presented,  showing  the 
interior  cavities  and  the  segregation.  An  interesting  graphical  record 
was  presented,  showing  the  large  number  of  rail  failures  with  a  small 
top  discard  from  the  ingot,  and  the  smaller  number  of  failures  with  a 
large  top  discard. 

Specifications  for  Carbon  Steel  Rails. 

(Report  30.)      (Pro.,   Vol.  14,   1913,   p.   181.) 
The  specifications  for  steel  rails  recommended  by  the  Rail  Commit- 
tee for  the  year  1913  were  issued  as  a  separate  report. 

Investigation  of  Silvery  Oval  Spots,  Sometimes  Called  "Transverse  or 
Internal  Fissures,"  in  Rail  Heads. 

(Report  31.)     By  W.  C.  Gushing,  October,  1912.   (Pro.,  Vol.  14,  1913, 
p.  413.) 

Mr.  Gushing  presented  the  results  of  examination  of  some  "trans- 
verse fissure"  rails,  by  Mr.  C.  D.  Young,  Engineer  of  Tests,  and  Mr. 
F.  N.  Pease,  Chemist  of  the  Pennsylvania  Railroad.  The  work  covered 
special  laboratory  tests  and  illustrations  of  the  failures.  Slag  was  found 
in  the  fractures,  and  the  suggestion  is  made  that  this  may  have  started 
an  internal  fracture,  which  developed  in  service  until  a  broken  rail 
resulted. 

Method  of  Producing  Sound  Ingots — On  a  Nevir  Method  of  Revealing 
Segregation  in  Steel  Ingots- 

(Report  32.)      By  Sir   Robert   Hadfield,   with   Introduction   by  W.   C 
Gushing,  October,  1912.     (Pro.,  Vol.  14,  1913,  p.  449.) 

These  were  reprints  from  the  Journal  of  the  Iron  and  Steel  Insti- 
tute, London,  by  permission  of  the  author.  The  Hadfield  method  of 
casting  ingots  is  described,  consisting  of  a  sand  core  at  the  top  of  the 
mold  and  the  burning  of  charcoal  on  the  top  of  the  metal  after  pour- 
ing, by  means  of  a  blast  of  air,  and  interposing  a  layer  of  slag  between 
the  charcoal  and  the  steel  to  prevent  absorption  of  carbon  by  the  steel. 
The  top  metal  is  kept  liquid  while  the  lower  metal  is  setting,  and  thus 
feeds  the  metal  to  the  interior,  preventing  a  pipe.  The  ingot  cups  down 
at  the  top  and  the  segregation  also  is  confined  to  the  top.  The  pipe 
and  segregation  are  thus  kept  from  the  interior.  A  bibliography  is  pre- 
sented concerning  ingot-making,  piping  and  segregation.  The  method 
of  revealing  segregation  consists  of  adding  metallic  copper  to  the  ingot 
while  the  interior  is  still  liquid. 

Influence  of  Silicon  on  Open-Hearth  Ingots  and  Rails. 

(Report  33.)      By   IV1.    H.   WIckhorst,   October,   1912.      (Pro.,   Vol.   14, 
1913,  p.  507.) 

A  heat  was  used  of  about  .15  per  cent,  silicon  and  a  series  of  higher 
silicons  was  obtained  in  this  steel  up  to  above  .5  per  .cent  by  means  of 
mold  additions  of  finely  crushed  ferro-silicon.  One  set  of  ingots  was 
split  open  and  surveyed  chemically,  and  another  set  was  rolled  into 
rails  for  test.  With  about  one-fourth  per  cent,  silicon  or  more,  the  ingots 
were  free  from  most  of  the  honeycomb  present  in  the  upper  third  of 
the  ingot,  with  the  least  amount  of  silicon,  but  they  also  had  larger 
pipes.  The  higher  silicons  also  had  less  concentrated  segregation  of 
carbon,  phosphorus  and  sulphur.  Silicon  had  but  little  influence  on  the 
results  in  the  drop  test.  When  tested  in  the  test  machine  as  a  beam,  the 
stiffness  and  breaking  load  of  the  rails  increased  somewhat  with  in- 
crease of  silicon,  while   their  ductility  was   not  greatly  influenced.     In 
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longitudinal  tensile  tests  the  yield  point  and  tensile  strength  increased 
somewhat  with  increase  of  silicon,  while  the  ductility  remained  about 
the  same.  In  transverse  tests  of  the  base,  the  load  required  to  break 
the  flange  increased  somewhat  as  the  silicon  increased,  while  the  trans- 
verse ductility  remained  about  the  same. 

StremmatographTests  of  Track  Under  Service  Conditions. 

(Report   Not  Numbered.)      By   P.    H.    Dudley.      (Pro.,   Vol.    14,   1913, 
p.  563.) 

Dr.  Dudley  presented  the  results  of  measurements  of  the  stresses  in 
rails  under  locomotives.  He  also  presented  a  bibliography  on  stresses  to 
which  rails  are  subjected  in  service. 

The  Testing  of  Rails. 

(Report  Not  Numbered.)    By  R.  Scheibe.    (Pro.,  Vol.  14,  1913,  p.  573.) 

This  was  a  reprint  from  the  Bulletin  of  the  International  Railway 
Congress  Association,  Vol.  XXVI,  No.  4,  April,  1912.  The  paper  dis- 
cusses more  especially  the  relation  between  various  rail  properties  and 
the  resistance  to  wear. 

Influence  on  Rails  of  Amount  of  Draft  in  Blooming. 

(Report  34.)      By   M.    H.  WIckhorst,  January,   1913.      (Pro.,  Vol.   15, 
1914,  p.  211.) 

An  investigation  was  made  concerning  the  influence  on  the  finished 
rail  of  the  amount  of  draft  in  rolling  the  ingot  into  a  bloom,  and  par- 
ticularly with  reference  to  the  transverse  ductility  of  the  base  and  the 
presence  of  seams.  A  series  of  five  ingots  of  one  heat  was  rolled  into 
rails  in  a  similar  manner,  except  that  the  draft  used  in  making  the 
bloom  from  the  ingot  was  varied  from  about  3  in.  per  pass  in  the  initial 
passes  down  to  about  .4  in.  per  pass  in  the  early  passes  as  the  smallest 
rate  of  reduction  used.  The  rails  made  with  initial  drafts  in  blooming,  of 
3  in.  and  1.5  in.,  contained  a  larger  number  and  deeper  seams  in  the 
base  than  those  made  with  .8  in.  or  less  of  initial  draft.  This  resulted 
in  poorer  results  in  the  drop  tests  and  transverse  tests  of  the  base  in 
rails  made  with  the  heavier  drafts.  These  results  should  be  considered 
only  as  indicative,  and  final  conclusions  should  be  withheld  until  suffi- 
cient work  has  been  done  along  this  line  to  warrant  them. 

Comparison  of  Basic  and  Acid  Open-Hearth  Rails,  and  Influence  of 

Reheating  Cold  Blooms. 

•(Report   35.)      By    M.    H.    Wickhorst,    March,    1913.      (Pro.,    Vol.    15, 
1914,  p.  241.) 

A  test  was  made  of  rails  of  acid  Open-Hearth  steel  compared  with 
rails  made  of  basic  Open-Hearth  steel.  Also  tests  were  made  concerning 
the  influence  on  rails  of  reheating  blooms  that  had  been  allowed  to  be- 
come cold.  This  investigation  was  not  extensive  enough  to  detect  small 
differences,  but  in  a  general  way  it  may  be  said  that  rails  from  basic 
Open-Hearth  steel  and  from  acid  Open-Hearth  steel  gave  about  the 
same  results  in  the  drop  test  and  in  transverse  tests  of  the  base.  Also 
rails  from  reheated  cold  blooms  gave  about  the  same  results  as  rails 
from  wash-heated  hot  blooms. 

Influence  of  Seams  or  Laminations  in  Base  of  Rail  or  Ductility  of 

Metal. 

(Report   36.)      By    H.    B.    MacFarland,    April,    1913.      Pro.,   Vol.    15^ 
1914,  p.  267.) 

This  was  a  second  paper  by  Mr.  MacFarland  on  the  subject  of 
seams  in  the  base  of  the  rail,  the  first  having  been  Report  27.  It  gave 
the  results  of  investigations  concerning  the  influence  of  seams  or  lamina- 
tions in  the  base  of  rails  on  the  ductility  of  the  metal,  and  their  rela- 
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tioii  to  rail  failures.  The  paper  .showed  the  decrease  in  transverse 
strengtli  and  ductility  caused  l)y  seams  in  the  base,  and  indicated  that 
seams  are  the  origin  of  rail  faihires,  such  as  broken  rails  and  broken 
liases. 

Scams  in  Rails  as  Developed  from  Cracks  in  the  Ingot. 

(Report  37.)      By   M.    H.   Wickhorst,  June,    1913.      (Pro.,   Vol.   15,   1914, 
p.   315.) 

An  investigation  was  made  concerning  the  development  of  seams  in 
billets  and  raiis  from  cracks  in  the  surface  of  the  ingot.  This  work 
showed  that  cracks  on  the  right  and  left  sides  of  the  ingot,  as  it  first 
entered  the  blooming  rolls,  resulted  in  seams  in  the  rails,  while  cracks 
on  the  top  and  bottom  sides  of  the  ingot  did  not  result  in  seams.  It 
indicated  that  the  seams  may  thus  be  made  to  appear  on  the  sides  of 
the  rail  or  on  the  tread  and  the  bottom  of  the  base.  The  cracks  in  the 
ingot  were,  in  a  general  way,  transverse  or  obliquely  transverse  of  the 
ingot.  When  first  bloomed,  the  cracks  on  the  jight  and  left  sides  of  the 
ingot  opened  up  or  "yawned"  open,  forming  'double  Vs,  one  inside  the 
other.  Further  blooming  elongated  and  closed  in  the  cracks,  forming  them 
into  elongated  Y-shaped  flaws,  or  clusters  of  them.  Still  further  rolling 
finally  resulted  in  long,  narrow,  Y-shaped  seams  in  the  rail,  or  clusters 
of  them,  generally  several  feet  long. 

Rail  Failure  Statistics  for  the  Year  Ending  Oct.  31,  1912. 

(Report  38.)     By  R.  Trimble.   (Pro.,  Vol.  15,  1914,  p.  161.) 

There  were  large  differences  in  the  performance  of  rails  from  the 
different  mills.  Bessemer  rails  showed  more  failures  than  Open-Hearth 
rails.  In  the  records  for  four  years,  head  failures  predominated,  except 
in_  1912,  which  year  showed  a  slightly  higher  percentage  of  "broken" 
rails.  This  exception  w-as  attributed  to  the  exceptionally  severe  winter 
weather  of  that  year. 

Influence  of  Aluminum  and  Silicon  on  Bessemer  Ingots  and  Rails. 

(Report  39.)      By   M.    H.   Wickhorst,   October,   1913.      (Pro.,   Vol.   15, 
1914,  p.  337.) 

An  investigation  was  made  concerning  the  influence  of  aluminum 
on  Bessemer  ingots  and  rails  when  added  to  the  molds  while  pouring 
the  steel.  Results  were  given  of  a  few  tests  concerning  the  influence 
of  silicon  on  Bessemer  rails  when  added  as  ferro-silicon  to  the  molds. 
Some  of  the  ingots  made  were  split  open  and  chemically  surveyed,  and 
the  others  were  rolled  into  rails  for  test.  According  to  this  w^ork,  ingots 
treated  with  aluminum  as  mold  additions  were  of  more  even  composition 
throughout  the  ingot  than  plain  Bessemei'  steel  There  was  less  posi- 
tive segregation  in  the  interior  and  upper  part  of  the  ingot,  but  the  nega- 
tive segregation  or  soft  center  in  the  interior  and  lower  part  of  the 
ingot  was  about  the  same.  There  was  a  softening  or  negative  segrega- 
tion in  the  upper  part  of  the  wall  of  the  plain  ingot,  while  in  the 
aluminum-treated  ingots  the  walls  were  of  fairly  even  composition 
throughout  the  height  of  the  ingot.  Aluminum-treated  ingots  had  larger 
and  deeper  pipes  than  plain  steel,  but  had  denser  steel  around  the  pipes. 
Rails  of  plain  steel  had  a  brittle  zone  in  the  upper  part  of  the  bar,  as 
disclosed  by  the  drop  test.  In  rails  of  aluminum-treated  steel,  this  zone 
was  largely  eliminated.  Rails  of  plain  steel  contained  their  interior 
laminations  close  to  the  top  efid  of  the  bar,  w^hile  in  aluminum-treated 
rails  the  interior  laminations  were  found  a  considerable  distance  from 
the  top  end,  varying  from  about  30  to  45  per  cent,  of  the  weight  of 
the  ingot. 
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Influence  of  Carbon  on  the  Properties  of  Ralls. 

(Report  40.)      By    M.    H.    Wickhorst,    March,    1914.        (Bulletin    170, 
October,   1914,  p.  161.     To  appear  also  In  Pro.  for  1915.) 

An  investigation  was  made  concerning  the  influence  of  carbon  on 
the  properties  of  rails,  such  as  ckictiHty,  stiffness,  tensile  strength  and, 
more  especially,  the  resistance  of  the  rail  head  to  flow  of  the  metal  un- 
der rolling  wheel  loads.  A  series  of  Open-Hearth  rails  was  made  with 
carbon,  varying  from  .32  per  cent,  to  .97  per  cent,  and  they  were  tested 
by  means  of  drop  tests,  tension  tests,  slow-bending  tests,  transverse 
tests  of  the  base,  rolling  tests  under  a  loaded  wheel,  and  microscopic 
tests.  Formulas  were  presented,  showing  the  elongation,  yield  point  and 
tensile  strength  as  related  to  carbon.  The  strength  and  resistance  of  the 
steel  in  the  several  tests,  including  the  rolling  tests,  increased  with  in- 
crease of  carbon  up  to  about  .80  or  .85  per  cent.,  and  then  remained 
about  the  same.  The  ductility  decreased  continuously  with  increase  of 
carbon. 

Formula  for  Deflection  of  Rails  in  Drop  Test. 

(Report  41.)    By   M.    H.  Wickhorst,   April,   1914.    (Bulletin   170,  Octo- 
ber, 1914,  p.    189,     To  appear  also  In   Pro.  for  1915.) 

Using  the  results  of  previous  experimental  work  as  a  basis,  formu- 
las were  worked  out  for  calculating  the  deflection  of  a  rail  in  the  drop 
test  for  given  conditions  of  carbon,  height  of  drop  and  rail  section. 
For  Open-Hearth  steel,  the  deflection  of  the  upper  side  of  the  rail,  as 

h 

tested,    would   be   calculated   thus:      d  =  (5.20  —  .0361C) \- ■'i2,    where 

I 
d  =:  the  deflection  in  inches,  C  =  the  amount  of  carbon  in  .01   per  cent., 
h  =  the  height  of   drop   in   feet,   and   I=:the  moment   of   inertia   of   the 
rail  section. 

Study  of  a  Rail  with  Internal  Fissures. 

(Report  42.)     By  l\^.   H.  Wickhorst,  July,  1914.     (Bulletin  170,  Octo- 
ber, 1914,  p.  195.     To  appear  also  In   Pro.  for  1915.) 

The  special  feature  of  this  work  was  the  use  of  an  improved 
method  of  polishing  rail  sections,  consisting  of  polishing  with  emery, 
etching  or  pickling  with  copper-ammonium  chloride  solution  until  the 
precipitated  copper  could  be  wiped  off  easily,  and  finally  poHshing  with 
a  mild-acting  material,  like  tripoli,  to  a  point  where  any  small  cracks 
showed  plainly.  The  rail  examined  had  failed,  due  to  a  transverse 
fissure,  after  several  years'  service,  and  the  examination  disclosed  nu- 
merous small  fissures  in  the  head  of  tlie  rail.  These  were  mostly 
longitudinal,  but  some  were  transverse.  This  work  did  not,  however, 
show  whether  such  fissures  were  in  the  rail  as  made  or  w^hether  they 
developed  after  the  rail  was  put  into  service. 

Rail  Failure  Statistics  for  1913- 

(Report    43.)     By    M.     H,    Wickhorst,    August,    1914.     (Bulletin    170, 
October,  1914,  p.  207.     To  appear  also  in  Pro.  for  1915.) 

This  year  the  basis  of  comparison  was  the  total  failures  that  oc- 
curred in  a  lot  of  rails  from  the  time  laid  to  October  31,  1913,  instead 
of  the  failures  that  occurred  in  the  year  covered  by  the  statistics,  which 
was  the  previous  method.  Reports  of  rail  failures  were  furnished  by 
various  railroads  of  the  United  States  and  Canada  in  response  to  a 
circular  sent  out  by  the  American  Railway  Association.  The  informa- 
tion furnished  by  each  railroad  showed  the  number  of  tons  laid  of 
each  year's  rolling  from  each  mill,  and  also  showed  the  number  of  fail- 
ures that  occurred  in  each  year's  rolling  from  the  date  laid  until  Octo- 
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ber  ^]i,  1913.  Very  briefly  it  may  be  stated  that  there  were  large  dif- 
ferences in  the  failure  performance  of  the  rails  from  diflerent  mills, 
and  a  table  was  presented  showing  the  ranking  of  the  mills  as  regards 
the  failure  performance  of  their  rails.  The  differences  were  not  great 
between  different  types  of  sections  or  between  diflferent  weights  of  rail 
taken  as  a  general  average,  although  there  were  large  individual  diflFer- 
cnces.  The  "A"  or  top  rail  of  the  ingot  showed  a  greater  tendency 
toward  head  failure  than  the  other  rails  of  the  ingot,  but  about  the  same 
failure  tendency  as  regards  base  breaks  and  broken  rails. 

Comparative  Service  Tests  of  100-lb.  Sections,  P.S.  and  A.R.A.-A.,  on 
the  Pennsylvania  Lines  West  of  Pittsburgh. 

(Report  44.)      By    W.    C.    Cushlng,    September,    1914.    (Bulletin    170, 
October,   1914,  p.  319.     To   appear  also   In   Pro.  for  1915.) 

Mr.  Gushing  gave  the  results  of  some  comparative  tests  in  track 
of  two  different  sections  of  lOO-lb.  rail.  The  P.S.  section  showed  less 
abrasion  than  the  A.R.A.  type  A,  but  the  results  were  too  few  to  warrant 
a  final  conclusion. 

Influence  of  Finishing  Temperature  on  Open-Hearth  Rails. 

(Report  45.)      By   M.   H.  Wickhorst,   December,    1914.      (Bulletin    175. 
To  appear  also  In   Pro.  for  1915.) 

An  investigation  was  made  concerning  the  influence  of  finishing 
temperature  on  Open-Hearth  rails,  in  which  the  finishing  temperature 
of  the  rails  was  varied  by  holding  the  rail  bar  varying  lengths  of  time 
between  rolls  before  finishing.  The  results  in  the  drop  tests,  slow- 
bending  tests  and  transverse  tests  of  the  base  were  about  the  same  for 
the  different  finishing  temperatures  between  the  limits  used.  In  the 
tensile  tests,  the  results  were  also  about  the  same,  except  that  the  lo\yer 
finishing  temperatures  showed  a  little  greater  elongation  and  reduction 
of  area.  The  lower  finishing  temperatures  also  showed  a  somewhat  finer 
grain  structure. 

Internal  Fissures  in  New  Rails. 

(Report  46.)    By  M.  H.  Wickhorst,  January,  1915.    (Bulletin  175.    To 
appear  also  in  Pro.  for  1915.) 

This  report  gave  the  results  of  examination  of  cross-sections  of 
new  rails  by  the  improved  method  of  polishing.  The  sections  were  from 
the  rails  which  had  been  finished  at  different  temperatures,  as  described 
in  Report  45.  The  work  disclosed  some  small  cracks  in  the  interior 
of  the  heads  of  some  of  the  A  or  top  rails  of  the  ingots,  which  had 
an  appearance  similar  to  the  ones  described  in  Report  42,  and  suggested 
that  new  rails  may  contain  small  internal  fissures  or  cracks  under  some 
conditions  of  rolling,  but  it  will  take  a  very  large  amount  of  further 
experimental  work  before  definite  conclusions  are  warranted. 

RAIL    FAILURES. 

As  a  result  of  the  work  of  the  last  few  years,  our  knowledge  of 
the  causes  of  rail  failures  has  become  much  more  definite  and  reliable. 
Matters  that  were  considered  of  great  importance  a  few  years  ago  are 
now  seen  to  be  minor  considerations,  and  important  factors  in  causing 
rail  failures  were  only  vaguely,  or  not  at  all,  recognized  generally.  The 
work  of  the  Rail  Committee  has  thus  been  an  important  factor  (among 
several)  in  clearing  away  considerable  misunderstanding  and  in  pre- 
senting a  mass  of  reliable  information  that  has  served  and  will  continue 
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to   serve   as    a   basis    for   permanent    improvement.      Most    of    the    rail 
failures  may  be  divided  into  four  classes,  as  follows: 

1.  Crushed  and  split  heads. 

2.  Broken  rails  (square  and  angular  breaks). 

3.  Broken  bases  (crescent  breaks). 

4.  Transverse  fissure   (oval  spots  in  rail  head). 

Crushed  and  split  heads  are  to  be  attributed  to  the  interior  condi- 
tion of  the  ingot  from  which  the  rail  was  rolled,  known  as  segrega- 
tion, and  its  attendant  conditions  of  sponginess.  Segregation  is  an  ex- 
cessive concentration  of  carbon,  phosphorus  and  sulphur  in  the  interior 
and  upper  part  of  the  ingot,  and  is  to  be  avoided  by  obtaining  well- 
deoxidized,  quiet-setting  steel,  and  by  not  using  ingots  with  "horny" 
tops.  Split  heads  were  frequently  attributed  to  "pipes,"  but  these  occur 
mostly  in  the  web,  and  it  is  probable  that  true  pipes — that  is,  what  were 
large  shrinkage  cavities  in  the  ingot — cause  in  themselves  only  a  small 
part  of  the  rail  failures.  Again,  high  finishing  temperature  was  blamed 
for  head  failures,  as  well  as  broken  rails  in  general,  and  while  our  in- 
vestigations have  shown  that  finishing  temperature  has  some  influence 
on  the  properties  of  the  metal,  it  is  probable  that  high  finishing  tem- 
perature can  be  blamed  for  but  few  rail  failures.  It  has  also  been 
argued  that  the  head  should  be  made  deeper,  but  this  also  seems  of 
doubtful  value.  Under  rolling  wheels,  the  top  of  the  head  spreads 
sideways,  and  if  the  interior  metal  is  unable  to  likewise  extend  trans- 
versely on  account  of  excessive  segregation,  laminations  or  other  con- 
dition, it  develops  a  crack  which  grows  and  finally  results  in  a  split 
head.  Most  of  the  side  spread  occurs  in  the  upper  half  inch  of  the 
head,  and  it  would  seem  that  an  increased  thickness  of  head  would 
add  but  little  to  the  resistance  of  the  rail  against  this  type  of  failure. 
The  remedy  is  to  avoid  excessive  segregation,  which  can  be  done  by 
using  well-deoxidized  steel,  treated  with  suitable  amounts  of  silicon, 
titanium  or  aluminum. 

Our  investigations  have  shown  that  these  deoxidizers  keep  the  segre- 
gation down  to  a  low  amount,  but  when  the  steel  is  cast  into  ordinary 
iron  molds  the  ingots  then  contain  large  and  deep  pipes,  which  also 
can  be  found  in  the  rails  lower  down  from  the  top  end  of  the  bar,  than 
in  steel  not  so  well  deoxidized.  It  would  seem,  then,  that  a  large  dis- 
card will  have  to  be  made,  or  some  "sink-head"  or  "liquid-top"  process 
of  making  the  ingot  will  have  to  be  used.  The  latter  has  lately  been 
used  to  a  small  extent  for  rails,  and  probably  the  future  will  see  a  de- 
velopment of  the  process  commercially  available  for  rails,  so  full  ad- 
vantage may  be  taken  of  low-segregating  steel. 

Broken  rails  and  broken  bases,  our  work  indicates,  have  their 
origin  in  longitudinal  seams  in  the  bottom  of  the  base.  Where  a  seam 
occurs  away  from  the  center  of  the  base,  only  a  piece  of  flange  may 
break  out  and  a  crescent  break  results,  but  if  the  seam  is  near  the 
center,  under  the  web,  the  flange  starts  to  break  and  the  fracture  fol- 
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lows  through  the  whole  section,  and  a  "broken"  rail  results.  This  ex- 
planation of  the  cause  of  such  failures  was  practically  unrecognized  in 
a  general  way  among  railroad  men,  but  recently  the  steel  mills  have  been 
giving  considerable  attention  lo  the  matter  of  keeping  rails  free  from 
dangerous  seams  in  the  base.  Within  the  last  year  the  Lackawanna 
Steel  Company  has  developed  its  descaming  process,  which  consists  of 
hot-milling  the  rail-bar  before  it  is  fully  shaped,  and  removing  the 
seamy  surface.  The  National  Tube  Company  also  has  recently  developed 
a  process  for  rolling  ingots  in  V  rolls  for  the  purpose  of  supporting 
the  four  sides  of  the  ingot  in  the  early  passes  of  rolling  in  order  to  avoid 
tearing  open  the  sides.  In  addition  to  the  matter  of  seams,  the  question  of 
transverse  ductility  also  enters,  and  we  devised  a  method  of  making 
a  transverse  test  of  the  base,  including  its  strength  and  transverse  duc- 
tility. Our  investigations  indicate  that  the  larger  seams  start  from 
ci'osswise  cracks  in  the  surface  of  the  ingot,  which  are  farther  opened 
up  as  zigzag  gaps  in  the  early  blooming  passes.  The  succeeding  passes 
close  in  the  sides  of  the  gaps  and  form  them  into  seams.  The  early 
blooming  passes  need  considerable  study,  with  special  reference  to  the 
question  of  avoiding  seams  and  improving  the  transverse  ductility  of 
the  metal.  The  thickening  of  the  base  and  also  the  increase  of  the 
fillet  between  web  and  base,  strengthen  the  rail  against  failure  as  broken 
rail  or  broken  base,  but  this  can  be  only  a  partial  solution,  as  any  crack 
would  be  apt  to  grow  till  failure  results.  Considerable  investigation  is 
now  needed  of  the  process  of  rolling  the  bloom,  and  perhaps,  also,  of 
casting  the  ingot,  to  avoid  surface  cracks  and  other  surface  imperfec- 
tions. 

The  cause  of  transverse  and  other  internal  fissures  in  the  head  of 
the  rail  has  proved  a  very  puzzling  and  baffling  question,  but  within 
the  last  year  we  have  developed  information  that  promises,  when  fully 
worked  out,  to  be  useful  in  avoiding  such  failures.  Rails  that  have 
failed,  due  to  transverse  fissures,  have  been  found  to  contain  numerous 
small  cracks  or  fissures  in  the  interior  of  the  head  of  the  rail,  which 
w^ere  mostly  longitudinal,  but  partly  transverse.  Very  recent  work  in- 
dicates that  new  rails  may  have  such  small  cracks  in  the  interior  of 
the  head.  The  explanation  for  the  failures  that  seems  to  be  emerging  is 
about  this :  All  transverse  fissures  show  a  nucleus,  which  was  prob- 
ably a  small  crack  in  the  original  rail,  and,  being  perpendicular  to  the 
longitudinal  stresses  in  the  rail  head,  the  crack  kept  growing  until 
failure  occurred.  What  conditions  of  rolling  produce  these  internal 
cracks,  and  what  procedure  is  necessary  to  avoid  them,  are  questions 
that  can  be  answered  only  after  considerable  further  experimental  work 
and  the  chase  is  apt  to  be  a  long  and  merry  one. 
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RAIL    SPECIFICATIONS. 

The  subject  of  rail  specifications  of  recent  years  was  discussed  by 
Mr.  Cushing  in  his  paper  of  February,  1912,  presented  before  the  Rail- 
road Commission  of  Indiana,  entitled  "The  Question  of  the  Improvement 
of  Rail  Design  and  Specifications  from  1893  to  the  Present  Time,"  and 
the  present  discussion  will  deal  briefly  only  with  the  matter  of  rail 
specifications  as  covered  by  the  Rail  Committee's  work  of  the  past  five 
years. 

In  April,  1908,  the  American  Railway  Association  adopted  as  rec- 
ommended practice  specifications  for  steel  rails,  which  were  transmitted 
to  the  American  Railway  Engineering  Association  for  further  study  and 
investigation. 

The  chemical  requirements  have  remained  about  the  same  in  recent 
years.  The  1908  A.  R.  A.  specifications  suggested  the  desirability  of  in- 
creasing the  carbon  when  lower  phosphorus  could  be  secured,  but  did 
not  specify  the  amount  of  increase.  The  1910  A.  R.  E.  A.  specifications 
inserted  a  sliding  scale,  showing  the  amount  of  increase  of  carbon  for 
decrease  of  phosphorus  under  certain  conditions.  The  1914  A.  R.  E.  A. 
specifications  omitted  the  sliding  scale,  allowing  no  increase  of  carbon 
for  low  phosphorus.  The  type  of  rail  failure  known  as  "transverse 
fissure"  seemed  to  occur  mostly  in  rails  containing  over  .80  per  cent, 
carbon,  and  it  was  thought  well  for  the  present  to  keep  the  maximum 
carbon  limit  below  this  amount  in  weights  of  rails  covered  by  the 
specifications,  namely,  100  lbs.  per  yard  and  under.  The  maximum  car- 
bon in  Open-Hearth  rails  was  placed  at  .75  per  cent,  in  the  specifications, 
which  had  been  a  usual  limit. 

The  1908  A.  R.  A.  specifications  had  a  shrinkage  allowance  of  6^ 
in.  for  a  33-ft.  rail  of  100  lbs.  section.  The  A.  R.  E.  A.  specifications 
increased  this  allowance  to  6^  in.  in  1910  for  thin-base  sections,  leav- 
ing 6H  in.  for  thick-base  sections.  The  1912  A.  R.  E.  A.  specifications 
made  the  allowance  6^  in.  for  all  lOO-lb.  sections,  and  it  so  remains. 

The  '  most  important  development  in  rail  specifications  during  the 
past  few  years  has  probably  been  in  the  requirements  of  the  drop  test. 
The  height  of  drop  has  remained  much  the  same,  but  a  ductility  re- 
quirement has  been  introduced  by  which  a  measurement  is  made  of  the 
stretch  of  the  part  in  tension.  It  was  general  to  test  the  rail  with  the 
base  in  tension,  but  the  more  usual  practice  now  is  to  test  the  rail  with 
the  head  in  tension,  as  this  more  effectively  determines  the  interior  con- 
dition of  the  metal,  particularly  as  regards  segregation.  It  had  been 
usual  to  test  a  piece  of  rail  representing  the  top  part  of  the  ingot,  and 
this  is  still  the  practice.  In  the  1908  specifications,  breakage  of  this 
piece  rejected  the  whole  heat,  but  a  change  was  introduced,  which  is 
also  the  present  practice,  by  which  only  the  "A"  or  top  rails  are  re- 
jected, and  test  is  made  of  one  or  more  "B"  rails  to  represent  the  lower 
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rails.  If  this  fails,  the  "B"  rails  arc  rejected  and  a  test  is  made  of  one 
or  more  "C"  rails.  If  this  breaks,  all  the  rails  of  the  heat  are  rejected. 
The  question  of  testing  each  ingot  has  been  under  discussion  at  dif- 
ferent times,  but  has  not  been  embodied  into  specifications  generally. 

FUTURE    DEVELOPMENT. 

Very  briefly,  the  rail  problem  may  be  stated  to  consist  of  making  all 
rails  of  a  lot  uniformly  satisfactory.  For  the  present,  at  least,  the 
problem  is  not  so  much  to  improve  the  average  quality,  but  to  effectively 
eliminate  the  defective  rails.  As  outlined  in  the  discussion  on  rail 
failures,  most  of  the  defective  rails,  from  the  standpoint  of  rail  failures, 
may  be  divided  into  three  classes: 

1.  Those  with  excessive  segregation  of  carbon  and  phosphorus. 

2.  Those  with  seams  in  the  base. 

3.  Those  with  internal  fissures. 

Excessive  segregation  is  to  be  avoided  by  using  steel,  well  deoxidized 
with  suitable  amounts  of  silicon,  titanium  or  aluminum.  Such  steel, 
however,  pipes  deeply,  and  the  full  advantage  of  such  steel  requires  the 
commercial  development  for  rails  of  some  "liquid-top"  or  "sink-head" 
process  of  casting  the  ingot.  The  avoidance  of  seams  requires  a  close 
study  of  ingot  casting  to  avoid  surface  cracks  and  a  close  study  of  the 
details  of  rolling  the  bloom,  or  of  removing  seams  before  the  final 
finishing  pass.  The  manufacturers  have  already  done  much  in  the  last 
few  years  to  eliminate  these  two  types  of  defect,  and  the  future  prom- 
ises much  further  improvement  if  well  followed  up.  The  third  type 
of  failure,  internal  fissures,  is  still  a  big  conundrum,  but  the  outlines  of 
the  problem  are  slowly  becoming  more  distinct,  and  much  may  con- 
fidently be  hoped  for  under  suitable  investigation. 

In  the  development  and  improvement  of  the  last  few  years,  the  work 
of  the  Rail  Committee  has  played  an  important  part.  The  manufac- 
turers have  given  freely  of  their  facilities  and  co-operation,  and  the 
writer  in  particular  wishes  to  acknowledge  the  unformly  kind  treatment 
accorded  him.  Our  purjwse  has  been  to  present  reliable  fundamental 
information  that  would  serve  as  a  secure  foundation  and  safe  guide 
for  work  of  improvement  and  invention  by  the  mills  and  railroads,  and 
in  this  way  avoid  making  mistakes  on  a  large  and  expensive  scale,  as 
has  sometimes  been  done  in  the  past.  At  the  present  time  about  i}i 
per  cent,  of  the  rails  made  are  removed  from  track  as  failed  rails  (al- 
though probably  only  a  small  part  of  these  cause  disaster  to  trains), 
but  with  the  continued  activity  of  all  agencies  we  may  well  hope  to 
reduce  the  number  of  rail  failures  to  a  small  part  of  what  they  now  are. 
After  this  has  been  done,  attention  should  then  be  given  to  the  matter 
of  increasing  the  resistance  of  the  rail  to  wear. 
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CONCLUSIONS. 

1.  The  work  of  the  Committee  has  been  an  important  factor 
in  putting  our  knowledge  of  the  causes  of  rail  failures  on  a  fairly 
definite  and  reliable  basis,  although  much  still  remains  to  be  done. 
Some  of  the  ideas  which  had  a  strong  hold  a  few  years  ago  have  been 
dispelled  and  replaced  with  more  reliable  information,  as  indicated 
throughout  this  review.  The  Committee  has  aided  in  presenting  in- 
formation that  would  serve  as  a  safe  basis  and  an  incentive  for  im- 
provement by  the  mills  and  railroads. 

2.  The  Committee's  work  showed  that  a  large  number  of  fail- 
ures have  their  origin  in  seams  in  the  base.  A  striking  example  o\ 
improvement  stimulated  by  the  Committee's  investigations  is  the 
deseaming  process  recently  brought  out  by  the  Lackawanna  Steel 
Company,  intended  in  the  first  place  to  remove  seams  from  the  bast 
of  rails.  Also  may  be  mentioned  the  National  Tube  Company's  re- 
cent process  of  rolling  ingots  in  V  rolls  in  the  early  passes,  thus 
supporting  the  four  sides  to  avoid  tearing  open  the  surfaces.  Some 
attention  has  also  been  given  to  enlarging  the  fillet  between  the  web 
and  base  of  the  rail  to  afford  greater  strength  against  breakage  of 
this  type. 

3.  Stimulated  by  the  work  of  this  Committee,  the  manufacturers 
have  been  giving  great  attention  to  the  matter  of  making  ingots 
in  such  a  way  as  to  avoid  piping  and  segregation  which  is  another 
important  source  of  rail  failures.  Several  patents  have  been  taken 
out  and  to  a  small  extent  the  new  methods  have  been  used  in  the 
manufacture  of  rails.  Further  developments  along  this  line  may  con- 
fidently be  expected  and  it  is  important  for  the  railroads  to  have 
effective  means  of  determining  the  merits  of  the  various  processes 
as  they  arise.  In  the  meantime,  as  a  partial  improvement,  care  is 
being  taken  to  avoid  using  ingots  with  "horny"  tops  for  rails,  as  the 
homy  top  is  evidence  of  considerable  interior  segregation. 

4.  An  improvement  has  been  brought  about  in  the  attitude  of  the 
rail  makers  who  are  co-operating  more  heartily  with  the  Rail  Com- 
mittee in  the  effort  to  produce  a  better  rail.  Formerly  there  were 
occasions  when  the  drop-test  specimen  presented  for  test  had  been 
cut  from  the  lower  end  of  the  rail  bar  and  could  be  depended  upon 
to  give  good  results,  even  though  the  upper  rails  of  the  ingot  were 
unfit  for  use.    As  against  this  practice  may  be  cited  some  later  cases 
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where  the  maker  voluntarily  withdrew  whole  rollings  because  of  some 
unsatisfactory  results,  although  not  compelled  to  do  so  by  the  speci- 
fications. 

5.  As  regards  rail  failures  due  to  transverse  fissures,  the  situa- 
tion is  far  from  satisfactory,  especially  from  the  standpoint  of  the 
railroads.  Several  transverse  fissure  rails  that  caused  serious  wrecks 
have  been  examined  by  the  Interstate  Commerce  Commission,  and 
being  unable  to  find  faulty  material  or  other  conditions  sufficient  to 
account  for  the  rail  failures,  the  experts  of  the  Commission  have 
concluded  that  the  rails  were  overloaded.  In  a  report  just  issued, 
the  opinion  of  Mr.  James  E.  Howard,  Engineer-Physicist  of  that 
Commission,  is  voiced  thus:  "The  rail  situation  appears  to  present 
a  case  of  overloading  the  steel,  in  which  the  intensity  of  the  wheel 
pressures  is  a  vital  feature.  Under  such  circumstances  there  is  ob- 
viously but  one  certain  remedy,  that  is,  lowering  the  wheel  pressures, 
thereby  increasing  the  margin  of  strength  in  the  direction  in  which 
it  is  now  deficient  in  so  many  cases."  If  this  were  sustained  the 
results  would  indeed  be  serious  to  the  railroads,  but  our  work  by  an 
improved  method  of  examination  indicates  that  such  failures  originate 
from  internal  flaws  in  the  rail,  produced  in  the  rolling.  A  field  of 
investigation  has  here  been  opened  up  of  the  greatest  importance  to 
the  railroads  and  it  is  felt  that  this  should  be  most  vigorously  fol- 
lowed up  by  the  Engineer  of  Tests  of  the  Rail  Committee. 

6.  The  Annual  Rail  Failure  Reports  have  been  of  great  value  in 
two  ways;  firstly,  because  of  the  information  they  have  contained; 
and  secondly,  because  they  are  an  incentive  to  the  manufacturers  to 
continue  to  strive  for  improvement  of  their  product.  These  reports 
have  been  continually  improved  until  they  have  become  of  great  value 
to  the  railroads.  Their  cumulative  evidence  has  shown  that  rail 
failures  are  dependent  more  upon  manufacture  than  on  rail  design. 
It  is  important  to  issue  the  failure  reports  from  year  to  year  in  order 
to  determine  the  improvement  or  lack  of  improvement  in  the  per- 
formance of  the  rails  from  the  different  mills  from  year  to  year  and 
to  promote  a  healthy  effort  on  the  part  of  all  mills  to  continually 
improve  their  product. 

7.  There  has  been  a  gratifying  co-operation  between  the  railroads 
and  the  steel  mills  and  now  the  situation  is  also  receiving  the  help- 
ful work  of  the  Government  Bureau  of  Standards  and  the  Interstate 
Commerce  Commission.  The  total  value  of  the  steel  rails  manufac- 
tured each  year  amounts  to  about  $100,000,000  and  as  probably  about 
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two-thirds  of  these  rails  go  into  important  service,  where  reliability 
against  breakage  is  of  first  importance,  the  subject  is  of  the  greatest 
importance,  both  as  regards  the  safety  of  the  traveling  public  and  of 
property,  and  as  regards  cost  of  railroad  operation,  and  the  railroads 
should  be  represented  in  this  work  in  a  collective  capacity  in  order 
to  co-ordinate  their  individual  efforts  and  obtain  the  best  results  for 
themselves,  the  steel  mills  and  the  general  public,  as  regards  safety, 
efficiency  and  economy  of  railroad  operation. 

8.  Although  the  action  of  the  American  Railway  Association  was 
to  discontinue  its  appropriation  for  the  work,  the  Board  of  Direction 
of  the  American  Railway  Engineering  Association,  realizing  the  great 
need  of  a  continuation,  passed  a  resolution  to  guarantee  support  for 
the  work  for  one  year  after  April  1,  1915,  provided  it  should  be  unable 
to  prevail  upon  the  American  Railway  Association  to  continue  its 
help  upon  presentation  of  the  importance  of  the  work.  The  annual 
appropriation  of  about  $10,000  has  been  about  0.01  per  cent,  of  the 
value  of  the  rails  manufactured  or  about  3  mills  per  ton. 

Respectfully  submitted, 

COMMITTEE  ON  RAIL. 
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REPORT  OF  COMMITTEE  IX— ON  SIGNS,  FENCES  AND 

CROSSINGS. 


W.  F.  Strouse^  Chairman; 
R.  B.  Abbott. 

H.  E.  BiLLMAN. 

E.  T.  Brown. 
A.  C.  Copland. 
Arthur  Crumpton. 
J.  T.  Frame. 
L.  E.  Haislip. 


G.  E.  Boyd^  Vice-Chair  man; 
Maro  Johnson. 
L.  C.  Lavvton. 
G.  L.  Moore. 

W.    F.    PURDY. 

Thomas  Quigley. 
C.  H.  Split  stone. 


Committee. 


To  the  Members  of  the  American  Raihmy  Engineering  Association: 

The  Board  of  Direction  assigned  the  following  "Outline  of  Work" 
for  the  consideration  of  your  Committee : 

(a)  Make  critical  examination  of  the  subject-matter  in  the  Man- 
ual and  submit  definite  recommendations  for  changes. 

(i)  Report  on  the  economy  of  concrete  and  metal  signs  and 
signals  as  compared  with  wood. 

(2)  Report  on  the  economy  of  concrete  and  metal  as  com- 
pared with  wood  for  fence  posts. 

(3)  Investigate  methods  used  and  comparative  cost  of  re- 
painting crossing  and  other  signs ;  also  present  specifications  for 
whitewashing  cattle-guard  wing  fences. 

A  general  meeting  of  the  Committee  was  held  at  the  office  of  the 
Secretary  of  the  Association  in  Chicago,  May  4,  1914.  Those  in  at- 
tendance at  this  meeting  were :  R.  B.  Abbott,  G.  E.  Boyd,  Maro  John- 
son, L.  C.  Lawton,  Thomas  Quigley  and  W.  F.  Strouse. 

The  "Outline  of  Work"  for  the  year  was  discussed  and  tentative  lists 
of  questions  soliciting  information  on  the  three  subjects  assigned  were  dis- 
tributed among  those  members  present  and  later  sent  to  the  other  mem- 
bers of  the  Committee,  giving  each  an  opportunity  to  discuss,  criticise 
and  suggest  additional  inquiries  for  information  which  might  be  of 
value  to  the  Committee. 

Revised  lists  of  questions  soliciting  information  on  the  three  sub- 
jects assigned  were  mailed  by  the  Secretary  of  the  Association  to  the 
officials  of  railways  of  the  United  States,  Canada  and  Mexico.  In  send- 
ing out  these  inquiries  your  Committee  urged  the  generous  co-operation 
of  the  railroad  officials  and  called  attention  to  the  fact  that  subjects  i 
and  2  dealt  with  the  relative  economies  in  the  use  of  concrete,  metal 
and  wood  in  the  manufacture  of  signs  and  fence  posts. 

It  also  emphasized  two  points  in  regard  to  the  information  desired, 
viz.,  cost  data  and  length  of  life  of  signs  and  fence  posts  made  of  the 
materials  specified  in  the  "Outline."  Your  Committee  recognized  this 
information  to   be   the  basis   upon   which   the  matter   of   economy  would 
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have  to  be  determined,  and  that  without  it  a  complete  comprehensive 
report  could  not  be  made.  Your  Committee  now  wishes  to  express  its 
appreciation  of  the  hearty  response  its  inquiries  have  met  and  fully 
appreciates  the  inability  of  railway  officials  to  give  all  information  asked. 
Following  the  plan  of  last  year,  it  was  felt  the  work  could  be 
handled  most  advantageously  by  assigning  it  to  sub-committees.  The 
revision  of  the  subject-matter  of  the  Manual,  however,  it  was  thought, 
could  be  considered  to  better  advantage  by  tlie  entire  Committee. 

REVISION   OF   MANUAL. 

Revision  of  Manual — W.  F.  Strousc,  Chairman ;  R.  B.  Abbott,  H.  E. 
Billman,  G.  E.  Boyd,  E.  T.  Brown,  A.  C.  Copland,  Arthur  Crumpton. 
J.  T.  Frame,  L.  E.  Haislip,  Maro  Johnson,  L.  C.  Lawton,  G.  L.  Moore, 
W.  F.  Purdy,  Thos.  Quigley  and  C.  H.  Splitstone. 

Subject  (i)  Report  on  the  economy  of  concrete  and  metal  signs 
and  signals  as  compared  with  wood:  R.  B.  Abbott,  Chairman;  A.  C. 
Copland,  G.  L.  Moore,  C.  H.  Splitstone  and  W.  F.  Strouse. 

Subject  (2)  Report  on  the  economy  of  concrete  and  metal  as  com- 
pared with  wood  for  fence  posts :  Maro  Johnson,  Chairman ;  H.  E. 
Billman,  J.  T.  Frame,  L.  C.  Lawton  and  Thomas  Quigley. 

Report  (3)  Investigate  methods  used  and  comparative  cost  of  re- 
painting crossing  and  other  signs ;  also  present  specifications  for  white- 
washing cattle-guard  wing  fences :  W.  F.  Purdy,  Chairman ;  G.  E. 
Boyd,   E.   T.   Brown,  Arthur   Crumpton  and   L.   E.   Haislip, 

REVISION  OF  MANUAL. 

Complying  with  instructions,  your  Committee  has  made  a  careful 
examination  of  the  subject-matter  of  the  Manual,  and  herewith  presents 
the  results  of  its  deliberations.  A  few  new  definitions  have  been  added, 
the  diction  in  a  number  of  the  old  ones  has  been  improved  and  others 
have  been  abbreviated  and  made  more  concise.  It  is  of  the  opinion, 
however,  that  the  definitions  of  terms  marked  with  a  (*)  could  be 
omitted  without  detriment  to  the  Manual. 

An  additional  class  of  fence  has  been  added  under  "Specifications 
for  Standard  Right-of-Way  Fences"  to  cover  fences  constructed  of 
galvanized  ribbon,  smooth  round  or  barbed  wire,  all  widely  used  but 
not  heretofore  provided  for  in  the  Manual.  A  slight  change  has  been 
made  in  the  spacing  of  the  longitudinal  wires  of  the  different  classes 
of  fence,  to  conform  to  the  standard  spacing  used  by  several  of  the 
largest  American  manufacturers.  The  length  of  end,  corner,  anchor 
and  gate  posts  has  been  reduced  from  9  to  8  feet  and  intermediate  or 
line  posts  from  8  to  7  feet,  as  these  lengths  agree  with  the  standards  of 
a  large  percentage  of  railways  reporting  on  fence  posts  this  year.  As 
concrete  posts  have  heretofore  been  recommended  as  a  suitable  substi- 
tute for  wood,  this  class  of  posts  has  been  added  under  "material." 

The  paragraphs  bearing  on  elastic  limit  and  tensile  strength  of  wires 
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of  various  gages  in  which  no  vakies  have  heretofore  been  given,  have 
been  eliminated  because  the  strength  of  new  wire  is  more  than  ample 
and  any  standard  which  might  be  adopted  would  only  hold  good  until 
oxidation  began. 

Paragraphs  i  and  2,  relating  to  galvanizing  fence  wire,  have  been 
revised  to  apply  only  to  electrically  welded  fencing,  as  your  Committee 
is  unable  to  learn  of  any  advantage  in  galvanizing  other  forms  of  fenc- 
ing after  it  is  fabricated.  The  joints  in  the  hinge  type  of  woven  fencing 
would  be  disturbed  during  erection,  which  would  defeat  the  object  of  re- 
galvanizing,  to  say  nothing  of  the  waste  of  spelter  which  would  fill  the 
crevices  in  the  locks  or  joints. 

A  number  of  minor  changes  have  been  made  in  the  text  bearing  on 
"Snow  Fences,  Snow  Sheds  and  Recommended  Methods  of  Snow  Re- 
moval." 

The  use  of  the  term  "stock-guard"  instead  of  "cattle-guard"  is  con- 
sidered desirable  in  view  of  the  fact  that  the  laws  in  over  half  the  states 
require  a  guard  to  be  of  such  type  as  will  turn  not  only  horses,  cattle 
and  mules,  but  sheep  and  swine  as  well.  The  definition  of  "Section" 
has  been  eliminated,  as  some  forms  of  stock^guards  are  not  made  up  in 
sections. 

Your  Committee  favors  the  retention  of  tables  and  cuts  now  appear- 
ing in  the  Manual  on  pages  204  to  209  and  213  and  214  and  on  page  63 
of  the  Supplement  to  the  Manual  published  in   1913. 

FENCES. 

Definitions. 

Fence. — A  barrier  that  serves  to  guard  against  unrestricted  ingress  or 
egress,  generally  a  line  of  posts  with  rails  or  wire,  or 
rails  and  boards  or  pickets. 

Post. — A  piece  of  wood,  metal  or  other  material,  set  upright  and  used 
to  support  the  longitudinal  members  of  a  fence. 

End  Post. — A  post  at  the  end  of  a  line  or  section  of  a  fence. 

Corner  Post. — A  post  located  at  the  intersection  of  two  lines  or  sections 
of  fence. 

Anchor  Post. — A  post  located  between  end  or  corner  posts  and  used 
as  an  anchor   for  stretching  wire. 

Intermediate  or  Line  Post. — A  post  placed  between  end  or  corner  posts. 

Rail. — Any  longitudinal  member  of  a  fence  other  than  wire. 

Cleat. — A  piece  of  wood,  metal  or  other  material,  fastened  transversely 
to  the  side  of  a  post  below  the  ground  line  to  give  it 
greater   stability. 

Brace. — A  piece  of  wood,  metal  or  other  material,  in  compression, 
placed  diagonally  between  adjacent  posts. 

Tie. — A  piece  of  wood,  metal  or  other  material,  in  tension,  between  ad- 
jacent posts. 

Panel. — A  section  of  fence  between  two  adjacent  posts. 
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Brace  Panel. —  A  panel  in  which  a  brace  or  tic,  or  1)(»tli,  arc  introduced. 

*Top  Wire. — The  highest  lont;itU(hnal  wire  of  a  fence. 

*Intek MEDIATE   WiKE. — A   longitiKhnal   wire  located  between   the   top  and 

bottom  wires. 
♦Bottom  Wire. — The  lowest  longitudinal  wire  of  a  fence. 
Stay. — A    piece   of   wood,   metal   or   other   material,   used   to   stiffen   the 

fence    and    to    maintain    the    spacing    of    the    longitudinal 
wires. 
♦Staple. — A  metal  device  in  the  shape  of  the  letter  "U"  with  sharpened 

ends    for    fastening   the   longitudinal   wires    of   the    fence 

to  the  posts. 
Gate. — A   movable  barrier  consisting  of  a   structure  of   wood,   metal  or 

other   material,    for   closing   a   passageway   or    an   open- 
ing in  a  fence. 
Gate  Frame. — The  sustaining  parts  of  a  gate,  fitted  and  framed  together, 

to  which  the  other  members  are  attached. 
Gate  Brace. — A  piece  of  wood,  metal  or  other  material,  in  compression, 

placed    diagonally   and    used    to    stiffen    the    frame    of   a 

gate. 
Gate  Tie. — A  piece  of  wood,  metal  or  other  material  in  tension,  placed 

diagonally  and  used  to  stiffen  the  frame  of  a  gate. 
Gate  Post. — A  post  on  which  a  gate  is  carried  or  to  which  it  is  latched. 
*Gate  Hinge. — A  device  for  attaching  a  gate  to  a  post  and  upon  which 

the  gate  swings. 
♦Gate  Latch. — A  device  for  fastening  the  free  end  of  a  gate  to  a  post. 

specifications   for   standard   right-of-way   fences. 

Classes. 

1.  Standard  right-of-way  fences  shall  be  divided  into  four  classes, 
the  height  to  conform  to  statutory  requirements,  generally  about  4  ft. 
6  in.  above  the  ground. 

First  Class. 

2.  A  first-class  fence  shall  consist  of  nine  longitudinal  smooth  gal- 
vanized steel  wires ;  the  top  and  bottom  wires  shall  be  No.  7  gage ;  the 
intermediate  and  stay  wires  shall  be  No.  9  gage. 

The    spacing   of    the    longitudinal    wires   commencing    at    the   bottom 
shall  be  4,  4^,  5,  5^,  6,  7,  8  and  9  inches.     The  bottom  wire  shall  be 
five  inches  above  the  ground  and  the  stay  wires  shall  be  spaced  twelve_ 
inches  apart. 

When  used  as  a  hog-tight  fence,  the  bottom  wire  shall  be  not  over 
3  in.  above  the  ground,  with  a  strand  of  barbed  wire  ij^  in.  below  same. 

Second   Class. 

3.  A  second-class  fence  shall  consist  of  seven  longitudinal- smooth 
galvanized  steel  wires ;  the  longitudinal  and  stay  wires  shall  be  No.  9 
gage. 
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The   spacing   of    the   tongitiidinal   wires,  commencing   at   tlic   hottoni, 

shall  be  6]/i,   7,  71/2   8,  8^   and   9  in.     The  bottom   wire   shall  be   seven 

inches  above  the  ground  and  stay  wires  shall  be  spaced  18  inches 
apart. 

Third  Class. 

4.  A  third-class  fence  shall  consist  of  five  longitudinal  smooth 
galvanized  steel  wires ;  the  longitudinal  and  stay  wires  shall  be  No.  9 
gage. 

The  spacing  of  the  longitudinal  wires,  commencing  at  the  bottom, 
shall  be  7l4,  8,  S]/i  and  9  in.  The  bottom  wire  shall  be  9  in.  above  the 
ground  and  the  stay  wires  shall  be  spaced  24  inches  apart. 

Fourth  Class. 

5.  A  fourth-class  fence  shall  consist  of  five  strands  of  galvanized 
steel  ribbon,  smooth  round  or  barbed  wire  fencing. 

The  spacing  of  the  wires,  commencing  at  the  bottom,  shall  be  10,  10, 
12  and  12  in.    The  bottom  wire  shall  be  10  inches  above  the  ground. 

The  longitudinal  wires  of  all  woven  wire  fencing  under  classes  i,  2 
and  3  shall  be  provided  with  tension  curves  to  take  up  expansion  and 
contraction. 

MATERIAL. 

Wood  Posts. 

6.  Posts  shall  be  made  of  cedar,  locust,  chestnut,  Bois  d'Arc,  white 
oak,  mulberry,  catalpa  or  other  durable  wood  native  to  the  locality  or  of 
treated  timber.  They  shall  be  straight  and  free  from  splits,  rot  or  other 
defects. 

If  sawed  or  split  posts  are  used,  their  dimensions  shall  be  at  least 
equal  to  those  hereinafter  specified  for  round  posts. 

End  Posts,  etc. 

7.  End,  corner,  anchor  and  gate  posts  shall  be  at  least  8  ft.  long 
and  8  in.  in  diameter  at  the  small  end,  set  3  ft.  4  in.  in  the  ground. 

Intermediate  Posts. 

8.  Intermediate  or  line  posts  shall  be  at  least  7  ft.  long  and  4  in. 
in  diameter  at  the  small  end,  set  2  ft.  4  in.  in  the  ground. 

Braces. 

I  9.  Braces  for  end,  corner,  anchor  and  gate  posts  shall  be  made  of 
intermediate  or  line  posts  or  4  in,  by  4  in.  sawed  lumber  of  a  quality  equal 
in  durability  to  that  of  the  posts,  and  free  from  large  knots,  splits,  rot 
'and  other  defects. 

Concrete  Posts. 

;  10.  Concrete  posts  shall  consist  of  one  part  Portland  cement  to 
four  parts  run  of  pit  gravel;  or  one  part  Portland  cement,  two  parts 
plean,  sharp  sand  and  four  parts  crushed  stone  of  low  absorption  or 
jicreened  gravel.  Gravel  or  broken  stone  should  be  of  such  size  as  will 
'>ass  through  a  H-in.  screen  but  be  retained  on  a  J4-in.  screen. 
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End   Posts,  etc. 

11.  Kui\,  corner,  aiulior  and  gate  iio.sts  sliall  i)c  at  least  H  ft.  long, 
()  ill.  s(iiiare  at  the  top  and  S  in.  .square  at  the  l)a.se,  set  3  ft.  4  in.  in  the 
ground.     The  reinforcement  .sliall  consist  of  4)^  in.  square  twisted   rods. 

Intermediate    Posts. 

12.  Intermediate  or  line  posts  shall  be  at  least  7  ft.  long,  4  in.  at 
the  top  and  5V2  in.  at  the  base,  set  2  ft.  4  in.  in  the  ground.  The  re- 
inforcement shall  consist  of  3  or  4%  i"-  square  twisted  rods,  depending 
on  design  of  posts. 

Braces. 

13.  Braces  for  end,  corner,  anchor  and  gate  posts  shall  be  made 
of  concrete,  4  in.  by  4  in.  in  section,  reinforced  with  4%  in-  square  twisted 
rods. 

Wire.  "~''>£1 

14.  Woven  wire  fences  shall  be  constructed  of  basic  open-hearth 
galvanized  steel  wire.  It  must  stand,  without  sign  of  fracture,  winding 
tight  around  wire  of  the  same  size. 

Locks. 

15.  The  locks  or  fastenings  at  the  intersection  of  the  longitudinal 
and  stay  wires  shall  be  of  such  design  as  will  prevent  them  from  slipping 
either  longitudinally  or  vertically. 

Staples. 

16.  The  staples  used  for  fastening  the  longitudinal  wires  to  the 
posts  shall  be  made  of  No.  9  galvanized  steel  wire.  They  shall  be  i  in. 
long  for  hardwood  and  i^  in.  long  for  softwood. 

Galvanizing. 

17.  The  galvanizing  shall  consist  of  an  even  coating  of  zinc,  which 
shall  withstand  one-minute  immersion  tests  in  a  solution  of  commercial 
sulphate  of  copper  crystals  and  water,  the  specific  gravity  of  which  shall 
be  1.18s  and  whose  temperature  shall  be  from  60  to  70  degrees  Fahren- 
heit. Immediately  after  each  immersion  the  sample  shall  be  washed  in 
water  and  wiped  dry.  If  the  zinc  is  removed,  or  a  copper  colored  de- 
posit formed  at  the  end  of  the  fourth  immersion,  the  lot  of  material 
from  which  the  sample  is  taken  shall  be  rejected. 

Manufacture. 

18.  The  fence  shall  be  so  fabricated  as  not  to  remove  the  galvan- 
izing or  impair  the  tensile  strength  of  the  wire. 

ERECTION. 

End,  Corner,  Anchor  and  Gate  Posts. 

19.  End,  corner,  anchor  and  gate  posts  shall  be  set  vertical,  at  least 
3  ft.  4  in.  in  the  ground,  thoroughly  tamped,  braced  and  anchored. 

Intermediate  or  Line  Posts. 

20.  Intermediate  or  line  posts  shall  be  set  at  least  2  ft.  4  in.  in  the 
ground,  and   16H   ft^  apart. 
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Post  Holes. 

21.  Holes  of  full  depth  shall  be  provided  for  all  end,  corner,  anchor 
and  gate  posts,  even  if  blasting  must  be  resorted  to.  For  intermediate 
or  line  posts,  where  rock  is  encountered,  not  more  than  two  adjaccn? 
wood  posts  shall  be  set  on  sills  6  in.  by  6  in.  by  4  ft.  long,  braced  on 
both  sides  by  2  in.  by  6  in.  braces,  3  ft.  long.  Holes  shall  be  provided 
for  all  other  posts.  Posts  shall  be  set  with  large  end  down  and  in  per- 
fect line  on  the  side  on  which  the  wire  is  to  be  strung.  After  the  fence 
is  erected,  the  tops  of  the  wood  posts  shall  be  sawed  off  with  a  one- 
fourth  pitch,  the  high  side  being  next  the  wire  and  2  in.  above  it. 

Anchoring. 

22.  Wood  end,  corner,  anchor  and  gate  posts  shall'  be  anchored 
by  gaining  and  spiking  two  cleats  to  the  side  of  the  posts,  at  right 
angles  to  the  line  of  the  fence,  one  at  the  bottom,  the  other  just  below 
the  surface  of  the  ground.  The  cleat  near  the  ground  surface  shall  be 
put  on  the  side  next  the  fence  and  the  bottom  cleat  shall  be  put  on  the 
opposite  side.  Intermediate  wood  posts  set  in  depressions  of  the  ground 
shall  be  anchored  by  gaining  two  cleats  into  the  side  near  the  bottom 
of  the  post,  same  to  be  properly  spiked. 

Cleats,  Sills,  etc. 

23.  All  cleats  shall  be  2  in.  by  6  in.  by  2  ft.  long.  All  sills,  braces 
and  cleats  shall  be  made  of  sawed  lumber  of  a  quality  equal  in  durability 
to  that  of  the  posts. 

Bracing. 

24.  Wood  end,  corner,  anchor  and  gate  posts  shall  be  braced  by 
using  an  intermediate  or  line  post  or  a  piece  of  4  in.  by  4  in.  sawed  lum- 
ber of  a  quality  equal  in  durability  to  that  of  the  posts,  gained  into 
the  end,  corner,  anchor  or  gate  post,  about  12  in.  from  the  top  and 
into  the  next  intermediate  or  line  post  about  12  in.  from  the  ground, 
and  be  securely  spiked.  A  cable  made  of  a  double  strand  of  No.  9 
galvanized  soft  wire  looped  around  the  end,  corner,  anchor  or  gate 
post  near  the  ground  line,  and  around  the  next  intermediate  or  line 
post  about  12  in.  from  the  top,  shall  be  put  on  and  twisted  until  the 
top  of  the  next  intermediate  or  line  post  is  drawn  back  about  2  in.  Four 
in.  by  four  in.  reinforced  braces  shall  be  used  with  concrete  posts. 

Stretching. 

25.  Longitudinal  wires  shall  be  stretched  uniformly  tight  and  par- 
allel; stays  shall  be  straight,  vertical  and  uniformly  spaced.  Wires  shall 
be  placed  on  the  side  of  the  post  away  from  the  track. 

Stapling. 

26.  Staples  shall  be  set  diagonally  with  the  grain  of  the  wood  and 
driven  home  tight.     The  top  wires  shall  be  double  stapled. 

Splicing. 

2y.  Approved  bolt  clamp  splice  or  wire  splice  made  as  follows  may 
be  used :     the  ends  of  the  wires  shall  be  carried  3  in.  past  the  splicing 
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tools  and  \vrai)i)C(l  around  both  wires  backward  toward  the  tool  for  at 
least  five  turns,  and  after  the  tool  is  removed,  the  space  occupied  by 
it  shall  be  closed  by  pulling  the  ends  together. 

The  use  of  smooth  wire  in  preference  to  barbed  wire  is  recommended 
for  right-of-way  fences. 

The  use  of  heavy  smooth  wire,  or  a  plank  at  the  top  of  a  barbed 
wire  fence,  is  recommended. 

GALVANIZED    WIRE   FENCING. 

(i)  The  rapid  deterioration  of  modern  woven  galvanized  fence 
wire  is  caused  by  the  coating  of  zinc  being  too  thin  and  of  an  uneven 
thickness.  To  provide  better  protection  for  the  wire  and  a  longer  life 
for  the  fence,  it  is  necessary  to  secure  an  increased  uniform  thickness 
of  zinc  coating  on  the  wire.  To  insure  that  the  galvanizing  is  intact 
after  the  fence  has  been  fabricated,  it  is  recommended  that  a  second 
coating  of  zinc  be  applied  to  electrically  welded  fencing  after  it  is 
manufactured. 

(2)  It  is  further  recommended  that  wire  which  has  received  a  zinc 
coating  which  will  stand  the  test  prescribed  in  the  specifications  be  used 
in  the  manufacture  of  fencing,  and  that  in  the  case  of  electrically  welded 
fencing,  the  galvanizing  be  applied  after  it  has  been  fabricated. 

GATES    FOR   RIGHT-OF-WAY   FENCES. 

A  hinged  metal  gate  is  recommended. 

The  width  of  farm  gates  should  not  be  less  than  12  ft,  depending 
upon  the  size  of  agricultural  machinery  in  use  in  the  vicinity,  or  as  re- 
quired by  the  laws  of  the  states  through  which  the  railroad  operates. 
The  minimum  height  of  farm  gates  should  be  4  ft.  6  in.  from  the  sur- 
face of  the  roadway. 

Farm  gates  should  be  hung  so  as  to  open  away  from  the  track,  and, 
if  hinged,  swing  shut  by  gravity. 

CONCRETE  FENCE   POSTS. 

(i)  Concrete  fence  posts  are  practical,  economical  and  a  suitable 
substitute  for  wood. 

(2)  Reinforcements  should  be  placed  as  near  to  surface  of  post  as 
possible;   ^-in,   from  surface  is  best  location. 

(3)  Posts  should  taper  from  base  to  top. 

(4)  Posts  should  not  be  less  than  5^  in.  at  base  and  4  in.  at  top. 

(5)  Concrete  should  consist  of  one  part  cement  to  four  parts  run 
of  pit  gravel;  or  one  part  cement,  two  parts  sand  and  four  parts  crushed 
stone  of  low  absorption,  or  screened  gravel.  Gravel  or  crushed  stone 
should  not  be  less  than  ^-irt  nqr  more  than  l^-'m.  in  size.  Concrete 
should  be  of  a  quaking  consistency. 

(6)  Molds  should  have  a  jogger  or  vibratory  motion,  while  con- 
crete is  being  placed  to  compact  it  and  smooth  up  surface  of  post. 
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(7)  Posts  should  not  be  made  out  of  doors  in  freezing  weather. 
They  should  not  be  exposed  to  sun,  and  should  be  sprinkled  with  water 
the  first  eight  or  ten  days  after  being  made  to  aid  curing. 

(8)  Molds  should  be  carefully  oiled  or  soaped  to  prevent  concrete 
sticking  to  them. 

(9)  Posts  should  be  cured  for  not  less  than  90  days,  when  cured 
naturally,  before  being  set  or  shipped. 

(10)  Posts  should  be  carefully  handled  and  packed  in  straw,  saw- 
dust or  other  suitable  material  for  shipment. 

SNOW    FENCES. 

Definitions. 

Snow  Fence — A  structure  erected  for  the  purpose  of  forming  artificial 
eddies  on  the  windward  side  of  a  cut  at  sufficient  dis- 
tance away  to  cause  snow  to  deposit  between  the  snow 
fence  and  the  cut. 

SNOW  fences,  snow  sheds  and  recommended  methods  of  snow  removal. 

Snow  is  carried  by  the  wind  close  to  the  surface  of  the  ground  and 
is  deposited  in  railway  cuts  on  account  of  the  eddies  which  they  cause  in 
the  wind.  The  function  of  the  snow  fence  is  to  form  artificial  eddies  on 
the  windward  side  of  the  cut  at  sufficient  distance  to  cause  the  snow 
to  deposit  between  the  snow   fence  and  the  cut. 

The  location  of  the  drift  or  eddy  depends  upon  the  form  of  the 
fence.  A  tight  fence  of  sufficient  height  causes  the  snow  to  accumulate 
on  the  windward  side  of  the  fence;  an  open  fence  causes  the  snow  to 
accumulate  principally  on  the  leeward  side.  The  distance  between  the 
drift  and  the  fence  depends  upon  the  height  of  the  fence,  the  width  of 
the  openings  between  the  boards,  the  velocity  of  the  wind  and  the  character 
of  the  snow. 

The  character  of  a  snow  fence  and  its  location  for  the  protection  of 
a  given  point  depends  largely  upon  local  conditions,  some  of  which  can 
only  be  determined  by  experiment,  and  for  this  purpose  portable  snow 
fences  are  recommended. 

Where  local  conditions  permit,  a  permanent  snow  fence  located  on 
the  right-of-way  is  most  economical. 

Where  permanent  wood  fences  are  used,  the  boards  should  be  laid 
close,  where  the  right-of-way  is  50  ft.  or  less  from  the  center  of  the 
track;  for  greater  distances,  space  should  be  provided  between  the  boards 
and  at  a  distance  of  100  ft. ;  50  per  cent,  of  the  fence  should  be  open 
space. 

The  height  of  permanent  board  fences  depends  upon  the  probable 
amount  of  snow.  The  maximum  height,  however,  should  not  exceed  ten 
feet. 

In  most  cases,  local  conditions  require  the  use  of  a  portable  snow 
fence.  These  fences  are  usually  erected  in  the  fields  adjoining  the  right- 
of-way.     They  should  be  set  on  the  windward  side  of  the  track  at  right 
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angles  to  the  prevailing  winds;  to  provide  for  variations  in  tlic  direction 
of  the  wind,  it  is  sometimes  necessary  to  set  the  panels  in  crescent  form. 
iMir  ordinary  conditions  one  line  of  fence  is  sufficient.  The  quantity  of 
snow  sometimes,  however,  requires  the  use  of  three  or  four  lines  of 
portable  snow  fences  set  parellel  and  spaced  about  lOO  ft.  apart.  These 
fences  should  be  removed  in  the  spring  so  as  not  to  interfere  with  farm- 
ing operations. 

Hedge  fences  may  be  used  where  the  quantity  of  snow  is  not  too 
great,  and  where  local  conditions,  including  the  economic  feature,  permit. 
Properly  maintained  hedge  fences  are  effective  in  beautifying  the  right- 
of-way. 

Stone  walls  may  be  used  for  snow  fences  where  suitable  stones  for 
dry  masonry  walls  are  available. 

Temporary  snow  fences  may  be  constructed  of  ties,  laid  in  the  form 
of  worm  fences. 

Railway  companies  in  Northern  countries  should  widen  their  cuts  or 
provide  a  slope  of  4  to  i  on  both  sides  of  the  cut  for  all  cuts  less  than 
four  feet  deep. 

In  the  construction  of  new  railways,  or  on  grade  revision,  or  trestle 
filling  on  existing  railways  in  snow  districts,  the  material  should 
be  taken  from  the  sides  of  the  cuts.  A  steam  shovel  cut  on  each  side  is 
most  effective  in  providing  a  place  for  snow  to  accumulate  for  ordinary 
snow  conditions,  for  cuts  up  to  20  ft.  in  depth. 

Salt  should  be  used  on  switches  only  during  that  portion  of  the 
winter  when  the  snow  melts  in  daytime  and  freezes  at  night. 

Where  exhaust  steam  is  available,  it  should  be  carried  about  12  in. 
below  the  surface  of  the  ground  at  points  where  the  accumulation  of  the 
ice  requires  frequent  removal  during  the  winter. 

SNOW   PLOWS. 

Rotary  snow  plows  are  necessary  for  quick  removal  of  snow  where 
the  depth  of  the  drift  exceeds  6  ft.  and  its  length  exceeds  300  ft.  or 
where  the  natural  snow  fall  has  filled  deep  cuts  which  cannot  be  removed 
by  the  push  plow.  Rotary  snow  plows  are  sometimes  used  to  advantage 
in  the  removal  of  snow  slides  in  mountain  districts. 

Push  plows  should  be  used  for  a  level  fall  of  snow  and  minor  drifts, 
whenever  the  depth  is  too  great  to  be  removed  by  snow  flangers.  Snow 
flangers  should  be  used  for  the  removal  of  snow  where  the  depth  is  less 
than  6  in.  over  the  top  of  the  rail. 

SNOW   SHEDS. 

Snow  sheds  are  expensive  to  construct  and  maintain,  and  the  rail- 
way should  be  so  located,  if  possible,  as  to  make  their  construction  un- 
necessary. Their  use  should  be  confined  to  localities  which  require  pro- 
tection from  mountain  snow  slides,  and  they  should  be  constructed  of 
permanent  material. 
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SURFACE  STOCK-GUARDS. 
Definitions. 

Stock-guard — A  barrier  of  wood,  metal  or  other  material  placed  between 
and  along  side  of  track  rails  to  prevent  the  passage  of  live 
stock  on  or  along  the  railroad  track  or  tracks. 

Slat — A  strip  of  wood,  metal  or  other  material  used  in  making  up  a  sur- 
face stock-guard. 

Filler — A  piece  of  wood,  metal  or  other  material  placed  between  the  slats 
to  space  and  stiffen  them. 

Apron — A  flared  panel  of  fence  set  parallel  with  the  track  and  along 
outside  edge  of  a  stock-guard. 

Wing  Fence — A  fence  connecting  the  apron  of  the  stock-guard  with  the 
right-of-way  or  line  fence. 

general  requirements. 

(i)  A  stock-guard  should  be  so  constructed  as  to  avoid  project- 
ing surfaces  liable  to  be  caught  by  loose  or  dragging  portions  of  equip- 
ment. 

(2)  It  should  be  effective  against  all  live-stock,  have  no  parts  which 
would  catch  or  hold  animals  or  unnecessarily  endanger  employes  who 
pass  over  it  in  the  discharge  of  their  duties. 

(3)  It  should  be  reasonable  in  first  cost,  durable,  and  easily  applied 
and  removed,  so  as  to  permit  repairs  to  track  at  minimum  expense. 

(4)  It  should  not  rattle  during  passage  of  trains. 

TRACK  CONSTRUCTION  AND  FLANGEWAYS  AT  PAVED 
STREET  CROSSINGS  AND  IN  PAVED  STREETS. 

(i)  Treated  ties  should  be  used,  laid  on  a  bed  of  crushed  rock, 
gravel  or  other  suitable  material,  not  less  than  8  in.  in  depth,  placed  in 
about  3-in.  layers,  each  to  be  thoroughly  rammed  to  compact  it. 

(2)  Vitrified  tile  drains  not  less  than  6  in.  in  diameter,  with  open 
joints,  leading  to  nearest  point  from  which  efficient  drainage  may  be 
obtained,  or  with  sufficient  outlets  to  reach  sewers  or  drainage  basins, 
should  be  laid  on  either  side  of  and  between  tracks,  parallel  with  ballast 
line  and  outside  of  ties. 

(3)  One  hundred  and  forty-one-lb.,  9-in.  depth  girder  rail,  or  similar 
section,  with  suitable  tie-plates  and  screw-spikes,  should  be  used.  Tracks 
should  be  filled  in  with  crushed  rock,  gravel  or  other  suitable  material, 
allowing  for  2-in.  cushion  of  sand  under  finished  parvement. 

(4)  Ballast  should  be  thoroughly  rammed  as  it  is  installed  to  pre- 
vent settlement  of  paving  foundations.  Two  inches  of  good  sharp  sand 
should  be  placed  on  top  of  ballast. 

(5)  Paving  must  conform  to  municipal  requirements,  granite  or 
trap  rock  blocks  preferred.  Hot  tar  and  gravel  should  be  poured  into 
the  joints  as  a  binder. 
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ECONOMY  OF  CONCRETE  AND  METAL  SIGNS  AS  COMPARED 

WITH  WOOD. 

Sixty-two  replies  were  received  in  response  to  inquiries  relative  to 
concrete,  metal  and  wood  signs,  and  the  information  furnished  has  been 
tabulated  and  is  herewith  presented  in  Tables  A,  B  and  C  as  a  portion 
of  the  report.  It  will  be  noted  that  fifteen  roads  report  having  used  con- 
crete signs,  generally  of  the  simpler  type,  thirty-nine  roads  report  the  use 
of  metal  in  signs,  either  complete  or  in  combination  with  wood  or  con- 
crete, while  all  roads  with  one  or  two  exceptions  use  wood  signs. 

From  Table  A,  giving  information  collected  on  concrete  signs,  it  will 
be  noted  that  the  use  of  this  material  does  not  date  back  more  than  12 
or  15  years,  and  that  in  most  of  the  cases  reported,  it  covers  a  much 
shorter  period.  Comparatively  few  roads,  therefore,  were  willing  to  go 
on  record  as  to  the  probable  life  of  concrete  signs.  With  our  limited 
experience  in  this  direction,  it  could  only  be  a  matter  of  conjecture  to 
specify  any  definite  period.  Another  consideration,  and  one  having  a  very 
important  bearing  on  the  life  of  concrete  structures,  is  the  quality  of  the 
concrete.  To  keep  the  cost  within  reasonable  bounds,  concrete  signs 
should  be  designed  along  mathematical  lines.  This  generally  means  a 
light  structure  with  just  sufficient  reinforcement  to  meet  the  requirements, 
based  on  first-class  material  and  workmanship.  In  practice,  this  condition 
is  not  always  realized  and  defects  frequently  develop  some  time  after 
the  work  has  been  completed  and  put  in  service.  It  is,  therefore,  impos- 
sible to  estimate  the  life  until  after  the  quality  has  been  determined. 

In  Table  B,  giving  information  relative  to  the  use  of  metal  signs,  will 
be  found  data  covering  signs  made  of  cast-iron,  wrought-iron  and 
wrought-steel  as  well  as  combinations  of  the  three  materials.  In  a  num- 
ber of  instances,  cast  or  wrought  plates  are  attached  to  wood  or  con- 
crete posts  or  other  structures.  The  use  of  signs  made  wholly  of  cast- 
iron  is  confined  to  comparatively  few  roads,  while  the  use  of  wrought 
posts  and  cast  plates  is  quite  general.  The  use  of  old  T-rail  for  posts 
was  reported  by  several  roads.  Old  boiler  tubes  are  frequently  used  in 
making  wrought  posts.  It  would  appear  more  economical  to  use  new 
material  unless  the  old  tubes  are  in  good  condition. 

The  life  of  wrought-iron  or  steel  signs  depends  largely  on  the  con- 
dition of  the  tubes  and  plates  when  used  and  the  means  employed  for 
their  protection.  If  the  tubes  are  filled  with  concrete  as  specified  by  some 
roads  and  set  in  a  concrete  base  which  should  extend  several  inches  above 
the  ground,  and  then  properly  protected  by  paint,  they  should  last  for  30  to 
40  years.  Some  roads  have  estimated  their  life  as  thirty  years,  while 
others  have  stated  it  was  indeterminate;  some  have  made  no  estimate. 

Your  Committee  is  of  the  opinion  that  where  either  cast-iron  or 
wrought-iron  or  steel  signs  are  properly  protected  by  paint  and  con- 
crete, they  can  be  relied  upon  to  last  as  long  as  concrete  and  from  two 
to  three  times  as  long  as  wood. 
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As  wood  signs  are  so  generally  used,  principally  on  account  of  their 
low  cost,  the  information  given  in  Table  C  will  be  found  more  complete 
than  in  either  Tables  A  or  B.  As  the  posts  of  signs  generally  fail  first, 
and  as  some  kinds  of  wood  are  more  durable  than  others,  it  is  very 
essential  that  good  posts  be  provided.  In  some  cases,  preservatives  have 
been  used  with  good  results.  This  is  particularly  true  where  creosoted 
timber  is  used  for  the  base,  the  superstructure  of  untreated  timber  being 
bolted  to  the  same.  The  average  life  of  wood  signs  as  reported  would 
appear  to  be  about  ten  years,  although  many  place  it  as  low  as  eight 
years. 

While  some  of  the  information  received  in  regard  to  the  use  of 
concrete,  metal  and  wood,  in  the  manufacture  of  signs  is  not  sufficiently 
complete  to  have  any  direct  bearing  on  the  relative  economies  in  the  use 
of  the  several  materials,  it  is  considered  by  your  Committee  of  sufficient 
value  as  information  on  the  general  subject  under  consideration,  to  pre- 
sent it  as  such. 

Owing  to  the  great  difference  in  design  of  many  of  the  standard 
signs  in  use  by  the  railroads  of  the  country,  considerable  variation  in  cost 
of  signs  made  of  each  of  the  three  materials  will  be  noted  in  the  tables. 

In  Table  C  will  be  found  a  column  in  which  all  contributors  were 
asked  to  express  their  opinions  as  to  the  relative  economies  in  the  use 
of  different  materials.  Ten  roads  express  a  preference  for  concrete,  six 
favor  metal  and  eleven  wood.  Twelve  roads  show  variable  preferences 
which  are  governed  by  circumstances  and  twenty  roads  make  no  reply. 
The  failure  to  get  a  more  general  response  to  this  query  can  be  accounted 
for  by  the  fact  that  a  large  number  of  roads  have  had  no  experience 
with  concrete  and  only  a  limited  experience  with  metal  signs. 

ECONOMY  OF  CONCRETE  AND  METAL  AS  COMPARED  WITH 
WOOD    FOR    FENCE    POSTS. 

In  response  to  inquiries  relative  to   fence  posts,   seventy-two   replies 
were  received.     The  information  has  been  tabulated  and  is  herewith  pre- 
sented in  Tables  D,  E  and  F  as  a  part  of  the  report.     Seventeen  roads 
report  the  use  of  concrete  posts,  three  are  using  a   few  experimentally, 
and  the  balance  in  lots  running  as  high  as  15,000  to  20,000.    Sixteen  roads 
i    are  using  metal  posts,  thirteen  having  purchased  them  from  manufactur- 
!    ers,  and  three  having  made  them  with  their  own  forces.     All  roads,  with 
I    two  or  three  exceptions,  are  using  wood  posts. 

I  The  information  received  on  concrete  posts  will  be  found  in  Table  D, 

'  from  which  it  will  be  noted  they  have  been  in  service  covering  periods 
ranging  from  six  months  to  nine  years ;  a  number  of  roads  having  used 
them  five  or  six  years.  It  will,  therefore,  be  seen  that  their  use  has  not 
as  yet  passed  the  experimental  stage  so  far  as  life  is  concerned.  The 
i  general  results  so  far,  however,  have  been  sufficiently  satisfactory  to  cause 
a  number  of  railroad  companies  and  private  concerns  to  construct  plants 
for  their  manufacture  on  a  large  scale. 
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("A")    TAMIILATION  OF  INFORMATION  IN  REGARD  TO  CONCRETE  SIGNS. 

SUBJECT  No.  1  — PART  1. 


RAILROAD 

ve  you  any  con-| 
rete  signs  in  usej 
n  your  road?         | 

ive  list  of  same, 
n-ith  plans  and 
speciOcations 

O-O 

13  a 

3   " 

0)  S 

ere   any   ot    them  I 
purchased       from 
manufacturers? 

ere   any   of   tbemi 
made     by     youri 
companv?                ' 

w  long  have  thej- , 
een  in  use?            ' 

^'1 

ja  o 

a 
o 

a 

■^  'ii 

C3   C3 

08    W   O 

O 

d  «j 

OJD 

M  9) 

JS  f 

w 

w 

^ 

^ 

W 

^ 

\s- 

Akron,    Canton    & 

No 

Young.stown 

Atchison,     Topekn 

No 

&  Santa  Fe 

Atlantic  Coast  Line 

No 

Baltimore  &  Ohio 

Yes 

State  Line  signs 
Concrete  l:3:4&r  Stone 

Yes 

No 

All 

2  yrs. 

Indefi- 
nite 

Bangor  &  Aroostook 

No 

Canadian    Northern 

No 

' 

Quebec 

Central  of  Georgia 

Yes 

Mile  Post  S'xS'xS' 

1  Part  Cement,  2  Parts 

sharp  river  sand,  wet 

mixture 

No 

No 

All 

3  mo. 
to6yr. 

Un- 
known 

4-i' Round  rod 

Chicago,  Burlington 

No 

&  Quincy 

Chicago  &  Alton 

No 

Introducing  signs  with 
wooden  heads  on  old 
flue  pieces  set  in  con- 
crete 

* 

Chicago,    Peoria    & 

No 

St.  Louis 

Chicago  &  Eastern 

Yes 

Mile      Post      8"x8''x8'; 

No 

No 

All 

10  to  15 

30  to  40 

Scrap  pipe 

Illinois 

Whistle  Post  6"x6"x8'; 
Clearance     Post 
6"x6"x2'6";  Prop.  Post 
9".\5''x6'0'' 

yrs. 

yrs. 

f  to  2"  cor 
barr  tol' 

Chicago,  Indianapo- 

Yes 

Samples  for  trial  only 

lis  &  liouisville 

Cleveland,     Cincin- 

Yes 

Rail  Post;  Prop.  Post; 

Yes 

No 

All 

12  yrs. 

25  yrs. 

Y    Round  or 

nati,    Chicago    & 

Mile  Post;  1   part   ce- 

square 

St.  Louis 

ment,  2§  parts  sand  4? 
parts  stone 

Cincinnati  Northern 

Yes 

Post  for  Highway  Cross- 
ing (Metal  Arms);  Rail 
Rest;  Section;  Curve; 
elev;  Whist;  Land  Line 

Yes 

No 

All 

14  yrs. 

Con- 
sidered 
perma- 
nent 

Scrap    from 
shops 

Colorado  Midland 

No 

Delaware  &  Lacka- 

No 

wanna  &  Western 

Denver     &   Rio 

Yes 

A    number    of    sample 

No 

No 

All 

lyr. 

Un- 

Common Rods 

Grande 

signs  made  for  experi- 
mental purposes 

known 

Duluth,  Missabe  & 

No 

Northern 

Duluth,  South  Shore 

No 

&  Atlantic 

El    Paso    &    South- 

No 

western 
Erie 

No 

Florida  East  Coast 

Yes 

Mile  Posts  12"xl2"'x7'0" 
Property  Post  6  "xG  'xi  '0 " 

Yes 

No 

All 

6  yrs. 

Grand  Rapids  &  In- 

No 

diana 

Grand  Trunk  Pacific 

No 

Great  Northern 

No 

Gulf,    Colorado    & 

No 

Santa  Fe 

^ 

Gulf  &  Ship  Island 

No 

Hocking  Valley 

No 

Illinois  Central 

Yes 

County    Line    Posts 
6"x6''x6'6"' 

Yes 

Yes 

No 

lyr. 

Per- 
manent 

4-1'  Rods 

Kansas    City    Ter- 

No 

minal 

! 
1 
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("A")    TABULATION  OF  INFORMATION  IN  REGARD  TO  CONCRETE  SIGNS. 

SUBJECT  No.  1  —  PART  1. 


1 

flow  lone  were  they' 
cured  before  being 
used? 

What  per  cent,  was 
damaged    in    han-l 
dling? 

How      were      they 
packed    for    ship- 
ment? 

Have      they      been 
damaged  by 'tres- 
passers? 

B 
m 

is 
a 

CO 

Cost  of  those  made 
by    your   Co.    ex-| 
elusive  of  freight 
charges 

Cost  of  work  train 
and   labor  to  de- 
liver ready  to  in- 
stall 

4J 

c 

o 

-I 

o8 
Q 

30  days 

0 

Boxed 

No 

Yes 

$25.00  Cost 

of    form 

$14.65 

$1.00 

Yes 

30  dajs 

0 

Not  packed 

No 

Yes 

$1.55 

No 
data 

$1.00  est. 

Unde- 
cided 

30  to  60 
days 

0 

Carefully  placed 

in  car  in  small 

lots 

Yes 

Yes 

Except 

malicious 
breakage 

$1.00  Av. 

$0..50 

Un- 
doubted 

30  days 

1% 

Loaded  on  flat 

cars  packed  in 

straw 

Yes 

Yes 

Except 
malicious 
breakage 

No  data 

No 
data 

No  data 

Yes 

30  days 

0 

Loaded  loose 
on  flat  cars 

To  some 
extent 

Yes 

Except 
malicious 
breakage 

Cross  Post 

$3.00 
Mile  Post 

$1.00 

No 
data 

$1.00 

Yes 

days 

0 

Boxed 

No 

Yes 

$1.42  to 
$4.80 

No  data 

Don't 
know 

20  days 

10%  of  Prop. 

Post 
10%  of  Mile 

Post 

Loaded  on  flat 

cars,  3  tiers 

with  planks 

between 

No 

Yes 

Mile  Posts 

$2.00 
Prop. Posts 

$0.80 

SO.  75 
each 

$0.25 

Yes 

30  days 

0 

In  straw 

No 

Yes 

.S0.25 

$0.50 

Yes 

IIS 
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("A")    TABULATION  OF  INFORMATION  IN  REGARD  TO  CONCRKTE  SIGNS. 

SUBJECT  No.  1— PART  1. 


I 


1 


RAILROAD 


Lake  Erio  &  Western 


Lohigh  Valley 

ManistcG  &  North- 
eastern 

Minneapolis  &  St. 
Louis 

Mobile  &  Ohio 


Middle  Tennessee 
Missouri    &    North- 
ern Arkansas 
Mississippi  Central 
Nashville,    Chatta- 
nooga &  St.  Louis 


New  York  Central 
&  Hudson  River 

New  York,  New 
Haven  &  Hartford 

New  York,  Chicago 
&  St.  l/ouis 


New  Orleans  Great 

Northern 
Northern  Pacific 
Oregon  Short  Line 

Pennsylvania    Lines 
West,  N.  W.  Sys. 


Pennsylvania    Lines 
S.  W.  Sys. 

Peoria«&;  Pekin  Union 
Philadelphia    & 

Reading 
Pittsburgh,     Shaw- 

mut  &  Northern 
Public  Service  Ry. 
Queen  &  Crescent 


Richmond,    Freder 

icsburg&  Potomac 
Rock  Island  Lines 
Rutland 
San  Antonio  &  Aran 

sas  Pass 
San  Pedro,  Los  An 

geles  &  Salt  Lake 
St.  Louis  Southwest 

em 
Southern 
Spokane,  Portland  & 

Seattle 
Susquehanna  &  New 

York 
United     Fruit     Co 

Costa  Rica 


Of. 


S.Sf  . 
O  tn  ^ 

o 


K 


Yes 

No 

No 

No 
Yes 


No 
No 

No 

Yes 


No 
No 
Yes 

No 

No 

Yes 

Yes 
Yes 


No 
No 

No 

No 
Yes 


Yes 

No 
No 
No 

.No 

No 

No 

No 

No 
No 


ill 

o  g  OS 
O 


Whiat  Posts  d'xWxWQ' 
Prop.  PostH  e'xG'xOT)' 
1  Part  Cement,  4  Parts 
Gravel  not  over  J' 


MilePosts;Whist. Posts; 
Coal  and  Water;  Prop. 
Post;  Section  Posts 


Bridge  Warning  Post 
only  g'xS'xSO';  1  of  C; 
2  of  S;  4  of  S. 


MiIePostsl2''xl2''x8'0''A 
Prop. Posts  8"x8''x5'0"A 
Clear.Posts  6"x6''x5'0"A 
1  Part  Cement,  2  Sand, 
4  Stone 


Prop.  Post  .5"x5"x7'0"A 

Mile  Post  12''xl2"x7'6"A 
Mile  Post  10"xl0''x7'6'' 
Whist.  Post  S'xOf'xQ'O" 

Whistle  Post  and  Mile 
Post 


Whist.Post  4"xl0"x9'0"; 
Mile  Post  A;  Sta.  Mile 
Post  5"x5''x9'0'';  High- 
way Cross.  Post  onlv 
8'x8''xl6'8"';  1  part  Ce- 
ment, 2  Sand,  4  Stone 

Property  Posts  4"x4' 
Top,6"x6"  base5'0"long 


a.  oa 
T3  q 


■a 


Yes 


Yes 


Yes 


No 
No 

No 


A  few 
con- 
crete 
posts 

Yes 


aa 

iJ  p 

*'    t 

—     t 

3  AS. 


<i>  5 

u  c4  a 

a>  S  8 

is 


No 


No 


No 


No 
No 

No 


No 


No 


All 


All 


All 


All 

All 

All 


All 


AH 


h  I 
^q 
Iq 

^  % 

OjO 


5  yrs. 


10  yrs. 


3  yrs. 


1  yr. 

2  to  6 
yrs. 


W.Post 
4  yrs. 

M.P.1-7 
yrs 


3  or  4 

yrs. 


6  mo. 


7)^ 


Indefi- 
nite 


Indefi- 
nite 


Indefi- 
nite 


Indefi- 
nite 

Indefi- 
nite 


Indefi- 
nite 


Indefi- 
nite 


i-y  Rods  #12 
Wire  Stirrups 


M.P.  3-i'x7'6' 
bars 
Prop.  Post,  CI. 
Posti'x4'6'bar 


3-r  Rods 

M.P.S-rRodsA 
M.P.4-1'  Rods 
W.P.5pc.#18x{' 

steel 
I'  No.  14  Flat- 
iron  steel  rods, 
I' No.  16  Hoop 
Iron 


Sta.M.P.4-J' 

High  Cross  8-J' 
bars 


4-r  Round  Rod 


J 
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("A") 


TABULATION  OF  INFORMATION  IN  REGARD  TO  CONCRETE  SIGNS. 
SUBJECT  No.  1  —  PART  1. 


^1 


M 


:^o. 


15  T3. 

o  a 


a 


2  S 

>  «  03 


a 


^2 


03   •"   M 


<bO' 


M 


■^  O  <B  S 

u 


.g 

tsJTJ 


S.9 


5-^ 


♦a  5   >  C3 

O 


O 


^§5 


6.S 

Q 


4% 


No 


Yes 


$1.67 


$0.80 


$0.40 


Yoa 


21% 


Loaded  on  flat 
cars 


Placed  flat  on 
bottom  of  car 


No 


Yes 


No  data 


No 


Yes 


'ost 

10., 
l)9t 

io. 


Loaded  on  flat 
cars  with  wood 
strips  between 

Piled  flat  in 
cars 


Damaged 
by  shoot 


No 


Yes 
Yes 

Yes 


No 


No 


Yes 


Yes 


M.P.$1.64 
P.P.  $0.81 
C.P.  $0.36 


$0.22 

M.P.A$2.50 
M.P.$1.70 
W.P.$1.50 

Wh.Postav. 

$0.70 

M.P.  av. 

$2.50 


No  data 


Not 
handled 
bywork 

train 


No 
data 


No 
data 

No 
data 


No 
data 


$2.00 


Yes 


No  data 


Yes 


No 
data 


$0.50 


No  data 

M.P.$0.50 

to  $2.00 

W.P.$0.35 

Wh.Post 
av.  $0.35 
M.P.  av. 

$0.50 


No  data 


$0.25 


If  satis- 
factory 
Tosome 
extent 


Yes 


Yes 


Yes 


i 
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("B")    TAIU'LATION  OK  INFORMATION  IN 

REGARD  TO  MI 

:tal  signs. 

■ 

SUIUIOCT  No.  1— PART  2. 

1 

11 

Q.rt 

■a  O 

o 

1 

Q  « 

otJ 

■»*  I-.  i? 

•M    "-" 

RAILROAD 

ave  you  any 

signs  in  use  oi 
road? 

Give  list  of  naine   wiLli 

T3  Q 
rt_§ 

3  " 

Is 

ere   any   of 
purchased  f 
manufacture! 

ja  3 
Mb 

i 

A  h 

plans  and  apocifications. 

3  0)  a 

4)  OS  0 

c  a  o 

a>  a  u 

11 

«■•. 

n 

w 

^ 

C5 

w 

g^ 

Akron,     Canton     & 

No 

Youngstown 

Atchison,  Topeka  & 

Yos 

Culvert  Sign;  Private  Prop; 

YC9 

No 

All 

5  yrs. 

20, 

Santa  Fe 

Highway  Warning;  Bridge 
Danger  Sign 

Atlantic  Coast  Line 

Yes 

Mile  Post.    Plate  only 

Were 
standard 
until  1912 

No 

All 

20  yrs. 

Indel 

Baltimore  &  Ohio 

Yes 

Bangor  &  Aroostook 

No 

Canadian    Northern 

Quebec 
Central  of  Georgia 

No 

Yes 

Station  Sign;  Section  Post; 

No 

No 

All 

8  or  10  yrs. 

Unk 

Railroad    Crossing;    Stop 

Sign;    Highway   Crossing; 

Whistle  Post;  Mile  Post 

Chicago,  Burlington 

Yes 

Block;  Ashes;  Derail;  M.P.; 

Yes 

No 

All 

Recently  adopted 

&  Quincy 

Slow;  District;  State  Line; 
Water  Sta.;  Whistle;  Stop; 
R.   R.  Crossing;  Junction 

»it<  0 

Yard    Limit;    City   Line; 
Private  Property;  Flanger; 
Highway    Crossing;    Cul- 
vert; No  Thoroughfare 

Chicago  &  Alton 

Chicago,    Peoria   & 

No 

St.  Louis 

Chicago  &  Eastern 

Yes 

Water  Station;  Private 

Yes 

No 

All 

15  yrs. 

Unt 

Illinois 

Property;   Plates  only   |" 
boiler  plate 

stro 
ill 
paij 

Chicago,  Indianapo- 

No 

lis  &  Louisville 

Cleveland,     Cincin- 

Yes 

Whistle  Post;  Section  Post; 

Yes 

No 

All 

20  yrs. 

40 

nati,    Chicago    & 

Yard  Limit;  Structure  No; 

St.  Louis 

Stop  Sign;  Trespass  Sign 
(C.I.  only). 

Cincinnati  Northern 

Yes 

Am.    ingot    iron    arms    on 
Highway  Crossings 

No 

No 

All 

10  yrs. 

Ind( 

Colorado  Midland 

No 

Delaware,   L  a  c  k  - 

Yes 

Yard  Limit;  Whistle  Post; 

Yes 

No 

All 

1-5  yrs. 

1 

wanna  &  Western 

Ring;  Derail;  Lawn  Sign; 
Mile  Post;  Section  Post 

Denver  &RioGrande 

No 

Duluth,  Missabe  & 

No 

Northern 

Duluth,  South  Shore 

Yes 

Yard  Limit;  Trespass 

No 

Yes 

No 

5  yrs. 

50 

&  Atlantic 

El   Paso   &   South- 

Yes 

Signal    No;   Derail;   Clear- 

No 

Yes 

Yes 

5  yrs. 

D 

western 

ance  Plate;  Trespass 
(Plates  only) 

ki 

Erie 

Yes 

Caution;     Derail;     Cinder; 
Flanger;    Resume    Speed; 
Slow;  Speed  Limit;  Yard 
Limit;    Subdivision;    Sec- 
tion 

Yes 

No 

All 

Florida  East  Coast 

No 

Grand  Rapid  a  & 

Yes 

Trespass;  City  Line;  Bridge 

Indiana 

No;  Yard  Limit;  Property 

Post;  Section  Post.  Plates 
only 

Grand  Trunk  Pacific 

No 

—  1 

i 

; 
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("B")    TABULATION  OF  INFORMATION  IN  REGARD  TO  METAL  SIGNS 

SUBJECT  No.  1— PART  2. 


W 


Yes 


Except 
malicious 
breakage 


Yes,  for 
single  ( 
numbers 


Yes 

Yes 

Yes 
Yes 

Yes 
Yes 

Yes 


Not  for  three 
numbers 


JH  o 
o 

J2  O)  or) 

3  S;   0) 

■4.>  (U  4^ 


(Z> 


(U- 


(U 


O   03  «« 


Except  design 


Except  malic- 
ious breakage 


About  3c 
per  pound 


Derail  $.44; 
Clearance 
Plate  $.44 


S  &> 

§  «o 

-fj  3  ►*  m 

O  >*>^     ^H 

O 


Culvert  Sign $  .35 

Private  Property 1.44 

Public  Highway. . . .   LOS 
Bridge  Danger  Sign .  2.53 

$1.70 


Sta.  Sign  $5.58;  Sec.  Post 
1.00;  R.  R.  Cross.  6.20; 
Stop  Sign  5.42;  High 
Cross.  6.05;  Whistle  Post 
4.60;  M.  P.  5.40 


Block  .65;  Ashes  .65;  De- 
rail .65;  Slow  .65;  Dist. 
.65;  State  L.  .65;  W.  Sta 
.70;  Wh.  .65;  Stop  .65;  R. 
R.  Cr.  .78;  Jet.  .78;  Yd 
L.  .85;  City  L.  .85:  Pr. 
Prop.  .85;  Fl.  .65;  Hi.  Cr. 
1.20;  Cul.  .65;NoTh.  .85 


About  3c  per  pound 


Structure  No $  .40 

Whistle  Post 2.50 


$1.50 


Yard  Limit  $3.36;  Whistle 
and  Ring  $2.10;  Derail 
$3.05;  Mile  &  Sect.  $6.79 


03 


o 


Transported 

by  Frt.  or 

Baggage 


No  data 


Signal  No.  $.80;  Trespass 
$1.80 


Caution  $2.80;  Derail  r.20; 
Cinder  2.80;  Flanger  .60; 
Res.  Sp.  1.75;  Slow  1.32; 
Sp.  L.  1.32;  Yd.  Limit 
1.75;  Sub-div.  2.65 


a 

o 


$.25 


.10 


Sta.  Sign  $1.50 
Sec.  Post  1.00 
R.  R.  Cros.2.00 
Stop  Sign  1.00 
H.  Cross.  2.00 
Whis.  Post  1.25 
Mile  Post  1.50 


No  data 


Governed 
by  location 


Sig.No.$.15; 
Derail  .15; 

Trespass.21; 
Clearance 
Plate  .20 


To  clean,  paint 
letter  place  on 
post  and  deliv- 
er, $2.50 


No  data 


$1.00 

Signal  No.  $.20; 

Derail  .20; 
Trespass  .40; 

Clearance 

Plate  .12 


Yes 


No 


Yes 


Yes 


Expect 

to 
change 
design 


Yes, 
Cast 
Iron 

Yes 


Yes 

No 
Yes 

Yes 
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(••W")    TABULATION  OF  INFOllMATION  IN  RRGAllI)  TO  METAL  SIGNS— Continucl 

SUBJECT  No.  1— PART  2. 


RAILROAD 


Great  Northern 


Gulf,    Colorado    & 

Santa  Fo 
Gulf  &  Ship  Island 
Hocking  Valley 


Illinois  Central 


Kansas  City  Term 

inal 
Lake  Erie  &  Western 


Lehigh  Valley 


Manistee  &  North- 
eastern 

Minneapolis  &  St 
Louis 


Mobile  &  Ohio 
Middle  Tennessee 
Missouri    &    North 

Arkansas 
Mississippi  Central 
Nashville,    Chatta- 
nooga &  St.  Louis 

New   York  Central 
&  Hudson  River 


New  York,  New 
Haven  &  Hartford 

New  York,  Chicago 
&  St.  Louis 

New  Orleans  Great 
Northern 

Northern  Pacific 


Oregon  Short  Line 
Penna.  Lines  (West) 


Peoria«&  Pekin  Union 
Philadelphia  & 
Reading 


5.S 


'2t3 


Yes 


Yes 

No 
Yes 


Yes 

No 
Yes 

Yes 


No 
Yes 


Yes 
No 
No 


Yes 
Yes 

Yes 
Yes 
No 
Yes 

Yes 
Yes 


No 
Yes 


Ciivo    list  of   sumo    with 
plans  and  specifications. 


Flanker  Sign  i"  plate  on 
wood  posts;  Culvert  No. 
J^"  plate  on  1*  gas  pipe 

A  few  homemade  signs 


Yard  Limit;  Junction;  R.R. 
Crossing;  Water  Sta.;  Sid- 
ing; Resume;  Pocket 
Track;  Slow  Board 


Flanger;  Trespass;  Bridge 
Warning;  Highway  Cross- 
ing; Double  Track;  Yard 
Limit;  Stop  (rV  B.  P.  on 
rail) 

Ring;  Whistle;  Mile  Post; 
Flanger;  Yard  Limit; 
Ashes;  Private  Road;  Cau- 
tion and  Proceed;  Slow  for 
br.  Speed  Limit  (5^"  B.  P 
on  Z'B.  F.) 


Flanger;  Slow;  Whistle;  Sta- 
tion; R.  R.  Crossing  and 
Section.  All  C.  I.  Plates 
on  wood  posts 


Stop;  Station  Limit;  Bridge 
Number;  Section;  Tres- 
pass (Plates  only) 

Section;  Subdiv.;  Br.  No. 
Prop.  Post;  Slow;  Stop 
Speed  Limit;  Yard  Limit 
Dump  Ashes;  Water  Sta. 
Tres.;yg"  steel  plate  on  rail 

Bridge  No.;  Crossing  Sign 

Flanger  Sign  (2*  boiler  flue; 
}4"  sheet  steel  plate) 


Flanger;   M.   P.;  Br.   No.; 
Section    Post;    2^'    boiler 
tube,  boiler  plate 
Section     No.     and     Derail 

(Plates  only) 
Trespass;  Yard  Limit;  City 
Limit;  Br.   Nt>.;  Section; 
Flanger;    Priv.    Crossing; 
Subdivision;  Sta.  App. 

Slow;  Stop;  Ring;  Whistle; 
Sect. ;  Yard  Limit;  Resume 
Speed;  End  of  Double 
Track;  Tunnel  Sign  (exclu- 
sive of  Concrete  Base) 


ccd 


Yes 


Vos 


Yes 


Yes 


Yes 


Yes 


Yes 

Yes 


Br.  No. 
only 
Yes 


Yes 

Yes 
Yes 


Yes 


ss 


O  C8.2 

u  a 


No 


All 


Tres- 
pass 
only 

No 


No 


All 
castings 


No 


Mater- 
ial only 


No 


No 


Yes 


No 


S   3 

-2  o 


C  03 

C3  C  Q. 

01  ca  5 

>-i  ca  o 

1/  O  (J 


No 


Yard  Limit 
End  of 
Block 


All 


All 


All  posts 


All 
Yes 

All 

All 
Yes 
AH 


M   3 

a  •-< 

•2* 

.i*c 

ll 

^& 

jc-^ 

w 

^ 

15  yrs. 


Trespa.ss 20 

Yard  Limit.  .    10 
End  of  Block     10 


15  yrs. 


3-9  yrs. 


20  vrs. 


15  yrs. 


Br.  No.,  2yr. 
Cro.ss.,  20  yr. 


15  yrs. 


30yri« 


40  yr;- 


26  yrs 


Indefin 


Indefin 
Indefin 

Nodal 


Indefini 
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("B")    TABULATION  OF  INFORMATION  IN  REGARD  TO  METAL  SIGNS-Continuod 

SUBJECT  No.  1— PART  2. 


-^  o 


Iv 


Yes 


Yes 


Yes 


Yes 


Ye^ 


Yes 


Yes 
Yes 

Yes 


Yes 


Yes 


J3  O 
o 

»-  QJ    Ol 

^  >    OJ 

MS  "^   '-' 

^     -a 

to  2    !- 

o  «  •— 

O 


Trespass  $1.44 


R.  R.  C.  $2.39; 
Sta.  2.27;  Sec. 
2.21;  W.  1.40 


Sta.  App.  $4.50; 
Tresp.  4.50 


0;  L,  -i^ 

'-"  C  I- 

+i  3  r>     Cp 

O 


Flanger 
No.  .20 


$1.36;     Culvert 


Yard  Limit  $2.45;  Jet. 
2.50;  R.  R.  Cross.;  Wat 
Sta.;  Siding  2.50;  Re 
sume  and  Slow  2.75 

Yard  Limit  $1.96;  End  of 
Block  $1.50 


Flanger  $.50:  Tresp. 4.50; 
Bridge  Warning  4.50 


R.  $1.17;  W.  1.17;  M.  P 
1.25;  F.  .92;  Y.  L.  1.78 
A.  1.35;  Pr.  Rd.  1.32 
C.&P.  1.30  each;  S.  2.70 
S.  L.  1.17 


Wood    Post     $.49    each 
Flanger  1.00;  Slow  .88 


Stop  $.60;  Sta.  Limit  1.25; 

Bridge   No.    1.05;   Sect. 

.60;  Trespass  .95 
Sect.  $4.25;  Subdiv.  5.00; 

Br.  No.  4.25;  Slow  4.75; 

Stop  4.75;  Sp.  Limit  7.00: 

Y.  L.  6.50;  D.  A.  4.75; 

W.  S.  6.00;  Tresp.  4.50 
Bridge  No.  $1.75;  Cro.ss. 

Sign  9.41 

$1.00 


Flanger  $.45;  M.  P.   .50; 
Br,  No.  .40;  Sec.  Post  .43 


Sect.  No.  $2.00;  Tres.  Sign 
4.75;  Yard  Limit  5.20; 
Br.  No.  2.64 


Slow  $1.96;  Stop  1.96; 
Ring.  1.96;  Jet.  2.01;  Wh. 
1.96;  Sec.  1.96;  Y.L.  2.05; 
Res.  Speed  2.05;  End  of 
D.  T.  2.00;  Tunnel  2.01 


.^^  —  >  wy 
o  «—  w 


o 


$..50 


Flanger  $.10; 
Tresp.  .50; 
Br.  War.  .50 


.\verage 
Co.st$1.14 


No  data 


No  data 


$1.50  aver- 
age includes 
installation 


No  data 


$1.00  each 


$1.10 


Flanger     $.10; 

Tresp.  .35; 
Br.  Warn.  .35 


Average  Cost 

$.36 


$.15 


No  data 


c  ^  ■ 


Yes 


Yes 


Yes 


Yes 


Yes 


Br.   No.  $1.05; 
Cr.S.  2.50  Av. 


Approx.  $1.00 
each 


Yes 
Yes 

Yes 

Yes 

Yes 

Yes 

Yes 


4n4 
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("J}')    TABULATION  OF  INFORMATION  IN  REGARD  TO  METAL  SIGNS. 

SUBJECT  No.  1— I'ART  J. 


Continued 


11 

a? 

1  = 

^  o 

0.' 

J3 

c-s 

**  «H  2 

flj 

£> 

>.o 

"O  a 

-*"  t 

.—  ''' 

^•i: 

E'- 

e  o 

"a 

V  ^ 

°  .   c^. 

A  J; 

A: 

KAII.KOAI) 

ii 

(I'ivo  li.st  of  sanie  with 

3  "" 

©3 

^'ll 

>.'^ 
^•-^« 

u  a 

plans  and  .spec ifi cations. 

a 

>  J3 

£35 

o  C  y 

.a" 

1^ 

c]  en  C 

rt  «j 

(u  a  B 

o^ 

K 

X 

^ 

j^ 

X 

> 

Pittsburgh,      Shaw- 

Yes 

Yard  Limit;  Trespass; 

Yes 

Sema. 

Yes 

5  yrs. 

Inde' 

miit  &  Northern 

Whistle;  Sem.  Bl. 

Bl.only 

Pubhc  Service  Ry. 

Y.<s 

Hiiih  Cross  (C.  I.);  Trolley 
Sta.  (E.I. );  Clear  PI. (S.I.) 

Yes 

Yes 

Yes 

Cast  Iron ...  3  yr. 
Enam.  Iron.C  jt. 
Sheet  Iron.  .1  yr. 

Quei^n  &  Crescent 

Yes 

Section;  Slow;  Stop;  Yard 
Limit;  Sta.  Appr.;  County 
Line;    Water    Sta.;    Imi.; 
Corp.  or  City  Lim.;  Elec. 
Signal    Block;    Br.     No.; 
"Plates  only" 

Yea 

No 

All 

20  yrs. 

Richmond,  F  r  e  d  - 

Ye.s 

Point  of  Curve  Sign 

Yes 

No 

All 

18  mo. 

Indef 

ricksburg    &    Po- 

tomac 

Rock  Island  Lines 

Yes 

Whistle  Post  "Boiler  Tube 
W.  1.  Plato" 

Yes 

No 

Yes 

Rutland 

Yes 

Dump  Ashes  i\"  Steel  PI. 
old  rail 

Yes 

No 

All 

7  yrs. 

Indc! 

San  Antonio  &  Aran- 

Yes 

W' histle  Post;  2"  boiler  tube 

sas  Pass 

steel 

San  Pedro,  Los  Ang- 

No 

eles  &  Salt  Lake 

St.  Louis  &  South- 

Yes 

R.  R.  Cross.,  1  Mile;  Stop 

western 

"on  wood  posts" 

Southern 

Yes 

City    Limit;    Clear.   Post; 
M.  P.;  Sect.;  Slow;  Stop; 
Water  Sta.;  W.  P.;  Yard 
Limit;  Sta.  Appr. 

Yes 

All 

No 

15  yrs. 

Inde 

Spokane,     Portland 

No 

&  Seattle 

Susquehanna  &  New 

Yes 

Whistle  Post;  Mile  Post 

No 

No 

Yes 

10  yrs. 

Dep 

York 

00  i 

ten. 

United    Fruit    Co., 

Yes 

Mile    Post;    Yard    Limit; 

Yes 

No 

All 

15  yrs. 

30 

Costa  Rica 

High.  Crossing;  W  Rail 
i"  plates 

♦Penna.  Lines,  S.W. 

Yes 

Yd.  Limit;  Trespass;  Priv. 

Yes 

Yes 

Yes 

Yd.  Limit  25  yrs 

Inde  c 

Sys. 

Cross.;  Snow;  Flanger;  Br. 
No.;  Sect.  Post.;  Sub-div- 
ision 

Tresp.  2-4  yrs. 
Sect.  Posts  6-25  yr. 

*Boston  &  Albany 

Yes 

Slow;  Section;  Sub-division; 

Yes 

A  few 

Yes 

5-6  yrs. 

Ind«  t 

Yard  Limit:   Dump  Cin- 
der; No  trespassing 

•Received  after  table  was  completed. 
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TABULATION  OF  INFORMATION  IN  REGARD  TO  METAL  SIGNS-Continued. 
SUBJECT  No.  1-PART  2. 


n 

£ 

-a'o 
p 

:3  5  M 

.S  6  a 

(0 

o 

^'i 

Si 

-  '+» 

-  a 

a 

.a 

h  (D  aJ 

3  r  01 
o.>  So 

^     -a 

a  s-'« 

§8? 

+5    3    >    !0 

03  S  .1-.  -t^ 

o 

a> 
bO 
rt 

1-  —1 
«-- 

«  to 

e 

>  o 

n  to 

m 

5'^ 

QpTi  o  y 

O  "  — •  to 

.:..  +j 

o  £ 

H 

l-H 

O 

o 

O 

Q 

Y03 

Yes 

Yes 

Do  not  comply 

withPubl.Ut. 

Com.  Standards 

C.L  $2.50;  E.I. 
one    way  2.00; 
two  ways  2.50 

Sheet  Iron  Clearance  Sign 
$2.00  each 

$.50  each 

Yes 

Yes 

Require  consid- 
erable painting 

No  exact  data 

Yes 

Yes 

$1.70 

Yes 

Yes 

Yes 

Yes 

R.  R.  Cross.  1  Mile,  §4.62; 

Stop,  4.28 

$.50  each 
$1.58  each 

$.50  each 

Yes 

Yes 

Av.  cost  $2.96 

$.25  to  1.00 

Yes 

No 

No  data 

No  data 

No  data 

Yes 

Yes 

Average  cost  $3.00 

$.55 

$.20 

Yes 

Yes,  except 

Br.  No.  Signs 

Tres.  Sign 

Trespass  $4.10;  Priv.Cros. 

$.05  each 

Tres.    $.25;    Br. 

Yes 

bridge 

thought  too 

$4.67;  Br.  No. 

$4.10;  Br.  No.  1.25;  Yd. 

No.   .35;  Sn.  F. 

number 

conspicuous 

1.00 

Lim.  4.25;  Snow  Flanger 

.42;     Sec.     Post 

si?n 

.50;  Section  Post  2.60 

.44;  Sub-div.  .44 

Yes 

Bridge    4.00;    Slow    6.75; 
Yd.  Lim.  7.43;  No  tresp. 
7.29;     Sec.    Posts    7.25; 
Sub-div,  7.50 

No  data 

Aver.  $1.00  to 
$5.00 

Yes 
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("C")    TABULATION  OF  INFORMATION  IN  REGARD  TO  WOODSIGNS 
SUBJECT  No.  1  —  PART  3. 


RAll.iaiAI) 


.\kron,C!inton& 
Voungstown 


Atchison,  Topp- 
ka  «fe  Santa  Fo 


Atlantic     Coast 
Line 

Bangor  &  Aroo- 
stook 

Baltimore     & 

Ohio 
Canadian     Xor- 

thorn  Quebec 


Central  of  Geor 
sia 


Chicasio,  Bur 
1  i  n  g  t  o  n  & 
Quincv 


Chica2:o&  Alton 


Chicago,  Peoria 
&  St.  Louis 


Chicago  &  East- 
ern Illinois 

Chicago,  Indian 
apolis  &  Louis- 
ville 

Cleveland,  Cin- 
cinnati, Chi- 
cago &  St. 
Louis 

Cincinnati  Nor- 
thern 

Colorado  Mid- 
land 

Denver  &  Rio 
Grande 

Delaware,  Lack- 
awanna&West- 
ern 

Duluth.Missabe 
&  Northern 


""  ii 


'5  ^ 


Yes 


Yes 

Yes 

Yes 
Yes 

Yes 

Yes 

Yes 
Yes 

Yes 
Yes 
Yes 

Yes 
Yes 
Yes 
Yes 

Yes 


Give  list  of  .same 
with  plans  and 
specifications 


>.  'f:  Si 

-^  C 

il   u  « 

O  _  c 


aHighwayCros.sing,b  R.R.Cross 
ing,  d  Sta  Sign,  eStop  for  de- 
rail, fStop,  gTrespass,  cCross- 
ing  Post 

R.R.  Cress.  Highwav,  Derail, 
Sta.  W.  Sta.  Yd.  Limit,  Whis- 
tle,Slow, Stop,  Mile,  Sec.  Clear, 
Br.  No.  etc. 

Mile  posts  in  u.se  on  all  lines  S. 
of  Charleston,  S.  C,  and  some 
north  replacing  old  standard 

Highway  Crossing,  Yard  limit 
Mile  post,  Whistle  post.  Bridge 
No.  Culvert  No. 

Highway  Crossins,  Propertv 
Post 

Highway,  R.R.  June.  Flanger, 
Whistle,  Yd.  limit,  W.  Sta 
Slow,  Stop,  Trespass,  Sect., 
Mile,  Br.  No.,  Culv.  No. 

Derail,  Whistle,  County  Line, 
Stop,  W.  Sta.,  Yard  limit,  Mile 
Post,  Clearance,  Highway, 
Trespass,  Br.  No. 

Derail,  Mile,  Sect.,  Slow,  Dis 
trict,  State,  W.  Sta.,  Whistle, 
Stop,  Yd.  limit,  Flanger,  High 
way,  Culv.  No. 

Highway,  Mile  post,  Whistle, 
Stop,  Slow,  Yard  limit,  Prop- 
erty post.  Trespass 

Br.  No.,  Sect,  post.  Mile  post. 
Whistle,  W.  Sta.,  Stop,  Yd. 
limit,  Highway,  Culv.  No., 
Crossing  post 

Whistle,  Mile,  Highway  Cross- 
ing, Slow,  Stop,  Derail,  Yard 
limit,  Sta.  Appr.,  Junction 

Whi.stle,  Bridge  No.,  R.  R. 
Crossing,  Mile  post.  Highway 
Cros.sing,  Yd.  limit,  Slow,  Stop 

Highway  crossing,  Station, 
Speed  limit,  Slow,  Elevation 
posts.  Bulletin  boards 

Highway  Crossing,  Mile  post, 
Rail  rest.  Section  post,  W^histle 
post,  Elev.  post 

All  signs  in  use 


Whistle,  Flanger,  Derail,  Sec- 
tion, Mile,  Yd.  Limit,  Stop, 
Slow,  Highway  Crossing 

Highway,  Flanger,  Ashes,  Tres- 
pass, Resume  Speed,  State 
Line,  Reduce  Speed 

Highway,  Stop,  Yd.  limit,  Sta., 
W.  Sta.,  Derail,  Br.  No.,  W. 
Sec,  Mile,  Junction,  Trespass 


All 
No 

No 

No 

No 
No 

No 

No 

No 
No 

No 
No 
No 

No 
No 
No 
No 

No 


's>\- 


4)  Jl  C 
^-  C  O 
^  ^  o 


No 

All 

All 

All 

All 

All 

All 

All 

All 
All 

All 
All 


Furnished 
by  con- 
tract 

All 


All 
All 
All 


p.5 


m£ 


■-s 


In  use 
2  yr.s. 


Not  in 

u.se  long 

enough 

to  say 

10  vrs. 


12-1.5 
vrs. 


12-15 
yrs. 


8  vrs. 


II 


oBfy 

rfZ!    a. 


No 

Yes 

Not  seriously 

Yes 

Yes 
Yes 

Yes 


10  yrs. 
8  yrs. 

8  yrs. 

10  yrs. 

12-20 
yrs. 

7  j-rs. 
No  record 

Variable 

8  yrs. 


All  10  yrs. 


Yes 
Yes 

Yes 
Yes 
Yes 

Yes 
Yes 
Yes 

Slightly 

Yes 


^5 


E=J 

iiSfl 

zmM 

3  ^m 

?§l 

c  u  9 

Q 

No 

\o 

Not  decidf 

No 
Not  at  pres 

Not  diRcid 


Recently  ad'  ( 
metal 


Recently  ad'  * 
some  mei 

Not  at  pre 
time 


Cannot  ? 
No 
No 

To  conc! 
No 
To  conc 

No 

Yes 
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("C")    TABULATION  OF  INFORMATION  IN  REGARD  TO  WOOD  SIGNS 
SUBJECT  No.  1  — PART  3. 


Cost  of  those  made  by 
your  company  exclusive 
of  freight  cliarges 


Cost  of  work  train  and 
labor  to  deliver  ready 
to  install 


R.R.Cr.  $2.50,  Highway 
$2.75,  Derail  $2.04,  Sta. 
$1.62,  W.Sta.  $1.22,  Yd. 
Lim.  $2.32,  W.  $1.64, 
Slow  $il8,  Mi.  $.29 
Mile  posts  $3.20 


High.  $6.50,  Yd.  Lim. ! 
M.P.  $1.75,  Whis.  $1.45, 
Br.No.$1.75,Cul.No.$.40 

Highwaj^  Crossing  $5.00 


Derail  $.95,  Whist.  $1.24, 
Co.L.  $1.64,  Stop  $1.46, 
W.Sta.  $1.46,  Yd.  Lim. 
$2.45,  M.P.  $2.44,  Clear. 
$.90,  High.  $4.66 

Derail  $.80,  Mi.  &  Sect. 
$1.73,  Slow  $.66,  Dist. 
$.85,  State  $1.48,  W.Sta. 
$1.57,  W.  $.87,  Stop  $1.09, 
Y.L.  $1.34,  Flanger  $.64 
No  data 


No  data 


Whist.$2.50,  Mi.$4,  High. 

$6,  Slow  $4,  others  cost 

from  $2  to  $3.75 
Wh.  $1.65,  R.R.Cr.  $1.85, 

M.P.  $1.65,  High.  $4.80, 

Yd.L.  $1.75,  Trea.  $1.75 
Highway  Crossing  Signs 

$7.00  complete 


High.  Cr.  $5.00,  Sec.  post 
$1.00,  Whist,  post  $1.00 

No  accurate  data 


$1.30  to  $4.80  depending 
on  kind  of  sign 

High.  $7.35,  Flanger  $.95, 
Ashes  $2.75,  Tres.  $2.10, 
Resume  Sp.  $2.72,  St.  L. 
$3.95,  Red.  Sp.  $7.63 
No  definite  data 


Cost   price    included    de- 
liverv  on  Right-of-Way 


No  work  train  required 


No  data 


No  data 


Not    handled 
train 


bv    work 


Give  average  cost  to  in- 
stall 


Delivered  by  local  freight 


No  data 


Delivered  by  local  freight 
Can  give  no  estimate 

No  accurate  data 


By  local  freight 


Governed  bv  location 


No  data 


.00  Average 


$.15  to  $.50 


$.10  each 


High.  $.70,  Yd.  Lim.  $.50, 
M.P.  $.35,  Whist.  $.35, 
Br.No.$.35,  Cul.No.$.10 

Highway  Crossing  $1.00 

Impossible  to  give  cost 


High.  $2.00,  Clear.  $.75, 
Derail  $.75,  Yd.Lim.  & 
M.P.  $1.50,  all  others 
$1.00  each 


No  data 


No  data 


$.50  approx. 


$.25  to  $5.00  depending  on 

conditions    and    size    of 

mound  built  around 

No  data 


Relative  economy  in  the 
use  of  concrete,  metal 
and  wood  signs 


High.    Cr.    $1.00, 
signs  $.50  each 


other 


No  accurate  data 


No  data 


No  data 


F'or  large  signs  wood  with 
spliced  creosoted  base 
economical 


Little  temptation  to  use 
concrete.  Sheet  steel  for 
blades  probably  good 
economy 

Concrete  or  metal  pref- 
erred for  some  signs. 
Wood  for  others 


Have  recently  adopted 
metal  signs  with  con- 
crete base 


Believe  concrete  will  show 
greatest  economy.  Ini- 
tially more  costly 

Cone,  post  with  metal 
plate  economical  for 
some  signs,  wood  or  con- 
crete for  others 

Concr.  most  economical 
if  breakage  can  be  avoid- 
ed. Wood  perhaps  second 


Each  material  has  its 
place.  Sheet  metal 
should  not  be  used 

Consider  concrete  eco- 
nomical account  of  low 
first  cost  and  durability 


Concrete  most  economi- 
cal 


Favor  adoption  of  con- 
crete when  more  definite 
practice  is  shown 


158 


SIGNS.    FENCICS    AND    CROSSINGS. 


l"C")    TABULATION  OF  INFOItMATION  IN  HECJAUn    TO  WOOD  SIGNS 

SUIJJECT  No.  1-PART  3. 


11  AIL  HO  AH 

no  g 

8° 

if    0. 

?"  B  3 

e    list    of   same 
ith     plans     and 
ecificationa 

e   any    of   themj 
chased    fr  om 
anufacturers? 

e   any   of   them 
ade     by      your 
mpany? 

o 

e     they     been 
imaged  by  tres- 
ssers? 

ill 

m 

CO  t/;  >■! 

>^^ 

fc^H 

u  a  o 
l>  0  o 

C9   r' 

o-SS 

X 

O 

i^a 

is 

PJ 

K 

Q 

Duluth.     So. 

yi>s 

Highway,  Mile,  Section,  VVhis- 

No 

All 

7  yrs. 

Yes 

No 

Slioro    A:    At- 

tio, Station,  Station  Appr. 

lantic 

Erie 

Yos 

Highway    Crossing,    Junction, 
No  thoroughfare,  State  Line, 
W.  Station,  Whi.stlc  Post 

No 

All 

El  Paso  &  South- 

Vos 

Milo,  Whistle,  Property,  Stop, 

No 

Ail 

Do  not 

Yes 

Possibly 

western 

Sta.  Appr.,  Yard  limit,  Bridge 
No.,  Culvert  No.,  Section  No., 
Stop 

know 

Florida    East 

Yes 

Highway,    Mile,    Whi.5tlc,    Br. 

No 

All 

10  yrs. 

A  few 

No 

Coast 

No.,   Co.   Line,   Stop,    R.    R. 
Cro.ssing,  Trespass,  Yd.  limit, 
Section 

Grand  Rapids  «fc 

Yes 

Crossing,  Section,  Whistle,  Mile 

No 

All 

Cross. 

Not  to  any 

Mile  Posts  0 

Indiana 

Post 

10  yrs. 
Others 
15  yrs. 

extent 

GrandTrunkPa- 

Yes 

Flanger,  Hiahwav  Cross.,  Priv. 

No 

All 

Do  not 

Not  to  any 

No 

cific 

Cross.,     Whistle,     Sta.     Mile 
Boards 

know 

extent 

Gulf, Colorado  & 

Yes 

High.  Cross.,  Derail,  Yd.  limit. 

No 

All 

10-15 

Yes  by  being 

No 

Santa  Fe 

Whistle  Po.st,  Stop,  Sect.  Post, 
Clearance  Post 

yrs. 

shot  at 

Gulf  &  Ship  Is- 

Yes 

Mile  Post,  Sect.  Post,  Culvert, 

No 

All 

5-6 

Some 

No 

land 

Trespass,     Yd.     limit,     Stop, 
Speed  limit,  Priv.  way 

yrs. 

Hocking  Valley 

Yes 

Prop.  Line,  Clear.  Post,  Sect. 
Post,  Whistle  Post,  Highway 
Cross.,  M.  P.  Slow,  Stop 

No 

All 

6  yrs. 

No 

No 

Illinois  Central 

Yes 

W.    Sta.,    Speed    Limit,    Mile, 
Whistle,    Highway    Crossing, 
Propertj',  Br.  Warning 

No 

All 

11  yrs. 

Yes 

Not  at  pres 

Kansas    City 

Yes 

Lines  in  city  requiring  use  of 

Terminal 

special  signs 

Lake     Erie     & 

Yes 

High.  Cross.,  Y^'d.  limit.  Tres- 

No 

All 

8  yrs. 

Yes 

No 

Western 

pass,  Br.  Warning,  Stop 

Lehigh  Valley 

Y^es 

Sect.  Post,  Road  Cross,  Tres- 
pass, County  Line,  Passing  Sid- 
ing and  Junction  Points 

No 

All 

8-10  yrs. 

Not  to  any 
extent 

No 

Manistee    & 

Yes 

Snow    Plow,  Crossing,  Station 

No 

All 

10  yrs. 

Yes 

1 

Northeastern 

Signs 

Minneapolis    & 

Yes 

High.  Cross.,   Slow,  Stop   (2), 

No 

All 

15  yrs. 

Yes 

! 

St.  Louis 

Yd.  limit.  Mile  Board,  Derail, 
Trespass,  Station  Limit,  Water 
Tank 

I: 

Mobile  &  Ohio 

Yes 

Mile    Post,    Whistle,    Coal    & 
Water    Right-of-Way,  Section 
Board 

No 

All 

8  yrs. 

Yes 

To  conci ' 

Middle   Tennes- 

\''es 

Plans    and    Specifications    not 

No 

All 

Br.  Numbers 

To   concn  w 

see 

available 

only 

metal  in  f  r*^ 

Missouri    & 

Yes 

High    Cross.    Whistle,    Stop, 

No 

All 

8-10  yrs. 

Not  to  any 

No 

North  Arkan- 

Slow,  Section,  Overhead  Warn- 

great extent 

.sas 

ing 

— 

i 
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("C")    TABULATION  OF  INFORMATION  IN  REGARD  TO  WOOD  SIGNS 
SUBJECT  No.  1  — PART  3. 


Cost  of  those  made  by 
your  company  exclusive 
of  freight  charges 


High.$3.81,  Mi.$1.18,  Sec. 

$1.18,  Whist.  $1.18,  Sta. 

$3.10,  Sta.  Ap.  $3.78 
High.$12.42,  Jct.$7.88,No 

Thor.$3.76,  St.L.  $8.62, 

W.Sta.  $2.62,  W.  $1.76 
Mi. $2.40,   W.$1.80,    Prop. 

$.50,  Stop  $4,  Sta.  Ap. 

$4.20,  Yd.Lim.$4.20,  Br. 

No.  $.41,  Culv.  No.  $.61. 

Sect.  $4.20 


Cost  of  work  train  and 
labor  to  deliver  ready 
to  install 


Give  average  cost  to  in 
stall 


Flang.$1.30,  High.  Cross 

$3.55,  Priv.Cr.$3.05,Wh 

$1.94,  Sta.Mi.Bd3.$3.07 
High.  Cross.  $5.50,  Derail 

$1.72,  Yd.L.$2.64,  W.P. 

$1.60,  Stop  $1.75,  Sec.P. 

$.80,  Clear  Post  $.93 
M.P.$1.18.  S.P.$1.18,Cul. 

$.84,   Tre3.$2.73,   Yd.L 

$1.47,  Stop  $1.68,  Sp.L. 

$1.98,  Priv.Way  $2.18 
Prop.Line  $3.08.  Clear.  P. 

$2.15.  Sec.P.$3.35,  ^V.P. 

$3.21,  H.Cr.$8.32,  M.P. 

$3.35,  Sl.$6.24,  Stop  $0.24 
Av.  cost  except  Br. Warn. 

$2.47  each,   Br.Warning 

$23.86  each 


High.Cross.$4.76,    Yd.L. 

$3.25,     Tres.$3.15,     Br. 

Warn. $3.-30,  Stop  $2.00 
Sec.P.$1.28,  Rd.Cr.$5.70, 

Tres.  $2.24,  Co.  L.  $3.84, 

Pass.Sid.&  Jct.Pts.$3.75 
Varying  from  $1.50  to  $8 


High.Cr.$5.40,Slow  $1.05, 
Stop  $1.30&$1.05,Yd.L 
$1.30,M.  Bd.$.42,  Derail 
$1.16,  Tres.$2.53,  Sta.L 
$1.30,  Water  $2.50 

M.P.$2.46,  Whistle  $1.63, 
Coal  &  Water  $2.62,R.of 
W.$1.67,Sec.Bd.$2.00 


High.Cr.$7.30,  Stop  $5, 
Slow  $2.50,  Sect.$1.25.In- 
elude  installation 


Mi.$.30,W.$.30,Prop.$.19, 
Stop  $.24,  Sta.Ap.  $.32, 
Yd.  Lira.  $.30,  Br.  No. 
$.22,  Culv.  No.$.22,  Sec. 
$.28 

Delivered  by  freight  train 
to  section  foreman.  Dis- 
tributed by  motor  cars 


No  data 


Average  $.03  per  sign 


Delivered  by  local  freight 


$.48  each 


High.Cross.$.60,   Yd.  L. 

$.40,  Tres. $.40,  Br.Warn. 

$.40,  Stop  $.20 
Sec.P.$1.14,  Rd.Cr.$2.50, 

Tres.  $1.14,  Co.  L.  $1.25, 

Pass.Sid.&  Jct.Pts.$1.25 


High.  $.50,  Mi.  $.25,  Sec 
$.25,  Whist.  $.25,  Sta 
$.25,  Sta.  Ap.  $.50 

High.$1.00,  Jet.  $2.00,  No 

Th.$.50,St.L.$1.00,W.Sta 
$.75,  Whistle  $.30 

Mi.$.35,W.$.15,Prop.$.08, 
Stop  $.30,  Sta.Ap.  $.35, 
Yd.  Lim.  $.35,  Br.  No. 
$.25,  Culv.$.23,  Sec.$.20 


Crossing  $1.00,  Section 
$.25,  Whistle  $.25,  M.P 
$.50 


Relative  economy  in  the 
use  of  concrete,  metal 
and  wood  signs 


$.75 


High.  Cross.  $.47,  other 
signs  $.23  each 


No  data 


5.50. 


Av.  cost  except  Br.Warn 
$1.00  each,  Br.  Warning 
$21.00  each 


High.Cross.$.35,   Yd.  L 

$.20,  Tres.$.20,  Br.Warn 

$.20,  Stop  $.15 
Sect.  $.36,  Rd.  Cr.  $2.00, 

Tres. Sign  $.36,Co.L.$.75, 

Pass.Si~d.$.75 

$3.00  to  $10.00 


Favor  metal  signs.  Be 
lieve  too  many  signs  are 
used 


Have  no  opinion 


Wood  signs  most  eco- 
nomical at  present  cost 
of  lumber 


Wood  is  most  economical 
at  present  cost 

Think  favorably  of  con- 
crete 


Think  concrete  or  metal 
far  superior  to  wood 


Metal  and  concrete  will 
last  longer.  Not  dam- 
aged by  fire 


Depends  on  shape  of  sign 


W^ood  for  us 


Concrete  is  most  eco- 
nomical 

From  experience  of  our 
company  we  have  not 
been  able  to  draw  any 
opinions  on  the  subject 
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("C")    TABULATION  OF  INFORMATION  IN  RECiAHD  TO  WOOD  SIGNS 

SUBJECT  No.  1  —  PART  3. 


RAILROAD 

ave  you  any  wood 
signs    in    use    on 
your  road? 

ive    list   of    same 
with     plans     and 
specifications 

ere    any  of   them 
irchased   from 
manufacturers? 

ere  any  of  them 
made     by     your 
companj-? 

'  c  • 

M  2 

.2® 

ja  a 

ave      they      been 
damaged^by  tres- 
passers? 

o  you  contemplate 
changinK  to  metal 
or  ooiiere«e7 

W 

O 

^a 

^ 

^ 

w 

Q 

Mississippi  Cen- 

Yes 

Road  Cross.,  Yard  Limit,  Mile, 

No 

All 

6  yrs. 

Yes 

Possibly 

tral 

Bridge  Warnings,  Bridge 

Nashville.Chat- 

Yes 

Highway  Cross.,  Clear.  Post, 

No 

All 

8-10  yrs. 

Somewhat 

Yea,  Mile  P(, 

tanooga  &  St. 

Mile,  Corp.  Line,  Ring,  Whistle 

Whistle  Post* 

Louis 

(2),  Ring,  Slow,  End  of  block 

othert 

New  York  Cen. 

Yes 

Highway    Cross.,    Mile    post, 

No 

All 

10-25  jTs. 

Yes 

No 

&    Hudson 
River 

New  York, New 

Whistle  post,  Flanger 

Yes 

High.  Cross.  (3),  Warning,  Sta- 

No 

All 

Yes 

Haven&  Hart- 

tion, Mile,  Section,  Yd.  Limit, 

ford 

Whistle,  Ring,  Rail,  Stop,  Snow 
Board,  Slow,  Speed,  Resume 
Speed 
Whistle  (2),  High.  Cross..  R.R. 

New  York,  Chi- 

Yes 

cago    &    St. 

Cross.  1  Mi.,  Sta.  1  Mi.,  Tres- 

Louis 

pass,    Slow,    Resume    Speed, 
Sec.  Subdiv.,  Bridge,  Culvert 

New    Orleans 

Yes 

High.  Cross.,  Yd.  Limit,  Stop, 

No 

AM 

10  yrs. 

Yes 

No 

Great  North- 

Slow,  Blind  Siding,  Derail 

■ 

em 
Northern    Pa- 

Yes 

Yard  Limit,  Water  1  Mi.,  Sta. 

cific 

1  Mi.,   R.   R.  Cross.,   1  Mi., 
Stop,  Slow,  Priv.  Prop.,  Whis- 
tle Post 

Oregon    Short 

Yes 

Mile  Board,   Tunnel,    Section, 

No 

All 

Investigati 

Line 

Bridge  Culv.,  R.  of  W.,  County 
Line,  Priv.  Prop.  High.  Cross., 
Whistle,  Stop,  Slow,  Yd.  Limit, 
Sta.  1  Mi. 

being  made : » 
practicabilit  f 
concrete 

Pennsylvania 

Yes 

R.  of  W.,  M.  P.  Whistle,  Eleva- 

No 

All 

5-20  yrs. 

Yes 

Not  at  pre. 

Lines  West 

tion,  Stop,  Slow,  Rail  Rest, 
Crossing,  Sta.  Sign 

Peoria  &  Pekin 

Yes 

No 

All 

No 

Not  to  any 

No 

Union 

record 

great  extent 

Philadelphia    & 

Yes 

Trespass,   Br.    Warning,    Priv. 

No 

All 

25  yrs.  if 

Very  little 

Are 

J  changi  o 

Reading 

Property,  Priv.  Crossing 

kept 

CastIr* 

painted 

Pittsburgh, 
Shawmut,    & 
Northern 

Yes 

Flanger,  Highway  Crossing 

No 

All 

10  yrs. 

No 

Public  Service 

Yes 

Railroad     Crossing,     Warning, 
Priv.  R.  of  Way 

No 

All 

No 

Queen   &   Cres- 

Yes 

State  Line,  High.  Cross.,  Sta. 

No 

All 

Somewhat 

Mile  &  Whi '  to 

cent  Route 

1  Mi.,  Caution,  Warning,  Mile 
Post,  Whistle 

be  made  o  n- 
Crete 

Richmond, 

Yes 

Highway    Crossing,    Trespass, 

No 

All 

12  yrs. 

Yes 

Mile  &  W.  I« 
posts  to  CO  5to 

Fredericks- 

Whistle Post,  Mile  Post 

burg  &  Poto- 

mac 

Rock    Island 

Yes 

Stop,  Slow,  State  Line,  Prop- 

No 

All 

Yes 

Lines 

erty  Post,  Yard  Limit,  Derail, 
Highway  Crossing,  Section 

^^ 
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("C")    TABULATION  OF  INFORMATION  IN  REGARD  TO  WOOD  SIGNS 
SUBJECT  No.  1  — PART  3. 


o 

S.3         Cost  of  those  made  by 

Cost   of   work    train   and 

Give  average  cost  to  in- 

Relative economy  in  the 

«>  "            your  company  exclusive 

labor  to  deliver  ready 

stall 

use    of    concrete    metal 

|xi            of  freight  charges 

i! 

to  install 

and  wood  signs 

Yd.L.$1.84,  R.R.C.$1.80, 

$.13 

$.20 

Where  material  is  to  be 

Mi.Sign  $.35,  Br.  Warn. 

gotten    cheaply    believe 

$1.91,  Br.  Sign  $.35 

concr.signs  are  cheaper 

High.  Cr.  $5,  Clear.  $.89, 

Delivered  by  local  freight 

No  change  to  High.  Cr. 

Mi. $1.01, Corp  Line  Ring 

Will  probably  adopt  con- 

$1.12, Whist.$1.12.  Ring 

crete  with  depressed  let- 

$1.12, Slow  $2.00 

ters  for  Mi.&  Whist. P. 

High.$14,  Mi.$5.50,   Wh. 

High.$3,  Mile  $1.50,  Wh. 

Wood  signs  of  this  char- 

$5.30. Flanger  $3.00 

$1.50,  Flanger  $1.50,  In- 

acter  more   economical 

cludes  setting 

than  concrete  or  metal 

High.Cross.$9.24  to  $13, 

High.Cr.$2    to    $6,Warn. 

Cone,  and  metal  higher 

Warn.$1.95,  Sta.$5.54  to 

$.50  to   $2,   Sta.$.75  to 

in  first  cost  but  due  to  a 

119.17,  Mile  $3.75,  Sect. 

$1.50,Mile  $.50  to  $2,Sec. 

longer  life  are  more  eco- 

$3.04, Yd.Lim.$3.15,  W. 

$.50  to  $2,Yd.Lim.&  W. 

nomical 

$3,  Ring  $3.30,  Stop  $3.75 

$.50  to  $2 

$1.00  to  $4.00 

$.20 

Wood  most  economical, 
metal  next 

Yd.Lim.$2,  Water  1  Mi. 

Wood  is  most  economical 

$1.62,  Sta.l  Mi.$1.40,R. 

R.Cross.l  Mi.$1.75,Stop 

$1.50,  Slow  $1.60,  Priv. 

Prop.$1.50,    W.P.$.85 

Br.$.64,    Cul.$.64,    Co.L. 

Saving    on    concr.    over 

$1.99,  R.ofW.$1.01,Priv. 

wood  about  50%  in  first 

Prop.$3.05,  High.  Cross. 

cost.    Concr.  not  subject 

$4.92,  Whistle  $1.23,Stop 

to  decay  and  with  letters 

$3.05,  Slow  $3.05 

cast  in  sign  need  no  at- 
tention 

Cr.Sign$3.75to$9.84,  SI., 

Cr.Sign  $.05  to  $.75,  M.P. 

Metal  signs  cost  less  to 

Stop,Re3.Sp.$4.50  to  $8, 

$1.00,  R.of  W.$.25,  other 

maintain, not  easily  dam- 

M.P.$4.00 to  $5.50,  W.P. 

signs  $.50 

aged, durable.    Concrete 

$1.35&$1.75,Superel.$.85 

suitable  for  heavy  post 
with  few  figures 

No  data 

No  data 

No  data 

With  few  in  use  wood  is 
preferable,  with  many 
in  use  where  standards 
arerigidlyfollowedmetal 
is  preferable 

Consider  metal  with  con- 
crete bases  most  eco- 
nomical 

Cros-sing  Sign  $7.00 

Crossing  Sign  $2.00 

"Go  slow  on  concrete" 
Metal  is  best 

No  exact  data  available 

Wood  is  economical  where 
great  length  is  required 
or  where  awkward  shapes 
are  necessary 

No  data 

No  data 

Mile  and  Whistle  posts 
should  be  concrete 

Not  enough  experience  to 
state 
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("C")    TABULATION  OF  INKOllMATION  IN  UICCJAIID  TO  WOOD  SIGNS 
SUBJECT  No.  1— PART  3. 


■o  a 

8° 

1)  t3 

as 

^  u  /' 

s  ? 

:2- 

1^ 

S15 

11 

HAIL  ROAD 

ave  you  any 
signs    in     us 
your  road? 

ive    list    of 
with     plans 
specification! 

ere   any   of 
purchased   f 
manufacture: 

ere   any   of 
made      by 
company? 

Q< 

ia 

ave      the>- 
damaged  by 
passers? 

o  you  conten 
changing  to 
or  concrete? 

a 

O 

^ 

^ 

^ 

B 

Q 

Rutland 

Yea 

Bridge   No.,   Whistle,  Section, 
Mile,  Flanffor, Clearance,  Tres., 
Yard  Limit 

No 

All 

15  yrs. 

Very  few 

No 

San   Antonio   & 

Yes 

Whistle,     Yard    Limit,    Mile, 

No 

All 

6-8  yrs. 

Yes 

No 

Aransas  Pass 

Section,  Bridge  No.,   W.  Sta., 
High.  Cross.,  Trespass,  Derail 

San  Pedro,  Los 

Yes 

All  signs;  no  list  given 

No 

All 

V'ariable 

Yes 

No 

Angeles  &  Salt 

Lake 

St.  Louis  South- 

Yes 

ilighwav,  Derail,  Whistle,  Slow, 

No 

All 

15  yrs. 

Yes 

No 

western 

Yard  Limit,  Sec,  Mile  Post, 
Trespass 

Southern 

Yes 

Highway  Crossing,  Draw  Bar, 
Trespass,  Property,  State  Line, 
Station 

No 

All 

App.  20 
yrs. 

Yes 

To  Cast  Iron 

Spokane,     Port- 

Yes 

Highway,  Yard  Limit,  W.  Sta., 

No 

All 

No  data 

Yes 

No 

land  &  Seattle 

Trespass,  Whistle,  Derail,  Mile 
Board 

Susquehanna    & 

Yes 

Highway  Crossing,  Yard  Limit 

No 

AH 

10-12  yrs. 

Yes 

No 

New  York 

United    Fruit 

Practically  no  wood  signs  are 

Co.     "Costa 

used 

Rica." 

Great  Northern 

Yes 

Yd.  Limit,  Stop,  Whistle,  Flan- 
ger.    Section,    Derail,   Ashes, 
State  Line,  Highway  Cross. 

No 

All 

No 

No 

Pennsylvania 

Yes 

Trespass,     Yd.     Limit,     Stop, 

No 

All 

15  yrs. 

Yes,  trespass 

We  have  chanj 

Lines,    S.    W. 

Slow,  Crossing,  Station,  R.  of 

and  road 

the  trespass,  j 

Sys. 

W.,  Mile,  Whistle,  Elevation, 
Section,    Reduce    Speed    and 
Resume  Speed 

crossing 

signs 

limit,  elev.  &  s 
post  to  meta 

To  metal  or  c 

Boston     &     Al- 

Yes 

Cross.,  Mile  Post,  Slow,  Whis. 

No 

All 

10-15  yrs. 

Slightly 

bany 

Ring,  Flanger 

crete  in  futui ' 

! 
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("C")    TABULATION  OF  INFORMATION  IN  REGARD  TO  WOOD  SIGNS 

SUBJECT  No.  1  —  PART  3. 


n  Ml 

^^ 

Cost   of   tlioso   made   by 

Cost   of   work    train    and 

Give  average  cost  to   in- 

Relative economy  in  the 

M 

your  company  exclusive 

labor  to  deliver  ready 

stall 

use    of     concrete    metal 

3.£P 
i  o 

2  u 

3  o 

of  freight  charges 

to  install 

and  wood  signs 

Br.No.$1.28,  Whist.  $1.75, 

$.50  each 

Under  present  condition.s 

Sec.$1.75,    Mi.$1.75,    Fl. 

will  continue  the  use  of 

$1.75,  Clear.$1.75,  Tres. 

wood  signs 

&  Yd.Limit  $1.91 

Yd.Lim.$2.25,  Sect.  Bd. 

Cannot  say 

$.80,  High.Cross.  S2.30, 

Derail  $2.10 

No  data 

No  data 

No  data 

High.$6.75,  Derail  $1.50, 

« 
For   delivering   and    set- 

High.$1.00,   Derail    $.50, 

Consider    wood    as    eco- 

Whist. $1.90,  Slow  $2.16, 

ting  see  next  column 

Whi.st.$.50,  Slow$.50,  Y. 

nomical  as  any  material 

Y.L.  $4.00,  Sect.Bd.  $1, 

Limit  $.50,  Sect.Bd. $.25, 

Tresp.  $5.00 

Tresp.  $1.00 

Average  $1.90 

No  record 

$.25  to  $1.00 

Metal  preferable  to  wood 

No  record  kept 

No  record 

No  record 

Where  lumber  is  cheap 
consider  wood  most  eco- 
nomical 

No  data 

No  data 

No  data 

Where  white  pine  is  avail- 
able wood  is  preferable 

Metal  signs  described  on 
Sheet  "B"  are  mo.^t  eco- 
nomical and  satisfactorj' 

Yd.Lim.$1.18,Stop  $1.24, 

W.$1.03,Fl.$1.36,Sc.$.76, 

Derail  $.75,  Ashes  $.49, 

State  Line  $1.80 

High.Cr.S6,    Whist.$1.15, 

No  figures  available 

Tresp.$.50,   Yd.Lim.$.50, 

Sta.Sign  $10  to  $15,R.of 

Stop,   Slow  $.50,   High. 

W.$.50,  Elov.$.45.  Slow 

Cr.$.70,  Stat.$I,  R.of  W. 

$5,  Stop  $5,  Mile  $3,Tres. 

$.40,  Mile   $.60,   Whist. 

$1.25,Red.   &    Res.    Sp. 

$.35,  Elev.  $.25,  Sc.  $.40 

$4.75,  Sect.  $1.80 

Cross.  $16.90,  M.P.  $2.50, 

No  data 

$1.00  to  $10.00 

We  have  had  no  experi- 

Slow $6,   Wh.and   Ring 

ence  with  concrete  but 

$1.46,  Flanger  $1.00 

from  our  experience  we 
areinclinedtofavormetal 
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As  staled  above,  their  use  lias  not  covered  a  sufficiently  long  period 
to  enable  anyone  to  give  any  very  definite  information  as  to  their  life. 
Some  have  placed  it  at  15  to  50  years,  others  10  to  20,  while  most  of  the 
roads  have  advised  it  was  indefinite  or  gave  no  reply.  With  proper  ma- 
terial and  workmanship  in  tluir  manufacture,  there  seems  to  be  no  reason 
why  they  should  not  be  good  for  thirty  to  forty  years  if  not  subjected 
to  sudden  shocks  or  severe  strains. 

A  recent  examination  of  a  line  of  concrete  posts  along  a  public  high- 
way, where  some  had  been  broken  (jff  at  the  ground  line,  indicated  that 
failures  in  many  cases  are  due  to  faulty  workmanship.  The  posts  in 
question  were  square  in  section,  and  reinforced  with  four  34'in.  twisted 
rods.  Instead  of  the  reinforcing  rods  being  found  one  in  each  corner, 
as  intended,  they  were  all  found  in  one  side;  displaced  no  doubt  while 
placing  the  concrete.  Had  these  pos'ts  not  been  subjected  to  an  unusual 
strain  or  shock,  they  might  have  lasted  for  fifty  years. 

Referring  again  to  the  table,  it  will  be  noted  the  percentage  damaged 
in  handling  ranged  from  0  per  cent,  to  5  per  cent.,  with  a  probable  average 
of  not  over  2.5  per  cent.,  the  damage  in  many  cases  occurring  while  the 
posts  were  being  removed  from  the  molds.  The  method  of  shipment 
varied  from  loading  on  flat  cars  crosswise  with  no  packing  to  the  use  of 
hay,  straw  or  sawdust.  The  average  cost  of  line  posts  would  seem  to 
be  about  25  cents,  the  anchor  or  corner  posts  50  cents,  while  the 
average  cost  to  install  would  probably  run  about   12  cents. 

In  Table  E  will  be  found  information  relative  to  metal  fence  posts. 
Some  roads  are  just  beginning  their  use  while  others  have  had  them  in 
use  as  long  as  six  years.  Quite  a  few  roads  have  been  using  them  two 
to  three  years.  As  in  the  case  of  concrete,  their  use  has  not  covered  a 
sufficiently  long  period  to  determine  definitely  their  life.  It  has  been 
variously  estimated  at  ten  to  twenty  years,  except  in  old  boiler  tubes, 
which  fail  in  six  to  eight  years. 

The  line  posts  cost  about  25  cents,  end  posts  $1.60  and  corner  posts 
$2.30.  The  cost  of  setting  line  posts  ranges  from  2  to  10  cents,  with  a 
probable  average  of  6  cents.  The  cost  of  setting  a  corner  or  end  post 
will  vary  from  $1.00  to  $1.50  if  set  in  concrete,  not  including  cost  of 
materials. 

In  Table  F  will  be  found  information  secured  from  66  railroads 
relative  to  wood  posts.  The  prevailing  timber  used  is  cedar,  locust,  chest- 
nut and  oak,  with  some  Bois  d'Arc,  catalpa,  cypress  and  pine.  The  life 
varies  from  5  to  6  years  for  oak  and  pine  to  20  years  for  the  cedars  and 
40  to  50  years  for  Bois  d'Arc.  The  loss  by  fire  in  most  cases  is  low,  but 
in  some  localities  runs  as  high  as  2$  per  cent.,  while  several  roads  report 
as  high  as  50  per  cent. 

Only  three  companies  have  undertaken  the  cultivation  of  timber  for 
posts,  two  reporting  results  satisfactory  and  one  poor.  The  prices  paid 
for  posts  range  from  7  to  38  cents,  the  average  being  about  18  cents, 
with  about  2  cents  for  delivering  along  line  of  road.  From  prices  shown 
in  table,  the  average  cost  to  set  wood  posts  would  be  about  10  cents,    A 
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I'D")    TABULATION  OF  INFORMATION  IN  REGARD    JO  CONCRETJ-:  FENCE  POSTS. 

SUBJECT   No.  2— PART    1 


U.\II.H().\D 

!ave  you  any  con- 
crete fence  posts  in 
use  on  >-our  road? 

l| 

II 

ere   any   of   them 
purchased   from 
manufacturers? 

ere   any   of   them 
made   by   your 
company? 

>. 

o 

.2*5 

o 

a 

"el 

H 
ill 

o  b  a 

K 

(^ 

^ 

^ 

ffi 

CJ 

5S 

X 

Atlantic  City 

No 

Atchison,  Topeka  & 

No 

Santa  J<'o 

Atlantic  Coast  Line 

No 

Baltimore  &  Ohio 

Yes 

3".\3"iop 
7'  long 

All 

No 

8  yr.s. 

4-.f9  wires 

Do  not 
know 

Blythoville,    Leach- 

No 

ville   &   Arkansas 

Southern 

Carolina,  CI  inch  field 

No 

&  Ohio 

Central  of  Georgia 

No 

Central  Railroad  of 

No 

New  Jersey 

Chicago  <t  Alton 

Yes 

All 

No 

7  yrs. 

Indeterm- 
inate 

Do  not 
know 

Chicago,    Peoria    «& 

No 

i 

St.  JjOuis 

1 

Chicago  &  Eastern 

No 

1 

Illinois 

Chicago,  Indianapo- 

No 

lis  &  Louisville 

Chicago  Junction 

No 

Cincinnati  Northern 

No 

Chesapeake  &  Ohio 

No 

Colorado  Midland 

No 

Delaware  &  Hudson 

No 

Delaware,  L  a  c  k  a- 

Yes 

D.  &A. 

No 

All 

3  yrs. 

Can  not 

4  pieces  hoop  steel 

2-6  mo8. 

wanna  &  Western 

say 

Duluth,  Mis.sabe  & 

No 

Northern 

East  Broad  Top 

No 

El   Paso   &    South- 

No 

western 

FerroCarril  de  Cos- 

No 

ta  Rica 

Florida  East  Coast 

No 

Georgia 

No 

Georgia,  Florida  & 

No 

j 

Alabama 

Great  Northern 

No 

Grand  Trunk 

No 

Gulf  &  Ship  Island 

No 

Gulf,    Colorado    & 

Yes 

No 

All 

5  yrs. 

Inde- 

4-1' square  rods 

15  da.  ; 

Santa  Fe 

structible 

Illinois  Central 

Yes 

National 
1:2:4 

No 

All 

8  mos. 

Unknown 

6  No.  8  Bess,  wire 

60  da. 

Intercolonial 

No 

International  & 

No 

Great  Northern 

Jacksonville    Term- 

No 

inal 

Kansas  City  Term- 

No 

inal  Ry. 

Lake     Superior     & 

No 

Ishpeming 

Louisville  &   Nash- 

Yes 

D.  «&A. 

No 

All 

2  yrs. 

4-r   twisted    rods   T 

60-90  d£ 

ville 

8'  long 

from  surface 

Long  Island 

Yes 

No 

All 

6-7  yrs. 

Indefinite 

J' Twisted  rods 

15-90  d: 

Manistee  &   North- 

No 

east 

Mississippi  River  & 

Yes 

D.  &  A. 

No 

All 

3-5  yrs. 

10-20  yrs. 

Some  with  No.   8  wire 

2-12  mc 

Bonne  Terre 

Ohio 

Some  with  hoop  iron 
Some  with  J'  cor.  bars 

Middle  Tennessee 

No 

. 
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("D")    TABULATION  OF  INFORMATION   IN  REGARD  TO  CONCRETE  FENCE  POSTS. 

SUBJECT  No.  2— PART  1. 


illy 


■"ft 

:3 


7i« 


w 


Not  packed 


Donotthink 

they  were 

packed 


Saw  dust 


In  hay  or 

straw 

Wood  strips 

between 

layers 


3% 


% 


Loaded 

crosswise 

on  flat  cars 

Not  packed 


Loaded  on 
flat,  cars  2 
layers  deep| 


5  4> 

/.^  H  tn 

?  5  "5 

>^  a 

05T3  a 

w 


No 


No 


Not  to 

any 
extent 


No 
No 


Xi  q 


Yes 


Have  been 

broken  by 

cattle 


Yes 


Very 
So  far,  yes 


Very  few 


Probably 
1% 


So  far,  yes 


Entirely 


Yes 


Posts  too 
light 


<u 


3   ° 
(/!  3  "i 

o  o-.fl 

»3   b£i 
O  «■- 


u 


S.28 


App. 

$1.40 


No.  8  wire  too 

light,  i'  bar 

preferable 


to 


«     Q     tl 

.»-,   O   O 

O 


Int.  .18-.20 
Anchor     .43 


.5  i> 

il 

O  "  — ' 


o 


$.03 


Do  not 
know 


.002 


.635 


$.2643  each 


$.375  each 


$.38-.41 
each 


5.20-.45 
each 


Do  not 
know 

$.04 


No  record 


No  data 


O 


.15 


About 
$.05 


Holes  .15 
Sett'g  .075 
Brace  .075 


$.10  Av. 


5.082 


$.27  incl. 

loading, 

distr.  & 

setting 

Not  more 

than  wood 

posts 


No  record  No  record 


Remarks 


Trial  lot  of  25 


34  miles  fenced  on 
both  sides  with 
concrete  posts 


These  posts  were 
used  for  park  pur- 
poses only 


Believe  it  will  cost 
approx.  .05  more  to 
inst.  than  ced.  post 


4  OS 


SIGNS.    FRNCKS    AND    CROSSINGS. 


("D")     JAlUiJ-A'llOiN  Ul   IMOKMAIION  IN  lUCC.ARD  'I'U  CONUJtin'E   FENCE  POSTS. 

SUIUECT  No.  2-PAIlT  1. 


RAILROAD 


8  ir  oj 
a  C  ^ 

C8   4)   2 


£8^ 


Missouri,  Kansas  A 

Tcxaa 
Mobile  &  Ohio 
Nashville,    Chatti- 

nooga  &  St.  Louis 
New  York  Central 

Lines 
New     York,     New 

Haven  &  Hartford 
New  York,  Chicago 

&  St.  Louis 
New   York  Central 

&  Hudson  River 

New  Orleans  & 
Great  Northern 

Northern  Pacific 

Northern  R.   R.  & 
F  e  r  r  o  c  arril 
de  Costa  Rica 

Oregon  Short  Line 


Pacific  Electric 
Peoria  &  Pekin  Union 
Pennsvlvania  Lines 
N.  W.  Sys. 

Pennsylvania  Lines, 
S.  W.  Sys. 


Pittsburgh  «&  Lake 

Erie 
Public  Service 


Phi  lade  Iphiaife 

Reading 
Queen  &  Crescent 


Richmond,  Freder- 
icksburg &  Potom- 
ac 

Rock  Island 


San  Pedro,  Los  Ang- 
eles &  Salt  Lake 

Southern  Pacific 

Spokane,  Portland  & 
Seattle 

St.  Louis  Southwest- 
ern 

Susquehanna  &  New 
York 

Temisk  aming  & 
North  Ontario 

Toledo  &  Ohio  Cent- 
ral 

Tonopah&Goldfield 

Union  Pacific 


Washington    Termi- 
nal 
Wabash 


No 

No 

No 

No 
Yes 
No 
Yes 

No 

No 
No 

Yes 


No 
No 
Yes 


Yes 

No 
Yes 

No 
Yes 

No 

Yes 

Yes 

No 
No 

No 

No 

No 

No 

No 
Yes 

No 
No 


11 


Ohio 
8'  long 


Victor 


Semi-circ. 
4'x6'-7'0' 


D.&A.1-4 
D.&  A. 

Plans  sent 
Plans  sent 

National 
D.&  A. 


'^ 


ga 


No 


Samples  by 

Ogden  Port 

Cem.  Co. 


No 


a" 


Yes 


Yes 


No 


No 


No 


Yes 


All 


All 


II 


50  not 
yet 
used 


All 


Yes 


Yes 


All 


All 


All 


No 


2yr8. 


3  yrs. 


3  yrs. 

1-9  yrs. 

5  yrs. 

6  mo. 
5  yrs. 

1  yr. 
1  yr. 


4  yrs. 


Indeterm- 
inate 


15-50  yrs. 


25  yrs. 


Indefinite 


Indefinite 


Cannot 
say 


Cannot 
say 


Cannot 

say 


.9 
t 


ft/'  a 

O  u 


No.  14  cross  wires 


5-i'  steel  rods  3  across 
flat  face  and  2  in  circle 


4-f'  steel  bars 


,ie'x|'Flatsteel,  I'No. 
14  Flat  iron.  No.  5  « 
rods,  f  No.  1  gage 
hoop  steel,  and  f '  No 
18  gage  iron 


\'  rod  in  each  comer 


No.  9  Twisted  wires 


Line  posts  5  strands  No. 
8;  Cor.  posts  9  strands 
No.  8  hard  Bessemer 
wire 

Ribbon  steel  If  wide 
No.  18  gage 


1-5  moa. 


30-90  daj 
1  to  10 

DiOB. 


7-15  da. 


15-30  da 


30-90  d£ 


60-90  d; 


1'  24  gage  sheet  iron 
core.  No.  8  gage  high 
carb.  wire,  18  gage 


30  dfl 
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CD") 


TABULATION  OF  INFORMATION  IN  REGARD  TO  CONCRETE  FENCE  POSTS. 

SUBJECT  No. 2— PART  1. 


ly 


o  an 


Loaded  flat 

on  cars  and 

blocked 


Loaded  flat 
lengthwise 
strips  bet. 
Stacked 
flat  in  cars 


Made  at 
site 


Loaded  flat 
on  car  floor 
and  blocked 


Not  packed 


Loaded  in 
box  cars, 
strips  bet. 


Handled 

same  as 

wood  posts 


J2  >. 

X) 


«>  P  ''2 

Q>  C   en 

C13T3  a 


w 


Practic- 
ally none 


1  near  top 
cracked 


No 

No 


No 


No 


No 


No 


X 


Yes,  except 
in  soft  or 
wet  ground 


Yes 


Yes 
No 

Yes 
Yes 

Yes 


Yes 


7'  posts  too 

short  in  soft 

ground 


Damaged  by 
stock  rubbing 

against 
Type  of  rein- 
forcing is  un- 
satisfactory 


Except  the 
price 


A  few  dam- 
aged by  drift 


3   ° 

(a  («  bii 

tn  3  t; 
o  ^-^ 

o  «*- 


O 


$.22 
each 


$.35  per 
post 


«  o 

as- 

*^    3«~ 
^   O   O 

qX>  m 
U 


$.24-.27 


$.26  each 


Line$.15-.25 
Av.  .18;End 

25-._60Av  .50 
Varies  from 

$.18  to  $.37; 

Aver.  $.26 


$.23  each 


Line  posts 
$.20  exclus- 
ive  of  plant  j 


.5  ii 

C3T3 
^^  O 

go 

"o       u 

73   4) 
O   03  — 

u 


App.  $.01 


$.02-.03 
$.05 


Work 

train 

not  used 


C3^ 

4)    M 

.>.9 
O 


$.07-.12de- 
pendingon 
local  cond. 


$.10-.]2 


.10 


$.25 


Remarks 


Trial  lot  of  25 


3rx5'x7'  long 
4''x5rx7'  long 
11000-12000  in  all 


Used  with  iron 
fence  also  with  con- 
crete panel  fence 


No  data 


Hog    fence    37900 

per    mi.;    Cattle 

fence  27600  per  mi. 

Lab.  142  Mat.  $237 

•    131      •'       145 


About  6  miles  in- 
stalled for  trial 
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SIGNS.    FENCES    AND    CROSSINGS. 


("E")     r\nUI-.\TION  OF  INFOIIM.ATION  IN   rilH'.AUD  TO  MKTAT.   FENCE  PORTS 

SUIUlOCr  No.  2   -  J'AKl'  2. 


c;  Si 

a  VI 

aa 

B^ 

>, 

^ 

T  3 

Cl  c 

I*  ,- 

4,    3 

r\ 

3 

4i 

•cl.2 

■5  o 

C3 

Xi 

>-,^'^ 

^8 

—  "*"  fe 

>, 

'"'^ 

2.% 

c3  (n  P 

•il 

'-^2 

O^c. 

5l 

*^a 

RAILROAD 

^•|« 

bf)  e 

xg 

ave  y 
fence 
on  yoi 

St3 

ere   a 
purch 
manu 

ere   a 
made 
comp 

,£3  IS 

ffi 

(U 

^ 

P= 

tt 

^ 

Atlantic  City 

No,  ex- 
cept in 
metal 
fences 

Atchison,    Topeka    & 

No 

Santa  Fo 

Atlantic  Coast  Line 

Have 
ordered 
for  4,000 
Lin.  ft. 

Am.  Steel 

Ail 

Baltimore  &  Ohio 

Yes 

Am.  Steel 
Line  7'  long  #16 
End  7'  long    10 

All 

No 

If  yrs. 

15  yrs. 

Blytheville,  L  e  a  c  h- 

No 

V  i  1  1  e  &  Arkansas 

Southern 

Carolina.    Clinchfield 

No 

&Ohio 

Central  of  Georgia 

No 

Central     Railroad    of 

No 

New  Jersey 

Chicago  &  Alton 

No 

Chicago,  Peoria  &  St. 

No 

Louis 

Chicago  &  Eastern  Ill- 

No 

inois 

Chicago,   Indianapolis 

No 

A 

&  Louisville 

^ 

Chicago  Junction 

No 

Cincinnati  Northern 

No 

Chesapeake  &  Ohio 

No 

Colorado  Midland 

No 

Delaware  &  Hudson 

No 

Delaware,  Lackawan- 

No 

na  &  Western 

Duluth,     Missabe     & 

No 

Northern 

East  Broad  Top 

No 

El  Paso  &  Southwest- 

No 

em 

Ferro  Carril  de  Costa 

No 

Rica 

Florida  East  Coast 

No 

Georgia 

No 

Georgia,     Florida    & 

No 

Alabama 

Great  Northern 

No 

Grand  Trunk 

No 

Gulf  &  Ship  I-sland 

Yes 

Conners,  Wymore 
&  Co.  Angle  Iron 

All 

No 

2yrs. 

20  yrs. 

Gulf,  Colorado  &  San- 

ta Fe 

Illinois  Central 

Yes 

Am.  Steel 

No 

No 

5  mo. 

Unknown 

Intercolonial 

Yes 

Old  boiler  flues 

No 

All 

2-3  yrs. 

6-8  yrs. 

International  &  Great 

No 

Northern 

Jacksonville  Terminal 

No 

Co. 

Kansas  City  Terminal 

Ry. 
Lake  Superior  &  Ish- 

No 

No 

pemmg 
Louisville  &  Nashville 

No 

. 
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("E")     TABULATION  OF  INFORMATION  IN  REAGRD  TO  METAL  FENCE  POSTS 

SUBJECT  No.  2  — PART  2. 


X>  >> 

>  d  rt 
e3T3  a 

D3 


No 


No 


No 


>>>. 


4)  (55 


So  far, 
yes 


3   ° 

f  ="  is 

o  o-^ 
22  oi: 


O 


S   -'3 

"  o  ^^ 


""^  O   0)   o 
o  ^^  ^' 

o 


Line  post  $2.45 
End  post     1.62 


Yes 


So  far, 
yes 

No- Rust 

off  at 
grou'd  line 


$.35^ 


None  purchased 


is  01  (/■.• 

^  O  o 

g  ^- 

o 


S.Ol  each 


O 


Line  posts  .06 
End  post    1.22 


No 


Haudled  by 
local  freight 


\c  each 


No  data 


$.04-.05  each 


Remarks 


Cost   docs   not   in- 

.  dude  concrete 

around  end  posts 


270  in  use 


A  few,  installed  for 
experimental  pur- 
poses 
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C'E")      rAIUir.ATION  OF  INFORMATION  IN  RECARD  TO  MIOTAI.  FKNCIO  POSTS 

SlinjECT  No.  2  — PART  2. 


1^ 

1/. 

aa 

at 

a,  3 

4J 

3 

-B 

j3  Oe-. 

-° 

c9 

>'«>'^ 

jg 

•«*-  a 

w.,  ''■ 

^f-. 

E'"* 

H-2  5 
""2  2 

■'ii 

y.  +» 

°  >.^- 

^1 

"i 

l{All>ROAI) 

p  '-a 

any 

le   b 
panj 

O  Q 

5« 
.2*0 

ave 
fenc( 
ony 

is 

0)   t  " 

>-  =*  d 

a>  aj  a 

fcas 

0£> 

V.3 

W 

p^ 

Es 

Et 

a 

tS 

liOnR  Island 

No 

Mnnistocife  Northeast- 

No 

orn 
Mississippi     River    & 

Yes 

Am.  Steel 

All 

No 

lyr. 

Bonne  Tcrre 

Middle  Tennessee 

No 

Missouri,     Kansas    & 

No 

Texas 

Mississippi  Central 

No 

Mobile  &  Ohio 

No 

Nashville,  Chattanoo- 

No 

ga  &  St.  Loiiis 

New  York  Central 

No 

New  York,  New  Hav- 

Yes 

Am.  Steel 

Ail 

No 

2yrs. 

en  &  Hartford 

New  York,  Chicago  & 

St.  Louis 

New  York  Central  & 

Yes 

Am.  Steel 

All 

No 

6  mo. 

Unknown 

Hudson  River 

New    Orleans    Great 

No 

Northern 

Northern  Pacific 

No 

Oregon  Short  Line 

No 

Pacific  Electric  R.  R. 

Yes 

Carbo  Posts 

All 

No 

3  yrs. 

Unable  to  ad- 

Co. 

vise.  First  ex- 
perience with 
them 

Peoria  &  Pekin  Union 

Yes 

Am.  Steel 
Line  7'  long  #16 
End8'long#10&12 

All 

No 

Some  2  yrs. 
Some  1  yr. 

Unknown 

Pennsylvania 

Yes 

Am.  Steel 

All 

No 

IJ  yrs. 

Experience 
too  limited 

Pennsylvania  Lines, 

Yes 

Yes 

Yes 

2-18  yrs. 

30  yrs. 

S.  W.  Sys. 

Pittsburgh&  LakeErie 

No 

Public  Service  Ry. 

Yes 

See  plans 

Yes 

Yes 

IJ  yrs. 

Indefinite 

Philadelphia  &  Read- 

No 

ing 
Queen  &  Crescent 

Yes 

Am.  Steel  8'lg  #16 
Plost  Steel  9'  long 

All 

No 

34  yrs. 

Cannot  say 

Richmond,       Freder- 

No 

icksburg  &  Potomac 

Rock  Island 

Yes 

Am.  Steel 
Line  7'  long  #13 
Comer  8'  long  #10 

All 

No 

2  yrs. 

}    No  data 

San  Pedro,  Los  Ange- 

No 

les  &  Salt  Lake 

Southern  Pacific 

No 

Spokane,   Portland  & 

No 

Seattle 

St. Louis  Southwestern 

No 

Susquehanna  &    New 

No 

York 

Temiskaming&  North 

No 

Ontario 

Toledo  &  Ohio  Central 

Yes 

Am.  Steel  7'  long 
#16 

All 

No 

2  yrs. 

10-20  yrs. 

Tonopah  &  Goldfield 

No 

Union  Pacific 

Yes 

Am.  Steel 
Line  post  #16 
Comer  post  #10 

All 

No 

lyr. 

10-16  yra. 

Washington  Terminal 

No 

Wabash 

Yes 

No 

Yes 

6  yrs. 

12-16  yrs. 
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("E")  TABULATION  OF  INFORMATION  IN  REGARD  TO  METAL  FENCE  POSTS 

SUBJECT  No.  2  — PART  2. 


Have    they    been 
damaged  by  tres- 
passers? 

i 

£ 

Cost   of  those  pur- 
chased exclusive  of 
freight  charges 

Cost  of  those  made 
by   your   Co.   ex- 
clusive of  freight 
charges 

Cost  of  work  train 
and  labor  to  deliv- 
er ready  to  install 

1 

n 

.9 
2 

4^ 

Remarks 

No 

None  purchased 

50  installed  on  tria 

No 

So  far, 
yes 

Mater,  per  d.  $  .7125 
Labor  per  d.      .45 

Total            1.1626 

No  data 

A  few  hundred  on 
trial 

No- 
No 

No 

Yes 

To  date, 

very 

Yes 

Line  posts  $  .23 
End,  #12      1.48 
End,  #10      1.62 
Interm.      $  .45 
Corner         3.25 

$.24 

No  data 
No  data 

No  data 

No  record. 

Distributed  by 

push  car 

$.015 

No  data 

Interm.  $  .03 
Corner     1.00 

$.045 

8  miles  in  use 

88  intermediate  and 
one  corner  post 
with  braces  used 

No 

Entirely 
so 

Line  7' #12  S  .35 
Comer  #10  2.26 
End,  #10      1.52 

Cost  to  drive  post 
&  stretch  47'  wire 
$.05  per  ft.  of  fence 

No 

Yes 

Am.  Steel  $2.85 
Plost  Steel    .30 

Work  train 
not  used 

$.05-.  10  each 

No 

So  far, 
yes 

Post  for  5  miles  for 
experimental  pur- 
poses 

No 

No 

7'  long  #16  $.24 

About  $.01 

$.02-.03 

Posts  bend  when 
stock  rubs  against 
the  fence 

No 

Yes 

Lino  Post  1  .25 
Cor.  Post    2.30 
End  Post    1.65 

No  data 

No  data 

No 

Yes 

$.12 

$.04 
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("F")     I'AIH  l,AI  ION  OF  INFORMATION  IN  REGARD  TO  WOOD  I-T.NCE  POSTS. 

SUIUI'X'T  No.  2  — PART  3. 


I{AlLUOAl) 


Wlmt  kind  of 
\voo(l  fence 
post  nre  in  use 
on  your  roivd? 


Atlantic  Citj' 

Atohi.son,    Topcka    *<' 
Santa  Fe 

Atlantic  Coast  Line 


Baltimore  &  Ohio 


Blytheville,  Leach- 
ville  &  Arkansas 
Southern 

Carolina,  Clinchficld 
&Ohio 

Central  of  Georgia 


Central    Railroad    of 
New  Jersey 

Chicago  &  Alton 


Chicago,  Peoria  &  St. 
Louis 


Chicago  &  Eastern  Ill- 
inois 

Chicago,  Indianapolis 
&  Louisville 

Chicago  Junction 

Cincinnati  Northern 

Chesapeake  &  Ohio 

Colorado  Midland  . 

Delaware  &  Hudson 
Delaware,  Lackawan 

na  &  Western 
Duluth,     Missabe    & 

Northern 
East  Broad  Top 

EI  Paso  &  Southwest 
em 


Ferro  Carril  de  Costa 
Rica 


Florida  East  Coast 
Georgia  Railroad 


Georgia,    Florida    & 

Alabama 
Great  Northern 


Pica.so  f  u  r  n  i  ,s  li 
Kcncral  dimcn- 
wions  and  spoci- 
fi  cations 


Chestnut 

Bois'd  Arc  Rod 
Cedar,  White 
Cedar.  Oak 

Red  Cypress, 
lilackCypress, 
Jjons:  leaf  pine 

Chestnut,  Lo- 
cust, White 
Cedar 

Roadnotfenced 


Locust,  Cedar, 
Chestnut, 
White  Oak 

Cypress.Cedar, 
CreosotcdPine 

Chestnut 


Cedar,  Locust, 
Oak 


White  Cedar, 
White  Burr  & 
Post  Oak 

Oak,  Cedar, 
Fir,  Catalpa 


Cedar 

Cedar 
Cedar 
Locust 


Pitch    Pine, 
Cedar 

Chestnut 


Ijocust,  Chest 

nut 
Burnettized 

short  leaf  Pine, 

Cedar 

Rough  hewn 
native  wood 


Cypress,  Pine 
Yellow  Pine 


Cedar 


Wliat  is  the  nvcr- 
ar:o  life  of  eneh 
kind? 


O'C  long,  6'  dia 
at  small  end 

T,eniith  7'0*  to 
7'0',  diam.  at 
small  end  4' 

Length  7 '-6',  dia. 
at  small  end  5' 

Length  7'0',  dia. 
at  small  end  5' 


Leng.  8'0', Round 
5',    Halved    8 
Quartered  12' 

Length  7'0'-8'0", 
dia.  at  small  end 
5' 

Length  8'0',  dia. 
at  small  end  6' 

Length  8'0',  dia. 
at  small  end  4' 


Length  TO',  dia. 

at  small  end  4", 

cut     from     live 

trees 
Length   7'0'-7'6", 

dia.  at  small  end 

5* 

Length  7'0',  dia. 

at  small  end  4' 

and  6' 
Length  lO'O',  dia. 

top  6',  bottoms" 
Length  8'0',  dia 

at  small  end  5' 
Length  8'0',  dia. 

at  small  end  5* 


Length  7'0',  dia, 
at  small  end  5' 

Diameter  at  top 
55' to  8' 


Diam.   at  small 

end  6' 
Length  7'0',  dia. 

at  small  end  4" 


Length  6'0',6'x6'' 
square 


Length  8'0',  dia, 

6' 
length  lO'O', 

e'xS' 


Length  7'6%  dia. 
at  small  end  5' 


10-15  yrs. 

Hois'd  Arc  and 
Cedar  15- 18  yrs., 
Oak  8-10  yrs. 

Cypress  12  yrs.. 
Pine  5  yrs. 


Give  approxi- 
mate per  cent 
destrf)yed  \>y 
fire 


10  yrs. 


Locust  20,  Cedar 
14,  Chestnut  10, 
White  Oak  7  yrs 
Unknown     ' 


15  yrs. 


10  yrs. 


Oak  6,  Cedar  has 
been  in  service 
9  yrs. 

Oak  9-12,  W.Ced- 
ar 20,  Red  Cedar 
16,  Fir  12,  Cat  16 

12  yrs. 


15  yrs. 

15  yrs. 

About  20  yrs. 

15  yrs. 
8  yrs. 


Locust    20    yrs., 

Chestnut  7  yrs. 

Probably  15  yrs. 


Average  life  5 
yrs.  Posts  at- 
tacked by  ants 
and  rats 

10  JTS. 

6-8  yrs. 


No  data 


Are  y  o  ii 
c  r  o  u  i  n  K 
timber  for 
fence  postn 


Less  than  1% 
.5%  to  \% 

50% 

Cannot  say 

Probably  4% 

Unknown 
T.,es3  than  1% 

Estimated   at 

50% 


Oak  30%,  Ced. 
ar50% 


Few   Oak,    W 
Cedar  20-25% 


0% 

0% 

1% 

Negligible 

2% 


No  record 
No  data 


Practically 
none 


10 
Probably  5 

No  data 


If    no. 
k  iori 
trees 


No 
No 

No 

No 

No 
No 
No 
No 

No 


To  no  large 
extent 


No 

No 
No 
No 

No 
No 

No 
No 

No 

No 
No 

No 
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("F")     TABULATION  OF  INFORMATION  IN  REGARD  TO  WOOD  FENCE  POSTS 

SUBJECT  No.  2  — PART  3. 


Give  prices  paid, 

Give  average 

Do  you  contem- 

Relative economy  in 

lat 

exclusive  ol 

cost  of  work 

Give     average 

plate     changing 

the  use  of  concrete, 

Remarks 

freight  charges 

train  and  labor 
to  deliver 

cost  to  install 

to    concrete    or 
metal? 

metal     and     wood 
posts 

1.12  to  1.20 

No 

Boisd'  Arc  $0.16, 

$.01  to  $.02 

$.10  to  $.12 

No 

At  present  prices 

Oak  .10,  Cedar 

wood   is  much   the 

.19 

most  economical 

Pine  $.07,  Cypress 

Now  experiment- 

Cypress posts  at  $.10 

.10 

ing  with   metal 
posts 

show  greatest  econ- 
omy 

$.12  to  $.18 

$.18 

Now  under  con- 
sideration 

No  opinion 

Locuat  $.20,  Ce- 

Train not  used 

$.10  to  $.12 

No 

Wood    i.s    most    eco- 

dar  .18,  Chest- 

nomical 

nut  .16,  Oak  .16 

Cyprcsa  $.30.  Ce- 
dar .30,  Creosot- 

No  record 

$.10  estimated 

No 

No  opinion 

ed.25 

$.20  to  $.25 

$.01 

$.10  is  average, 
varies  from 
$.05  to  $.15 

No 

Cannot  give  a  com- 
parison 

Cedar  $.16,    Lo- 

$.06 i  n  c  1  u  d  es 

Would  like  to  use 

Believe    concrete    is 

cust  .20,  White 

work  train 

concrete    if    ex- 

most economical 

Oak  .12 

expense 

pense   could    be 
afforded 

Oak  $.10  F.O.B. 

$.0075 

$.043 

No 

At  present  prices  oak 

Line 

is  most  economical 

r 

Cannot  furnish 

Do  no(  handle 
by  work  train 

$.05  to  $.10 

Considering  con- 
crete  but   have 
come  to  no  de- 
cision 

Concrete  metal  and 
wood  respectively 

4'  $.135,  6'  $.18 

Delivered   b  y 
local 

$.03 

No 

$1.10 

$.05 

$.12 

No 

No  opinion 

$.17 

Not      handled 
by  work  train 

$.05 

To  concrete 

$.20  to  $.25 

$.03 

$.25 

No 

We  have  not   found 
that  it  would  be  eco- 
nomical    to    adopt 

concrete  or  metal 

$.125 

No  record 

$.18 

No 

$.08  to  $.15 

Yes 

Concrete  is  most  eco- 
nomical 

Chestnut  $.10,Lo- 

$.02 

$.11 

No 

Locust  is  most  eco- 

cust .15 

nomical 

Burnett.S.L.Y.P. 

$.011 

Digging    holes 

No 

No  opinion 

$.23,  Wh.  Cedar 

$.115.   Setting 

.23.    N.    Mexico 

.017 

Cedar  .15 

Average  contract 

$.05  Aver. 

About  $.10 

Not  immediately 

In  tropics  where  na- 

price  with    na- 

tive wood  ia  cheap 

tives  ia  $.10 

and    concrete    rela- 
tively high,  wood  is 
most  practicable 

$.18  to  $.20 

$.03 

No 

$.96 

2%orpurchased 
price 

$1.07 

Now   using   con- 
crete   wherever 
practicable 

Concrete   most   eco- 
nomical 

$.11 

Probably  not 
over  $.01 

$.09 

No 

Metal    and    concrete 
posts  most  econom- 

'                           1 

ical  in  G.N.  territoryl 
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("F")    TAHULATION  OF  INFORMATION   IN    HIXiARD  TO  WOOD  FENCR  POSTS. 

SlJHJI'Xrr  No.  2    -PART  .5 


RAILROAD 


Grand  Trunk 
Gulf  &  Ship  Island 


Gulf,  Colorado  &  San 
taFe 


Illinois  Central 


Intercolonial 


International  &  Great 

Northern 
Jacksonville  Terminal 

Co. 
Kansas  City  Terminal 

Lake  Superior  &  Ish- 
peming 

Ix)ui8ville  &  Nashville 


Long  Island 


Manistee  &  Northeast 

em 
Mississippi    River    & 

Bonne  Terre 


Middle  Tennessee 


Missouri,     Kansas    & 
Texas 


Mobile  &  Ohio 


Nashville,  Chattanoo 
ga  &  St.  Louis 


New  York  Central 


New  York,  New  Hav 

en  &  Hartford 
New  York,  Chicago  & 

St.  Louia 
New  York  Central  & 

Hudson  River 


New    Orleans    Great 
Northern 

Northern  Pacific 


Oregon  Short  Line 


What  kind  of 
\v(K)d  f  (•  n  <■  « 
post  are  in  use 
on  your  road" 


Ploa.sc  furnish 
Koncral  diriicn- 
Hions  and  Hpeci- 
hcations 


Cedar 
Pitch  Pino 


Bois'd  Arc,  Ce- 
dar 


Catalpa,  Lo- 
cust, Red  and 
White  Oak 

Cedar,  Tamar 
nc 

Mesquite 

No  wood  used 

Cedar 

White  Cedar 


Black    Locust, 
Cedar,  Juniper 

Yellow  Locust 


Cedar 

Red  Cedar, 
Yellow  Cedar 


Red  Cedar, 
Locust 

Cedar,  Boisd' 
Arc,  White 
Oak 

Cedar,  Oak, 
Pine 

Red  Cedar, 
Black    Locust 


White  Cedar 


Chestnut 


Cedar,    Chest- 
nut 


Heart  long  leaf 
Yellow  Pine 

Cedar 


Cedar 


Jjengih  8'0',  dia. 

at  small  end  fi' 
length  TO',  dia, 

at  small  end  6' 


Length  10 '0',  dia. 
at  small  end  8' 


Length  7'0',  dia, 
at  small  end  4* 

Length  8'0',  dia, 
at  small  end  4' 
to  5' 

Length  7'10',  dia, 
4'-6' 


Length  7-10',  dia 
5* 
Length  7'0',  dia 

Length  8'0',  dia 
at  small  end  4' 

Diam.   at   small 
end  4' 

Length  7'0',  dia. 
at  small  end  4 '-6 
Diam.  at  top  4' 


Cedar  must  show 
5',  Red  Locust 
f)',  Length  7'0' 

Length  7'0',  dia 
at  small  end  3' 


Length  S'O',  dia 

4r-5r 


Length  8'0',  dia 
5'  up  of  live  tim- 
ber 

Length  S'O',  dia 
minim  6' 


Length  8-10',  dia. 
5 '-7' 


Length  7'0',  dia 

or  width  of  face 

fi' 
Length  7'0',  dia 

at  top  not  less 

than  6' 


Wlint  \h  the  avcr- 
a<io  life  of  each 
kind? 


CJivc  approxi 
mat«>  por  rent 
dcatroyod  \)y 
fire 


15-20  yrs. 
C  yrs. 


Bois'd  Arc  prac- 
tically indestr., 
Cedar  15-20  yrs 


15-18  yrs- 
2O5T8. 

No  data 
About  25  yrs. 


Cedar  10,  Black 
Locust    12   yrs., 
Juniperl2  yrs. 
15  yrs. 


15  yrs. 
15-20  yrs. 

In  use  3  yrs. 


Cedar  12-14  yrs., 
Boisd'  Arc  12-14 
yrs..  White  Oak 
10  yrs. 

Cedar     12    yrs.. 

Oak  9  jTs.,  Pine 

7  yrs. 

10  yrs. 


20  yrs. 

14  yrs. 
12-16  yrs. 

8  yrs. 

15  5TS. 
20  yrs. 


5% 
About  10% 


Bois'd  Arc  1% 
Cedar  2% 


Not  over  5% 

1% 

0% 
Very  small 

3% 

2% 
Probably  1-3% 

1% 

Cedar  and  Oak 
5%,  Boisd' Arc 
10% 

20% 
No  data 

2% 


Are  y  o  u 
H  r  o  \v  i  n  K 
timber  for 
fence  ponin 

No 

No 


About  2% 

1% 

Negligible 

No  data 


No 
No 

No 
No 

Yes 

No 

No 
No 

No 

No 

No 

No 

No 
No 

No 

No 
No 
No 


If     80, 

kiad 
trees 
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C'F")     TABULATION  OF  INFORMATION  IN  REGARD  TO  WOOi:)  FENCE  POSTS 

SUBJECT  No.  2  —  PART  3. 


Ciive  prices  paid, 
o  X  c  1  u  s  i  V  e  of 
frcijrht  charircs 


Give  average 
cost  of  work 
train  and  labor 
to  deliver 


Give     averaijc' 
cost  to  install 


Do  you  contem- 
plate chansing 
to  concrete  or 
metal? 


Relative  economy  in 
the  use  of  concrete, 
metal  and  wood 
posts 


Remarks 


1.08  to  $.10 
$.09  to  $.10 


Boisd  Arc  $.155, 
Cedar  .15,  both 
F.  O.  B.  on  our 
line 

$.14  to  $.18 


Cedar-8'  posts 
$.12,  12' posts  .25 

$.12 


7'  Split  $.14,   10' 
Round  .40 
$.08  to  $.14 


Bl.  Locust  $.15 
and  $.lfi,  Juniper 
8'  $.125,  9'  $.15 

Locust  posts  $.35 
to  .38 

$.07 

$.16 


Cedar  $.075  to  .20 
Locust  about  .15 

$.12^ 


Cedar  $.01,  Oak 
.08,  Pine  .08 

$.15 


.735 


$.12  delivered  on 
line  of  road 


Cedar  8' $.185, 10 
.28,  Chestnut  8 
.16,  10'  .26 

$.0975  F.  O.  B. 
$.105 
$.19 


Wc   use   way 

freights 
Handle  with 

local  freight 


Distributed  by 
local  train 
$.004  each 


$.02 


$.01 


Not  handled  by 
train 
No  record 


$.01 
No  data 


No  work  train 
used 


$.03 


$.01 


.02 


No  data 


^003 


Approx.  $.01 

$.01 
$.02 


$.10 

$.15  per  rod, 
posts  spaced 
12'  includes 
putting  on  wire 
and  braces 

In  small  quan- 
tities by  com- 
pany force  $.10 
each 


$.20 
$.02 

About  $.10 

$.05 

No  data 


In   earth    $.03, 
in  rock  .60 


J.03 


$.03 


$.10  (estimated) 


.02 


$.07  to  $.12 


$.05 


No 

Would  like  to  but 
unable  to  af?brd 
it 


No 


Yes,  to  concrete 


$.10 
$.12 


No 


No 


No 


No.  Using  con 
Crete  posts  on  1 
division 

Have  changed  to 
concrete 


Expect  to  use  no 
more  wood  posts 


No 


To  metal 


Yes,  to  concrete 


Possibly  to  con- 
crete 


Both    are    under 
consideration 


About  5%  to  10% 
of  our  annual  re- 
newals we  make 
of  concrete 
No 


No 


Considering   con- 
crete 


Wood  is  moet  eco 
nomicai 

Wood  is  most  eco- 
nomical 


As  long  as  we  can  pro- 
cure Boisd'  Arc  and 
Cedar  there  is  no 
economy  in  concrete 
or  metal 


Cedar  posts  are  the 
most  economical 


Mesquite 


Wood  is  cheapest,- 
iron  next  and  con 
crete  next 

Under  present  condi- 
tions wood  posts 
most  economical 

Concrete  most  eco 
nomicai  account  long 
life 


Have  preferred  con 
crete  but  may  ulti- 
mately prefer  heavy 
galvanized  iron  ex- 
cept in  soft  ground 

Cedar  is  most  eco 
nomicai 

Consider  Boisd'  Arc 
equally  as  good  at 
less  cost  than  con 
crete  or  metal 


Concrete  most  eco 
nomicai  because 
wood  burns  out  so 
frequently 

Have  formed  no  opin 
ion  as  to  wood  and 
concrete.  Metal 
most  economical 

Wood  appears  to  be 
the  most  economical 


lst-MetaI,2nd-Wood 
3rd-Concrete 

For  our  condition, 
wood  first,  concrete 
probably  second 
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{'•V")     lAIUlIwM  Ii)N  OK  INI'UJIMATION  IN   KIXIAIII)  TO  WOOIJ  I-'JONCE  I'(J.ST8. 

SUBJECT  No.  2  — PART  3. 


I!  \ll,KO.\I-) 


What,  kind  of 
wood  f  r  n  (;  c 
post  aro  in  us«' 
on  your  road? 


Public  Service  Ry. 


Peoria  &  Pokin  Union 


Pennaylvania 


Penna  Lines,  S.W.  Sys 


Pittsburgh     &     Lake 

Erie 
Pittsburgh,  Shawmut 

&  Northern 


Philadelphia  &  Read 
ing 


Queen  &  Crescent 

Richmond,       Freder- 
icksburg &  Potomac 

Rock  Island 


San  Pedro,  Los  Ange- 
les &  Salt  Lake 


Southern  Pacific 

Spokane,   Portland  & 
Seattle 

St.  Louis  &  Southwest 


Susquehanna   &    New 
York 

Temiskaming  &  North 
Ontario 


Toledo  &  Ohio  Central 

Tonopah  &  Goldfield 
Union  Pacific 


Washington  Terminal 
Wabash 


Ploiiso  f  u  rn  i  8 1> 
f^pnoral  dimon- 
sioriM  and  Hpcci 
fications 


Sawed  chestnut 
treated  witii 
mrbolinoum 

N'arious 


Chestnut,  C  e- 
dar.  Oak,  Lo- 
cust 


Red  and  White 
Cedar,  Catal- 
pa,  Oak,  Lo- 
cust &  Chest- 
nut 

Road  does  very 
little  fencing 

Chestnut, 
White  Oak 


Chestnut 


Chestnut, 
Black  Locust, 
Red  Cedar 

Cedar,  Locust, 
Chestnut, 
White  Oak 

Cedar,  Boisd' 
Arc 

Native  Cedar, 
Oregon  Fir 


Cedar 
Cedar 


Boisd'  Arc 
C  a  t  a  1  p  a 
Chestnut 


Chestnut, 
White  Oak, 
Black  Oak 

Cedar 


T-cngth  7'()' 


What  is  the  uvcr- 
nge  life  of  ea<tli 
kind? 


Cedar 

No  fences 
Cedar 


No  fences 
Cedar 


Length  8'0',  dia 
at  small  end  4' 


Length  8'0',  dia 
at  small  end  4' 


Length  7 '6',  dia. 
at  small  end  4' 


Length  6 '6',  dia. 
6' 


Length  8'0',  dia. 
at  small  end  6* 

Length  7'C",  dia. 
at     small     end 

Cedar7'Iong,dia 
5'  top,  Boisd' 
Arc  7'0' 


Length9'0',  7"x7 

split 
Length    6 '10'    to 

7 '4",    diam.    at 

small  end  5' 
Length  TO",  dia 

at  top  41' 


Length  S'O",  dia. 
at  small  end  3 

Length  TO',  dia. 
top 5",  Gatepost 
8 '  long 


Length  S'O',  dia. 
5' 

Length  7'-8',  dia. 
4'-7' 


Ciive  approxi- 
liiale  per  eent 
destroyed  by 
lire 


Not  known 


Chestnut  8-20 
Cedar  and  Lo 
cust  25-40,  Oak  8 


Red  Cedar  30 
yrs.,  Wh.  Cedar 
15  yrs.,  Catalpa 
10  yrs..  Oak  13 
yrs. 


8-12  yrs. 


10  yrs. 


Chestnut  10,  Lo 
cust  20,  Cedar 
15-20 


Cedar    10-15. 
Boisd'  Arc  40-50 

Cedar  15  yrs.,  Fir 
7-8  yrs. 


20  yrs. 
12  yrs. 


Boisd'  Arc  35, 
Catalpa  10-12, 
Chestnut  8-9 


Oak  9  yrs., Chest 
■nut  longer 

10-12  yrs. 


15  yr.'?. 
8-10  yrs. 

12  yrs. 


Very  few 


About  1% 


2%-5% 


6% 


Practically 
none 


Are  y  o  ii 
uro winu 
tiiuIxT  for 
f(!neep<i«tH 


1% 
1%-15% 

1% 

No  record,  very 

small 
Practically 

none 

7% 

Small.  No  data 
Large  per  cent 

2-5% 
No  report 

25% 


No 


No 


Yes 


No 


No 

No 
No 

No 

No 
No 

No 

No 
No 

No 
No 

No 
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("F")     TABULATION  OF  INFORMATION  IN  REGARD  TO  WOOD  FENCE  POSTS 

SUBJECT  No.  2  —  PART  3 


Give  prices  paid, 

Give  average 

Do  you   contcm- 

Relative  economy  in 

oxciuaive  of 

cost  of  work 

Give     average 

phite     changing 

the  use  of  concrete, 

Remarks 

freight  charges 

train  and  labor 

cost  to  install 

to    concrete    or 

metal      <ind      wood 

to  deliver 

metal? 

posts 

$.30  to  $.40 

Concrete  or  steel 
used  on  all  new 
fences 

If  ornamental  fence  is 
not    necessary    steel 
is    the    most    satis- 
factory 

No  record,  none 

No  record 

No  record 

Now  using  metal 

No    experience    with 

purchased  in  re- 

concrete. Metal  more 

cent  years 

econonical      than 
wood 

Chest.  $.10  to.  17, 

No    exact    rec- 

Probable aver- 

Not as  a  general 

Not  enough  data  or. 

Cedar  .12  to  .25, 

ord.  Probably 

age  $.15 

practice.       W'ill 

concrete  and  metal. 

Locust  .16 

from    $.01    to 

use  concrete  and 

Concrete  is  econom- 

.02 

metal  experi- 
mentally 

ical     except    where 
wood  is  cheap  along 
railroad 

Red   and    White 

About  $.03  per 

$.10 

To  concrete  if  a 

Metal  posts  have  not 

Cedar  $.25,  Ca- 

post 

satisfactory  and 

been  used  sufficient- 

talpa $.25,  Oak 

economical  post 

ly  to  determine  mer- 

$.35, Locust  $.25, 

can  be  made 

its 

Chestnut  $.15 

$.08    for    No.     1 

No  charge,  de- 

Contract   price 

No 

At  present  prices 

White  Oak  and 

livered  by  loc- 

of fence  com- 

wood  is  most  eco- 

Chestnut,  and 

al  freight 

plete  in  place 

nomical  for  our  use 

$.00  for  No.  2 

$.30  a  rod  A. S. 
W.Co.#S45wire 

$.10 

$.01 

$.25 

We  are  consider- 
ing use  of  con- 
crete 

If  scrap  material  is 
utilized  metal  would 
be  cheapest.     Con- 
crete would  give 
best  appearance 

Chest.  $.10  to  .25, 

Work  train  not 

$.15 

We  are  using  both 

Concrete    apparently 

Locust  .35  to  .40, 

used 

concrete     and 

most  economical 

Red  Cedar  .20 

metal 

Chestnut  $.18, 

No  data 

No  data 

Not   as    long   as 

White  Oak   .16, 

the  timber  sup- 

Locust and  Ce- 

ply lasts 

dar  .18  to  .20 

Cedar  $.14 

Experimental 
only 

Have  not  had  suffic- 
ient    experience     to 
form  an  opinion 

Native  Cedar 

Posts  are   dis- 

Not buying  more 

Undoubtedly    c  o  n- 

$.13  to  .21 

tributed     b  y 

wood,  are  using 

crete  will  prove  most 

local  freight 

concrete  D.&  A. 

economical    in    this 

trains 

Pattern 

locality 

$.11 

$.015 

$.08 

No 

Wood    is   most    eco- 
nomical 

$.10 

No  data  avail- 
able 

$.18 

No 

Wood  is  cheapest  in 
this  locality 

$.12 

No  data 

$.02 

No 

Concrete    would    be 
economical  if  1st  cost 
were  not  great  and 
satisfactory     fasten- 
ings for  wire  made 

$.20  delivered  on 

No  data 

No  data 

No 

No    experience    with 

Rof  W 

metal  or  concrete 

$.09    loaded    on 

No  figures 

Costs  abt.  $.50 

No 

Cedar  the  most  eco- 

freight cars 

a  rod  to  build 
9    wire     fence 
and  posts 
spaced  16 'to  20' 

nomical   account   of 
amount  of  timber 

$.16 

About  $.01 

$.06  to  $.08 

Yes 

Ist-Concrete,     2nd— 
W'ood,  31-d-Metal 

$.18  to  $.20 

No  reports 

Not  decided,  ex- 
perimenting 
with  metal  and 
concrete  posts 

Not  sufficient  experi- 
ence as  yet  to  say 

$.20 

— ^ 

$.06 

Now  using  most- 
ly metal.  Do  not 
contemplate 
using  concrete 

Ist-Metal,    2nd-Con- 
crete,  3rd- Wood 
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iiiinihcr  of  roads  advise  they  arc  considering  changing  to  concrete  or 
metal.  Others  advise  that  where  timber  is  plentiful  and  cheap,  wood  is 
most   economical. 

From  some  investigations  made  bearing  on  the  relative  economy  of 
concrete,  metal  and  wood  posts,  it  was  found  that  where  cedar  and  locust 
posts,  for  example,  can  be  bought  for  i6  to  18  cents,  with  a  probable 
average  life  of  15  years,  there  is  little  economy  in  using  concrete  posts 
at  25  cents  each  unless  their  life  can  be  definitely  fixed  at  over  30  years. 

In  the  report  submitted  by  this  Committee  two  years  ago,  reference 
was  made  to  concrete  posts  which  were  being  used  by  the  Board  of  Water 
Supply  of  the  City  of  New  York  around  Ashokan  reservoir,  spoil  banks, 
borrow  pits  and  gate  houses  and  other  locations  along  the  Catskill  Aque- 
duct, comprising  about  150  miles  of  fencing,  making  it  no  doubt  the  larg- 
est individual  user  of  concrete  posts  in  the  country  at  this  time. 

This  year  your  Committee,  through  the  courtesy  of  J.  Waldo  Smith, 
Chief  Engineer  to  the  Board,  wishes  to  present  some  additional  informa- 
tion furnished  by  Geo.  G.  Honness,  Department  Engineer,  Reservoir 
Department,  and  Frank  E.  Winsor,  Department  Engineer,  Southern  Aque- 
duct Department. 

In  enclosing  the  Ashokan  reservoir  property,  over  14,000  concrete 
posts  were  used  by  Mr.  Honness  in  constructing  about  43  miles  of  fencing, 
the  posts  being  placed  at  intervals  of  16  ft.  Straining  or  anchor  posts 
were  used  on  straight  lines  at  intervals  of  about  300  ft.  and  at  all  abrupt 
angles.  These  posts  were  zYi-'m.  square  at  the  top  and  eight  inches 
square  at  the  bottom  and  7  ft.  9  in.  long.  They  were  reinforced  with 
four  y^-\n.  square  twisted  steel  bars,  held  in  position  by  five  hoops  made 
of  the  same  material.  The  line  posts  were  "U"  shaped,  5^^in.  over  all 
at  the  bottom  and  3H-in.  at  the  top,  reinforced  with  four  No.  5  U.S. 
steel  wire  gage  rods.  All  posts  were  made  on  the  site  by  the  contractor 
for  the  fencing,  the  concrete  consisting  of  one  part  cement  to  four  parts 
aggregate  in  which  the  sand  was  limited  to  ]/i-'\n.  maximum  size  and  the 
stone  to  such  size  as  would  pass  through  a  ^-in.  screen  and  be  retained 
on  a  %-m.  screen.  The  specifications  required  that  the  posts  be  protected 
from  the  hot  sun  and  from  freezing  and  that  they  be  kept  moist  for  at 
least  two  weeks  after  being  cast.  As  most  of  them  were  set  during 
the  years  1913  and  1914,  the  Board  has  had  no  opportunity  to  judge  as 
to  their  durability;  but  as  they  are  not  subject  to  deterioration  due  to 
the  elements  as  wood  and  metal,  it  is  but  fair  to  assume  the  average 
life  of  the  posts  to  be  at  least  25  years. 

As  stated  above,  the  specifications  required  the  posts  to  be  kept  moist 
for  a  period  of  two  weeks.  It  was  found  that  occasional  sprinkling  was 
not  satisfactory  and  that  it  was  necessary  to  cover  them  with  something 
that  would  retain  the  moisture.  After  being  cured  from  15  to  30  days, 
the  posts  were  hauled  from  the  place  of  manufacture  to  the  site  on  wagons 
equipped  with  a  platform  so  that  they  were  supported  their  entire  length, 
no  packing  of  any  kind  being  used.     The  number  damaged  in  handling 
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probably  did  not  exceed  1.5  per  cent.  In  common  with  the  property  of 
other  large  corporations,  the  trespasser  considered  it  necessary  to  try  his 
marksmanship  either  with  gun  or  stones,  with  the  result  that  some  posts 
have  had  the  tops  broken  off. 

The  posts  in  general  have  been  satisfactory,  but  would  perhaps  have 
been  more  satisfactory  had  the  square  posts  used  as  end  or  anchor  posts 
been  made  with  a  heavier  section,  as  an  unbalanced  strain  occasionally 
broke  the  posts  off  at  the  surface  of  the  ground. 

These  posts  were  furnished  under  a  contract  which  included  the 
manufacture,  delivery  and  setting,  but  not  the  excavation  of  the  hole  or 
the  cement  and  reinforcement  used  in  their  manufacture.  At  the  con- 
tract prices,  the  cost  of  the  line  posts  in  place  was  $1.47  each,  distributed 
as  follows:  Post,  $0.90,  cement  $0,145,  reinforcement,  $0,175,  excavation 
and  backfilling  $0.25.  The  corner  and  anchor  posts,  set  in  concrete 
with  one  brace  and  thrust  block,  complete  in  place,  cost  $13.81,  made  up 
of  the  following  items:  Post  $1.30,  cement  $0.32,  reinforcement  $0.43, 
earth  excavation  $0.50,  concrete  to  refill  post  hole  $6.00,  galvanized  angle 
iron  brace  $3.02,  excavation  for  thrust  block,  earth,  $0.14,  concrete  for 
thrust  block  $2.10.  Post  holes  for  line  posts  in  rock  cost  $0.40  each 
additional  and  for  corner  and  anchor  posts  and  thrust  blocks  $1.02  ad- 
ditional. 

In  the  Southern  Aqueduct  Department,  Mr.  Winsor  used  approx- 
imately 7,500  posts  in  building  about  23  miles  of  fencing  along  highways, 
property  lines  and  right-of-way  along  the  aqueduct.  These  posts  were 
manufactured  by  the  contractor  at  three  points,  from  which  they  were 
distributed  over  a  length  of  line  covering  a  distance  of  about  30  miles. 
As  a  rule,  these  posts  were  not  delivered  and  set  in  less  than  30  days  after 
being  cast.  As  in  the  case  of  the  posts  described  above,  they  have  not 
been  in  use  long  enough  to   determine  their   durability. 

In  regard  to  number  damaged  In  handling,  no  very  complete  data  is 
available,  but  it  is  estimated  that  not  over  3  per  cent  of  the  type  "G" 
post  were  damaged  and  not  over  i  per  cent  of  the  heavier  types.  In  gen- 
eral the  posts  were  delivered  by  automobile  trucks.  Some  of  the  posts 
were  damaged  by  cattle  and  teaming;  much  of  it  being  done,  how- 
ever, before  the  fencing  was  strung.  Type  "D"  posts  were  found  rather 
light  for  anchor  posts,  but  type  "K"  was  found  very  satisfactory  for  this 
purpose. 

To  obtain  satisfactory  bond  in  type  "G"  posts,  it  was  found  neces- 
sary to  rust  the  wires  used  for  reinforcing  by  the  use  of  a  diluted  solu- 
tion of  salammoniac,  and  it  is  now  believed  that  more  satisfactory  results 
would  have  been  obtained  by  using  twisted  rods  for  reinforcement.  Some 
crazing  has  developed  on  the  surface  of  these  posts,  and  it  is  feared  that, 
due  to  the  thin  section  of  concrete,  this  may  shorten  the  life  of  the  posts. 
It  was  also  noted  that  the  strength  of  the  posts  was  materially  decreased 
when  the  reinforcement  was  too  near  the  neutral  axis. 

To  compare  the  relative  strength  of  posts  of  different  aggregate  and 
different  reinforcement,  tests  were  made  on  ig  posts.     They  were  tested 
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as  cantilever  beams  4  fl.  lonj;.  willi  a  gradually  increasing  load  concen- 
trated at  the  end. 

'J'lic  average  breaking  k)a<l  (  f(jiir  tests)  for  posts  made  of  riin-of- 
bank  was  iSo  l])s.  Posts  made  of  erusbed  Iraprock,  in  which  clean,  smooth 
rods  were  used,  developed  a  breaking  Ujad  (three  tests)  of  185  lbs.,  while 
the  average  for  posts  slightly  rusted  (five  tests)  was  324  lbs.  By  substi- 
tuting three  ^4-in.  deformed  bars  for  No.  5  gage  wire,  the  average  break- 
ing load  obtained  in  five  tests  was  increased  to  nearly  500  lbs.  The  types 
of  posts  described  above  with  their  reinforcement  arc  illustrated  on 
Plate  I. 

The  Water  Department  of  Washington,  D.  C,  lias  used  a  great  many 
concrete  posts  in  fencing  its  reservoirs  and  property  in  the  northwest 
section  of  the  District  of  Columbia.  The  posts  used  in  this  work  were 
6  ft.  long,  4J4  by  4%  in.  at  the  top  and  6  by  6  in.  at  the  bottom  and  were 
made  in  wood  forms  by  employes  of  the  Department.  The  reinforcement 
consisted  of  four  ^-in,  twisted  rods,  one  in  each  corner.  The  cost  was 
about  29  cents  each. 

The  anchor  and  corner  posts  were  similar  to  the  line  posts  except 
they  were  6  in.  square  at  the  top  and  8  in.  square  at  the  bottom.  The 
braces  used  in  connection  with  the  anchor  and  corner  posts  were  4  x  4^ 
in,  in  section  and  of  sufficient  length  to  permit  spacing  the  posts  10  feet 
center  to  center  and  were  cast  in  place  after  posts  had  been  set. 

A  rather  novel  scheme  was  adopted  for  attaching  the  wire  fencing 
to  the  posts.  In  some  of  the  posts  ordinary  wire  nails  about  3  in.  length 
were  imbedded  in  the  concrete,  when  cast,  the  points  projecting  about  i  in. 
These  nails  were  spaced  to  suit  the  spacing  of  the  longitudinal  wires  of 
the  fencing  to  be  used.  When  the  wire  was  stretched,  the  points  of  the 
nails  were  bent  around  the  strands.  In  other  posts  galvanized  wire  was 
substituted  for  the  nails.  This  material  was  much  more  satisfactory,  as 
the  nails  rusted  badly.  Some  of  these  posts  were  set  in  the  usual  manner 
in  holes  dug  and  backfilled  with  earth.  A  great  many,  however,  were  set 
in  the  usual  manner,  except  that  the  holes  were  filled  with  concrete  in- 
stead of  earth.  This  assures  a  very  rigid  post,  and  unless  broken  ma- 
liciously, should  be  practically  indestructible. 

TESTS  OF  CONCRETE  POSTS. 

The  tests  of  concrete  posts,  of  which  mention  was  made  in  last 
year's  report,  have  been  completed. 

The  purpose  of  these  tests  was  to  determine  the  relative  strength 
of  the  different  types  of  concrete  posts.  The  tests  were  made  at  the 
Lewis  Institute,  Chicago,  the  services  of  the  laboratory  of  that  institu- 
tion being  furnished  through  the  courtesy  of  the  Universal  Portland 
Cement  Company.  The  tests  were  carried  out  by  Mr.  D.  A.  Abrams,  of 
the  Institute,  as  directed  by  the  Committee  and  with  its  assistance. 

Through  the  Secretary,  various  railroads  using  concrete  posts  were 
solicited  for  posts  for  the  tests  and  six  companies  responded.  The  posts 
were  all  made  about  a  year  previous   to  the  tests,  so  that  difference  in 
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age  of  concrete  does  not  enter  into  the  results.     The  following  instruc- 
tions were  sent  to  each  company  furnishing  posts : 

"Fifteen  posts  should  be  made.  It  is  expected  that  the  posts  will  be 
made  carefully,  but  not  more  carefully  than  posts  which  are  to  be  used 
for  fence  purposes  should  be  made. 

"The  concrete  mixture  should  consist  of  one  part  cement,  two  parts 
sand  and  four  parts  crushed  rock  or  screened  gravel — gravel  or  crushed 
rock  not  to  be  smaller  than  one-quarter  inch  or  larger  than  one-half 
inch  in  size.  If  it  is  not  possible  to  obtain  the  above  materials,  the  con- 
crete mixture  should  consist  of  one  part  cement  to  four  parts  of  pit-run 
gravel,  with  the  above  maximum  limit  in  size.  Concrete  should  be  of 
quaking  consistency. 

"The  posts  should  not  be  exposed  to  the  sun,  and  should  be  sprinkled 
with  water  the  first  eight  or  ten  days  after  being  made,  to  aid  curing. 
It  is  expected  that  the  tests  will  be  made  about  sixty  days  after  the 
completion  of  the  posts.  Shipping  directions  will  be  furnished  later. 
Posts  should  be  crated  to  avoid  breakage  due  to  improper  handling  in 
shipment.  There  is  no  objection  to  placing  several  posts  in  a  crate  if 
the  weight  is  not  too  great. 

"In  addition  to  the  posts,  five  4-in.  cubes  should  be  made  of  the 
same  concrete  materials  and  at  the  same  time  as  the  posts  and  shipped 
with  them.  Care  should  be  taken  to  have  the  concrete  in  the  cubes  of 
the  same  consistency  and  density  as  that  in  the  posts. 

"A  full  description  of  the  materials  used,  including  water,  cement, 
sand  and  gravel,  and  the  method  involved  in  making  the  posts,  should 
be  furnished.  Each  post  should  be  marked  with  the  date  on  which  it 
is  made." 

In  general  the  instructions  were  complied  with,  but  two  sets  of 
posts  were  shipped  uncrated  and  two  companies  did  not  furnish  the 
test  cubes  called  for.  Some  of  the  posts  of  one  type  shipped  without 
crating  showed  quite  distinct  horizontal  cracks,  but  in  the  tests  failure 
occurred  at  other  points.  It  will  be  noted,  too,  that  two  of  the  types 
were  eight-foot  posts.  In  making  the  tests,  however,  the  extra  foot  was 
neglected — that  is,  they  were  supported  and  loaded  at  the  same  distance 
from  the  lower  end. as  the  seven-foot  posts. 

The  Committee  desired  to  subject  the  posts  to  conditions  similar  to 
those  occurring  in  actual  use,  and  decided  on  three  tests — a  simple  beam, 
a  cantilever,  and  an  impact  test. 

For  the  simple-beam  test  a  Riehle  compression  machine  was  used, 
the  supports  being  placed  3  in.  and  6  ft.  6  in.  from  the  lower  end  of  the 
post  and  the  load  applied  2  ft.  6  in.  from  the  lower  end.  Except  as 
noted,  the  fence  side  of  the  post  was  in  tension. 

For  the  cantilever  and  impact  test  a  method  for  holding  the  post 
had  to  be  devised.  This  was  accomplished  by  constructing  on  a  12  in.  by 
12  in.  timber  a  heavy  wood  box  having  an  area  of  about  one  square 
foot  and  a  depth  of  2  ft.  6  in.  The  post  was  placed  in  the  box  in  an 
upright  position,  and  screened  gravel,  about  one-quarter  to  three-quarters 
of  an  inch  in  size,  was  poured  around  it  and  lightly  tamped.  The  load 
was  applied  6  ft.  6  in.  from  the  bottom  of  the  post,  and,  except  as  noted, 
to  bring  the  fence  side  of  the  post  into  tension.  The  pull  was  measured 
with  a  tension  dynamometer. 
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b'or  the  impact  test  the  post  was  placed  in  the  box,  as  before,  and 
a  wooden  washer  or  plug,  fitting  loosely  about  the  post,  was  bolted  down 
on  top  of  the  gravel  to  prevent  its  falling  out.  The  post  and  box  were 
then  turned  to  a  horizontal  position,  which  brought  the  upper  end  of 
the  post  under  a  weight  which  could  be  moved  vertically  in  a  pair  of 
guides  or  leads.  This  weight  was  of  wood  loaded  to  33  lbs.  The  first 
drop  was  for  a  distance  of  5  in.,  and  this  was  increased  i  in.  at  a  time 
until  failure  of  the  post  occurred. 

In  the  tables  and  diagrams  the  Committee  has  followed  the  practice 
of  previous  years  and  omitted  reference  to  the  names  of  roads  using 
the  posts  or  the  manufacturers  of  the  molds  in  which  some  of  the 
posts  were  made,  and  has  designated  them  by  letter  only.  Details  of 
the  posts  are  shown  on  Plates  i  and  2.  Average  results  of  the  tests  and 
the  weight  of  the  posts  are  shown  graphically  on  Plate  3.  Details  of 
the  holding  device  are  shown  on  Plate  4.  Details  of  the  tests  are  given 
in  Tables  i  to  8. 

Tests  of  the  reinforcement  showed  the  following  average  values  of 
the  yield  point  and  the  ultimate  load : 

Yield  Point  Pounds  Ultimate  Load  Pounds 
Post.                                           per  Square  Inch.  per  Square  Inch. 

M    98,800  .^^  106,700 

N    75,700  83,600 

O    94,000 

72,000 

P    41,900  50,100 

R    42,600  56,700 

S    65,800  80,200 

In  the  case  of  Post  "O"  it  was  not  possible  to  obtain  the  yield  point 
on  the  metal,  because  of  the  fact  that  the  wires  were  crimped.  Appar- 
ently there  were  two  grades  of  steel  used  in  this  wire. 

It  will  be  noted  that  the  results,  as  shown  in  Tables  i  to  8,  are  rea- 
sonably uniform  in  each  type  of  post.  In  Table  8  a  comparison  is  made 
of  the  breaking  load,  as  determined  in  the  cantilever  test,  per  pound 
of  post  and  per  pound  of  reinforcement.  It  is  felt  that  these  units 
afiford  a  good  basis  of  comparison,  because  they  have  direct  bearing  on 
the  cost  of  making  as  well  as  the  cost  of  handling  the  post. ' 

Attention  is  called  to  the  fact  that  in  spite  of  the  wide  variation 
in  the  strength  of  the  concrete,  all  of  the  posts  failed  in  tension,  and 
this  brings  out  the  important  relationship  which  the  quantity  and  distri- 
bution of  reinforcement  bears  to  the  strength  of  the  posts.  It  is  believed 
that  there  is  an  advantage  in  using  some  type  of  reinforcement  in 
which  the  position  of  the  longitudinal  members  is  definitely  fixed  near 
the  outside  of  the  post.  A  dense  concrete  is  required  to  thoroughly  pro- 
tect the  steel  in  this  position. 


SIGNS,  FENCES  AND  CROSSINGS. 


487 


/  A  ^-.  ,>\ 


'3 


^ 

r-~^ #- 

fl*--^ — j 

^ 

sJ.Li   aiii                                          ; 

;©    ®| 

Hi 

,1      ii 
II      '' 

II      1' 
II 

1      '1 

< 

y 

> 

? 

li'.i-                  ;l  1 

:©     @ 

-^^ 

..i  — 

Holding  Device  for  Reinforced  Concrete  Fence  Post  Tests. 


SIGNS,  FENCES  AND  CROSSINGS. 
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Concrete  Fence  Posts  Broken  in  the  Cantilevlr  Test. 
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Cantilever  Test  on  Concrete  Fence  Post. 
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TABLE  7.— TESTS  OF  REINFORCED  CONCRETE  FENCE:P0STS. 
Values  of  Concrete  in  Compression. 


Type  of 
Post 

Mixture 

Age 

Load  per 
Sq.  In. 

Average 
per  Sq.  In. 

Remarks 

M 

1-2-4 

14  months 

« 

3430 
3020 
3530 
3010 

3250 

Cement,  Sand  and  Crushed 
Gravel 

N 

1-2-4 

u 
u 
» 

14  months 

a 

it 

1600 
1900 
1270 
1450 
1440 

1530 

Cement,  Sand  and  Stone  Screen- 
ings 

P 

1-3 

12  months 

u 
a 

2300 
2430 
2310 
2130 

2290 

Cement  and  Pit  Run  Sand  and 
Gravel 

R 

1-3 

u 

u 
u 
u 
a 

13  months 

u 
u 

1310 
1850 
1790 
1990 
2170 
1370 

1750 

Cement  and  Fine  Gravel 

The  values  for  concrete  in  compression  were  obtained  from  tests  made  on  4  inch  cubes,  which 
were  made  at  the  same  time  as  the  posts,  and  of  the  same  mixture  of  concrete. 


TABLE  8.— TESTS  OF  REINFORCED  CONCRETE  FENCE  POSTS 


Type 

of 
Post 


M 

N 
O 
P 
R 

S 


Average 
weight 

in 
pounds 


115 

147 

75 

80 

90 

150 


Average  breaking 

load,   in  cantilever 

test,  applied  48" 

above  the  ground 

line,  in  pounds 


420 
231 
325 
185 
335 
135 


Breakingioad, 
as  before,  per 
pound  of  post 


3.68 
1.57 
4.33 
2.31 
3.72 
.90 


Estimated 

weight  of 

reinforcement 

in  pounds 


2.88 
1.79 
2.41 
2.59 
(2.55 
'1.44 


Breaking  load, 
as  before,  per 

pound  of 
reinforcement 


145 
130 
135 
71 
131 
194 
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Mi':rii()i)S  isi'.i)  IX   Ki«:i'AiXTiN(;  signs,  and  si'i-xii-iCA- 

TIONS   FOR    WHITEWASHING  CATTLK-GUARD 
WING   FENCES. 

Sixty-two  replies  were  received  in  response  to  inquiries  relative  to 
methods  used  in  repainting  signs  and  whitewashing  cattle-guard  wing 
fences.  The  information  received  is  iierewith  presented  in  Table  G  as 
a  part  of  the  report. 

From  this  table  it  will  be  noted  that  the  prevailing  practice  in  vogue 
on  the  majority  of  the  railroads  from  which  replies  were  received  is  to; 
send  paint  gangs  of  from  two  to  six  men,  supplied  with  material  and 
equipment,  over  the  road,  on  speeders  or  hand  cars,  who  first  repaint  the 
posts  and  backgrounds  of  the  signs  and  then  either  return  to  repaint 
the  inscriptions  or  are  followed  by  another  gang  about  two  days  later 
which  does  that  class  of  work.  In  a  few  instances  when  signs  need  re- 
painting, they  are  replaced  by  new  ones  and  the  old  ones  are  sent  to  the 
shops   for  repairs  and  repainting. 

Thirty-three  roads  use  stencils  in  repainting  inscriptions  except  in 
the  case  of  special  lettering,  which  is  done  freehand.  A  few  roads  advise 
their  use  to  a  limited  extent  only,  while  eleven  roads  report  they  do  not 
use  them  for  any  work. 

The  replies  indicate  that  white  lead  and  linseed  oil  are  almost  uni- 
versally used  where  the  posts  and  backgrounds  are  painted  white,  and 
lamp  black  and  linseed  oil  for  black  lettering,  etc.,  on  wood  signs.  For 
repainting  metal  signs,  the  same  materials  are  generally  used,  although 
in  a  limited  number  of  cases  red  lead  and  graphite  are  used.  Some 
roads  report  the  use  of  commercial  paints,  of  their  standard  colors. 

Over  half  the  roads  have  no  specifications,  but  use  leads  and  oils 
in  proper  proportions  or  commercial  paints  of  known  reputation;  others, 
in  lieu  of  specifications,  give  the  proportions  of  the  ingredients  used. 
The  specifications  submitted  by  a  number  of  roads  will  be  found  in 
Appendix  A. 

There  does  not  seem  to  be  any  well-defined  general  practice  in  re- 
gard to  frequency  of  repainting  signs.  Some  roads  repaint  every  year, 
others  every  two  years,  while  others  advise  they  repaint  every  three  or 
four  years  or  when  needed.  Metal  signs  require  more  frequent  repainting 
than  wood  to  keep  them  in  proper  condition. 

Your  Committee  has  been  unable  to  get  any  very  definite  information 
on  cost  data.  Some  roads  have  given  average  cost  per  sign;  others  cost 
per  mile  with  no  statement  of  number;  some  have  given  cost  per  square 
foot;  others  entire  expenditure  for  the  year,  while  half  of  the  roads  listed 
have  furnished  no  data.  Most  roads  whitewash  their  cattle-guard  wing 
fences,  but  a   few   use  cold  water  paint.     vSome   roads  advise  they  have 
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under  consideration  abandoning  the  practice,  as  the  results  hardly  justify 
the  expense. 

Considerable  variation  will  be  noted  in  the  specifications  for  white- 
wash. Some  roads  report  the  use  of  ordinary  lime  and  water,  others 
add  salt,  glue,  whiting,  rice,  etc.  A  number  of  the  more  important  specifi- 
cations will  be  found  in  Appendix  B. 

In  the  report  submitted  by  this  Committee  two  years  ago,  some  figures 
were  presented  on  the  cost  of  setting  concrete,  metal  and  wood  posts. 
This  year  your  Committee  has  secured  some  information  from  the  Bal- 
timore &  Ohio  Railroad,  giving  cost  data  on  two  sections  of  test  fence, 
each  4,620  feet  in  length,  erected  in  May,  1913,  on  its  Philadelphia  Division. 
Metal  posts  were  used  in  one  section ;  wood  posts  in  the  other.  Elec- 
trically wielded  wire  fencing  made  of  No.  9  galvanized  steel  wire  was  used 
in  both  cases.  Both  sections  of  fence  were  erected  on  reasonably  level 
ground  and  where  the  soil  was  composed  largely  of  clay  and  sand.  The 
metal  posts  were  driven  two  and  one-half  feet  in  the  ground  and  the 
soil  around  them  tamped  to  make  them  more  rigid.  The  wood  posts  were 
set  in  the  usual  manner,  in  holes  dug  about  two  and  one-half  feet  deep, 
the  holes  being  backfilled  and  tamped.  All  the  posts  were  seven  feet  in 
length.  The  steel  end  or  anchor  posts  were  set  at  intervals  of  forty  rods 
Cthe  length  of  a  large  roll  of  wire)  in  concrete  about  30  in.  deep  and  12 
in.  square.  The  steel  intermediate  or  line  posts  were  set  at  intervals  of 
sixteen  and  one-half  feet  or  as  near  thereto  as  the  condition  of  the  ground 
would  permit.  The  same  spacing  was  used  in  setting  the  wood  posts. 
The  average  cost  of  labor  driving  and  tamping  279  steel  intermediate  or 
line  posts  was  $0.0573  each.  The  average  cost  of  digging  holes,  dis- 
tributing and  setting  288  wood  intermediate  or  line  posts  was  $0.0879 
each.  The  cost  of  labor  setting  the  steel  end  or  anchor  posts  was  $1.22 
each.  The  average  cost  of  labor  erecting  the  section  of  fence  in  which 
steel  posts  were  used  was  $0.18  per  rod,  or  $57.60  per  mile.  The  average 
cost  of  labor  erecting  the  section  of  fence  where  wood  posts  were  used 
was  $0.1576  per  rod,  or  $50.43  per  mile.  The  average  cost  of  stretching 
the  wire  on  metal  posts  was  $0.0613  per  rod,  or  $19.62  per  mile.  The  aver- 
age cost  of  stretching  the  wire  on  wood  posts  was  $0.0672  per  rod,  or 
$21.50  per  mile.  From  the  above  it  will  be  noted  the  cost  of  setting  a 
wood  post  was  about  50  per  cent,  greater  than  that  of  setting  a  metal  post, 
but  that  the  average  cost  of  erection  of  fence  complete  was  less  where 
wood  posts  were  used  than  where  metal  posts  were  used.  This  was  due 
to  the  high  cost  of  setting  anchor  posts.  The  metal  line  posts  cost  $0,245 
each,  or  $0.3023  in  place;  the  wood  posts  cost  $0.18  each,  or  $0.2679  in 
place.  A  recent  examination  of  the  above  metal  posts  failed  to  detect  any 
indication  of  corrosion,  although  the  wire  fencing  showed  unmistakable 
evidence  of   rust. 
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("G")    TABULATION  OF  INFOliMATION  IN  REGARD  'lO  PAINTING  SIGNS 

SUBJECT  No.  3. 


RAILROAD 


Atchison,  Topoka  & 
Santa  P'c 

Atchi-son,  Topeka  & 
Santa  Vv  Coast 
Lines 

Baltimore  &  Ohio 


Binglmm  &  Garfield 


Boston  &  Albanj' 


Boston  &  Maine 


Canadian  Pacific 


Carolina,  Clinch- 
field  &  Ohio 

Chicago,  Milwaukee 
&  St.  Paul 

Chicago  &  Eastern 
Illinois 

Chicago  &  North- 
western 

Chicago  Great 
Western 

Chicago,  Burlington 
&  Quincy 

Chicago  Junction 

Chicago,  Rock  Is- 
land &  Pacific 


Delaware,  Lacka 
wanna  &  Western 

Duluth,  Missabe 
&  Northern 

El  Paso  &  South- 
western 

Fort  Smith  &  West- 
ern 

Fort  Worth  &  Den- 
ver 

Grand  Trunk 


Descriljo  mt'thod.s  in  use  on 
your  road  in  painting  cross- 
ing and  other  signs 


Painted  by  foreman  and  bridge 
gang  on  hand  car 

Burn  off  old  paint  if  necessary 
and  repaint 


Painter  with  material  on  speeder 
paints  all  except  station  signs 

Send  men  over  road  to  repaint 


Large  sij^ns  repainted  in  place, 
small  ones  replaced  by  new 
one,  old  ones  repainted  in  shop 

Two  men  on  car  paint  ground 
followed  in  two  days  by  men 
on  lettering 


One  gang  paints  ground,  another 
gang  does  lettering 

Use  2  velocipedes,  2  men  cars, 
one  to  paint,  one  to  letter 

Foreman  and  two  or  three  men 
go  over  line  on  hand  or  motor 

Sometimes  painted  in  shop, 
otherwise  painted  on  ground 
by  paint  gang 

Work  done  by  means  of  ladders 

Paint  gang.  3  men  go  ahead 
and  apply  Ist  coat.  2  men  go 
over  and  apply  2nd  coat 

Repainted  by  Div.  gangs 


Repainting  done  by  painter  fore- 
man when  necessary 

Two  men  go  over  road  on  veloci- 
pede car  to  repaint  all  signs 


Give  one  coat  white  paint  relet- 
ter  with  black.  Work  done  in 
the  field 

Four  men  with  car  replace  old 
signs  with  new  and  to  shop  for 
painting  and  repairing 

Send  4  men  on  2  velocipedes 
over  road  one  day  apart  to  re- 
paint and  reletter 

Have  never  repainted  any 

Repainted  by  paint  gang  when 
necessary.  Repaired  by  bridge 

Gang  which  paints  buildings 
also  paints  signs  between  sta- 
tions 


Do      you      use 
stencilM  in  re- 
painting    in 
Hcriptions? 


Use  stencils  for 
outline,  brush 
for  finish 

Yes,  where  ne- 
cessary to  re 
move  old  let- 
ters 

Yes  except  sta 
tion  and   cast 
iron      with 
raised  letters 
No 


Yes 
When  necessary 

No 

Yes 

No 

In  most  cases 

Yes 
No 

No 

No 
Yes 

No 
Yes 
Yes 

Yes 

Yes 


What   kind   of   paint 
do  you  use  on  wood 

signs? 


Sherwin-Williams 


White  lead,  raw  oil 
and  turpentine,  two 
coats 

White  lead  for  back- 
ground, lamp  black 
for  letters 

White  lead  in  oil. 
Long's  prepared 
steel  Gondola  Black 

N.Y.C.  standard 
White,  G.  Black 
paint  as  fol.:7#  1.  b. 
2qt.  lin.  oil,  1  qt.  dr. 

White  lead  and  lamp 
black  with  pigment 
for  color 


White  lead,  raw  lin- 
seed oil.  Lamp 
black  for  letters 

White  lead  in  oil  i  pt. 
turpentine  to  gallon 

White  lead  and  lin- 
seed oil  with  pig- 
ment for  color 

White  lead  in  oil  and 
lamp  black 

White  lead  aluminum 
and  lamp  black 

White  lead  for  all 
white.  Black  car- 
riage for  lettering 

White  lead  and  oil 
background.  Lamp 
black  letters 

No  particular  brand 

White  lead,  turpen- 
tine and  Japan. 
Lamp  black  in  oil 
for  letters 

White  lead  and  lamp 
black 

Best  grade  of  oil  and 
lead  paints 

Lead  and  oil 


First  class  lead  and 
oil 

White  lead  in  oil. 
Drop  black  for  let- 
tering 


What  kind  of  „ 
do  you  use  on  1 1 
signs? 


Have  no  metal 


1st  coat  red  lesi 
and    drier, 
coats  white  lea 
and  turpentine 

Black  carboi 
ground.  White 
for  letters 

Have  no  metal 


1st    coat    red 
Other  coats,  » 
G.   or   lamp  b 
oil  and  drier 

1st    coat    red 
Other   coats  e 
ard  colors 


Bridge    black 

ground,   white 

for  letters. 
1st    coat    red 

other    coats    ' 

lead 
Lead  and  oil  fc 

coat.    Vamiflh 

second  coat 
White  lead  in  oi 

lamp  black.  B 

paint 
White  lead  alun 

and  lamp  blad 
Carboxide  for  1 

ing.     Yellow  b< 

paint  for  backgi 
White  lead  an( 

Lamp  black  ai 

No  particular  1 
Enamel  paint      ■> 


White  lead  and  ♦ 
black 

Have  no  ruetai  » 
Lead  and  oil 

Have  no  metal  "• 
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CG")      TABUI.ATION  OF  INFORMATION  IN  REGARD  TO  PAINTING  SIGNS. 

SUBJKCT  No.  3. 


ifications  of 

How  often  do  you 
repaint     your 
signs? 

Give  cost 
Labor           Material 

Do  .\-ou  white- 
wash     cattle- 
Kuard        wing 
fences? 

Give    specifica- 
tions and  meth- 
ods employed 

Do  you  u.se 
cold  wat(!r 
paint      on 
c.  g.  wing 
fences? 

If  so  state 
kinds  and 
how  a  p  - 
plied 

Every  two  joars 

Yes 

Yes 

Every  2  or  3  years 

.02sq.ft    .015  sq.ft. 

No 

No 

Every  3  years 

Yes 

Plain    lime    and 
water 

No 

Usually    once    a 

$.70                     $.40 

No 

Yes 

Asbes  tos 

year 

fireproof 
water  pt. 
brushes 

.  417#  zinc, 

When        needed. 

$1.2543.00  $.50-$.60 

Yes 

Lime,    rock    salt 

No 

JD.  oil  and  2 

Average  once  in 

$1.25-$2.00          .1.20 

and  water 

an  drier 

3  years 

Highway  5   yrs. 

No 

Yes 

A  q  u  0  1 

Other  signs  1  to 

cold  wa- 

2 years 

ter     pt.; 
ap.  with 
brushes 

jifications 

Every  2  years 

$.10                     $.03 
per  ft. 

Yes 

§  bu.  lime,  2  lbs. 
salt,   2  lbs.  sul- 
phate of  zinc 

Yes 

white  lead, 

Once  a  year 

No  data 

Yes 

Lime    and    salt. 

No 

1  and  2|  pts. 

Apply    with    8" 

le 

brushes 

ad   and    oil 

Every     year     in 

In  a  few  cases 

igment     for 

cities.    5    or    6 

!!;om.  paint 

yrs.  in  country 

Every  4  or  5  yrs. 

$1.00                    $.50 

No 

No 

ad,  oil  and 

Every  2  yrs. 

$1.25                    $.75 

Yes 

Lime 

No 

ipan  drier 

Once  a  year 

Yes 

80#  hyd.  lime,  5 
lbs.  rock  salt,  1 
lb.  powd.  glue 

No 

.,  3  qts.  I.  0. 

No  regular  peri- 

No reliable  data 

No 

No 

entine,  1  lb. 

ods 

.l.o.^  pt.tur. 

Iges.    Lowe 

Every  2  years 

No  data 

Have  none 

enone 

Every  3  to  4  yrs. 

Av.  $.90             $.15 

Yes 

Gov't  spec. 

No 

id  ground  in 

Some  every  year, 

$1.25                   $.36 

Yes 

Slaked  lime  and 

No 

imp    black 

others    every    2 

water  apply  with 

noil 

years 

brush 

)i3  Steel  Co. 

From  4  to  6  yrs. 

No  data 

Yes 

Kelley    Island 

No 

ations     for 

lime.      Applied 

)ducts 

with  brushes 

Every  2  years 

Approx. 
$2.75                   $.71 
per  mile 

No 

Yes 

Ap.  with 
brushes 

ications 

No  specified  time 
to  repaint 

No  data 

No 

Yes 

Gov't 
spec. 

About    every     4 

S.60                     $.40 

Yes 

1  bu.  lime,  1  lb. 

No 

years 

alum.,  3  lbs.  of 
grease,  water 
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('•Q")    TABULATION  OF  INFORMATION  IN  REGARD  TO  PAINTING  SIGNS. 

SUBJECT  No.  3. 


R.\ILROAI) 


Great  Northern 


Gulf,     Colorado    & 
&  Santa  Fe 

Gulf  &  Ship  Island 

Hocking  Valley 


Hudson&  Manhattan 
Illinois  Central 


International&  G  reat 
Northern 

Jacksonville  Ter- 
minal 

Kanawha  &  Michi- 
gan 

Kansas  City  Ter- 
minal 

Lake  Erie  &  West 
em 

Lake  Shore  Electric 


Lehigh  Valley 
Long  Island 


Louisville  &  Nash- 
ville 

Maine  Central 


Mississippi  Central 


Missouri    &    North 
Arkansas 

Nashville,    Chatta- 
nooga &  St.  Louis 

New  Orleans  Great 
Northern 

New  York  Central 
&  Hudson  River 

New  York  Central 
Lines 


New     York,     New 
Haven  &  Hartford 


Describe  iiictliod.s  in  u.so  on 
your  road  in  painting  croaa 
inK  and  other  signs . 


Track  signs  in  place  by  2  men. 

Bad  order  signs  replaced  bj' 

section  men 
Two  men  on  velocipede  paint 

signs  for  25  miles.    Two  men 

on  velocipede  follow  to  letter 
Renew  outright 

Small  gang  of  painters  go  over 
road  on  speeders 

No  signs  used 

Two  men  on  velocipede  repaint 
ground,  followed  by  two  men 
on  velocipede  stenciling  black 

Replace  old  signs  with  new  ones 
and  ship  old  ones  to  be  re- 
painted 

No  method  being  used  yet 

Painters  go  over  road  on  speed- 
ers 

Not  enough  information  to 
report 

Three  or  four  men  on  hand  or 
motor  car  paint  ground.  Two 
follow  later  to  apply  letters 

Go  over  system  with  four  paint- 
ers on  special  car 

Signs  repainted  once  a  year — 
spring  or  fall 

Send  men  on  hand  cars  with 
material  and  ladders  to  cover 
entire  division 

Send  men  over  line  to  paint 
signs  when  they  need  it 

Crossing  signs  removed  painted 
in  shops.    Other  signs  in  place 

All  roadway  signs  shipped  to 
shops  for  repairs  and  repainting 

Repaired  by  one  or  two  men  on 
hand  speeders 

Arms  of  crossing  signs  in  shop. 

Other  signs  repainted  in  place 

by  carpenter  gangs 
Painters  go  over  road  on  motor 

cars 

Painted  in  place  by  crew  of 
painters 

Use  hand  car  and  four  men 


Painted    by    roadway    depart- 
ment painters 


Do  NDU  use 
•steiicii.s  in  re- 
painting in- 
8cription.s? 


Yes 
Yes 

Yes 

Yes 
Yes 

Yes 

Yes 

No 

No 
Yes 
Usually 
Yes 
Yes 
Yes 
Yes 
Yes 
Yes 

In  some  cases 


What  kind  of  |)aint 
do  you  use  on  wood 
signs? 


White  lead  and  lamp 
black 


White   lend   and   lin- 

.sced  oil 
White   lead  and  oil, 

black  graphite 


White  lead  and  oil, 
lamp  black  in  oil  or 
Japan  for  letters 

Sherwin  &  Williams 


White  lead  in  oil  for 
ground,  black  paint 
for  letters 


Target  white  paste 
thinned  with  |  oil 
and  §■  turpentine 

Sherwin  &  Williams 
Co.  sign  board  w  hite 
and  sign  bd.  black 

White  lead  and  oil 
standard  black  #19 
sta. signs  gr. smalts. 

White  lead  and  oil 


White  lead  paint  with 
pigment  to  give  de- 
sired color 

Billings  &  Chapin 
High  gloss  white  and 
marine  black 

White  lead  in  oil 


White  lead  and  box 
car  red 

White  lead  in  oil  for 
ground.  Lampblack 
in  oil,  letters 

White  lead 


Oil  paints 

First  coat  white  lead 
and  oil.  Second  coat 
80%  lead,  20%  zinc 

Lead,  oil  and  dryer 
in  proper  proportions 


What  kind  of  pi 
do  you  use  on  m 
signs? 


White  lead  and  h 
black 


Have  no  metal  li 

White   lead  and 
black  graphite 


White      lead, 

black     on 

Graph  or  r. 
Have  no  metal  i 


mi 


White  lead  in  oil 
ground,  black  p 
for  letters 


White  lead  thii 
with  }  oil  and  i 
pentine 

Carbonizing  coat 


White  lead  and 
•standard  black 
ters 

Have  no  metal  .- 


We  use  wood^B 
almost  exclWT) 

Billings  &  Ch«l 
high  gloss  white 
marine  black 

Have  no  metal  s 


Heath     &     Mil! 

#131  and  target  j 

Cabenamel  for  g  \ 

1st  coat  red  lead.  I 

and  3rd  coats  w  j 
lead  both  in  oil 


Oil  paints 

First  coat  red 
Second    and 
coats  same  as  « 

Lead,  oil  and  d 
in  proper  proport 


l*. 
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("G")    TABULATION  OF  INFORMATION  IN  REGARD  TO  PAINTING  SIGNS. 

SUBJECT  No.  3. 


ifications  of 


How  often  do  you 
repaint  your 
signs? 


Give     cost 
Labor  Material 


Do  you  white- 
wash cattle- 
guard  wing 
fences? 


Give  specifica- 
tions and  meth- 
ods employed 


Do  you  use 
cold  water 
paint  on 
c.  g.  wing 
fences? 


If  so  state 
kinds  and 
how  ap- 
plied 


ard 


sad,    brown 
for    body, 
ick  letters 


0    specifica- 


seed  oil  and 
essary  drier 


1  white  lead, 
d  black  paint 


ized  and  ap 
ccording    to 
n  of  sign 
cial  paints 


)n-Sargeant 
,  V.  standard 
»d  in  kegs 
icifications. 
k1  lead  and 

special  spe- 
ns 


Seld,    black 


seed  oil  and 
ae 

jad  20  lbs., 
I  Red  lead 
i)il  1  gal. 

land  drier  as 
Plications  #26 

i 


Once  a  year 

From  one  to  five 
yrs.  depending 
on  locality 

Once  a  year 


Highway  and  sta- 
5  yrs.  Br.  No. 
every  year 

Once  a  year 


Once  a  year 


Wood  6-8  years, 
metal  every  2-3 
years 

Every  3  years 


Once  a  year 
No  stated  time 


Repaint    when 
needed 

Every  3  or  4  yrs. 


Every  2  years 

When  necessary 

No  stated  period 

Every  3  years 

Most  signs  once  a 
year 

Every  5  years 


When  necessary, 
depending  on 
conditions 


S2.50 

to 

$6.00 


$.75 

to 

$1.50 


No  data 


$.80 


$.20 


$200.00         $145.00 


$1.00  $.50 

per  mile 

$70.00  $13.00 

on  200  miles 

No  definite  data 

No  data 
Data  not  available 


$.25 


$.53 


Foreman  $85  mo. 
Painters  $2.50  day 

No  data 


$.50  $.15 

Approx. 

$.75-$3.00    $.10-$.67 
$1.35^  $.42 


No 

Yes 

Yes 
Yes 

Yes 
Yes 

Yes 

No 

No 
Yes 
No 


No  fixed  rule 

Do  not  deem 

expp   justified 

Yes 


No 
No 
Yes 
No 
Yes 
No 
Yea 


Gov't  spec. 


Whitewash  ap- 
plied by  section 
men 


1  barrel  lime,  1 
shovel  salt,  1^ 
pmts  fish  glue 

Use  hyd.  lime, 
salt  and  glue 


Lime  and  water 
applied  with 
brush 


No 

No 

No 

No 
No 

No 


1  bu.  lime,  }  lb. 
glue  and  2  lbs. 
salt 


No  specifications 
prepared 

1  pt.  coal  tar,  2 
qts.  salt,  1  bu. 
lime  and  water 


1  bu.  lime,  2  qts. 
salt.  Apply 
with  brush 


Lime  and  water 
applied  with  br. 


Gov.      specifica- 
tions 


No 


No 


No 


No 


No 


No 

Use  carbon 

proof  bl'k 


No 
No 
No 
No 


Use 

creosote 

stain 


No 
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("O")    TABULATION  OK  INKORMAPION  IN  REGARD  TO  PAINTING  SIGNS. 

SUHJIOCT  No.  3. 


RAII,U(>AI) 


Northern  Pacific 


Pennsvlvania 


Pennsylvania  Mno.'s 


Philadelphia      & 
Heading 


Pittsburgh   &    Lake 
Erie 

Public  Service 


Queen  &  Crescent 


Richmond,  Freder- 
icksburg &  Poto- 
mac 

St.  Louis  &  San 
Francisco 

Seaboard 


Southern 
Sunset  Central 


Temiskaming     & 
Northern  Ontario 

Toledo  &  Ohio  Cen- 
tral 

Vandalia 


Wabash,  Pittsburgh 
Terminal 

Washington  Ter- 
minal 


Doscriln'  iiiothod.s  in  u.si"  on 
your  road  in  painting  cross- 
ing and  other  signs. 


General  repairing  done  by  regu- 
lar paint  gang,  otherwise  by 
crew  of  three  men 

Repainted  by  crew  on  speeders. 
Inscriptions  painted  afterward 

Four  to  six  men  on  speeder  paint 
ground.  Two  men  two  days 
later  stencil  lines,  etc. 

Iron  signs  are  repainted  in  place, 
wood  signs  in  the  shops 


Usually  paint  them  in  the  field 

White  lead  and  raw  linseed  oil 
and  dryer 

Men  are  sent  over  road  each  fall 
to  clean  and  repaint  track  signs 

Send  men  over  road  on  car 


Painters  go  over  road  on  gaso 
line  cars,  paintin?:  ground.  Re- 
turn and  do  lettering 

Two  men  go  over  line  on  veloci- 
pede car  and  apply  white  coat. 
Two  days  later  stencil  letters  on 

Three  or  four  men  in  camp  or 
hand  car  apply  1st  coat.  Let- 
tering done  a  few  days  later 

Repainted  by  painter  on  veloci- 
pede, followed  two  days  later 
by  sign  painter 

Work  done  by  paint  gang  under 
directions  of  bridge  and  build- 
ing master 


Repainted  by  roadway  painters 
while  doing  other  road  work 

No  definite  system.  Men  go 
over  line  on  hand  car  and  paint 
signs,  small  stations,  etc. 

Only  use  metal  trespass  signs 
with  raised  letters 


J  )<)  you  UHC 
.stencils  in  re- 
painting in- 
scriptions? 


No 

Yes 

Yos 


Wood  signs  per- 
forated pat- 
tern painted 
by  hand 


Not  generally 
Yes 
Yes 
Yes 
Yes 
Yes 
Yes 

Yes 


In   general   we 
do  not 

Yes 


Yes 

No 


Whul  kind  uf  painl 
do  you  use  (jn  wood 
signs? 


White  lead  in  oil, 
lamp  black  in  oil 
add  20%  Japan 

White    lead    and    oi 

with     pigment     for 

proper  coloring 
Ucnerally,  white  lead 

and      lamp      black. 

Some  graphite  paint 

used 
Three     coats     white 

lead  cut  in  with  lamp 

black  and  smalts 

Gloss  white,  lamp 
black  and  oil  for 
black 

White  lead,  raw  lin 
seed  oil  and  dryer 

White  lead  in  oil  for 
background,  lamp 
black  letters 

White  lead  and  lin 
seed  oil  with  pig- 
ment for  color 

White  lead,  oil,  tur- 
pen.  Lamp  black, 
turp.  and  varnish 

White  lead  for  back 
ground,  lamp  black 
for  letters 

White  paint  for  gr., 
black  paint  for  let 
ters 

Sherwin-Williams 
lamp  black.  R.  R. 
Co.'s  standard  white 
#204 

Sherwin-Williams 
or  Marlin-Senour  pre- 
pared paints 

White  lead  and  oil 
with  pigment  for 
color 

Red,  yellow,  green, 
and  black 

White  lead  and  oil, 
lamp  black  and  oil 

Do  not  have  any 


What  kind  of  pi 
do  you  use  on  m 
signs? 


Lamp  black  ( 
white  lead  i 
Linseed  oil  and  i 
crs 

White    lead    and 
with     pigment 
proper  r-oloring 

White  lead  and  1: 
black.  Some  gr. 
ite  paint  used 

I>amp  black  for  b 
and  white  lead 
letters 

Gloss  white  andn: 
black  bridge  pc 

First  coat  red  1 
second  coat  » 
lead.    Black  le 

White  lead  in  oil 
lamp  black  in  o 


White   lead,  oil 
turp.     Lamp 
turp.  and  vamis 

Have  no  metal 


White  paint  for 
black  paint  foi 
ters 

S.-W.  Target  w 
Drop  black 
R.R.Co.'s2l04 

Have  no  metal 


White    lead  anc 
with  pigment 

Red,    yellow,  ? 
and  black 

White  lead  anc 
lamp  black  an( 

Commercial 
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("G")    TABULATION  OF  INFORMATION  IN  REGARD  TO  PAINTING  SIGNS. 

SUBJECT  No.  3. 


deifications  of 

How  often  do  you 
repaint    your 

Give     cost 

Do  you  white- 
wash    cattle- 
guard       wing 

Give    specifica- 
tions and  meth- 

Do you  use 
cold  water 
paint     on 

If  so  state 
kinds  and 
how  a  p  - 

signs? 

Labor          Material 

fences? 

ods  employed 

c.  g.  wing 
fences? 

plied 

15%  by  wt., 

Main  line  every  2 

No  data 

Yes,  advisabil- 

^ bu.  lime,  1  pk. 

No 

oil  75%  by 

yrs., branch  lines 

ity  of  painting 

salt,  3  lbs.  rice, 

lin.    oil    6%, 

when  needed 

being     con- 

i lb.  whiting 

itter  5% 

sidered 

dard  specifi- 

Every  1  to  2  yrs. 

Av.  $.60             $.15 

In  some  cases 

No 

7  lbs.   white 

Once  a  year 

$.50                     $.40 

Yes 

1  qt.  fresh  lime, 

No 

gal.  of  paint, 

1  pt.  salt.    Add 

ack  for  black 

water  IJ  gal. 

lack,   linseed 

Iron  signs  every 

Iron  $.30            $.12 

No  cat.  guards 

Japan,  white 

2  yrs.,  wood  sgs. 

Wood  $.45          $.25 

I  and  Japan 

every  5  years 

►undtwocoats 

Every  2  years 

$1.50                   $.90 

No 

No 

Letters  blk. 

Every  3  years 

No 

No 

w.  1.,  3  gal.  1. 

Once  a  year 

Yes 

drier.l  Ib.l.b. 

0.,  i  pt. drier 

Once  a  year 

Yes 

No 

Every  2  years 

Eastern  Div. 

$2.90                 $1.45 

per  mile 

Yes 

Govt.  spec. 

No 

imercial  w.  I. 

Once  a  year 

$4.50                 $1.00 
per  day 

Yes 

Use    ordinary 
lime  and  water 

No 

;ad  30%,  lin- 

Every  2  years 

$1.30                   $.57 

Yes 

i  bu.  lime,  1  pk. 

No 

30% 

per  mile 

salt,  3  lbs.  rice, 
ilb.whit.,llb.gl. 

Every  3  years 

$.15-$.70      $.08-$.60 

Yes 

No 

No   stated   time 

No  data 

Yes 

Lime  and  water 
w  it  hsmall  quan- 
tity of  salt 

No 

Once  a  year 

Yes 

Method    left    to 
section  foreman 

No 

rmillion,  Ma- 

Once  a  year 

$897.21          $393.43 

Yes 

li  gal.  salt  to  10 

No 

hrome,  Mari- 

Year  1912 

gallons    slaked 

r.&  Japan  bl. 

lime 

ne 

Every  1-5  yrs. 

No  data 

No 

No 

ifications 

Every  2  years 

Do    not    have 
any 

• 
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DETAILED   COST   DATA — METAL    POSTS. 

Labor. 

Handling    material     12  hrs.  at  $0.18        $  2.16 

25  hrs.  at      .16  4.00 

Setting  9  steel  end  posts  in  concrete.  .22  hrs.  at      .18 

44  hrs.  at       .16 

Driving  and  tamping  279  line  posts. 32  hrs.  at       .18 

64  hrs.  at      .16 


3.96 
7.04 

5.76 

10.24 

$  C.iO 


1 1 .00 


l6.(K) 


Total  cost  of  setting  posts   $33- 16 

Average   cost   of   setting   end   posts    1.22 

Average  cost  of  setting  line  posts   0.0573 

Average  cost  per  rod   o.  1 1 84 

Stretching  wire — 4,620  ft. — 280  rods. 34  hrs.  at  $0.18        $  6. 12 

69  hrs.  at      .16  11.04 

17.16 

Average  cost  of  stretching  wire  per  rod $    0.0613 

Average  cost  of  erection  complete   per  rod 0.18 

Material. 

9  No.  10  7-ft.  steel  end  posts   at  $1.62  $i4o8 

279  No.  16  7-ft.  steel  line  posts at  0.245  68.36 

4,620  ft.   (280  rods)    No.  9  wire  fence at    0.31  86.80 

i}i   bbls.  cement    at    1.25  1.56 

.60  cu.  yd.   sand at    0.40  0.24 

1. 15  cu.  yd.  stone  at    0.55  0.64 

Total  cost  of  material $172.18 

Average  cost   of  material  per  rod    0.615 

Average  cost  of  labor  and  material  per  rod 0.795 

Detailed  Cost  Data — Wood  Posts. 
Labor. 
Digging  holes  and  setting  288  posts.  .45  hrs.  at  $0.18 

92  hrs.  at 


Handling    material    5  hrs. 

10  hrs. 


at  $0.18 

$  8.10 

at      .16 

14.72 

$22.82 

at      .18 

0.90 

at      .16 

1.60 

2.50 

Total  cost  of   setting  posts. $25.32 

Average  cost  of  setting  line  posts  0.0879 

Average  cost   per   rod    0.0904 

Stretching  wire — 4,620   ft. — 280  rods.37  hrs.  at  $0.18        $  6.66 

76  hrs.  at      .16  12.16 

$18.82 

Average  cost   stretching  wire  per   rod    0.0672 

Average  cost  erecting  fence  per  rod 0.1576 
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Material. 

288  7-ft.  chestnut  posts   at  $0.18  $  51.84 

4,620  ft.   (280  rods)    No.  9  wire  fence. ....  .at      .31  per  rod  86.80 

30  lbs.  i^-in.  staples  at      .0375  1.13 


Total  cost  of  material    $139-77 

Average  cost  per  rod    0.50 

Average  cost  of  labor  and  material  per  rod 0.6576 

In  the  report  submitted  by  this  Committee  in  1912,  reference  was 
made  to  some  test  fences  that  were  erected  at  the  Carnegie  Institute  Sep- 
tember 23-26,  1908.  These  fences  were  removed,  however,  before  the 
tests  were  completed  and  before  information  of  a  definite  character  could 
be  obtained.  Your  Committee,  however,  recently  secured  the  results  of 
some  tests  made  in  May,  1912,  about  three  years  and  seven  months  after 
the  fences  were  erected,  which  may  be  of  interest. 

Seven  samples  were  tested,  six  of  which  were  of  basic  open-hearth 
steel,  the  seventh  Bessemer  steel.  In  five  of  the  samples  of  basic  open- 
hearth  steel,  the  galvanizing  was  wiped  off  by  a  mechanical  device,  as  the 
wires  came  from  the  zinc  vat,  leaving  only  a  smooth  coating  of  zinc.  The 
sixth  sample  was  not  wiped,  but  was  allowed  to  retain  all  the  zinc  that 
would  adhere  to  the  wires  as  they  came  from  the  vat.  The  galvanizing  on 
the  Bessemer  sample  was  wiped  off  by  same  method  that  was  used  on  the 
five  samples  of  basic  open-hearth  steel.  The  following  statement  gives  the 
result  of  the  examination  and  analysis  of  May  2,  1912 : 


Sample 

No. 

Material 

Galvanizing] 

Analysis 

C. 

S. 

P. 

Mn. 

Remarks 

8122 

Basic    open- 
hearth  steel. 

Galvanizing 
wiped   off   by 
mechanical 
device. 

.06' 

f 

.013 

.016 

.37 

'All  wires  were  badly  rusted 
•  and  easily  peeled  off.    No 
galvanizing    left    on    the 
T  wires. 

8121 

Basic    open- 
hearth  steol. 

Galvanizing 
wiped   off   by 
mechanical 
device. 

.05 

.018 

.018 

.24 

About  5  per  cent,  of  galvan- 
izing in  good  condition. 
Wires  beginning  to  peel  off 
in  a  good  many  places. 

8120 

Basic    open- 
hearth  steel. 

Galvanizing 
wiped  off   by 
mechanical 
device. 

.05 

.010 

.010 

.16 

About  80  per  cent,  of  galvan- 
izing in  good  condition. 
Where  rust  had  started 
there  was  no  tendency  to 
peel  ofT. 

8119 

Basic    open- 
hearth  steel 

Galvanizing 
wiped  off   by 
mechanical 
device. 

.04 

.014 

.014 

.07 

About  90  per  cent,  of  galvan- 
izing good.  Two  wires 
badly  rusted.  Six  wires 
in  good  condition. 

•8118 

Basic    open- 
hearth  steel. 

Galvanizing 
wiped   off   by 
mechanical 
device. 

.05 

.014 

.014 

.12 

All  wires  in  good  condi- 
tion. Just_  beginning  to 
show  rust  in  spots. 
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Sample 
No. 

Mutoriiil 

Galvanizing 

AnalyHis 

C. 

S. 

V. 

Mn. 

Kemarkfl 

CI 

Basic     opcn- 
henrthateel. 

G  a  1 V  a  n  i  z  i  n  (T 
not  wiped  off. 
All  allowed  to 
remain  that 
would  stick. 

.66 

.028 

.016 

.84 

All  wirea  in  grxjd  condition 
No  rust  spotH. 

Bess. 
Sample 

Boasemer 
steel 

Galvanizing 
wiped  off  by 
device. 

.09 

.045 

.092 

55 

All  wires  in  very  bad  con- 
dition.    Galvanizing  com- 
pletely gone.  Badly  .scaled. 

The  analyses  of  the  first  five  samples  (Nos.  8122-8118)  of  basic  open- 
hearth  steel  differed  but  little  in  the  percentages  of  carbon,  sulphur  and 
phosphorus,  but  varied  greatly  in  the  percentage  of  manganese.  The  sixth 
sample,  CI,  showed  a  high  percentage  of  carbon  and  manganese  with 
double  the  amount  of  sulphur  found  in  the  other  samples,  the  phosphorus 
remaining  about  the  same.  The  seventh,  or  Bessemer  steel  sample,  showed 
a  comparatively  low  percentage  of  carbon,  but  a  high  percentage  of  the 
other  elements. 

These  tests  would  seem  to  indicate  that  the  presence  of  manganese 
in  large  quantities  in  fence  wire  tends  to  facilitate  oxidation  with  the  con- 
sequent destruction  of  the  galvanizing.  They  also  show  the  value  of  heavy 
zinc  coatings  in  retarding  oxidation,  even  when  the  percentage  of  carbon, 
sulphur  and  manganese  is  high,  and  that  basic  open-hearth  steel  low  in 
manganese  is  superior  to  Bessemer  steel  of  the  composition  above  noted 
for  fence  wire. 

The  following  tests  of  samples  of  electrically  welded  wire  fencing 
give  some  information  on  elastic  limit  and  tensile  strength  of  No.  9  wire: 

Regular. 

Top  wire — Diameter  0.147 Elastic  limit   950  lbs. 

Tensile   strength    1,200  lbs. 

Intermediate  wire — Diameter  0.149. . ,  Elastic  limit    910  lbs. 

Tensile   strength    1,100  lbs. 

Bottom    wire — Diameter    0.149 Elastic  limit   900  lbs. 

Tensile   strength    1,100  lbs. 

Weld  pulled  apart  at  332  lbs. 

Weld  sheared  at  650  lbs.,  660  lbs.,  680  lbs.  and  690  lbs. 

Failed  on  fourth  dip. 

Special  Annealed. 
Top   wire — Diameter  0.150 Elastic  limit   960  lbs. 

Tensile  strength    1,400  lbs. 

Intermediate  wire — Diameter  0.151 Elastic  limit   980  lbs. 

Tensile    strength i,330  lbs. 

Bottom    wire — Diameter    0.151 Elastic  limit   968  lbs. 

Tensile    strength    1,370  lbs. 
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Weld  pulled  apart  at  460  lbs. 

Weld  sheared  at  580  lbs.,  580  lbs.,  590  lbs.,  and  620  lbs. 

Failed  on  fourth  dip. 

Last  year  your  Committee  made  a  special  effort  to  secure  copies  of 
the  laws  and  rulings  of  Public  Utilities  Commissions  relating  to  the  erec- 
tion and  maintenance  of  crossing  signs,  also  copies  of  laws  relating  to 
trespassing  on  railroad  and  private  property  in  the  various  states  and 
territories  and  the  Dominion  of  Canada.  The  laws  relating  to  crossing 
signs  were  obtained  for  thirty-two  states  and  the  Dominion  of  Canada, 
and  advice  from  four  states  having  no  laws  bearing  upon  the  subject. 
These  laws  may  be  found  in  Appendix  A,  Vol.  15,  page  883  (last  year's 
report). 

Laws  relating  to  trespassing  were  secured  for  28  states  and  the 
Dominion  of  Canada,  and  may  be  found  in  Appendix  B,  Vol.  15,  page  892 
(last  year's  report).  Synopses  of  these  laws  are  given  on  pp.  867  and 
878  of  the  above  report. 

Synopses  of  laws  relating  to  crossing  signs  received  since  last  year's 
report  are  given  below : 

*  California — Has  no  statute  prescribing  the  method  of  protecting 
highway  crossings  and  the  Railroad  Commission  has  not  made  any  ruling 
regarding   character   of  sign,  lettering,   etc. 

Idaho — Has  no  statute  prescribing  form  of  crossing  sign  or  style  of 
lettering. 

Montana — Has  no  statute  or  ruling  with  respect  to  kind  or  character 
of  crossing  sign,  wording  or  style  of  lettering. 

Nevada — There  are  no  statutes  requiring  any  particular  method  of 
protecting  highway  crossings ;  is  within  the  province  of  the  Railroad  Com- 
mission, but  no  orders  have  been  issued. 

Utah — Utah  has  no  statute  on  the  subject  and  has  no  Railroad  Com- 
mission. 

Vermont — Warning  boards  of  such  description  as  to  meet  the  ap- 
proval of  the  Public  Service  Commissioners  must  be  maintained  at  all  pub- 
lic highway  grade  crossings. 

Wyoming — There  are  no  statutes  or  rulings  in  regard  to  protection 
of  road  crossings  by  warning  signs.  Wyoming  has  no  Public  Utility  or 
Railroad  Commissions. 

Synopses  of  laws  relative  to  trespassing  received  since  last  year's  re- 
port are  given  below : 

California — Statute  requires  railroad  right-of-way  to  be  fenced.  Tres- 
passers are  only  liable  for  damage  done.  The  act  of  trespass  is  a  civil 
wrong.     (No  crime.) 

Idaho — Has  no  statute  with  reference  to  trespassing  on  railroad  right- 
of-way. 

Montana — Has  no  statute  regarding  trespass  on  railroad  property. 

Nevada — There  is  no  statute  in  effect  relating  to  trespass  on  railroad 
property  in  Nevada. 

New  Hampshire — Statute  forbids  entering  upon  railroad  property 
when  properly  posted,  and  no  right  is  to  be  implied  from  use  or  custom 
however  long  continued. 

Utah — Has  no  statute  regarding  trespass  on  railroad  right-of-way. 

Wyoming — Has  no  tresspass  law  applicable  to  railroad  property. 
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CONCLUSIONS. 

SUBJECT  NO.    I. 

(i)  Concrete  is  a  practical,  economical  and  satisfactory  material  for 
the  more  simple  forms  of  signs  of  small  or  moderate  size. 

(2)  Metal  is  a  practical,  economical  and  satisfactory  material  for 
the  more  complicated   forms  of  signs  of  medium  size. 

(3)  Wood  is  the  most  economical  and  satisfactory  material  for  the 
larger  forms  of  signs,  particularly  where  timber  is  plentiful  and  cheap. 

SUBJECT  NO.  2. 

(i)  Concrete  is  a  practical,  economical  and  satisfactory  material  for 
fence  posts,  where  suitable  timber  is  scarce  and  expensive. 

(2)  The  use  of  metal  fence. posts  has  not  as  yet  covered  a  sufficient 
period  to  demonstrate  their  practical  and  economical  qualities  for  that 
purpose. 

(3)  Wood  is  the  most  economical  and  satisfactory  material  for  fence 
posts  in  localities  where  timber  is  plentiful  and  cheap. 

SUBJECT   NO.  3. 

(i)  The  most  practical  method  of  repainting  signs  is  to  send  paint 
gangs  with  material  and  equipment  over  the  road  on  speeders  or  motor 
cars. 

(2)  White  lead  and  linseed  oil  with  pigments  for  proper  coloring  and 
lamp  black  and  linseed  oil  for  lettering  are  the  most  practical  and  satis- 
factory paints  for  both  wood  and  metal  signs. 

RECOMMENDATIONS. 

(i)  In  view  of  the  variation  in  design  of  concrete,  metal  and  wood 
signs,  and  the  consequent  variation  in  cost,  and  also  the  comparatively 
short  time  that  concrete  has  been  used  for  signs,  your  Committee  finds 
itself  unable  to  present  a  complete  report  this  year.  It  therefore  recom- 
mends that  the  material  collected  be  accepted  as  information  and  that  the 
subject  be  reassigned  for  next  year  to  permit  a  further  study  of  the  vari- 
ous designs  received  with  a  view  to  making  definite  recommendations  for 
standards   to  meet  countrywide   conditions. 

(2)  As  both  concrete  and  metal  fence  posts  have  been  in  use  but  a 
few  years  and  their  durability  is  still  considerably  in  doubt,  your  Commit- 
tee is  unable  to  present  any  definite  information  as  to  their  relative 
economies  as  compared  with  wood.  From  a  careful  analysis  of  the  in- 
formation received  relative  to  concrete  and  wood  posts,  it  finds  that  where 
suitable  timber  is  plentiful  and  cheap  there  is  no  economy  in  the  use  of 
concrete  unless  its  life  should  prove  much  longer  than  now  estimated. 
It  therefore  recommends  that  further  consideration  of  this  phase  of  the 
subject  be  deferred  until  more  definite  information  can  be  secured  on  both 
concrete  and  metal  posts. 
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(3)  The  following  specification  for  whitewash  for  cattle-guard  wing 
fences  is  recommended: 

Take  half  a  bushel  of  unslaked  lime,  shake  it  with  boiling  water,  cover 
during  the  process  to  keep  in  steam,  strain  the  liquid  through  a  fine  sieve 
or  strainer,  and  add  to  it  a  peck  of  salt,  previously  dissolved  in  warm 
water,  three  pounds  ground  rice  boiled  to  a  thin  paste  and  stirred  in  while 
hot,  half  a  pound  of  Spanish  whiting,  and  one  pound  clean  glue,  previ- 
ously dissolved  by  soaking  in  cold  water  and  then  hanging  over  a  slow 
fire  in  a  small  pot  hung  in  a  larger  one  filled  with  water.  Add  five  gal- 
lons hot  water  to  the  mixture,  stir  well  and  let  it  stand  a  few  days,  cov- 
ered from  dirt.  It  should  be  applied  hot,  for  which  purpose  it  can  be 
kept  in  a  kettle  or  portable  furnace. 

A  pint  of  this  mixture,  if  properly  applied,  will  cover  one  square  yard, 
and  will  be  almost  as  serviceable  as  paint  for  wood,  brick  or  stone,  and  is 
much  cheaper  than  the  cheapest  paint. 

Respectfully  submitted, 

COMMITTEE  ON  SIGNS,  FENCES  AND  CROSSINGS. 


Appendix  A. 
PAINT  SPECIFICATIONS. 

NEW    YORK,    NEW    HAVEN    &    HARTFORD    RAILROAD    COMPANY. 

This  Specification  contemplates  a  first-class  paint  in  all  respects,  and 
in  those  particulars  where  no  specific  requirements  are  given  (quality  of 
pigments  and  tinting  material,  details  of  manufacture,  etc.)  the  paints 
must  conform  to  the  best  accepted  practice. 

1.  The  paint  is  desired  mixed  ready  for  application. 

2.  The  paint  must  consist  solely  of  oil,  drier  and  pigment,  in  proper 
proportions  by  weight. 

3.  The  volatile  matter,  including  moisture,  must  not  exceed  5  per 
cent.,  by  weight  of  the  paint,  for  Nos.  26,  27,  29  and  31,  and  10  per  cent, 
for  Nos.  28  and  30. 

4.  The  oil  must  be  pure  linseed  oil. 

5.  The  drier  must  be  free  from  benzine  and  rosin. 

6.  The  pigment  must  be  so  finely  ground  that  when  mixed  with  oil 
and  rubbed  on  glass  under  a  spatula,  no  feeling  of  grittiness  shall  be 
apparent. 

7.  The  shade  of  the  paint  must  conform  strictly  to  the  Railroad 
Company's   Standard. 

8.  Paint  must  dry  so  that  it  may  be  second-coated  without  difficulty 
after  twenty-four  hours. 

9.  Paint  will  be  inspected  on  arrival  at  destination.  If  it  is  found 
not  to  meet  the  requirements  given  above,  the  shipment  represented  will 
be  rejected.  The  manufacturer  must  pay  freight  charges  both  ways  on 
rejected  material  returned  to  him. 

Consistency  of  Pigments  by  Weight. 

No.  26 — Station  Canopy  Color. 

Sublimed  or  basic   sulphate   of  lead 70  per  cent. 

Hydrated  carbonate  of  lead 20  per  cent. 

Silica,  not  more  than 10  per  cent. 

No.  27 — Station,  Outside  Body. 

Base   white    98  per  cent. 

Coloring  matter  (Chrome  Yellow  and  Black) 2  per  cent. 

The  base  to  consist  approximately  of: 

Hydrated  carbonate  of  lead 60  per  cent. 

Zinc   Oxide    30  per  cent. 

Silica    10  per  cent. 

No.  28 — Stations,  House  and  Roof. 

Black,  not  less  than 18  per  cent. 

Coloring  matter  (French  Ochre  and  Chrome  Yellow) 82  per  cent. 

No.  29 — Station   Sash  and  Wainscoating. 

White    Base    70  per  cent. 

Coloring  matter  (Chrome  Yellow,  French  Ochre  and  Black),  .30  per  cent. 
The  base  to  consist  approximately  of : 

Hydrated  carbonate  of  lead 60  per  cent. 

Zinc  Oxide 30  per  cent. 

Silica   ID  per  cent. 
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No.  30 — Bridge. 

Black,  not  less  than 35  per  cent. 

Coloring  matter  (French  Ochre  and  Chrome  Yellow) 65  per  cent. 

No.  31 — Inside   Body,   Station. 

White  Base   99  per  cent. 

Coloring  matter  (Chrome  Yellow  and  Prussian  Blue) i  per  cent. 

The  base  to  consist  approximately  of : 

Hydrated  carbonate  of  lead 60  per  cent. 

Zinc  Oxide 30  per  cent. 

Silica 10  per  cent. 

No.  32 — Red  Lead. 
For  First  and  Second  Coats,  Structural  Work. 

This  specification   contemplates   a  first-class   article  in  every  respect : 

1.  Pigment  is  to  be  furnished  in  dry  state" 

2.  Pigment  to  consist  of  pure  red  lead  as  Pb304. 

3.  The  pigment  must  be  so  finely  ground  that  when  mixed  with 
oil  and  rubbed  on  glass  under  a  spatula,  no  feeling  of  grittiness  shall 
be  apparent. 

4.  The  shade  of  the  paint  must  conform  strictly  to  the  standard. 

5.  Paint  will  be  inspected  on  arrival  at  destination.  If  it  is  found 
not  to  meet  the  requirements  given  above,  the  shipment  represented  will 
be  rejected.  The  manufacturer  must  pay  freight  charges  both  ways  on 
rejected  material  returned  to  him. 

Information  as  to  Mixing  and  Handling  Red  Lead. 

For  first  coat  on  structural  work,  use  red  lead  and  oil  in  proper 
proportions   with   raw  linseed  oil. 

For  second  coat,  add  to  the  above  mixture  a  sufficient  amount  of 
lamp  black  to  change  shade. 

As  paint  made  with  red  lead  settles  rapidly,  same  is  to  be  made  up 
in  small  lots  only  and  should  not  be  in  excess  of  amount  required  for 
immediate  use. 

During  application  of  the  paint,  contents  of  the  pail  is  to  be  kept 
well  mixed  by  frequent  stirring. 

SUNSET    CENTRAL    LINES. 

No.  204 — Signs,  Etc. 

Pigment    66  per  cent. 

Vehicle    34  per  cent. 

The  paint  shall  weigh  1534  lbs.  per  gallon  with  an  allowable  variation 
of  2  ozs.  either  way. 

The  pigment  consists  of: 

White  Lead  SSVs  per  cent. 

Zinc   Oxide    SSVs  per  cent. 

Inert   material    33^  per  cent. 

The  vehicle  shall  consist  of  pure  raw  linseed  oil,  pure  turpentine  aad 
japan. 

No.  13-A. 

Pigment    20  per  cent. 

Vehicle 80  per  cent. 

The  paint  shall  weigh  8^  lbs.  per  gallon,  with  an  allowable  variation 
of  2  ozs.  per  gallon  either  way. 
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The  pigment  consists  of  : 

Red  Lead lo  per  cent. 

I  .amp  Rlack  50  per  cent. 

Inert    material    40  per  cent. 

The  lamp  black  shall  be  pure,  containing  at  least  99  per  cent,  pure 
carbon. 

The  vehicle  shall  consist  of  pure  raw  linseed  oil,  pure  turpentine  and 
japan.  The  volatile  constituents  shall  not  exceed  3  per  cent,  by  weight 
of  the  paint. 

No.   210. 

Pigment .44  per  cent. 

Vehicle    56  per  cent. 

The  paint  shall  weigh  12^  lbs.  per  gallon,  with  an  allowable  varia- 
tion of  2  ozs.  either  way. 

The  pigment  consists  of : 

White  Lead  50  per  cent. 

Zinc  Oxide    •  • 50  per  cent. 

The  vehicle  consists  of  varnish,  turpentine  and  drier. 

The  varnish  shall  be  a  long  oil,  hard  gum,  outside  wearing  body 
varnish. 

The  paint  shall  dry  on  glass  within  24  hrs.  at  a  temperature  of  70 
degrees  Fahrenheit. 

No.   14-A. 

Pigment    15  per  cent. 

Vehicle    85  per  cent. 

The  enamel  shall  weigh  8%  lbs.  per  gallon,  with  an  allowable  varia- 
tion of  2  ozs.  either  way. 

The  pigment  is  pure  dense  bone  black,  containing  at  least  10  per  cent, 
carbon,  the  balance  consisting  chiefly  of  calcium  phosphate. 

The  vehicle  shall  consist  of: 

Varnish   50  per  cent. 

Japan  Drier 35  per  cent. 

Linseed  Oil   • 15  per  cent. 

The  varnish  shall  be  a  long  oil,  hard  gum  product,  reduced  with 
pure  spirits  of  turpentine. 

The  enamel,  when  spread  upon  a  clean  piece  of  glass,  shall  dry 
within  12  hrs.  at  a  temperature  of  70  degrees  Fahrenheit. 

CANADIAN    PACIFIC    RAILWAY    COMPANY. 

Standard   Paint   Specifications. 

1.  Proposals. — Proposals  under  this  specification  shall  be  price  per 
net  pound,  which  shall  include  cost  of  package. 

2.  Fineness. — Fineness  of  pigment  and  covering  power  will  receive 
.special  consideration,  and  comparison  of  fineness  shall  be  made  in  the 
following  manner :  The  paint  having  been  first  brought  to  a  temperature  of 
about  70  degrees  Fahrenheit  and  then  thoroughly  stirred  up,  a  single  drop 
will  be  allowed  to  fall  upon  a  horizontal  clean  sheet  of  glass.  The  glass 
will  then  be  placed  in  a  vertical  position  for  one  hour,  at  the  expiration 
of  which  no  separation  of  pigment  from  vehicle  should  be  noticeable. 
If  the  paint  be  too  thick  for  a  drop  to  run  down  the  glass  a  distance  of 
3  in.  in  one  hour,  it  shall  be  thinned  with  linseed  oil  to  the  necessary 
consistency  for  testing. 
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3.  Drying. — Paint  will  not  be  accepted,  the  ordinary  coating  of  which, 
when  spread  on  glass,  dries  dnstproof  in  less  than  10  hours  or  more 
than  14  hours  when  kept  at  70  degrees  Fahrenheit. 

4.  Consistency. — The  paint  should  be  of  a  proper  working  con- 
-istency,  not  too  heavy  to  be  brushed  out  without  additional  thinning, 
not  thin  enough  to  cause  it  to  run,  and  must  cover  wood  or  iron  surfaces 
thoroughly  with  two  coats. 

5.  Color  and  Shade. — Color  and  shade  shall  conform  to  the  C.  P. 
Ry.   Standard  Color  Card  as  numbered. 

6.  Packages. — Packages  must  be  plainly  marked  with  the  color  num- 
ber, gross  and  net  weight  of  same,  and  the  net  contents  in  imperial 
gallons. 

7.  Inspection. — The  Company's  inspectors  shall  have  free  entry  to 
all  parts  of  the  works,  be  permitted  to  take  what  samples  they  may 
consider  necessary  for  test  purposes,  and  shall  have  all  reasonable  facili- 
ties afforded  to  satisfy  them  that  the  paint  is  being  made  in  accordance 
with    this    specification. 

Shipments  will  be  subject  to  tests  at  all  times,  and  any  failing  to 
meet  the  requirements  of  this  specification  shall  be  returned  to  the  ship- 
per,  who  will  pay  freight  both  ways. 

Inspections  will  be  made  by  this  Company's  Consulting  Chemist,  and 
his  decision  as  to  the  conformity  or  non-conformity  of  the  material  to 
the  terms  of  this  specification  shall  be  final. 

8.  Guarantee. — The  Manufacturers  will  be  required  to  guarantee 
that  if  the  paint  furnished  by  them  cracks,  flakes  or  powders  within  two 
years  of  date  of  application,  they  will  furnish  sufficient  additional  paint, 
free  of  charge,  to  repaint  the  work. 

9.  Composition. — The  composition  and  other  requirements  with  refer- 
ence to  the  color  numbers  shall  be  as  follows  : 

No.  40 — Green  Shingle  Dip. 

Pigment. — Chrome  Green: — This  must  be  a  light  gravity  chrome 
green,  made  on  a  base  of  whiting,  and  must  contain  not  less  than  35 
per  cent,  of  chemically  pure  chrome  green  (composed  of  pure  chrome 
yellow  and  Prussian  blue).  Ordinary  chrome  greens,  made  on  a  barytes 
base,  are  too  heavy  and  remain  caked  at  the  bottom,  owing  partly  to 
the  light  specific  gravity  of  the  vehicle  and  the  nature  of  the  same. 

Vehicle. —  Creosote  Oil  50  per  cent. 

Boiled  Linseed  Oil    30  per  cent. 

Benzine    20  per  cent. 

Note. — The  creosote  oil  must  be  free  from  precipitated  salts. 

No.  41 — Brown   Shingle  Dip. 
Pigment. — Burnt  umber. 
Burnt  Turkey  umber  of  good  quality  and  finely  ground  is  desired. 

Vehicle. — •  Creosote  Oil 50  per  cent. 

Boiled  Linseed  Oil  : 30  per  cent. 

Benzine    20  per  cent. 

Note. — The  creosote  oil  must  be  free  from  precipitated  salts. 

No.  42 — Use  two  coats  over  Primer  No.  48. 

Pigment. — Pure  White  Lead    (Basic  Carbonate  of  Lead).... 50  per  cent. 
Zinc  Oxide,  containing  not  more  than  20  per  cent. 

Sublimed  White  Lead   (Lead  Sulphate)   about... 48  per  cent. 
Coloring  matter    (must  consist  of   Chrome   Green, 
Chrome  Yellow,  Yellow  Ochre,   Lamp   Black  or 
any  suitable  mixture  of  these  to  produce  the  re- 
quired shade)  about  2  per  cent. 
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Vehicle. —  Raw   Linseed   Oil    40  to  45  per  tent. 

Boiled    Linseed    Oil 40  to  45  per  eent. 

Siiirit.s  of  Turpentine 5  to  7  per  cent. 

Turpentine    Drier                                                      H  to  10  per  cent. 

No.  43 — Use  two  coats  on  Primer  No.  48. 

Pigment. — Lamp   Black    .48  per  cent. 

Pure  Chrome  Green.  .  .                                                  .  f2  per  cent. 
Barytes     40  per  cent. 

yehiiic. —  Raw   Linseed   Oil 20  per  cent. 

Boiled    Linseed    Oil 60  per  cent. 

Turpentine  Drier   15  per  cent. 

Spirits   of    Turpentine    5  per  cent. 

Note. — The  pure.  Chrome  Green  in  Color  No.  43  is  what  is  also  com- 
mercially known  as  Chrome  Green  or  Permanent  Green  and  is  a  mechanical 
mixture  of  Prussian  Blue  (Fcj  Cyl2)  and  Chrome  Yellow,  precipitated  on 
an  inert  base  barytes. 

No.  44 — Use  two  coats  over  one  coat  of  Galvanized  Iron  Primer  No.  47. 

Pigment. — Pure  White  Lead 50  per  cent. 

Zinc   Oxide    47  per  cent,   (aliout) 

Coloring  matter  (Lamp  Black  or  Graphite, 
and,  if  necessary  to  match  shade,  a  little 

Prussian   Blue)    2  or  3  per  cent,   (about) 

Vehicle. —  Raw  Linseed  Oil 40  to  45  per  cent. 

Boiled   Linseed   Oil 45  to  45  per  cent. 

Turpentine    Drier     8  to  to  per  cent. 

Spirits  of  Turpentine 5  to     7  per  cent. 

No.  45 — Use  two  coats  over  one  coat  of  Primer  No.  48. 

Pigment. — Pure  White  Lead 40  per  cent. 

Zinc  Oxide   •  • 40  per  cent. 

Yellow   Ochre    15  per  cent. 

Chrome    Green    5  per  cent. 

Lamp  Black   Trace 

Vehicle. —  Raw   Linseed  Oil 40  per  cent. 

Boiled   Linseed   Oil 45  per  cent. 

Turpentine  Drier to  per  cent. 

Spirits  of  Turpentine   '....■.'..-..' 5  per  cent. 

Note, — The  Zinc  Oxide  may  contain  not  more  than  20  per  cent. 
Sublimed  Lead    (Lead  Sulphate). 

No.  46 — Use  two  coats  over  Primer  No.  48. 

Pigment. — Red  Oxide  of  Iron 50  per  cent. 

Whiting   50  per  cent. 

Vehicle. —  Raw  Linseed  Oil 20  per  cent. 

Boiled  Linseed   Oil 60  per  cent. 

Turpentine    Drier 15  per  cent. 

Spirits  of  Turpentine  5  per  cent. 

Note. — On  account  of  the  fact  that  Red  Oxide  of  Iron  (Fe203)  is  so 
strong  and  permanent  a  pigment,  an  absolutely  pure  Oxide  will  not  be 
insisted  upon.  No  other  coloring  matter  than  natural  Red  Oxide  of 
Iron  will  be  permitted  in  Color  No.  46,  however ;  and  it  must  be  finely 
ground. 
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No.  47 — Galvanized  Iron  Primer,  first  coat. 

Figment. — Pure  White  Lead 50  per  cent. 

Zinc  Oxide    48  per  cent,   (about) 

Coloring  matter  (Lamp  Black  or  Graphite, 
and,  if  necessary  to  match  shade,  a  little 
Prussian  Blue)    i  or  2  per  cent,  (about) 

Vehicle—  Raw  Linseed   Oil 40  to  45  per  cent. 

Boiled   Linseed    Oil 40  to  45  per  cent. 

Turpentine   Drier    10  to  12  per  cent. 

Spirits  of  Turpentine 3  to     5  per  cent. 

Note. — The  color  being  a  primer  for  Galvanized  Iron,  the  drier  has 
been  increased.     Such  surfaces  make   rather  slow  driers. 

No.  48 — Special  Primer  for  first  coat  on  wood. 

Pigment. — Yellow    Ochre •  •  -75  to  80  per  cent. 

Pure    White    Lead 20  to  25  per  cent. 

Chrome    Yellow    i  to     3  per  cent. 

Vehicle. —  Raw   Linseed   Oil 20  to  25  per  cent 

Boiled    Linseed    Oil 55  to  60  per  cent. 

Turpentine   Drier    12  to  15  per  cent. 

Spirits  of  Turpentine 5  to    8  per  cent. 

Note. — The  Yellow  Ochre  used  must  be  the  best  quality  obtainable 
and  free  from  grit. 

No.  49 — For  Radiators  and  Steam   Pipes. 

Pigment. — Chemically    Pure    Aluminum    Powder     (as    finely 

ground  as  possible) 100  per  cent. 

Vehicle. —  Quick  Drying  Varnish 15  to  25  per  cent. 

Liquid  Drier  or  Japan 30  to  40  per  cent. 

Benzine    40  to  50  per  cent. 

Note. — This  paint  must  dry  in  less  than  two  hours. 

No.  50 — Use  two  coats  over  Primer  No.  48. 

Pigment. — Pure  White  Lead   (Basic  Carbonate  of  Lead) 50  per  cent. 

Zinc  Oxide,  containing  not  more  than  20  per  cent. 

Sublimed  White  Lead  (Lead  Sulphate)  about.  ..  .48  per  cent. 

Coloring  matter  (must  consist  of  Chrome  Green, 
Chrome  Yellow.  Yellow  Ochre,  Lamp  Black  or 
any  suitable  mixture  of  these  to  produce  the  re- 
quired shade)    about 2  per  cent. 

Vehicle. —  Raw    Linseed    Oil 40  to  45  per  cent. 

Boiled   Linseed   Oil 40  to  45  per  cent. 

Turpentine  Drier    8  to  10  per  cent. 

Spirits  of  Turpentine 5  to    7  per  cent. 

No.  51 — Use  two  coats  over  Primer  No.  48. 

Primer. —   Yellow   Ochre    70  to  80  per  cent. 

Pure    White    Lead 20  to  25  per  cent. 

Raw   Turkey  Umber,   Lamp  Black   or  other 

suitable  coloring  matter i  to     3  per  cent. 

Vehicle. —  Raw   Linseed   Oil 40  to  45  per  cent. 

Boiled   Linseed    Oil 40  to  45  per  cent. 

Turpentine   Drier    8  to  10  per  cent. 

Spirits  of  Turpentine 5  to    7  per  cent. 
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No.  52 — Use  two  coats  over  Primer  No.  48. 

Pigment. — Pure  White  Lead  (Basic  Carbonate  of  Lead) 50  per  cent 

Zinc  Oxide,  containing  not  more  than  20  per  cent. 

Sublimed  White  Lead   (Lead  Sulphate)   about... 48  per  cent. 

Coloring  matter  (must  consist  of  Chrome  Yellow, 
Yellow  Ochre,  Lamp  Black  or  any  suitable  mix- 
ture   of    these    to    produce    the    required    shade) 

about    2  per  cent. 

y chicle. —  Raw  Linseed   Oil 40  to  45  per  cent. 

Roiled   Linseed   Oil 40  to  45  per  cent. 

Turpentine  Drier    8  to  10  per  cent. 

Spirits  of  Turpentine 5  to    7  per  cent. 

No.  53 — Signal  Red. 

Pigment. — Alizarine  Red    45  per  cent. 

Orange   Material    20  per  cent. 

Whiting   35  per  cent. 

Vehicle. —  Raw  Linseed  Oil 30  per  cent. 

Coach  Grinding  Japan 35  per  cent. 

Spirits  of  Turpentine 35  per  cent. 

Note. — ParanitraniHne  Red  will  not  be  accepted  instead  of  Alizarine 
Red. 

No.  54 — Signal  Yellow. 
Pigment. — Pure  Chrome  Yellow  to  match  Standard  Shade. 
Vehicle.—  Raw  Linseed  Oil 30  per  cent. 

Coach  Grinding  Japan 35  per  cent. 

Spirits  of  Turpentine 35  per  cent. 

No.  55 — Signal  Green. 
Pigment. — Chrome    Green    (containing   not   less   than    35    per   cent,    pure 
Chrome  Green,  composed  of  pure  Chrome  Yellow  and  pure 
Prussian  Blue)   to  match  the  Standard  Shade. 

Vehicle.—  Raw  Linseed  Oil 30  per  cent. 

Coach  Grinding  Japan 35  per  cent. 

Spirits  of  Turpentine 35  per  cent. 

Note  on  Signal  Colors.— These  should  all  dry  "flat"  in  a  few  hours 
and  be  ready  for  varnishing. 

No.  58. 

Pigment.— White  Lead    70  to  75  per  cent. 

Zinc    White 20  to  25  per  cent. 

Inorganic  coloring,  not  exceeding 5  per  cent. 

Vehicle. — Raw  Linseed  Oil,  not  less  than 82  per  cent. 

Drier  (in  accordance  with  C.  P.  R.  Specifica- 
tions), not  exceeding 10  per  cent. 

Turpentine    5  to    8  per  cent. 

The  paint  must  dry,  ready  for  second  coating  at  ordinary  temperature, 
in  8  hours. 

Bridge  Paint. 
Pigment. — Graphite,   natural   or  artificial,   containing^  not   less 
than  75  per  cent.  Graphite  Carbon,  entirely  free 

from  superadded  pigment  or  adulterant 100  per  cent. 

Vehicle.—  Boiled  Linseed  Oil,  of  the  best  quality,  thor- 
oughly settled    90  to  95  per  cent. 

Turpentine   Drier,  best   quality : . . .  5  to  10  per  cent. 

Spirits  of  Turpentine 3  to    8  per  cent. 
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NORTHERN    PACIFIC   RAILWAY    COMPANY. 

M-123 — Black  Paint  for  Steel  Car  Work. 

1.  The  proportion  of  pigment  and  liquid  to  be  as  follows :  Pigment, 
15  per  cent,  by  weight.  Linseed  oil  and  driers,  75  per  cent,  by  weight. 
Mineral  oil,  not  volatile  at  212  degrees  Fahrenheit,  5  per  cent,  by  weight. 
Volatile  matter  at  or  below  212  degrees  Fahrenheit,  5  per  cent,  by  weight. 

2.  The  pigment  to  consist  of:  Lamp  black,  55  per  cent,  by  weight. 
White  lead,  45  per  cent,  by  weight.  A  variation  of  not  more  than  2  per 
cent,  either  way  in  either  constituent  being  allowed,  and  should  the 
variation  exceed  2  per  cent,  the  paint  will  be  rejected. 

3.  The  lamp  black  and  white  lead  must  be  pure  and  of  good  quality 
and  free  from  admixtures  of  other  materials.  The  japan  must  be  of 
such  a  kind  that  the  paint  will  dry  over  night  under  average  conditions 
of  weather  so  that  it  may  be  second-coated  without  difficulty.  The  paint, 
as  specified,  must  be  ready  for  spreading  when  received,  and  must  be  so 
well  ground,  and  the  material  used  of  such  a  kind  that  it  will  spread  well 
under  fair  usage  in  the  hands  of  the  painter. 

4.  All  rejected  paint  will  be  returned  at  the  manufacturer's  expense. 

ST.   LOUIS    &   SAN   FRANCISCO  RAILROAD. 

107-A — Standard  Outside  Building  Body  Color. 

1.  All  specifications  covering  this  material  of  previous  date  are 
hereby  annulled. 

2.  This  paint  is  for  outside  use  on  depots,  section  houses  and  sta- 
tion buildings  and  must  be  furnished  in  a  form  ready  for  use  and  must 
be  properly  prepared,  using  materials  in  the  proportions  shown.  A  2  per 
cent,  variation  will  be  allowed  when  such  variation  does  not  produce 
injurious  results  in  the  finished  product.  The  paint  must  cover  properly, 
work  freely  under  the  brush  and  must  not  liver  or  curdle,  and  the  pig- 
ments must  remain  in  suspension. 

3.  The  paint  desired  is  of  the  following  composition  and  shall  con- 
sist of  nothing  else,  with  the  exceptions  noted  below : 

Pigment    (by   weight) 50  per  cent. 

Vehicle   (by  weight) 50  per  cent. 

Composition  of  Pigment  by  Weight. 

Oxide  of  Iron   (Sesqui-oxide),  not  less  than 35  per  cent. 

Inert  material,  not  more  than 65  per  cent. 

Composition  of  the  Vehicle  by  Weight. 

Raw  Linseed  Oil 90  per  cent. 

Turpentine  Drier  10  per  cent. 

4.  Adulteration  with  Barytes,  caustic  substance.  Aniline  or  coloring 
matter  will  not  be  permitted.  It  is  desired  that  only  such  inert  material 
be  used  as  occurs  in  nature  with  Oxide  of  Iron,  and  it  is  desired  that  a 
natural  Oxide  of  Iron  be  used,  bearing  not  less  than  35  per  cent.  Sesqui- 
oxide  of  Iron.  In  such  instances  it  may  be  necessary  to  add  inert  ma- 
terial to  obtain  the  proper  shade.  This  should  be  of  the  same  character 
as  occurs  in  nature  with  Oxide  of  Iron.  Where  Calcium  Sulphate  is 
present,  it  must  be  fully  hydrated  and  not  constitute  more  than  50  per 
cent,  of  the  pigment.  It  must  be  the  original  ingredient  and  not  added 
to  the  paint. 

5.  The  vehicle  shall  consist  of  raw  linseed  oil  and  turpentine  drier, 
which  must  conform  to  this  Company's  Standard   Specifications. 

6.  The  pigments  in  the  paint  must  be  so  finely  ground  that  when  a 
drop  of  paint  as  furnished  is  placed  on  a  piece  of  glass  placed  in  a 
vertical  position,  there  shall  be  no  separation  of  the  vehicle  and  pigment 
at  any  time  during  the  drying  at  a  temperature  of  70  degrees  Fahrenheit. 


Appendix  B. 
WHITEWASH   SFKCH'ICATIONS. 

ST.    LUUIS    i^    SAN    FRAN(  ISCO    RAII.KOAI)    COMPANY. 

(Recipe   of   the   Quartermaster's   Department,    United    States   Army.) 

Take  half  a  bushel  of  unslaked  lime,  slake  it  with  boiling  water, 
cover  during  the  process  to  keep  in  steam,  strain  the  liquid  through  a 
fine  sieve  or  strainer,  and  add  to  it  a  peck  of  salt,  previously  dissolved  in 
warm  water,  three  pounds  ground  rice  boiled  to  a  thin  paste  and  stirred 
in  while  hot,  half  a  pound  of  Spanish  whiting,  and  one  pound  clean 
glue,  previously  dissolved  by  soaking  in  cold  water  and  then  hanging  over 
a  slow  fire  in  a  small  pot  hung  in  a  larger  one  filled  with  water.  Add 
five  gallons  hot  water  to  the  mixture,  stir  well  and  let  it  stand  a  few 
days  covered  from  dirt.  It  should  be  applied  hot,  for  which  purpose  it 
can  be  kept  in  a  kettle  or  portable  furnace. 

A  pint  of  this  mixture,  if  properly  applied,  will  cover  one  square 
yard,  and  will  be  almost  as  serviceable  as  paint  for  wood,  brick  or  stone, 
and  is  much  cheaper  than  the  cheapest  paint. 

CANADIAN    PACIFIC  RAILWAY   COMPANY. 

Pour  water  over  fresh  burnt  lime  and  stir  it  in  liquid  form  until 
thoroughly  slaked,  dissolve  and  add  separately  to  each  half  bushel  of 
lime  two  pounds  of  coarse  salt  and  two  pounds  sulphate  of  zinc  (white 
vitriol). 

The  quantity  of  water  used  shall  be  sufficient  to  bring  the  mixture  to 
the  consistency  of  thick  paint. 

Whitewash  will  adhere  better  if  it  is  put  on  while  it  is  still  hot  from 
slaking  and  should  be  prepared  in  as  small  lots  as  practicable.  The 
addition  of  a  small  quantity  of  ultramarine  blue  will  overcome  any 
tendency  for  the  wash  to  turn  yellow. 

CHICAGO  GREAT  WESTERN   RAILROAD   COMPANY. 

One  sack  hydrated  lime,  80  lbs. ;  5  lbs.  rock  salt ;  i  lb.  powdered  glue. 
Mixing:  Dissolve  salt  in  water;  dissolve  powdered  glue;  slake^  lime 
and  let  it  stand  until  cold;  then  mix  salt  and  glue  together;  thin  it  out 
with  water  until  it  becomes  as  thick  as  thin  paint.  If  put  on  too  heavy, 
it  will  peel  off.  Do  not  mix  all  together  before  they  are  all  dissolved 
and  lime  is  slaked.  The  lime  will  burn  up  the  glue  and  the  wash  will 
not  stick.     One  coat. 

ILLINOIS    CENTRAL    RAILROAD. 

I  barrel  white  lime. 

I  track  shovel  heaped  with  common  salt. 

154  pints  fish  glue. 

Add  the  salt  while  lime  is  slaking;  add  the  fish  glue  while  cooling. 
There  are  many  ways  of  going  about  a  big  job  of  whitewashing,  but, 
after  trying  many,  the  following  has  proven  the  most  rapid :  Slake  the 
lime  the  night  before  and  put  the  "putty"  back  in  the  original  lime 
barrel.  The  work  is  done  with  laborers  from  two  hand  cars  to  carry 
enough  material  to  go  from  one  town  to  another,  using  oil  barrels  to 
reduce  the  mixture  and  depending  on  creeks  or  wells  for  water.  A 
barrel  of  lime  usually  makes  50  to  100  gallons  of  whitewash,  except  on 
new  fences,  when  the  material  must  be  made  heavier. 
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7.  This  paint  must  dry  in  a  satisfactory  manner  in  not  more  than 
twelve  (12)  hours  with  a  good  oil  gloss  and  be  firm  and  elastic,  and  the 
color  of  the  paint  when  dry  must  conform  to  this  Company's  Standard 
Shade  and  be  permanent. 

8.  This  paint  will  be  inspected  at  the  point  of  manufacture.  One 
or  more  samples  will  be  taken  at  random  from  the  various  packages 
offered  and  subjected  to  physical  and  chemical  tests,  and  the  entire  lot 
will  be  rejected  or  accepted  upon  the  results  of  these  tests. 

9.  If  the  Engineer  of  Tests,  however,  prefers  to  inspect  and  test 
this  material  after  it  reaches  its  destination,  the  manufacturer  will  be 
notified  by  him  to  ship  it  with  the  understanding  that  if  it  fails  to  meet 
the  requirements  of  these  specifications  it  will  be  rejected  and  returned 
to  him,   the  shipper   paying  freight  charges  both   ways. 

10.  The  Engineer  of  Tests  reserves  the  right  to  be  present  at  the 
grinding  of  the  paint,  if  he  so  desires,  and  to  inspect  the  ingredients  going 
into  the  paint. 
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E.  D.  Jackson, 
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Committee. 


To  the  Members  of  the  American  Railway  Engineering  Association: 

The  following  subjects  were  assigned  your  Committee  by  the  Board 
of  Direction : 

(a)     Make  critical  examination  of  the  subject-matter  in  the  Manual, 

and  submit  definite  recommendations  for  changes. 
(i)     Continue  study  of  the  efifect  of  design  of  tie-plates  and  track 

spikes  on  the  durability  of  cross-ties. 

(2)  Continue  study  on  economy  in  track  labor  and  material  affected 

through  the  use  of  treated  compared  with  untreated   cross- 
ties. 

(3)  Continue    study    of    metal,    composite    and    concrete    cross-ties, 

building  up  a  history  of  same. 

(4)  Investigate  and  report  on  the  future  timber  supply  for  ties. 

(5)  Report  on  the  distribution  and  care  of  cross-ties. 

The  work  was  divided  into  Sub-Committees  as  follows : 

(i)     R.  J.   Parker,  Chairman; 
W.  J.  Burton, 
C.  C.  Albright. 

(2)  E.  R.  Lewis,  Chairman  ; 
W.  A.  Clark, 

Louis  Yager. 

(3)  F.  R.  Layng,  Chairman; 
J.  B.  Myers, 

G.   W.   Merrell. 

(4)  E.  D.  Jackson,  Chairman ; 
S.  B.  Clement, 

E.  C.  Young, 
E.  P.  Laird. 

(5)  H.  S.  Wilgus,  Chairman; 
J.  G.  Shillinger, 

J.  V.  Neubert. 

Sub-Committees   (i)    and    (4)   have  not  completed  the  investigations 
and  the  subjects  will  not  be  reported  on  this  year. 
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(a)     REVISION    OF    MANUAL. 

DEFINITIONS. 

Half-Round  Tie — A  slabbed  tie  having  greater  width  on  lower  than  on 

upper  face. 
Pole  Tie — A  tie  made  from  a  tree  of  such  size  that  not  more  than  one 

tie  can  be  made  from  a  section ;  hewed  or  sawed  on  two  parallel 

faces. 
Slab  Tie — A  tie  made  from  the  first  or  outside  cut  of  a  log. 
Slabbed  Tie — A  tie  sawed  on  the  faces  only. 

additional  definitions. 

Composite  Tie — A  tie  the  essential  parts  of  which  are  composed  of  two 
or  more  materials. 

Concrete  Tie — A  tie  the  essential  parts  of  which  are  composed  of  con- 
crete, plain  or  reinforced. 

Cull  Tie — A  tie  which  does  not  conform  to  the  specifications. 

Head  Block — A  member  or  members  of  a  set  used  to  support  the  switch- 
point  operating  mechanism. 

Intermediate  Tie — Any  tie  used  between  joint  ties. 

Joint  Tie — A  tie  used  under  a  rail  joint. 

Steel  Tie — A  tie  the  essential  parts  of  which  are  composed  of  steel. 

Substitute  Tie — Any  tie  other  than  a  wood  tie. 

Switch  Tie —  tie  of  a  set  used  to  support  a  turnout. 

Treated  Tie — A  tie  which  has  been  subjected  to  a  process  designed  to 
protect  it  from  decay. 

conservation  of  timber  supply. 

(i)     The  use  of  treated  ties  wherever  practicable  is  recommended. 
(2)     Ties  should  be  protected  against  failure  from  mechanical  wear 
by  means  of  tie-plates  and  screw  spikes. 

(2)  STUDY  ON  ECONOMY  IN  TRACK  LABOR  AND  MATERIAL 
EFFECTED  THROUGH  THE  USE  OF  TREATED  COM- 
PARED WITH  UNTREATED  CROSS-TIES. 

The  Committee  has  reported  in  last  year's  Proceedings  as  fully,  it 
is  believed,  as  is  possible  at  present  on  the  comparative  cost  and  life  of 
treated  and  untreated  ties. 

Various  experiments  with  ties  are  being  made  which  will  in  future 
furnish  valuable  data  on  the  subject. 

In  order  that  the  sources  and  extent  of  these  records  and  the  probable 
approximate  dates  of  availability  may  be  known  to  the  Association,  cir- 
culars were  sent  to  officers  of  one  hundred  railway  companies,  of  which 
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thirty-one  replied  that  their  companies  have  under  way  or  consideration 
records  of  tie  life  and  cost.    These  companies  are : 

Arizona  Eastern. 

Atchison,    Topeka  &   Santa   Fe. 

Atlantic  Coast  Line. 

Boston  &  Albany. 

Canadian  Pacific. 

Central  of  New  Jersey. 

Chesapeake  &  Ohio. 

Chicago,   Burlington  &  Quincy. 

Chicago,  Milwaukee  &  St.  Paul. 

Chicago  &  Eastern  Illinois. 

Cincinnati  Northern. 

Duluth  &  Iron  Range. 

El  Paso  &  Southwestern. 

Grand  Rapids  &  Indiana. 

Grand  Trunk. 

Illinois  Central. 

International  &  Great  Northern. 

Lehigh  Valley. 

Long  Island. 

Michigan  Central. 

Missouri  Pacific. 

New  York,  New  Haven  &  Hartford. 

Norfolk  Southern. 

Northern   Pacific. 

Pennsylvania  Lines. 

Pittsburgh  &  Lake  Erie, 

Rock  Island  Lines. 

St.  Louis  Southwestern. 

Southern  Pacific. 

St.  Louis  &  San  Francisco. 

It  is  known  to  the  Committee  that  the  following  railroads  also  have 
experiments  under  way : 

Lake  Shore  &  Michigan  Southern. 

Baltimore  &  Ohio. 

Buffalo,  Rochester  &  Pittsburgh. 

Galveston,  Harrisburg  &  San  Antonio. 

Chicago  &  Northwestern. 

Georiga. 

Mexican  Central. 

Union  Pacific. 

Queen  &  Crescent. 

Oregon-Washington  Railway  &  Navigation  Co. 

It  is  evident  from  the  replies  received  that  there  are  wide  differ- 
ences in  the  manner  in  which  tests  of  tie  life  are  being  made, 
as  well  as  in  the  way  in  w^hich  the  records  of  the  tests  are  kept  by  dif- 
ferent railway  companies. 

It  is  therefore  suggested  that  standards  of  tie-life  tests  and  of  tie 
records  be  adopted  by  this  Association,  in  order  that  the  greatest  pos- 
sible benefit  be  derived  from  future  experiments  along  these  lines. 

In  1918  it  is  estimated  that  the  Association  may  with  profit  again  take 
up  this  subject,  with  a  view  to  tabulating  information  which  will  then 


524 


TIES. 


probably  I)c  available.  It  is  deemed  advisable  for  tbc  intending  lie  r.ser 
in  each  in(li\i(lnal  case  lo  calculate  comparative  costs  of  treated  and  un- 
treated ties  on  tlie  basis  of  tbc  formulas  presented  by  tbe  Committee  on 
paj2:e  74 r.  \'()1.   15,   Proceedings  of  this   Association. 

Your    Cornnn'tlee    recommends    for    adoption    and    publication    in    the 
Manual : 


ECONOMIC    (OMI'.ARISON    OF    KAlI.KOAn     ill 


<)!•     nil  1-KKKN'l'     M.XTEKIALS. 


Except  in  isolated  cases,  ultimate  economy  in  labor  an(l  material  re- 
sults from  tbe  use  of  properly  treated  ties,  as  compared  with  untreated 
ties. 

The  economy  of  any  tie  of  known  price  and  life  may  be  determined 
by  the  following  formulas : 

Given : 

C  =  First  cost  of  tie  in  place; 

0=:  Amount  at  compound  interest   which   will   produce 
interest  equalling  first  cost  of  tie,  during  life  of  tie; 
R  =  Rate  of  interest; 
n=:Life  of  tie  in  years; 
/  =  Interest  on   first  cost. 

Required — Total   capitalization  of   tie : 

C(i  +  R)" 
==  c  +  C^  = 


(l+R)n_I (l) 

Given : 

C  =  First  cost  of  tie  in  place; 
R  =  Rate  of  interest ; 
/  =  Interest  on  first  cost ; 

A  =  Amount  at  compound   interest   which   will   provide 
for  renewal  at  end  of  life  of  tie. 

Required — Total  annual  cost : 

/  =  CR 

CR 

A  = 

(l  +R)n— I 

Total  annual  cost  = 

/  +  A=     CR(i  +  R)n 


(l_|_R)n_i        

Given : 

R  =  Rate  of  interest 

C  =  Cost  of  tie  of  n  years  life 

C*=  Cost  of  tie  of  n*  years  life 
Tie  costs  are  equivalent  when  the  capitalization  or  annual  costs 
are  equal,  or 

C(l+R)n  (l  +  R)n'— I 

0  = X  (3) 

(l+R)n  — I  (l  +  R)"' 


{2) 
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(3)     USE  OF  METAL,  COMPOSITE  AND  CONCRETE  TIES. 

During  the  year  the  Sub-Committee  assigned  to  report  on  the  use  of 
metal,  composite  and  concrete  ties  inspected  substitute  ties  on  the  follow- 
ing roads :  Bessemer  &  Lake  Erie,  Pennsylvania  Railroad,  Pennsylvania 
Lines  (Northwest  System),  Pittsburgh  &  Lake  Erie  and  Union  Railroad 
of  Pittsburgh.  They  have  also  taken  up  with  each  railroad  on  which 
substitute  ties  have  been  used  the  question  of  a  report  for  this  year,  and 
the  replies  received  are  given  below. 

Atchison,  Topeka  &  Santa  Fe  Railway: 

Baird  Steel  Ties,  Newton,  Kan.,  Vol.  15,  page  747. 

Carnegie  Steel  Ties,  Newton,  Kan.,  Vol.  15,  page  747. 

Universal  Steel  Ties,  Florence,  Kan.,  Vol.  15,  page  749. 

R.  J.  Parker,  General  Superintendent :  "Nothing  new  to  report.  Ties 
mentioned  in  last  year's  report  still  in." 

Baltimore  &  Ohio  Railroad: 

Metal  Tie  Co. — Cast  Steel  Tie.  Martinsburg,  W.  Va.,  Vol.  11,  page 
891. 

J.  B.  Myers,  District  Engineer :  "Fifty  cast  steel  ties  manufactured 
by  the  Metal  Tie  Co.  were  installed  in  eastbound  main  track  March,  1909. 
A  recent  examination  showed  the  ties  in  very  fair  condition.  The  wooden 
blocks,  however,  have  had  to  be  renewed  on  account  of  splitting.  This 
renewal  was  made  about  a  year  ago.  Screw  spikes  and  screw  spike  tie- 
plates  are  in  use.  The  track  seems  to  hold  to  good  line  and  surface, 
although  the  expense  of  maintenance  is  probably  greater  than  with  the 
ordinary  tie,  on  account  of  the  depth  to  which  it  is  necessary  to  go  in 
order  to  surface." 

Bessemer  &  Lake  Erie  Railroad: 

Since  this  Company  first  started  to  use  the  I-beam  tie  in  1904, 
1,012,939  of  the  M-21  Section  (8-in.  base)  have  been  purchased  and  at  the 
present  time  approximately  87  per  cent,  of  the  main  line  between  North 
Bessemer  and  Conneaut  Harbor,  a  distance  of  141  miles,  is  laid  with 
these  ties.  Of  this  141  miles,  130  miles  is  double  track  and  8.9  miles 
is  two  single  track  lines.  These  ties  continue  to  give  satisfaction,  nothing 
having  developed  in  the  ten  years  they  have  been  in  that  would  indicate 
that  the  tie  is  not  a  practical  substitute  for  the  wood  tie. 

In  1908  a  number  of  tie  were  carefully  weighed  separately,  the  actual 
weight  was  stamped  with  a  steel  stamp  on  each  tie  and  put  in  the  track 
at  various  points.  In  1914,  just  six  years  later,  30  of  these  ties  were 
taken  out  and  reweighed  after  being  given  a  thorough  cleaning.  The 
following  is  the  result  : 

Original  weight  of  30  ties 5,213  lbs. 

Present  weight  of  30  ties • 4,912  lbs. 

Loss  in  six  years  301  lbs. 

Loss  per  year   50  lbs. 

Loss  per  tie  per  year  1.6  lbs. 
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Fig.  I. 
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In  June,  1914,  3,200  ties  of  a  heavier  design  were  installed  in  our  south- 
bound track  one  mile  south  of  Hartstown,  Pa.  The  design  of  this  tie 
is  as  is  shown  in  the  report  of  the  Tie  Committee,  Vol.  15,  page  756,  and 
is  the  same  as  is  installed  at  Atglen,  Pa.,  on  the  Pennsylvania  Railroad. 

The  ties  near  Hartstown  were  laid  under  new  loo-lb.  A.R.A.  Type  B 
rail,  spaced  20  to  a  33-ft.  rail,  and  ballasted  with  screened  slag.  The  ties 
are  not  insulated.  This  tie  is  known  as  Carnegie  Steel  Company  Section 
M-28  and  weighs  27.75  lbs.  per  ft.,  making  the  weight  per  tie  only  8  ft. 
6  in.  long,  235.9  lbs.  The  fastenings  weigh  33.4  lbs.,  so  that  the  weight 
complete  is  269.3  lbs. 

A  comparison  of  the  detail  dimensions  of  this  tie  and  the  M-21  tie 
which  is  the  section  of  which  we  have  over  a  million,  is  made  below. 

Weight  Tie 
Weight  Area    Width  of   Flange  Only  8  ft., 

Section.      Depth.       Per  Ft.        Section.       Top.       Bottom.    Web.        6  in.  long. 
M-21  5.5  21.2    lbs.  5.9  4.5  in.  8  in.         -^5  in.  181  lbs. 

M-28  6.5  27.75  lbs.  8.18  5     in.        10  in.         %  in.  236  lbs. 


Fig.  I  gives  in  detail  the  angle  bar  used  on  these  ties. 

Fig.  2  illustrates  a  piece  of  finished  steel  tie  track  near  Hartstown, 
Pa.  The  ties  in  the  track  to  the  left  of  the  picture  are  the  heavy  section 
with  lo-in.  base. 


10  in.  lies  .  8  in.  Ties 

Fig.  2. — Bessemer  &  Lake  Erie  Railroad,  near  Hartstown,  Pa. 


f>28  TIKS. 

Huff  all),  Rochester  &  Pittsburgh  Railway: 

Caknec.ie  Steel  Ties,  Golden,  N.  Y. — E.  V.  kohiiisoji,  Chief  Engineer: 
"There  is  no  cliangc  in  Carnegie  steel  ties  at  Cohicn,  N.  Y.,  other  than 
that  in  Octoher  those  ties  which  were  not  insulated  have  hccn  provided 
with  insulation  in  order  to  take  care  of  automatic  signals.  The  method 
is  shown  in  I'iji.  3.  There  arc  1,500  of  these  tics  and  they  were  installed 
in  1905." 

Chicago  &  Alton  Railroad: 

Simplex  Steel  Tie,  Chicago,  111.,  Vol.  14,  page  745. — H.  T.  Douglas, 
Chief  Engineer:  "Nothing  to  add  to  former  report  other  than  the  fact 
that  these  ties  have  had  an  additional  year's  service  and  continue  to  give 
excellent  satisfaction." 

Chicago,  Burlington  &  Quincy  Railroad: 

Universal  Steel  Ties,  Chicago,  111.,  Vol.  15,  page  751. — No  report 
this  year. 

Cleveland,  Cincinnati,  Chicago  &  St.  Louis  Railway: 

Carnegie  Steel  Tie,  Greensburg,  Ind. — C.  A.  Paquette,  Chief  Engi- 
neer Maintenance  of  Way:  "There  is  no  additional  information  to  give. 
I  reported  last  year  that  these  ties  were  giving  first-class  service.  They 
are  still  doing  so.  We  have  not  used  any  other  substitute  ties,  nor  do 
we  contemplate  the  installation  of  any  in  the  near  future." 

Cornwall  &•  Lebanon  Railroad: 

Snyder  Steel  Ties,  Mt.  Gretna,  Pa. — A.  D.  Smith,  President  and 
General  Superintendent:  "With  reference  to  the  150  Snyder  steel  ties 
installed  in  our  track  near  Mt.  Gretna,  Pa.,  would  say  that  these  ties  are 
in  about  the  same  condition  as  when  I  last  wrote  you.  There  has  been 
no  further  disintegration  of  the  filling  and  my  impression  is  that  the 
only  result  of  this  has  been  to  loosen  the  mass  from  the  steel  shell,  so 
that  when  a  tie  is  drawn  from  under  the  rails  the  filling  would  be  left 
on  the  roadbed  practically  intact.  There  has  been  no  further  expulsion 
of  the  filling  from  the  open  ends.  As  the  shells  are  therefore  well  filled 
w>tth  the  material  there  is  no  indication  of  a  bending  of  the  top  table  of 
the  steel  shell.  Our  trackmen  occasionally  have  to  tighten  a  bolt  in  these 
ties,  bCit  not  very  often." 

Duluth  &  Iron  Range  Railroad: 

Carnegie  Steel  Ties. — W.  A.  Clark,  Chief  Engineer :  "Two  thousand 
M-21  ties  were  put  in  main  track  in  1905.  The  exact  weight  when  installed 
is  not  known,  but  the  calculated  weight  was  157.6  lbs.,  although  it  is  pos- 
sible the  ties  weighed  about  167  lbs.  when  new.  Three  ties  were  removed 
October,  1913,  and  the  weights  were  158^,  162, 162^  lbs."  Mr.  Clark  says 
that  after  being  in  gravel  ballast  eight  years  under  an  exceedingly  heavy 
tonnage  it  is  apparent  that  the  loss  of  weight  has  been  small,  and  their 
appearance  does  not  indicate  much  corrosion.  There  are  a  few  pits,  but 
no  very  deep  ones. 
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Fig.  3. 


530  TIES. 

Duluth,  Missabe  &  Northern  Railway: 

Carnegie  Steel  Ties,  Duluth  and  Proctor,  Minn. — H.  L.  Dresser, 
Chief  Engineer:  "I  do  not  know  of  anything  I  could  say  in  addition  to 
the  former  letter  which  I  gave  you  in  regard  to  these  ties,  except  to  state 
that  we  are  still  just  as  well  pleased  with  the  service  these  ties  are  giving 
us  as  we  were  at  that  time,  as  they  cause  us  so  little  trouble.  Of  course, 
we  have  to  do  some  little  surfacing  of  the  track,  but  there  is  no  spike 
lining  to  be  done  and  no  ties  to  renew,  as  we  have  needed  to  take  none 
of  these  ties  out  yet,  and  I  see  no  reason  why  we  should  need  to  take 
them  out  for  years  to  come.  They  are  evidently  just  as  good  as  the  day 
they  were  put  in  the  track.  *  *  *  Our  people  are  very  much  pleased 
with  the  service  these  ties  are  giving  us." 

Elgin,  Joliet  &  Eastern  Railway: 

Bates  Tie,  Whiting,  Ind.,  Vol.  14,  page  750. — Carnegie  Steel  Ties, 
various  locations. — A.  Montzheimer,  Chief  Engineer:  "In  addition  to  the 
steel  ties  used,  1907-1912  inclusive,  as  covered  by  my  letter  of  November  2, 
1912,  wish  to  advise  that  in  1913  we  put  in  494  sets  of  steel  switch-ties 
and  in  1914,  85  sets  of  steel  switch-ties.  In  1913  we  used  1,638  steel  cross- 
ties  and  in  1914  240  steel  cross-ties.  We  have  160  sets  of  steel  switch-ties 
on  hand  which  will  be  put  in  track  next  year.  In  every  case  where  we  put 
in  steel  switch-ties  we  are  putting  in  new  gravel  ballast,  as  we  find  that 
the  old  ballast  contains  considerable  cinders,  which,  of  course,  is  very 
hard  on  steel  ties. 

"The  62  Bates  concrete  ties  we  have  in  at  Whiting  are  still  in  serv- 
ice and  are  apparently  in  as  good  condition  as  when  first  placed.  They 
are  certainly  holding  up  in  good  shape.** 

Florida  East  Coast  Railway: 

Percival  Concrete  Ties,  St.  Augustine,  Florida. — E.  Ben  Carter, 
Superintendent  Maintenance  of  Way:  "Installed  in  March,  1906,  16  Per- 
cival concrete  ties  in  main  line  at  St.  Augustine.  They  are  under  70-lb. 
A.S.C.E.  rail.  Twenty-four  trains  pass  over  them  daily.  They  are  in 
sand  ballast.  The  16  ties  are  under  one  rail.  No  defects  have  developed. 
The  examination  made  of  them  shows  that  they  are  in  good  condition 
in  all  respects.  The  fastenings  are  holding  well  and  have  never  been 
touched  since  they  were  put  on.  The  cushion  between  the  bottom  of  the 
rail  and  tie  is  made  of  gumwood  and  has  never  been  changed.  The  present 
shape  of  the  ties  between  the  rails  is  a  "V"  and  they  do  not  hold  up  well 
in  our  sand,  but  if  the  ties  were  flat-bottomed,  the  same  as  other  ties, 
I  think  they  would." 

Galveston,  Harrisburg  &  San  Antonio  Railroad: 

Percival  Concrete  Ties,  Vol.  11,  page  894. — G.  S.  Waid,  Assistant 
General  Manager.  (Test  No.  i,  Edgewater,  Texas.)  Interspersed  with 
ordinary  ties.  These  ties  were  installed  October  22,  1906.  A  derailment 
on  Test  No.  i  broke  three  ties,  which  were  replaced  by  cypress  ties.  This 
same  derailment  disfigured  14  other  ties.  January  28,  1908,  the  defaced  ties 
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were  replaced,  but  the  three  removed  after  the  wreck  were  not  replaced, 
thus  reducing  the  number  of  ties  in  the  track  from  50  to  47.  It  may  be 
well  to  add  that  this  derailment  did  not  occur  on  the  concrete  ties,  but 
happened  on  wood  ties,  and  the  derailed  car  ran  onto  the  concrete  ties. 
Since  date  of  replacement  and  up  to  July  i,  1914,  ten  ties  have  broken 
and  have  been  replaced  with  cypress  ties.  An  inspection  July,  1914,  shows 
as  follows :  All  wooden  cushions  are  badly  cracked  and  must  be  removed. 
Seven  ties  cracked  and  broken  under  rail.  Six  or  eight  screw  spikes 
broken  off.  All  failures  are  under  rail ;  no  noticeable  cracks  in  center 
of  ties. 

(Test  No.  2,  Edgewater,  Texas.)  Ties  laid  out  of  face.  An  inspection 
July,  1914,  shows  as  follows:  All  wood  cushions  badly  cracked.  Six 
cushions  entirely  rotten.  All  are  to  be  renewed.  Three  ties  broken 
under  rail.  All  failures  on  joint  ties.  The  one  tie  reported  as  having 
been  renewed  last  year  was  an  error,  as  none  of  the  original  ties  were 
changed. 

Bayou  Sale,  La. — This  test  is  made  up  of  Percival  Concrete  Ties 
7  in.  by  8J4  in.  by  8  ft.  The  detail  L-138,  page  3,  shows  76  concrete  ties, 
while  actually  there  are  96  ties,  the  joint  ties  having  been  inserted  after 
chart  was  made.  All  ties  are  sound  and  in  good  condition,  no  cracks 
except  in  one  tie.  All  wood  cushions  are  cracked  with  grain  of  wood. 
Due  to  practice  of  dumping  cinders  on  this  track,  the  majority  of  wood 
cushions  are  burnt. 

Hocking  Valley  Railway: 

International  Steel  Ties,  Columbus,  Ohio. — Wm.  Michel,  Chief 
Engineer:    "The  original  16  ties  are  still  in  the  track." 

Lake  Terminal  Railroad: 

Carnegie  Steel  Ties,  Lorain,  Ohio. — F.  W.  Waterman,  Engineer: 
"We  have  used  10,000  steel  ties,  M-21  section  (8-in.  base),  during  the 
last  year.  We  are  now  using  M-28  section  (lo-in.  base)  for  steel  switch- 
ties.    This  is  a  heavier  section  and  is  giving  better  results." 

New  York  Central  &  Hudson  River  Railroad: 

Universal  Steel  Ties,  Vol.  13,  page  356. — G.  W.  Vaughan,  Engi- 
neer Maintenance  of  Way:  "These  ties  were  installed  February  11,  1911. 
They  are  still  in  service.  Fastenings  holding  well;  Signal  Department 
speaks  highly  of  the  insulation.  Ties  work  loose  in  the  ballast  and  are 
of  no  use  in  high-speed  tracks.  The  wood  blocks  are  now  decaying  and 
will  have  to  be  renewed  this  year." 

Pennsylvania  Railroad: 

Carnegie  Steel  Ties,  Atglen,  Pa.,  Vol.  15,  page  757. — The  Sub-Com- 
mittee inspected  these  ties  October  2,  1914.  There  is  nothing  of  interest 
to  report  concerning  these  ties  this  year. 

Mechling  &  Smith  Steel  Tie,  Brushton,  Pa.,  Vol.  13,  page  354. — No 
report  this  year. 
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Morgan  Steel  Ties,  Alglcn,  Pa.,  Vol.  15,  pp.  757-758. — A  portion  of 
those  tics  have  been  removed. 

Snvdek  Stekl  Ties,  Dcrry  and  Conemaugh,  Pa.,  Vol.   1.3,  page  352.- 
No  report  this  year. 

Pennsylvania  Lines,  Northwest  System: 

Champion  Combination  Concrete  and  Steel  Tie,  Emsvvorth,  Pa., 
Vol.  15,  page  757. — R.  Trimble,  Chief  Engineer  Maintenance  of  Way: 
This  tie  is  now  known  as  the  National  Steel  Tie  and  is  manufactured 
by  the  National  Steel  Tie  Co.,  Harrisburg,  Pa.  These  ties  have  been 
in  the  track  about  ten  months  and  all  are  still  in  good  condition.  The 
cost  of  maintenance  has  been  about  the  same  as  the  cost  of  maintenance 
for  an  equal  number  of  wood  ties.  The  traffic  passing  over  these  ties 
the  last  year  has  averaged  about  70  trains  per  day,  about  60  being  pas- 
senger trains  and  10  freight  trains. 

Reigler  Concrete  Steel  Ties,  Ems  worth,  Pa.,  Vol.  11,  page  893. — 
Fifteen  of  these  ties  were  placed  in  westbound  main  passenger  track,  just 
west  of  Emsworth,  Pa.,  May  9,  1908,  where  they  have  been  subjected 
to  heavy  traffic.  All  of  the  ties  are  still  in  good  condition  and  giving 
satisfactory  service,  with  no  apparent  depreciation.  They  have  now  been 
in  the  track  six  and  one-half  years.  The  action  of  these  ties  under  traffic 
shows  that  there  is  considerably  less  deflection  of  the  track  than  the 
adjacent  wood  tie  track.  No  separate  records  of  cost  of  maintenance  have 
been  kept.  The  opinion  of  the  Supervisor  is  that  much  less  work  is 
required  for  both  line  and  surface  than  for  wood  ties.  An  average  traffic 
of  about  70  trains  per  day  passes  over  this  track,  about  60  being  passenger 
trains  and  10  freight  trains. 

Rohm  Steel  Ties,  Sewickley,  Pa.,  Vol.  13,  page  355. — Twelve  of  these 
ties  were  installed  in  our  eastbound  freight  track  just  east  of  Chestnut 
Street,  Sewickley,  Pa.,  on  June  15,  1910,  and  have  now  been  in  the  track 
about  four  years  and  four  months.  Three  of  these  ties  have  been  re- 
moved from  the  track  because  of  the  failure  of  the  wedges  to  keep  the 
clamps  tight.  They  will  be  put  back  again  as  soon  as  new  wedges  are 
received.  It  is  necessary  to  tighten  the  wedges  about  once  a  month.  As 
these  ties  are  spaced  alternately  between  wooden  ties,  it  is  impossible  to 
keep  any  record  of  the  cost  of  maintaining  surface  and  line,  but  it  is 
thought  that  they  require  about  the  same  amount  of  surfacing  as  wood 
ties,  and  a  little  more  work  than  wood  ties  to  keep  in  line.  The  hollow 
triangles  have  been  filled  with  cinders  and  considerable  rust  has  taken 
place. 

Pennsylvania  Lines,  Southwest  System: 

Kimball  Concrete  Tie,  Vol.  14,  page  760. — W.  C.  Cushing,  Chief 
Engineer  Maintenance  of  Way:  "On  October  14,  1913,  we  reported  that 
the  only  concrete  tie  in  our  track  which  was  standing  up  imder  traffic 
was  one  Kimball  tie.  At  present,  the  tie  is  cracked  at  one  end,  and  it 
will  probably  be  necessary  to  remove  it  in  a  short  time." 
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Pittsburgh  &  Lake  Erie  Railroad: 

Atwood  Steel  Tie,  McKees  Rocks,  Pa.,  Vol.  12,  page  379. — J.  A. 
Atwood,  Chief  Engineer :  "This  is  not  a  concrete  tie  in  any  proper 
sense.  The  fact  that  concrete  is  used  as  a  filler  and  to  keep  the  two 
portions  of  the  steel  tie  in  alignment  and  to  gage  does  not  constitute  this 
a  concrete  tie.  A  tie  is  for  the  purpose  of  supporting  the  load  transferred 
to  it  through  the  rails.  The  concrete  filler  in  this  tie  is  not  called  upon 
to  carry  this  load ;  the  load  is  carried  entirely  by  the  steel  portions  of 
the  tie,  which  are  made  of  ample  dimensions  for  that  purpose.  The  con- 
crete in  the  tie  is  not  subjected  to  stresses,  which  concrete  ties  are  called 
on  to  bear.  That  is  the  reason  that  the  concrete  in  the  ties  in  use  on  the 
Pittsburgh  &  Lake  Erie  Railroad  is  still  as  good  as  it  was  five  years  ago, 
when  first  put  into  service. 

"The  five  Atwood  steel  ties  are  still  in  our  westbound  high-speed 
track  at  McKees  Rocks,  and  the  tie  proper  is  in  as  good  condition  as 
ever. 

"The  rail  fastening  used  on  the  five  ties  in  question  has  never  been 
considered  a  satisfactory  one.  The  experimental  use  of  these  ties  was 
to  determine  the  ability  of  the  tie  itself  to  stand  up  under  service,  and 
after  five  years'  service  they  are  as  good  as  new.  Some  of  the  character- 
istics of  this  tie  are  as  follows : 

"(i)  It  is  a  steel  tie  in  which  a  section  of  the  center  of  the  tie  is 
removed. 

"(2)  In  order  to  preserve  the  alignment  and  gage  of  the  two  steel 
portions  of  the  tie,  it  is  filled  with  reinforced  concrete. 

"(3)  This  tie  is,  therefore,  a  self-insulated  tie,. not  requiring  the  use 
of  perishable  insulating  fiber. 

"(4)  The  two  steel  portions,  centrally  located  under  the  rails,  are 
of  sufficient  size  and  strength  to  support  the  wheel  loads. 

"(5)  The  function  of  the  reinforced  concrete  filler  is  to  maintain 
gage  and  alinement  of  the  two  steel  ends.  The  concrete  is  not  required  to 
act  as  a  beam,  but  to  give  ample  load  distributing  surface  to  the  ballast, 
with  a  bottom  rough  ^ough  to  prevent  slipping  in  the  ballast. 

"(6)  The  form  of  the  tie  is  such  that  it  can  easily  be  tamped,  and 
by  confining  the  tamping  to  the  steel  portions  center-bound  track  is  elim- 
inated, the  steel  clearly  defining  the  lines  to  be  tamped." 

Brukner  Reinforced  Concrete  Tie,  Vol.  13,  page  358;  Vol.  14,  page 
,  761. — No  report  this  year. 

Carnegie  Steel  Tie  With  Wedge  Fastening,  at  Terminal  Station, 
Pittsburgh,  Vol.  12,  page  375. — Six  of  these  ties  were  put  in  the  track 
May,  1908.     They  are  still  in. 

Carnegie  Steel  Tie  with  Bolt  and  Clip  Fastening. — Three  thou- 
sand of  these  ties  laid  August,  1907,  in  westbound  freight  track,  McKees 
Rocks.    During  the  year  almost  2,500  of  these  ties  were  removed,  approxi- 
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niately  500  of  which  can  be  put  back  in  the  track.  The  remainder,  about 
2,000,  were  sold  for  scrap.  A  number  of  the  ties  failed,  some  by  breaking 
of  the  top  tabic  and  some  by  a  failure  of  the  web. 

International  Steel  Tie,  Glassport,  Pa.,  Vol.  12,  page  361. — Twelve 
of  these  ties  were  put  in  October  19,  191 1,  and  they  were  taken  out  and 
the  concrete  repaired  December,  1912,  at  which  time  20  more  were  put 
in.  They  are  still  in  the  track,  but  the  concrete  is  again  in  need  of  re- 
pairs, being  cracked  and  to  some  extent  shattered. 

Maxey  Steel  Tie,  Glassport,  Pa.,  (See  Fig.  4). — Ten  of  these  ties 
were  put  in  a  main  track  at  Glassport,  Pa.,  October  10,  1912,  on  straight 
track.    The  ties  are  still  in  the  track.    This  tie  is  made  of  cast-steel. 

Universal  Steel  Tie,  Terminal  Station,  Pittsburgh,  Pa.,  Vol.  12,  page 
356. — One  hundred  of  these  ties  placed  in  northbound  main  track  Feb- 
ruary, 1911.    They  are  still  in  the  track. 

Pittsburg,  Shawmut  &  Northern  Railroad: 

Carnegie  Steel  Ties,  installed  1907. — H.  S.  Wilgus,  Engineer  Main- 
tenance of  Way,  Following  is  extract  from  a  report  from  the  Roadmaster : 
"Herewith  the  weights  of  two  steel  ties  taken  from  curve  35.  One  tie 
weighed  150  lbs.  and  the  other  145  lbs.  (The  same  two  ties  were  weighed 
two  years  ago.)  These  ties  look  to  me  as  if  they  were  failing  quite 
rapidly  of  late.  The  section  foreman  has  taken  out  and  scrapped  two 
steel  ties  that  buckled  in  the  web  under  the  rail,  and  I  noticed  three 
or  four  more  in  track  that  web  of  ties  was  buckling  and  the  tie  prac- 
tically scrap.  Outside  of  these  a  large  number  are  showing  signs  of  start- 
ing to  buckle  under  the  rail  on  the  low  side  of  the  curve.  Quite  a  num- 
ber of  these  steel  ties  have  canted  some  and  the  top  angle  is  breaking 
down  more  or  less." 

Mr.  Wilgus  adds:  "In  Vol.  14,  page  761,  I  gave  the  loss  per  year 
per  tie  in  weight  as  about  4^^  lbs.  in  cinder.  These  ties  have  been  in  serv- 
ice seven  years.  This  would  make  a  loss  of  approximately  31  lbs.,  which, 
subtracted  from  the  approximate  original  weight  of  177  lbs.,  leaves  146  as 
present  weight.  This  146  lbs.  approximates  very  closely  the  weight  of 
each  of  the  ties  above  given.  The  buckling  of  the  web  and  of  the  flanges 
may  be  due  to  the  ties  being  spaced  too  far  apart.  They  were  laid  about 
two  feet  centers,  in  cinder  ballast,  and  under  85-lb.  A.S.C.E.  rail." 

Union  Railroad,  Pittsburgh,  Pa.: 

Carnegie  Steel  Ties. — F.  R.  McFeatters,  Superintendent:  "During 
the  year  ending  Jime  30,  1914,  we  placed  46,600  steel  cross-ties  and  162 
sets  of  steel  switch-ties  in  the  track." 

Union  Pacific  Railroad: 

Shane  Steel  Tie,  Vol.  15,  page  765.— A.  F.  Vick  Roy,  Superintendent : 
"These  ties  are  still  in  our  track  and  giving  satisfactory  service. 
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CONCRETE  TIES-PLAIN  OR  REINFORCED 

Affleck IVnnaylvania  Linca Vol. 

Alfrod IVre  Murqucttc " 

Uattia I'^lgin,  Jolict  &  li^astern " 

I^atos I''l«in,  Joliot  &  Eastern " 

lirukncr l't>nn.sylvunia  Lines  (S.  W.) " 

Rrukner J'fnn.sylvania  Lines  (S.  W.) ' 

Urukner I'itt.sl)urgh  &  I^ako  Eric " 

Rrukner.  .  .  .  PittsburRh  &  Lake  Erie " 

Mruknor I'ittsburgh  &  Lako  Erie " 

C'henowetli Pennsylvania  I/ines  (S.  W.) " 

Clienoweth Pennsylvania  Lines  S.  W.) " 

Chenoweth Pennsylvania  Lines  (S.  W.) " 

Corel! Buffalo  Creek " 

Corell Buffalo  Creek " 

Hiokey Michigan  Central : " 

Keifer Pennsylvania  Lines " 

Kimball Chicago  &  Alton " 

Kiml>all Chicago  &  Alton " 

Kimball Chicago  &  Alton " 

Kimball Chicago  &  Alton " 

Kimball Chicago  &  Alton " 

Kimball New  York,  Chicago  &  St.  Louis " 

Kimball Pennsylvania  Lines  (S.  W.) " 

Kimball Pennsylvania  Lines  (S.  W.) " 

Percival P'lorida  East  Coast " 

Percival Florida  East  Coast " 

Percival Galveston,  Harrisburg  &  San  Antonio " 

Percival Galveston,  Harrisburg  &  San  Antonio " 

Percival Galveston,  Harrisburg  &  San  Antonio " 

Percival Galveston,  Harrisburg  &  San  Antonio " 

Percival Pittsburgh  &  Lake  Erie " 

Percival Pittsburgh  &  Lake  Erie " 

COMPOSITE  TIES 

Atwood , Pittsburgh  &  Lake  Erie " 

Atwood Pittsburgh  &  Lake  Erie " 

Atwood Pittsburgh  &  Lake  Erie * 

Atwood Pittsburgh  &  Lake  Erie " 

Atwood Pittsburgh  &  Lake  Erie " 

Buhrer  Chicago  Junction " 

Buhrer Chicago  &  Northwestern " 

Buhrer Lake  Erie  &  Western " 

Buhrer Lake  Shore  &  Michigan  Southern " 

Buhrer ^ Pennsylvania  Lines " 

Champion  (National) . .' Pennsylvania  Lines  (N.  W.) Vol. 

International Hocking  Valley " 

International Hocking  Valley " 

International Hocking  Valley " 

International Pittsburgh  &  Lake  Erie " 

International Pittsburgh  &  Lake  Erie " 

Israel Cleveland,  Cincinnati,  Chicago  &  St.  Louis " 

Jennings Baltimore  &  Ohio " 

Mechling  &  Smith Pennsylvania  Railroad " 

Mechling  &  Smith Pennsylvania  Railroad " 

National  (See  Champion). 

Reigler Pennsylvania  Lines  (N.  W.) " 

Reigler Pennsylvania  Lines  (N.  W.) " 

Reigler Pennsylvania  Lines  (N.  W.) " 

Reigler Pennsylvania  Lines  (N.  W.) " 

Simplex Chicago  &  Alton " 

Simplex Chicago  &  Alton " 

Snyder Cornwall  &  Lebanon " 

Snyder Cornwall  &  Lebanon '. " 

Snyder Cornwall  &  Lebanon " 

Snyder Midvale  Steel  Co " 

Snyder Pennsylvania  Railroad " 

Snyder Pennsylvania  Railroad " 

Snyder Pennsylvania  Railroad " 

Snyder Pennsylvania  Railroad " 

STEEL  TIES 

Baird Atchison,  Topeka  &  Santa  Fe " 

Boughton Baltimore  &  Ohio " 

Carnegie Atchison,  Topeka  &  Santa  Fe " 

Carnegie Baltimore  &  Ohio " 

Carnegie Baltimore  &  Ohio " 

Carnegie Baltimore  &  Ohio .  .  .^ " 

Carnegie Bessemer  &  Lake  Erie " 

Carnegie Bessemer  &  Lake  Erie " 

Carnegie Bessemer  &  Lake  Erie * 

Carnegie Bessemer  &  Lake  Erie " 
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INDEX. — Continued. 
STEEL  TIES. 

Carnegie Bessemer  &  Lake  Erie " 

Carnegie Bessemer  &  Lake  Erie " 

Carnegie Boston  &  Maine " 

Carnegie Buffalo,  Rochester  &  Pittsburgh Vol. 

Carnegie Buffalo,  Rochester  &  Pittsburgh ". . . .  " 

Carnegie Buffalo,  Rochester  &  Pittsburgh " 

Carnegie Buffalo,  Rochester  &  Pittsburgh " 

Carnegie Buffalo,  Rochester  &  Pittsburgh " 

Carnegie Buffalo,  Rochester  &  Pittsburgh " 

Carnegie Cleveland,  Cincinnati,  Chicago  &  St.  Louis " 

Carnegie Cleveland,  Cincinnati,  Chicago  &  St.  Louis " 

Carnegie Cleveland,  Cincinnati,  Chicago  &  St.  Louis " 

Carnegie Cleveland,  Cincinnati,  Chicago  &  St.  Louis " 

Carnegie Cleveland,  Cincinnati,  Chicago  &  St.  Louis " 

Carnegie Delaware  &  Hudson " 

Carnegie Duluth  &  Iron  Range " 

Carnegie Duluth  &  Iron  Range " 

Carnegie Duluth  &  Iron  Range " 

Carnegie .Duluth  &  Iron  Range , " 

Carnegie Duluth  &  Iron  Range " 

Carnegie Duluth,  Missabe  &  Northern " 

Carnegie Duluth,  Missabe  &  Northern " 

Carnegie Duluth,  Missabe  &  Northern " 

Carnegie Elgin,  Joliet  &  Eastern " 

Carnegie Elgin,  Joliet  &  Eastern " 

Carnegie  Elgin,  Joliet  &  Eastern " 

Carnegie Erie " 

Carnegie Erie " 

Carnegie Erie " 

Carnegie Lake  Shore  &  Michigan  Southern " 

Carnegie Lake  Terminal " 

Carnegie Lake  Terminal " 

Carnegie Lake  Terminal .  " 

Carnegie Lake  Terminal " 

Carnegie Lake  Terminal " 

Carnegie Lake  Champlain  &  Moriah " 

Carnegie Lehigh  Valley " 

Carnegie Long  Island " 

Carnegie Long  Island " 

Carnegie New  York  Central  &  Hudson  River " 

Carnegie New  York  Central  &  Hudson  River " 

Carnegie New  York  Central  &  Hudson  River " 

Carnegie .Northern  Pacific " 

Carnegie Northern  Pacific " 

Carnegie Northern  Pacific " 

Carnegie Pennsj'lvania  Railroad " 

Carnegie Pennsylvania  Railroad 


Carnegie Pittsburgh  &  Lake  Erie 

Carnegie Pittsburgh  &  Lake  Erie 

Carnegie Pittsburgh  &  Lake  Erie 

Carnegie Pittsburgh  &  Lake  Erie 

Carnegie Pittsburgh  &  Lake  Erie 

Carnegie Pittsburgh  &  Lake  Erie 

Carnegie Pittsburgh,  Shawmut  &  Northern.  . 

Carnegie Pittsburgh,  Shawmut  &  Northern. . . 

Carnegie Pittsburgh,  Shawmut  &  Northern. . , 

Carnegie Pittsburgh,  Shawmut  &  Northern. . 

Carnegie Pittsburgh,  Shawmut  &  Northern . . . 

Carnegie Union  Railroad 

Carnegie Union  Railroad , 

Carnegie Union  Railroad 

Carnegie Union  Railroad , 

Carnegie Union  Railroad 

Carnegie Union  Railroad 

Coffman Norfolk  &  Western 

Hanson Pennsylvania  I^ines  (N.W.) 

Kimball Duluth,  Missabe  &  Northern 

Maxey Pittsburgh  &  Lake  Erie 

Metal  Tie  Co Baltimore  &  Ohio 

Morgan Pennsylvania  Railroad 

Morgan Pennsylvania  Railroad 

McCune Monongahela  Connecting 

Rohm Pennsylvania  Lines  (N.W.) 

Rohm Pennsylvania  Lines  (N.W.) 

Rohm Pennsylvania  Lines  (N.W.) 

Rohm Pennsylvania  Lines  (N.W.) 

Shane Union  Pacific 
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538  TIES. 

(5)     DISTRIBUTION    AND    CARE    OF    CROSS-TIES. 
UNTREATED  TIES. 

SPOTTING  TIES  FOR  RENEWALS. 

On  many  roads  it  is  necessary  for  the  purchasing  agent  to  have  in 
the  fall  an  estimate  of  the  number  of  ties  required  the  next  spring  for 
renewals,  but  an  actual  count  in  the  fall  comes  so  close  upon  the  renewals 
made  in  the  summer  (when  all  unserviceable  ties  are  supposed  to  have 
been  removed)  that  it  is  but  little  better  than  a  guess,  because  the  probable 
condition  of  the  ties  six  to  eight  months  later  is,  after  all,  largely  con- 
jectural— the  number  counted  may  overrun  or  fall  short  of  actual  re- 
quirements the  next  spring;  and  it  is  an  expensive  mistake  to  distribute  to 
any  great  extent  more  ties  than  are  actually  needed. 

On  old  roads  an  estimate  based  upon  the  average  renewals  for  a  series 
of  years  is  more  rational  than  an  actual  count  in  the  fall,  and  is  sufficiently 
close  for  the  purchasing  agent.  If  a  few  ties  are  left  over  as  the  result 
of  a  liberal  allowance  on  the  general  yearly  average,  they  will  be  all  the 
better  for  the  seasoning  they  get. 

Authorities  on  timber  say  that  ties  should  be  allowed  to  season  at 
least  a  year  before  being  put  into  the  ground,  but  generally  they  are  pur- 
chased green  in  the  spring  and  summer.  There  should  therefore  be  no 
money  lost  if  a  few  ties  remained  over  for  another  year. 

Just  before  the  time  for  distributing  comes,  the  ties  should  be  in- 
spected and  record  made  of  the  number  needed  for  renewals  (i)  between 
each  two  telegraph  poles,  or   (2)    on  each  curve  and  on  each  tangent. 

In  the  first  method  the  number  should  be  marked  with  chalk  on  the 
pole  which  stands  in  the  direction  from  which  the  train  will  come  when 
distributing;  the  best  plan  is  to  take  a  short  ladder  and  place  the  marking 
out  of  reach  of  mischievous  persons. 

In  the  second  method  the  number  for  each  tangent  and  for  each  curve 
should  be  recorded  in  a  book  and  the  ties  unloaded  accordingly. 

Another  method  that  is  sometimes  followed  is  to  drive  a  stake  on 
the  shoulder  temporarily  for  each  ten  ties  required. 

When  the  ties  are  unloaded,  any  one  of  the  three  methods  will  make 
it  an  easy  matter  to  throw  off  the  required  number,  almost  in  place. 

DISTRIBUTING. 

The  details  of  the  work  of  distributing  wood  ties  for  renewals  vary 
considerably  with  different  roads,  according  to  conditions  of  supply,  density 
of  regular  traffic,  ideas  concerning  economical  methods,  etc.  Where  the 
supply  of  ties  can  be  bought  in  the  district  tributary  to  the  road  they  are 
usually  received  at  the  stations  or  at  sidetracks  or  at  other  points  along 
the  right-of-way  and  loaded  upon  flat  cars,  to  be  distributed  by  the  section- 
men  or  by  a  work-train  crew.  In  some  cases  the  loading  of  ties  is  con- 
tracted. 

In  loading  ties  for  long  distances,  great  care  should  be  taken  to  see 
that  the  car  is  loaded  as  far  as  possible  to  its  capacity. 


TIES.  539 

If  the  tics  arc  received  at  numerous  points  more  or  less  uniformly 
located,  part  of  the  crew  can  be  employed  at  loading  while  the  remainder 
is  distributing.  If,  however,  the  ties  have  to  be  loaded  on  the  line  some 
distance  from  the  points  where  they  are  to  be  used  it  is  a  good  plan 
to  load  a  long  train  of  cars  at  one  time  and  sidetrack  them  at  points  con- 
venient for  the  work  of  distribution.  This  arrangement  saves  much  run- 
ning to  and  fro  over  the  road,  for  as  fast  as  the  ties  are  unloaded  the 
empty  cars  can  be  set  out  and  loaded  cars  picked  up  without  running  a 
considerable  distance.  A  similar  method  is  to  have  the  ties  shipped  to 
the  stations  and  sidetracks  in  order,  beginning  at  the  end  of  the  division 
nearest  to  the  point  of  shipment  and  setting  the  cars  out  in  lots  according 
to  the  number  of  ties  needed,  and  then  begin  the  distribution  with  a  work 
train  and  keep  it  steadily  employed  until  all  the  ties  are  laid  down. 

The  distributing  crew  is  sometimes  an  extra  gang  or  work-train  crew 
and  sometimes  it  is  made  up  of  two  or  three  section  crews. 

The  ties  may  be  received  from  a  foreign  road  and  arrive  in  irregular 
foreign  carload  lots.  In  any  case,  any  method  of  unloading  already  recited 
may  be  used,  bearing  in  mind,  however,  that  cars  must  be  released  as 
rapidly  as  consistent  with  conditions. 

For  rapid  distribution  the  ties  where  possible  should  be  loaded  on 
flat  cars,  crosswise,  except  two  under  courses  at  each  end.  These 
courses  should  be  placed  lengthwise  on  the  car,  each  course  blocked  under 
the  outer  end  by  a  tie  placed  crosswise,  so  as  to  give  a  pitch  toward  the 
middle  of  the  cars.  These  slanting  courses  act  as  guards  to  keep  the  ties 
placed  crosswise  from  being  jarred  or  rolled  over  the  end  of  the  car. 
If  in  these  slanting  courses  the  two  thickest  ties  of  each  course  are  placed 
on  the  outside,  they  will  be  held  in  place  by  the  weight  from  above  and 
no  stakes  will  be  needed.  Enough  room  should  be  reserved  at  the  end 
of  the  car  for  the  brakes  to  be  used.  On  some  roads  flat  cars  for  use  in 
distributing  ties  are  specially  fitted  up  with  permanent  end  boards. 

Ties  received  from  points  beyond  the  particular  line  of  railway  are 
usually  shipped  in  box  or  stock  cars,  and,  if  received  at  about  the  time 
they  are  required  for  distribution,  are  usually  unloaded  from  these  cars 
direct  to  the  side  of  the  roadbed. 

In  long  distance  shipments  of  ties  over  a  single  line  of  railway  or 
system,  it  is  also  quite  common  practice  to  use  box,  stock,  or  gondola 
cars  with  high  sides ;  this  for  two  principal  reasons :  In  the  first  place,  the 
commercial  shipments  in  cars  of  the  kind  named  may  be  heavier  in  one 
direction  than  in  the  other,  and  to  avoid  hauling  some  of  these  cars  back 
empty  they  are  loaded  with  company  material.  Again  accidents  have 
happened  by  ties  working  out  on  flat  cars  and  striking  switchstands, 
through-truss  bridges,  the  sides  of  tunnels  and  snow  sheds;  and  even 
cars  and  engines  standing  on  sidetracks  or  passing  on  another  track 
have  been  truck  by  ties  that  stuck  out  from  piles  on  flat  cars. 

The  exact  number  of  ties  wanted  for  renewals  in  places  can  be  known 
and  the  right  number  of  new  ties  can  be  dropped  off,  just  as  well  as 
not.    Much  useless  handling  and  trucking  of  ties  results  from  throwing 
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llicm  off  by  guess  while  distributing,  for  witliout  some  system  of  estimat- 
ing or  counting  the  number  required  and  the  number  delivered  there  will 
usually  be  either  too  many  or  else  not  enough.  Where  ties  are  thrown  ofT 
in  excess  of  the  requirements  it  is  usually  the  case  that  many  old  ties  which 
could  profitably  remain  another  year  will  be  removed  simply  to  make 
ri)oni  for  all  of  the  new  tics.  Some  foremen  seem  to  have  the  idea  that 
new  ties  are  necessarily  the  best  medicine  for  rough  track.  On  the  other 
hand,  if  an  insufficient  number  of  ties  is  distributed  in  places,  the  de- 
ficiency must  be  made  good  by  trucking,  or  else  some  old  ties  will  remain 
in  the  track  which  ought  to  come  out.  The  work  of  distributing  ties 
should  be  conducted  with  such  system  that  the  required  number  may  be 
had  at  all  points.  It  will  not  then  be  necessary  to  redistribute  the  ties 
with  a  push  car,  and  there  can  be  no  waste  of  timber. 

When  ties  are  delivered  in  box,  stock  or  gondola  cars  a  strong  force 
is  needed  to  unload  them  promptly — say  25  or  30  men.  On  the  average 
it  takes  four  men  about  30  or  45  minutes  to  unload  a  box  car  holding 
300  oak  ties.  If  the  ties  are  loaded  on  flat  cars  a  few  men  can  tumble 
them  off  rapidly,  and  15  to  18  men  are  a  sufficient  force. 

The  best  way  to  control  the  number  of  ties  put  of?  when  unloading 
from  flat  cars  is  to  work  the  men  in  relays  of  a  few  men  each.  It  is 
much  easier  to  control  the  movements  of  a  few  men  working  rapidly  than 
of  a  whole  crew  working  at  the  ordinary  gait.  When  unloading  from 
flat  cars  four  or  five  men  besides  one  to  tally  are  usually  a  sufficient 
force  working  at  one  time  to  do  the  unloading.  The  crew  being  small, 
the  man  keeping  tally  can  easily  stop  the  delivery  of  the  ties  from  the 
cars  as  soon  as  the  required  number  for  the  place  has  been  thrown  oflF, 
or  by  calling  to  the  individuals  he  can  easily  increase  the  number  thrown 
off  by  a  tie  or  two,  if  need  be,  after  the  signal  has  been  given  to  stop 
unloading. 

Another  way  to  stop  the  unloading  as  soon  as  the  required  number 
has  been  thrown  off  in  a  place  is  to  designate  each  man  in  the  gang  by 
number,  and  have  it  understood  that  each  man  whose  number  does  not 
exceed  the  one  called  out  by  the  tally  man  is  to  throw  off  a  tie.  Suppose, 
for  instance,  there  are  fifteen  men  in  the  gang  and  it  is  desired  to  unload 
12  ties  between  two  certain  telegraph  poles.  The  tally  man  would  call 
out  "twelve"  and  each  man  up  to  and  including  No.  12  would  throw  off 
a  tie.  If,  say,  22  ties  were  needed  the  tally  man  would  call  out: 
"Once  around  and  seven  more,"  when  every  man  in  the  gang  would 
throw  off  a  tie,  and  each  man  up  to  and  including  No.  7,  one  additional. 
If  it  is  desired  to  release  cars  promptly  and  therefore  have  large  gangs 
to  unload,  there  may  be  appointed  sub-foremen,  each  of  whom  will  be 
told  how  many  to  unload. 

The  train  should  not  in  general  run  faster  than  six  miles  per  hour; 
and  on  high  fills  quite  slowly,  because  in  such  places  ties  thrown  too 
hard  will  roll  to  the  bottom  of  the  slope.  The  foreman  of  the  section 
whereon  the  ties  are  being  unloaded  or  the  Supervisor  or  Roadmaster 
should   invariably   accompany   the   train   to   advise   as   to   the   number  of 
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ties  wanted  and  llie  exact  location  of  the  same.  It  is  also  well  to  have 
the  section  crew,  or  part  of  it,  follow  the  train  on  a  hand  car,  to  throw 
out  any  ties  which  may  have  fallen  too  close  to  the  track. 

At  narrow  cuts  it  is  a  good  plan  to  throw  off  the  whole  number  in 
piles  at  each  end  of  the  cut,  especially  if  the  old  tics  are  not  to  be  taken 
out  for  some  time,  and  the  same  is  true  for  high,  narrow  embankments. 
Proper  attention  should  be  given  to  loading  and  throwing  off  the  hardest 
ties  for  the  curves.  In  distributing  ties  on  curves  observations  should 
be  taken  of  the  side  of  the  track  from  which  the  ties  will  have  to  be 
pulled  in  when  making  renewals,  and  the  ties  should  be  thrown  off  on 
that  side.  Thus,  for  instance,  it  will  frequently  be  found  that  in  renewing 
ties  on  curves  the  ties  must  be  pulled  in  from  the  outside  of  the  curve. 
At  all  times,  however,  the  ties  should  be  so  unloaded  as  not  to  require 
rehandling  in  order  to  remove  old  ties  from  track. 

The  question  of  using  way-freight  trains  for  tie  distribution  depends 
upon  the  traffic  conditions.  On  roads  where  the  local  freight  business 
is  light  it  is  found  to  be  economical  to  send  the  ties  out  a  few  carloads 
at  a  time  with  these  trains,  to  be  unloaded  in  place  by  the  sectionmen,  who 
are  previously  notified  to  be  on  hand  at  the  point  where  the  ties  are  wanted. 
The  delay  to  the  train  in  waiting  for  the  ties  to  be  unloaded  is  necessarily 
considerable,  and  on  roads  where  the  local  freight  work  is  heavy  the  way 
trains  are  frequently  or  nearly  always  behind  time,  and  the  extra  work 
of  tie  distribution  is  considered  inexpedient.  Such  is  also  quite  liable 
to  be  the  decision  where  the  ties  are  to  be  unloaded  from  box  cars,  or 
where  a  trainload  of  ties  arrives  and  there  is  a  demand  for  prompt  re- 
lease of  the  cars.  Quite  frequently  part  of  the  ties  are  distributed  from 
way-freight  trains  and  part  from  work  trains,  on  the  same  road.  One 
situation  under  which  such  is  the  practice  is  where  some  of  the  ties  are 
delivered  at  stations  or  sidings,  the  cars  being  set  in  for  the  sectionmen 
to  load,  and  afterwards  taken  out  by  local  freight  to  be  unloaded  by 
the  same  forces ;  ties  delivered  from  outlying  points,  however,  are  handled 
by  work  train  with  a  special  gang.  Where  only  one  carload  or  a  few 
scattering  carloads  are  to  be  sent  out  it  is  convenient,  of  course,  to  use 
the  local  freight  trains  in  any  case.  Good  authorities  are  occasionally 
quoted  on  both  sides  of  this  question,  one  view  being  that  distribution 
from  local  freight  trains  is  the  cheapest  way  to  handle  ties,  while,  on 
the  contrary,  the  experience  of  some  other  .man  is  that  the  same  method 
is  expensive  and  unsatisfactory.  The  varying  conditions  of  traffic  above 
noted  undoubtedly  account  for  the  difference. 

As  a  general  thing  ties  distributed  from  a  work  train  are  put  off 
in  better  shape  than  from  a  way-freight.  The  crews  of  the  latter  rush 
the  work  too  fast,  either  by  urging  the  men  or  moving  the  train  too  fast 
for  the  men  to  properly  unload  the  ties.  An  ordinary  result  of  such  haste 
is  that  ties  are  thrown  down  embankments,  into  bridge  openings,  or  are  so 
sparsely  distributed  that  much  time  is  lost  in  carrying  them  to  place 
where  renewals  are  made. 
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On  roads  wlicrc  ties  are  handled  by  way- freight  it  is  quite  customary 
to  begin  the  distribution  as  early  as  January;  this  is  for  the  obvious  reason 
that  only  a  few  carloads  can  be  distributed  each  day,  and  it  is  necessary 
to  take  a  good  deal  of  time  in  order  to  get  over  the  division  by  spring. 
Again,  on  roads  where  the  ties  are  received  from  outlying  sources  of  sup- 
ply it  is  frequently  the  case  that  the  distribution  begins  late  in  the  fall, 
so  as  to  release  the  cars  promptly  and  avoid  piling  the  ties  up  in  the 
yards.  It  is  doubtful  whether  anything  is  gained  in  either  case.  In  the 
first  place,  ties  should  not  be  unloaded  and  left  lying  on  the  ground  through 
the  winter,  as  in  this  position  they  gather  moisture  from  the  ground,  are 
covered  with  snow  or  lie  in  ditches  or  wet  places  and  become  watersoaked, 
so  that  the  germs  of  decay  are  well  inducted  before  the  ties  see  any  service 
at  all.  In  order  to  obtain  all  the  advantage  possible  from  seasoning,  the 
ties  that  are  received  during  the  fall  and  winter,  preferably,  should  be 
carefully  piled  at  points  exposed  to  the  winds  and  sun,  but  it  costs  no 
more  to  do  this  in  the  yards  and  along  sidetracks  and  to  load  them  up 
again  on  flat  cars  in  the  spring  and  deliver  them  right  where  they  arc 
wanted,  than  it  does  to  pile  them  up  all  along  the  right-of-way  and  then 
carry  them  or  truck  them  to  place  when  the  renewals  are  made.  In  the 
second  place  the  practice  of  piling  up  new  ties  along  the  right-of-way, 
to  remain  three  to  six  months  before  they  are  used,  is  contrary  to  princi- 
ples of  good  policing.  If  the  right-of-way  is  piled  with  new  ties  all  winter 
and  spring  and  with  old  ties  all  summer  and  perhaps  most  of  the  fall,  there 
are  but  a  few  months  when  it  presents  a  clean  or  finished  appearance. 
In  the  third  place,  as  already  explained,  an  accurate  cost  of  the  ties  to 
be  renewed  cannot  be  made  until  the  time  for  renewing  is  close  at  hand, 
and  then  is  the  best  time  to  make  the  distribution,  unloading  the  ties  right 
where  they  are  wanted,  and  so  near  the  time  they  are  to  be  used  that  they 
need  not  be  piled. 

When  possible,  all  ties  in  any  one  car  should  be  unloaded  on  the 
section  on  which  car  is  opened. 

When  ties  are  unloaded  in  piles,  each  pile  should  be  distinctly  marked 
with  the  car  number. 

When  a  car  of  sidetrack  ties  is  received  containing  more  ties  than 
one  section  requires,  each  foreman  should  unload  his  share  promptly, 
sending  unloading  record  to  Roadmaster,  and  forwarding  car  to  next 
section. 

Ties  must  never  be  confiscated  or  removed  from  a  car  passing  over 
a  division  or  a  section  unless  in  case  of  emergency  and  then  full  report 
should  be  made  at  once  of  the  number  and  kind  removed. 

In  unloading  ties  from  cars  the  men  should  work  preferably  in  sets 
of  three  and  as  a  rule  not  to  exceed  nine  men  on  a  car. 

In  loading  ties  the  men  should  work  preferably  in  sets  of  five,  three 
men  carrying  to  the  car  and  two  men  on  the  car. 

The  number  of  men  carrying  ties  should  not  as  a  rule  exceed  three 
at  any  time;  some  makes  of  tie  tongs  will  reduce  the  number  required 
to  two. 
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When  the  main  track  runs  through  a  yard  or  on  the  outside  of  a  yard 
where  there  is  considerable  switching,  sufficient  number  of  ties  should 
be  piled  at  convenient  places  and  distributed  with  the  truck  car  as  needed ; 
only  enough  ties  to  take  care  of  the  day's  work  being  distributed. 

COUNTING  AND  INSPECTION. 

The  Roadmaster,  or  his  assistant,  should,  if  possible  take  charge  of 
unloading  ties  when  the  work  train  is  used,  and  see  that  proper  count  and 
inspection  are  made.  This  count  and  inspection  again  should  be  verified 
by  section  foreman  going  over  the  ties  unloaded  on  his  section,  rechecking 
and  reporting  results  to  Roadmaster. 

A  copy  of  loading  tally  for  each  car  should  be  sent  to  the  Division 
Superintendent  in  advance  of  arrival  of  car,  giving  car  number,  contents, 
Tie  Agent's  Order  Number,  etc.  This  tally  or  copy  of  same  should  be 
sent  promptly  by  the  Superintendent  to  the  Roadmaster  for  his  informa- 
tion in  checking  ties  received. 

The  Roadmaster  or  the  foreman  should  state  why  ties  received  do 
not  fill  specifications — faulty  timber,  ties  too  small  in  size,  or  too  short  in 
length. 

Any  excess  as  well  as  any  shortage  in  number  of  ties  contained  in 
a  car  should  be  reported. 

When  the  order  for  ties  is  received  by  Tie  Agent,  it  should  be  given 
a  new  number  called  Tie  Agent's  Order  Number,  a  copy  of  which  should 
be  sent  to  the  Superintendent.  The  Superintendent  should  furnish  Road- 
master with  this  information  so  that  subsequent  matter  pertaining  to  the 
order  may  be  handled  under  Tie  Agent's  Order  Number.  The  way  bill 
should  show  this  number. 

The  following  two  forms  used  by  Roadmasters  or  section  foremen  for 
reporting   cross-ties   are   submitted   as   information: 

REPORT    OF    TIES    RECEIVED. 

THE    PITTSBURG,     SHAWMUT     &     NORTHERN    RAILROAD    COMPANY, 

Frank  Sullivan  Smith,  Receiver. 
Maintenance-of-Way  Department. 


The  following  car  of  ties  has  been  received : 
Car  initial Car  No 

Date  unloaded Section  number. 

Number  of  ties  on  car. . , 

Kind  of  ties  on  car 


This  report  must  be  carefully  filled  out  and  sent  in  on  date  ties  are 
unloaded. 


It 
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PILING. 


The  dift'erent  methods  of  piling  ties  are  quite  numerous;  see  Appendix 
A  for  methods  in  vogue  on  different  roads. 

In  carrying  ties  to  piles  the  men  should  work  preferably  in  sets  of 
three,  two  walking  ahead  with  wooden  bar  under  tie  and  one  at  rear. 
Some  makes  of  tie  tongs  will  permit  the  handling  of  ties  by  two  men. 

At  the  end  of  tie  renewing  all  surplus  ties  should  be  gathered  together 
and  piled  at  convenient  places  along  the  right-of-way  for  future  use. 

In  some  districts,  liable  to  flood,  ties  are  wired  together  and  anchored 
to  prevent  their  washing  away.  This  need  not  be  done  at  the  time  they 
are  piled,  as  there  is  always  sufficient  advance  notice  of  high  waters  to 
enable  this  necessary  precaution  being  taken. 

A  space  of  at  least  three  feet  around  the  pile  should  be  cleared  of 
all  grass,  to  eliminate  the  danger  of  fire  from  grass  burning  along  the 
right-of-way ;  rotten  or  decayed  timber  must  not  be  allowed  to  remain 
near  the  pile.  The  piles  must  be  so  located  as  not  to  obstruct  the  view 
or  to  cause  the  snow  to  drift  on  the  track. 

Wood,  once  cut  from  a  tree,  particularly  woods  that  are  generally 
used  for  tie  purposes,  with  the  exception  of  a  small  group  of  trees,  will  not 
resist  the  action  of  fungi  at  all.  The  only  group  of  trees  from  which 
timber  can  be  cut  which  will  resist  decay  are  the  trees  that  are  grouped 
around  the  redwoods — spruce  and  the  red  cedar  and  the  arbor  vitse,  largely 
used  for  telegraph  poles,  and  from  which  ties  are  made  in  Northern 
Idaho,  Oregon  and  Washington ;  with  the  exception  of  these  woods,  all  the 
timber  which  comes  from  trees  such  as  oak,  pine  "and  beech  and  the 
broad  leaf  trees,  will  all  be  attacked  just  as  soon  as  you  put  a  fungus 
in  them.  Therefore  the  prompt  burning  of  old  ties  is  absolutely  necessary 
to  prevent  the  spread  of  spores  to  the  good  ties. 

Ties  should  not  be  piled  nearer  than  from  ten  to  fifteen  feet  from 
nearest  rail  of  track,  and  where  piled  near  the  entrance  to  a  cut  or  other 
similar  location,  they  must  be  piled  entirely  outside  of  ditches.  Ties 
must  not  be  piled  where  water  can  stand  or  run  on  surface  of  ground 
under  the  piles. 

Ties  must  not  be  piled  on  the  inside  of  curves  or  near  enough  to 
highway  crossings  to  obstruct  the  view. 

At  places  where  ties  are  stored  in  large  quantities,  a  system  of  fire 
protection  should  be  provided. 

In  localities  where  timber  is  scarce  railroad  ties  are  in  demand 
for  gate  posts  and  for  numerous  other  purposes  and  on  some  roads  it 
is  necessary  to  watch  the  tie  piles  closely.  In  order  to  check  up  thefts 
of  this  kind  it  is  the  practice  on  some  roads  to  place  the  same  number 
of  ties  in  all  the  piles,  so  that  the  foreman  can  tell  if  any  have  been  taken. 
The  loss  is  liable  to  be  greatest  from'  piles  conveniently  near  the  highway 
crossings. 

Ties  which  are  affected  by  splitting,  which  mostly  develops  in  hard- 
woods, and  often  in  the  other  ties,  on  account  of  rapid  seasoning,  should 
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TIES. 


Ricked   Pile. 


2  and   8   File— 50   Ties. 
For    Untreated    and    Zinc-Chloride. 


Solid  Pile— 134  Ties. 

Layers  laid  alternately. 

For    Creosoted   and   Heart   Cypress 

and  Zinc-Chloride. 


"A"   Pile— 50   Ties. 

Pitched. 

For  Untreated  and  Creosoted. 


1  and  7  Piles— 50  Ties. 
For    Zinc-Chloride    and    Untreated. 


Air  Seasoning  Pile. 


2  and   7   Pile— 50   Ties. 
For    Zinc-Chloride    and    Untreated. 


Different  Methods  of  Piling  Ties  Now  in  Use  on  Various  Roads. 
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have  "S"  irons  applied,  and  these  should  be  put  in  during  their  seasoning 
stage  to  prevent  further  checking,  and  which  would  prolong  the  life 
of  the  tie. 

Certain  remarks  in  the  above  relating  to  inspection  and  distribution 
of  ties  with  reference  to  the  seasons  may  not  apply  to  some  railways 
of  the  South  and  Southwest  where  the  winters  are  mild  or  the  ground  does 
not  freeze ;  on  some  roads  it  is  the  practice  to  inspect  and  renew  ties  twice 
each  year — in  the  winter  and  again  in  the  summer. 

TREATED  TIES. 

The  same  general  rules  governing  untreated  also  apply  to  treated 
ties. 

In  the  East,  the  majority  of  the  treated  ties,  after  treating,  are  shipped 
out  in  coal  cars,  and  great  care  should  be  exercised  to  see  that  the  cars 
are  loaded  as  full  as  they  can  be,  as  in  very  few  cases  are  the  cars  loaded 
to  their  capacity.  Some  railways  have  gone  to  the  extent,  when  treated 
ties  are  loaded  in  coal  cars,  to  pile  them  on  end  in  the  car,  in  order  to 
get  its  capacity,  but  they  found  the  expense  and  the  delay  in  releasing 
trams  at  the  tie  plant  was  not  warranted. 

In  the  case  of  zinc-treated  ties,  there  seems  to  be  a  difference  of 
opinion  in  regard  to  the  piling.  A  number  of  railways  which  have  used 
them  very  extensively  believe  that  they  should  be  piled  in  open  piles 
similar  to  untreated  ties,  but  a  number  of  others  that  have  gone  into  it 
from  a  more  scientific  standpoint,  especially  in  the  South,  where  the 
climate  is  warm  and  the  seasons  are  long,  think  that  by  being  piled  in 
open  piles  their  drying  is  so  rapid  that  they  develop  checking,  which 
is  a  serious  objection  to  the  wearing  and  life  of  the  tie,  and  for  this 
reason  they  have  adopted  the  piling  of  zinc-chloride  ties  the  same  as  creo- 
soted  ties. 

Treated  ties  should  be  handled  with  tongs. 

Creosoted  ties  in  piles  should  be  covered  with  cinders  or  earth  to 
eliminate  the  danger  of  fire  from  sparks  from  passing  engines. 

The  Manual,  191 1,  as  regards  seasoning  zinc-treated  ties,  makes  the 
following  recommendations  (page  440,  paragraph  11)  : 

"Zinc-treated  ties  should  dry  for  some  little  time  (to  harden  the 
outer  surface)  before  they  are  put  in  tracks.  This  is  preferably  done  in 
piles,  arranged  to  induce  drying  without  checking  as  evaporation  takes 
place." 

(Page  54,  paragraph  8)  : 

"Ties  treated  with  a  water  solution,  or  zinc-chloride,  particularly  red 
oak  and  beech  ties,  should  be  piled  in  close  piles  on  well-drained  ground, 
to  prevent  checking." 

If  treated  ties,  especially  creosoted,  are  stored  in  large  quantities, 
a  system  of  fire  protection  should  be  inaugurated. 

Treated  ties  should  be  adzed  for  tie  plates  and  bored  for  spikes  be- 
fore treatment,  the  same  as  for  bridge  material.  (See  Manual,  191 1, 
page  440,  paragraph  14.) 
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"The  (Hstril)Ution  of  treated  ties  is  confined,  of  course,  to  wcll-bal- 
lastcd  territory,  where  traffic  demands  a  heavier  section  of  rail  so  that  we 
do  not  have  to  order  so  many  different  types  of  tie  plates  with  which  all 
treated  ties  should  be  equipped."     (F.  B.  Lincoln,  Erie  Railroad.) 

"Treated  ties  arc  handled  in  the  same  manner  as  untreated  ties,  but 
are  piled  solid  instead  of  in  the  open  tiers  as  for  untreated  ties."  (W.  C. 
Gushing,  Pennsylvania  Lines  West  of  Pittsburgh). 

"Treated  ties  both  creosoted  and  zinc  treated  are  piled  solid  with 
ten  or  eleven  ties  in  each  layer,  the  bottom  ties  being  piled  solid  so  as 
to  leave  no  space  under  the  pile  for  trash  to  collect. 

"This  solid  piling  is  a  protection  against  fire  and  will  allow  the  zinc- 
treated  ties  to  dry  more  slowly  and  tend  to  prevent  excessive  checking, 
and  it  will  allow  less  of  the  creosote  oil  to  evaporate  before  putting  in  the 
track. 

"Some"  roads  pile  all  treated  ties  in  open  stacks  to  allow  them  to 
dry  more  rapidly,  claiming  a  dry  tie  put  in  the  track  will  resist  rail  cutting 
better  than  a  tie  wet  with  the  water  or  oil  used  in  treatment. 

"Where  tie  plates  are  used  I  do  not  believe  either  claim  is  tenable 
and  where  tie  plates  are  not  used  I  believe  it  is  better  to  keep  as  much  oil  as 
possible  in  the  tie,  and  for  zinc-treated  ties  I  believe  the  water  should 
be  evaporated  slowly  as  it  does  in  the  track  when  a  tie  is  installed  in  the 
track. 

"I  do  not  believe  the  comparatively  short  time  it  takes  to  dry  under 
these  conditions  will  affect  the  rail  cutting  of  the  tie  any  more  than  it  will 
be  affected  from  heavy  rains."    (E.  H.  Bowser,  Illinois  Central  Railroad.) 

"After  the  ties  are  treated  (creosoted)  they  are  either  stored  in  the 
storage  yard  at  our  timber  preserving  plant,  or  shipped  out  along  the 
line,  depending  upon  conditions.  Usually  in  the  fall  and  early  spring 
months,  before  we  wish  to  distribute  ties  along  the  track  for  renewals, 
we  ship  them  out  from  the  plant  as  treated  and  pile  them  in  standard 
piles  at  stations  and  adjacent  to  sidetracks  where  they  can  be  easily  re- 
loaded for  distribution  by  the  sectionmen.  During  the  summer  months 
the  piles  are  covered  with  a  layer  of  earth  to  prevent  rapid  drying  out, 
but  during  the  winter  months  the  piles  are  left  uncovered. 

"We  require  our  men  to  be  very  careful  in  the  handling  of  treated 
ties;  they  are  not  allowed  to  throw  them  over  the  sides  of  the  cars  on 
top  of  each  other  in  piles,  neither  are  they  permitted  to  promiscuously 
throw  them  down  embankments  when  distributing  for  renew^als.  We 
require  the  use  of  tongs  in  pulling  ties  into  the  track,  and  absolutely 
prohibit  the  use  of  shovels,  picks  or  any  other  tools  for  this  purpose.  We 
also  prohibit  the  use  of  spike  mauls  or  like  tools  for  "bucking"  the  ties 
around  in  the  trafck. 

"With  the  exception  of  providing  our  men  with  goggles  to  protec:  the 
eyes,  we  have  not  thought  it  necessary  to  adopt  any  method  of  protec- 
tion against  poisoning",  except  to  call  the  attention  of  .our  foremen  to  the 
necessity  of  using  extreme  care  in  the  handling  of  treated  ties,  especially 
in  the  case  of  men  having  skin  abrasions  or  any  form  of  skin  disease. 
When  we  first  commenced  using  treated  ties,  we  had  a  large  number  of 
cases  of  poisoning,  but  this  trouble  seems  to  be  disappearing  as  our  men 
become  more  familiar  with  the  handling  of  treated  timber."  (E.  F.  Rob- 
inson, Buffalo,  Rochester  &  Pittsburgh  Railway.) 

"We  use  'S'  irons  in  the  ends  of  all  hardwood  ties,  but  do  not  use 
bolts  and  washers  for  oak  switch  ties  and  never  have. 

"Our  ties  are  purchased  by  the  Purchasing  Department  in  the  woods, 
the  inspection  being  made  by  the  same  department  when  Khe  ties  are  de- 
livered on  the  right-of-way;  at  right-of-\vay  points  where  ties  are  piled 
they  are  arranged  so  that  the  ties  suffer  the  least  possible  from  weather 


TIES.  549 

conditions;  that  is,  two  ties  are  put  on  the  ground,  then  6  crosswise,  then 
2,  then  6  until  the  pile  contains  50  ties.  These  ties  when  inspected  are 
stamped  with  the  inspection  number,  which  represents  the  month  in  which 
the  inspection  was  made. 

"The  tie  trains  are  run  out  over  these  divisions  and  ties  picked 
up  as  near  in  the  order  after  being  cut  as  possible,  attempting  not  to  leave 
ties  more  than  sixty  days  on  the  right-of-way.  The  entire  train  is  com- 
posed of  old  box  and  stock  cars  with  large  openings  in  the  sides  to  admit 
of  convenient  loading. 

"The  piling  of  these  ties  on  the  right-of-way  is  alike  for  all  classes 
of  timber,  as  we  are  now  treating  all  native  ties  we  buy.  Each  tie  is 
placed  far  enough  apart  so  as  to  place  *S'  irons  at  the  end  of  each 
tie  to  prevent  checking.  These  ties  are  hauled  to  the  treating  plant 
and  piled  up  in  the  German  method  of  one  and  eight  for  seasoning,  then 
treating  and  either  stored  in  yard  for  seasoning  after  treatment  or  at 
some  point  on  the  right-of-way  for  the  same  purpose.  The  ties  that  are 
piled  for  seasoning  after  treatment  are  piled  in  close  piles,  so  that  they 
get  as  little  evaporation  as  possible  during  the  drying  period. 

"This  would,  of  course,  have  to  be  changed  in  case  of  zinc  treat- 
ment, but  we  are  not  now  doing  any  zinc  treating. 

"When  the  ties  are  ready  to  issue,  they  are  issued  at  the  directions 
of  the  Store  Department,  who  place  the  order  for  ties  directly  with  the 
treating  plant.  The  Store  Department  obtain  their  information  for  dis- 
tribution directly  from  the  General  Manager,  who  in  turn  receives  it  from 
the  General  Superintendent  and  the  Superintendent.  We  attempt  to 
distribute  our  oaks  for  the  curves  on  the  heavy  traffic ;  the  long  leaf 
and  gums  on  the  tangents  for  heavy  traffic  lines  and  the  softer  ties  for 
the  less  important  lines. 

"All  ties  going  into  our  tracks  have  tie-plates  v/ithout  regard  to 
the  weight  of  rail  or  the  kind  of  traffic  that  is  going  over  them. 

"As  regards  treatment:  We  treated  on  the  Santa  Fe  System  with 
zinc  by  various  processes :  Wellhouse,  Burnettized  and  modified  Well- 
house  from  1885  to  1905,  and  while  we  got  some  most  excellent  results 
with  the  zinc  treatment,  especially  in  the  earlier  years,  we  were  some- 
what disappointed  in  the  1900's  with  the  result  and  made  a  change  in  1905 
to  creosote  by  the  Rueping  process.  Since  that  time  we  have  treated 
approximately  twenty  million  ties  by  this  process  and  are  highly  sat- 
isfied with  the  result.  In  fact,  it  is  not  a  question  of  decay  with  us,  but 
a  question  of  how  to  protect  our  treated  ties  mechanically. 

"I  would,  of  course,  be  delighted  to  continue  the  creosote  treatment 
of  ties  provided  the  market  for  creosote  remained  at  reasonable  figures, 
but  when  it  goes  beyond  this  I  am  thoroughly  satisfied  that  we  can  do  an 
excellent  job  with  some  form  of  zinc  treatment  that  will  pay  a  good  rate 
on  the  investment.  The  only  difference  in  handling  zinc  and  creosote 
ties  after  treatment  is  in  the  method  of  piling  them,  as  neither  creosoted 
or  zinc  ties  should  be  put  in  soon  after  they  are  treated.  The  zinc  ties 
should  be  piled  in  the  open  to  let  the  water  get  away  as  quickly  as  possible, 
while  the  creosote,  should  be  piled  in  close  piles  to  prevent  evaporation 
as  much  as  possible. 

"Results  from  Adzing  and  Boring  of  Ties:  We  have  only  been  doing 
this  four  years,  but  everybody  realizes  the  importance  of  so  doing,  and  our 
orders  for  bored  and  adzed  ties  are  increasing  daily,  and  I  do  not  think  we 
have  made  a  more  important  step  in  advance  in  years  than  this  machining 
of  the  ties  before  treatment. 

"Records:  As  you  are  perhaps  aware,  we  are  keeping  records  of 
experimental  sections ;  that  is,  we  pick  out  one  section  foreman's  section 
of  each  Superintendent's  division,  and  use  this  as  an  experimental  track, 
taking  the  ties  we  find  in  the  track  and  making  a  thorough  inventory  of 
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them,  then  make  complete  records  of  those  coming  out.  This  is  done  at 
least  three  times  a  year.  Owing  to  the  fact  that  a  large  number  of  the 
ties  in  this  section  are  unmarked  in  the  beginning  we  arc  somewhat 
handicapped  until  we  get  all  the  tics  out  of  the  track  to  get  an  average, 
but  this  will  work  out  in  due  time,  and  when  it  does  I  feel  that  we  will 
have  a  great  advantage  over  those  keeping  a  small  experimental  section, 
say  of  1,000,  because  we  will  have  had  a  record  of  actual  track  condi- 
tions as  we  find  them  on  all  parts  of  the  System."  (Geo.  E.  Rex,  Atchi- 
son, Topeka  &  Santa  Fe  Railway.) 

"We  have  installed  at  our  treating  plant  at  Paterson  two  adzing  ma- 
chines for  the  purpose  of  adzing  and  boring  ties.  All  ties  as  used  for 
new  and  maintenance  work  are  adzed  and  bored  for  the  different  base 
rail.  All  ties  are  bored  with  four  holes  to  the  tie  on  the  stagger  unless 
otherwise  ordered.  In  heavy  curve  locations,  where  it  is  necessary  to 
double  spike,  ties  are  bored  with  six  or  eight  holes  as  directed.  Each 
machine  turns  out  about  five  ties  per  minute  adzed  and  bored.  These 
machines  are  working  out  satisfactorily  and  their  work  is  ideal.  I  am  a 
great  believer  in  the  adzing  and  boring  of  each  and  every  tie  before  it 
is  placed  in  the  field."  (A.  J.  Neafie,  Delaware,  Lackawanna  &  Western 
Railroad.) 
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The  same  general  rules  governing  distribution  of  untreated  ties  also 
apply  to  steel  ties. 

"In  distributing  steel  cross-ties  it  has  been  found  rather  difficult  to 
unload  same  from  cars  by  hand,  due  to  the  fact  that  they  are  loaded 
at  the  mill  by  means  of  cranes,  the  chain  being  passed  around  the  ties  to 
hold  them  together.  This  bunches  them  and  makes  it  difficult  to  separate 
them  in  the  car.  In  several  carloads  of  ties  shipped  to  the  Pennsylvania 
Railroad  last  year  they  found  the  most  economical  way  to  unload  them 
was  with  a  double-hook  chain,  each  end  of  which  was  hooked  to  the  end 
of  the  tie  and  lifted  out  with  their  rail  unloader.  This  enabled  them  to 
unload  rapidly,  and  a  slight  improvement  in  this  method  would  save  time, 
injury  to  men,  and  probably  reduce  the  cost  of  unloading  below  that  of 
wood  ties.  Mr.  Layng,  of  the  Bessemer,  has  suggested  that  an  electric 
hoist  would  handle  the  matter  better,  and  I  understand  he  is  experiment- 
ing with  this.  As  most  work  trains  have  some  sort  of  a  power  derrick,  it 
would  not  be  very  difficult  to  install  a  small  generator  to  take  care  of  the 
magnet. 

"In  piling  the  ties  the  practice  seems  to  be  to  cross  pile  them  the  same 
as  wood  ties.  The  flanges  are  lapped  so  that  a  great  many  more  can  be 
piled  in  the  same  area  than  wood  ties. 

"As  to  the  care  of  ties,  presume  this  would  cover  prevention  of  rust, 
etc.  Our  method,  when  any  prevention  is  required,  is  to  heat  the  ties 
to  about  500  degrees  centigrade  and  dip  them  in  coal-tar.  This  causes 
the  tar  to  adhere  very  tightly  to  the  ties,  and  has  been  very  satisfac-! 
tory.  At  points  where  salt  water  has  injured  steel  considerably  it  was 
found  this  treatment  practically  eliminated  corrosion.  We  are  now  ex- 
perimenting with  a  scheme  of  using  copper  in  the  steel,  and  experiments 
with  other  products  have  shown  that  a  copper  content  around  .40  to  .50 
per  cent,  places  the  steel  in  about  the  same  position  as  ingot  iron,  as  far 
as  attack  from  rust  is  concerned.  As  this  adds  more  to  the  cost  of  the 
tie  than  dipping  in  tar,  we  will,  of  course,  follow  the  cheaper  method,  in- 
asmuch as  the  selling  price  of  steel  ties  must  be  kept  to  a  minimum." 
(Norman  M.  Hench,  Carnegie  Steel  Co.) 
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"The  ties  are  received  in  gondola  cars,  each  car  containing  approx- 
imately 500  ties.  Inasmuch  as  they  are  loaded  with  cranes  it  is  quite  dif- 
ficult to  handle  the  ties  by  hand  in  the  process  of  unloading;  however, 
all  ties  received  on  this  road  to  date  have  been  unloaded  from  cars  by 
hand,  the  men  loosening  the  ties  with  bars  or  picks.  Our  general  practice 
is  to  unload  the  ties  at  points  along  the  track  where  they  are  to  be  in- 
stalled. Where  the  ties  are  to  remain  out  of  the  track  for  any  length  of 
time,  they  are  piled  up  neatly  in  cross  piles,  putting  from  50  to  75  ties  in 
a  pile,  but  where  the  ties  are  to  be  put  in  the  track  within  a  short  time, 
they  are  simply  moved  back  to  a  safe  clearance.  Where  the  ties  are  piled, 
it  is  our  practice  to  simply  build  the  piles  on  two  of  the  ties  resting  on  the 
ground.  We  make  no  effort  to  block  the  ties  up  on  timbers  or  anything 
of  that  sort.  We  have  had  ties  stand  alongside  of  track  for  a  year  or 
more  before  using  them  and  have  never  found  that  the  ties  corroded  seri- 
ously in  this  time.  At  one  time  it  was  thought  desirable  to  dip  ties  in  a 
tar  bath  at  the  mills  before  shipping  them  to  our  line,  and  this  was  done 
on  about  1,000  ties.  It  is  questioned  whether  this  process  was  necessary, 
yet  we  do  not  feel  that  we  have  tried  it  out  far  enough  to  know  definitely. 

"If  the  ties  are  cross  piled,  when  it  comes  time  to  use  them,  they  are 
trucked  to  the  point  where  they  are  to  be  placed  in  the  track  and  are 
then  handled  by  hand  to  place.  We  find  that  we  average  about  ten  ties 
to  the  man  per  day  of  ten  hours  when  putting  in  steel  ties  to  replace 
wood  ties.  If  the  ties  are  renewed  out  of  face  we  can  possibly  do  a 
little  better  than  this,  and  at  certain  times  where  the  ties  are  far  apart 
with  just  a  few  to  be  put  in  the  track,  we  have  not  averaged  this  many. 

"In  replacing  a  wood  tie  with  a  steel  tie,  our  practice  is  to  take  the 
wood  tie  out  of  the  track  and  disturb  the  old  bed  just  as  little  as  possible. 
The  steel  tie  is  then  inserted,  bolted  up  and  tamped  just  the  same  as  you 
would  tamp  a  new  wood  tie  that  had  been  placed  in  the  track.  If  the 
steel  tie  is  between  two  wood  ties,  it  takes  somewhat  longer  to  get  it  solid 
than  it  would  a  wood  tie  because  of  the  difference  of  depth  between  a 
wood  tie  and  a  steel  tie,  but  if  the  ties  are  placed  out  of  face  we  are  of 
the  opinion  that  we  get  track  solid  with  less  labor  than  with  wood  ties. 

"As  a  matter  of  fact,  we  find  very  little  difficulty  in  the  handling  of 
steel  ties  and  think  that  there  is  no  material  difference  either  in  the  dis- 
tribution or  care  of  same  over  that  of  wood  ties. 

"One  feature  that  we  expect  to  work  out  in  the  near  future  is  the  un- 
loading of  steel  ties  with 'locomotive  crane  and  magnet.  In  this  way  we 
expect  to  reduce  the  cost  of  unloading  very  materially."  (F.  R.  Layng, 
Bessemer  &  Lake  Erie  Railroad.) 


Appendix    A, 

DISTRIBUTION  AND  CARE  OF  CROSS-TIES. 

By   E.   F.   Robinson,   Chief   Engineer,   Buffalo,   Rochester   &    PittsburRh 

Railway. 

This  question  is  one  of  the  most  important  that  we  have  to  deal  with 
in  track  maintenance  and  one  that  has  been  given  a  great  deal  of  thought 
and  attention  by  our  present  engineering  organization.  You  are  no  doubt 
aware  that  we  have  a  timber  preserving  plant  at  Bradford,  which  was 
placed  in  service  during  the  summer  of  1910,  and  since  that  time  practically 
all  cross-ties  and  switch-ties  placed  in  our  tracks  have  been  treated  with 
creosote,  with  exception  of  ties  renewed  in  unimportant  sidetracks. 

In  outlining  our  present  practice,  we  considered  it  necessary  to  begin 
at  the  beginning,  that  is,  the  purchase  of  the  untreated  ties.  We  are 
very  particular  in  the  selection  of  our  ties,  both  as  regards  the  manufac- 
ture and  character  of  timber,  and  nothing  but  first-class  material  is  ac- 
cepted. With  a  view  of  securing  uniform  treatment  and  a  uniform 
roadbed,  we  accept  nothing  for  treatment  but  sawed  ties  of  uniform 
dimensions,  excepting  in  some  cases  where  we  have  been  unable  to  secure 
sufficient  local  ties  for  our  supply,  we  have  found  it  necessary  to  purchase 
3^ellow  pine  hewn  ties  from  the  South,  but  this  applies  to  a  limited  extent 
only.  So  far  we  have  been  able  to  secure  practically  all  ties  locally  from 
points  near  our  line,  mostly  beech,  maple,  hickory,  red  oak  and  chestnut. 
After  the  selection  of  the  ties,  we  give  careful  attention  to  the  piling  and 
seasoning  before  treatment,  separating  the  different  classes  of  timber'' 
into  groups,  as  our  experience  in  treating  may  dictate.  I  am  a  firm  be- 
liever in  thoroughness  in  the  treatment  of  ties,  and  am  strongly  of  the 
opinion  that  in  treating  some  classes  of  timber  to  refusal  and  others  with 
from  10  to  12  pounds  of  creosote  oil  per  cubic  foot,  we  are  working  in  the 
right  direction,  especially  in  view  of  the  precautions  taken  in  the  handling 
and  protection  of  ties  after  treatment,  details  that  unfortunately  ■  -  ..\ 
tirely  disregarded  on  a  great  many  roads. 

After  the  ties  are  treated  they  are  either  stored  in  the  storage  yard 
at  our  timber  preserving  plant,  or  shipped  out  along  the  line,  depending 
upon  conditions.     Usually  in  the  fall  and  early  spring  months,  before  we  I 
wish  to  distribute  ties  along  the  track  for  renewals,  we  ship  them  out  from  \ 
the  plant  as  treated  and  pile  them  in  standard  piles  at  stations  and  adjacent  ' 
to  sideracks  where  they  can  be  easily  reloaded  for   distribution  by  the  • 
sectionmen.     During  the  summer   months  the   piles   are   covered   with  a 
layer  of  earth  to  prevent  rapid  drying  out,  but  during  the  winter  months 
the   piles    are   left   uncovered. 
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Inspection  Hammer 


Treated  Cross  Ties  and  Switch  lies  must  be  placed  m  Track  with  heart  down. 
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Single  Track 


Double  Track 
Diagram  sliowing  Location  of  Dating  WqiIs  indicating  Year. 

To  bednven  into  Ties  when  ploced  inTrocK 
(Set  Ins-trudiofis  fbrkwpinq  Records) 


^^Ssf^xm-.t. 


South  Bouno 


EZ 


Single  Track  )  Double  Track, 

Diagram  showing  Location  of  Nails  indicating  Kind  of  Timber 

(See  Instructions  forKeepinq  Records) 


Nails  to  be  driven  into  Ties  at  the  Timber  Preserving  Plant  before  Treatment. 

(One  Noil  to  eoch  Tie,  in  Sap  Face.Qt  Locotion  shown ) 

Noils    morKed         B     indicote     Beech.  Noils  morked 


Noils   morked 


RO  indicote  Red  Ook 

BO        .  Block  Ook. 

PO         .  Pin  OoK. 

M  .  Mople, 


B  indicote  Beech. 

BR        .  Birch. 

Cr         .  Cherry. 

S  .  Gum. 


0  indicote      Chestnut. 


(See  Instructions  for  keeping  Records.) 


Hickory. 
Pine. 
Elm. 
Tomorock. 
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Figures  indicate  Yeor  Letters  Indicate  Kind  of  Tlmben 


Section  A-D        Section  C-D 

rcit.  hommer  used  fry  each  Inspector. to  Deor 
Mis  designoftd  Imtjol 


Section  E-F 


ealvcnized  Tie  MarKing  Nails 
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Method  of  Pilins  Untreated  Cross  Ties. 


Instructions  for  Piling  Untreated  Cross  Ties. 


Cross  Ties  dciwerta  on  ttit  nght  of  woy  must  be  piled  in  squore  even  piles  of  one  tie  one 
/.r,  "<:  'jght  tits  the  other  woy  as  shown,  tnt  bottom  course  of  toch  pile  to  be  roiscd  at 
'"rs  above  the  qniund  by  using  stringers  orcull  ties  A  vertical  airspace  of  at 
't5  must  be  left  btty»een  ties  Tics  must  be  piled  not  less  than  13  feet  or 
,  ••»»»  f'ofii  the  neor  rail  of  tracks  ana  a  space  of  at  least  +  feet  must  be 
'   'endtr  inspection  convenient 
'serving  Plant,  the  some  method  of  piling  must  befollov<ed.but 
.«5orY  may  be  placed  in  each  pile  to  utilize  piling  space 
-  y.  tiuily  be  piled  odjacent  toside  tracks,  and  when  this  is  not  possible. 
'  ',i!ea  at  a  locofion  designated  by  the  Roadmoster  They  should  be  piled 
.    :  rode  OS  track;  none  to  be  piled  to  exceed  3feet  below  grade,  ond  when 
.  '.'.  ,^^.c  5'rafle.  must  not  be  mo  cut  more  than  6  feet  deep  ond  must  be  kept  back 
iDftt!  from  top  of  tut   No  ties  are  to  be  piled  neoro  highway  where  they  will  interfere 
•iTtrtht  »iev«  opprooohing  the  crossing 


Eoch  pile  of  Untreoted  Cross  or  Switch  Ties  delivered 
an  nqht  of  nay  must  be  ploinly  morkcd  with  name  of  owner 


METHOD  OF  PlLlN©  TREATED  CROSS  TIES 


Instructions  for  Piling  Treated  Cross  Ties. 

Treated  Cross  Ties  must  be  piled  in  square  even  piles,  first  laying  down  two  ties, 
then  following  with  solid  layers  of  10  ties  to  each  layer  piled  close  together,  72  ties 
in  each  pile  as  shown.  , 

At  the  Timber  Preserving  Plant,  ties  must  be  piled  close  together  in  solid  layers, 
with  as  many  layers  as  necessary  to  properly  utilize  piling  space. 

Ties  must  be  kept  back  not  less  than  I3feet  from  trie  near  rail  of  tracks  and 
when  piled  at  stations  must  not  interfere  with  driveways 

Piles  must  be  kept  at  least  lOfeet  apart  and  sufficient  water  barrels  equipped 
with  pails  provided  for  proper  fire  protection.  All  grass, weeds  and  other  inflammable 
material  must  be  kept  at  least  4  feet  from  piles  and  during  the  months  of  May  first 
to  November  first  inclusive,  a  layer  of  dirt  must  be  kept  on  each  pile 


Method  of  Piling  Treated  Switch  Ties. 
Instructions  for  Piling  Treated  Switch  Ties. 

Treoted  Switch  Ties  must  be  piled  in  even  piles,  lengthwise,  first  laying  down  two  short  tics, 
then  following  with  solid  layers  piled  close  together 

At  the  Timber  Preserving  Plant,  ties  must  be  piled  in  solid  layers  and  Qs  many  layers  as 
necessary  to  utilize  piling  space    The  different  ler^gths  must  be  kept  seporate 

Ties  must  be  kept  back  not  less  than  13  feet  from  the  near  roil  of  tracks  and  when  piled 
flt  stations  must  not  interferewith  driveways         ,,,.,,  ,    ,■, 

Piles  must  be  kept  at  least  lOfeet  apart  and  sufficient  water  barrels  equipped  with 
pails  provided  for  proper  fire  protection    All  grass,  weeds  and  other  inflammable  material 
must  be  kept  at  leost  4  feet  from  piles,  and  during  the  months  of  May  first  to  November 
first  inclusive,  a  loyer  of  dirt  must  be  kept  on  each  pile 


Instructions  for  Piling  Untreated  Switch  Ties. 

Switch  Ties  delivered  on  the  right  of  way  must  be  piled  in  even  piles  in  layers  lengthwise,  separated  by 
narrow  strips  of  wood  not  less  than  2  inches  m  thickness,  these  strips  not  to  be  placed  at  the  rail  seats 
A  vertical  Qir  space  of  ot  least  Z  inches  must  be  left  between  ties 

The  bottom  course  of  each  pile  must  be  raised  at  leost  einches  from  the  ground  by  using  stringers  or  cull  ties 
Ties  must  be  pi  led  not  less  than  13  feet  or  more  than'  40  feet  from  the  near  rni  I  of  tracks,  and  a  space  of  at  least 
4  feet  must  be  left  between  piles  to  render  inspection  convenient  ,      «r      *  1     »k        * 

At  the  Timber  Preserving  Plant,  the  same  method  of  piling  must  be  followed,  but  the  different  lengths  must 
be  kept  seporote  with  as  many  layers  in  each  pile  as  necessary  to  utilize  piling  space  ,,„..-„,    ^mk    iw 

Ties  must  oeiitrollv  k  Diled  odiactnt  to  sidt  tracks,  ond  when  this  is  not  possible,  they  must  be  piled  ot  a  locotion  dcsiqnoted  by  the  Roodmoster  They  should  be  piled 
ot  tlie  some  ordde  os  track  none  to  be  piled  to  ciceea  3  feet  below  grade,  and  when  piled  obo»e  grode  must  not  be  in  q  cut  more  than  6  feet  deep  ond  must  be  kept 
back  10 feet  from  top  of  cut  No  lies  ore  to  be  piled  near  0  highvigy  where  lliey  will  interfere  viim  the  view  approaching  flic  crossing 
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We  require  our  men  to  be  very  careful  in  tlic  handling  of  treated  ties; 
they  are  not  allowed  to  throw  them  over  the  sides  of  cars  on  top  of  each 
other  in  piles,  neither  are  they  permitted  to  promiscuously  throw  them 
down  embankments  when  distributing  for  renewals.  We  require  the  use 
of  tongs  in  pulling  ties  into  the  track,  and  absolutely  prohibit  the  use  of 
shovels,  picks  or  any  other  tools  for  this  purpose.  We  also  prohibit  the 
use  of  spike  mauls  or  like  tools  for  bucking  the  ties  around  in  the  track. 

As  sawed  ties  do  not  require  adzing  for  tie-plates,  and  as  what  few 
hewn  ties  we  treat  are  adzed  at  tlie  plant  before  treatment,  it  is  not  neces- 
sary for  the  trackmen  to  use  an  adze  on  them;  but  we  realize,  of  course, 
that  in  a  few  years,  as  the  tie-plates  will  settle  more  or  less  into  the  ties, 
it  will  be  necessary  to  adze  them  to  some  extent  when  laying  new  rail  or 
when  rolling  rail  in  on  curves.  Every  treated  tie  that  goes  into  our  tracks, 
both  on  tangents  and  curves,  is  plated  with  a  Goldie  shoulder  tie-plate, 
size  Yo  X  7  X  g  in.,  and  these  plates  are  applied  to  the  ties,  using  the  Ware 
tie-plate  gage  and  surfacer  and  beetles,  before  the  ties  are  placed  in  the 
track.  Where  it  is  necessary  to  pull  spikes,  all  holes  in  treated  ties  are 
plugged  with  creosoted  tie  plugs,  and  before  driving  the  plugs  in  place, 
hot  creosote  is  poured  into  the  spike  holes,  the  men  driving  the  plugs  being 
provided  with  goggles  to  avoid  injury  to  the  eyes.  Where  it  becomes  nec- 
essary to  adze-treated  ties,  the  cut  surfaces  immediately  receive  a  brush 
treatment  of  hot  creosote  oil.  A  galvanized  nail  is  applied  to  the^ties  at 
the  timber-preserving  plant,  indicating  the  class  of  timber,  and  when  the 
ties  are  placed  in  the  track  dating  nails  are  applied,  showing  the  year. 
Section  foremen  are  required  to  submit  a  daily  report,  form  1525,  showing 
the  number  of  ties  of  each  class  placed  in  the  track  between  each  mile  post, 
and  a  condensed  record  is  kept  in  this  office.  In  the  case  of  removal  of 
treated  ties  from  the  track  from  any  cause  whatever,  the  foremen  are 
required  to  report  on  form  1596,  giving  sufficient  data  as  regards  location, 
etc.,  to  enable  us  to  trace  out  the  life  of  the  tie  removed. 

With  the  exception  of  providing  our  men  with  goggles  to  protect  the 
eyes,  we  have  not  thought  it  necessary  to  adopt  any  method  of  protection 
against  poisoning,  except  to  call  the  attention  of  our  foremen  to  the 
necessity  of  using  extreme  care  in  the  handling  of  treated  ties,  especially 
in  the  case  of  men  having  skin  abrasions  or  any  form  of  skin  disease. 
When  we  first  commenced  using  treated  ties,  we  had  a  large  number  of 
cases  of  poisoning,  but  this  trouble  seems  to  be  disappearing  as  our  men 
become  more   familiar   with   the   handling   of   treated  timber. 

In  connection  with  the  use  and  care  of  treated  cross-ties,  I  might  call 
your  attention  to  our  method  of  tie  inspection  and  renewals,  which  was 
worked  out  several  years  ago  and  which  we  now  follow  regularly  with 
gratifying  success,  resulting  in  uniformity,  economy  and  a  better  distribu- 
tion of  ties  throughout  all  tracks.  Ties  are  not  distributed  for  renewals 
until  the  ties  to  be  renewed  are  marked  by  inspectors,  and  the  ties  can 
then  be  distributed  accordingly. 


SUFPLKMKNT  TO  INSTRUCTIONS  COVERING  HANDLING  AND 

LAYING  ()I«^  RAIL,  ADZING  OF  TIES  AND  TIE  PLATING, 

ISSUED  APRIL  i8,   i(;i4. 

BUFFALO,    ROCHESTER    &    I'lTTSBURGH    RAILWAY    (()MF»ANY 

Engineering  Department. 

It  has  been  the  practice  when  laying  rail,  tie  plating  and  adzing  out 
of  face,  to  send  adzers  ahead  to  score  the  ties  on  each  side  of  the  rail 
before  the  rail  is  thrown  out,  for  proper  adzing  to  conform  to  the  Ware 
surfaccr   and   gage. 

This  practice  is  resulting  in  excessive  cutting  of  ties,  and  must  be 
discontinued  at  once.  All  the  adzing  should  be  done  either  when  the 
rail  is  thrown  out,  or  when  it  is  raised  to  permit  the  use  of  the  surfaccr 
with  the  improved  device.  Of  course,  where  new  rail  is  being  laid,  there  is 
no  objection  to  adzing  off  the  rough  burrs  on  the  ties,  caused  by  rail 
cutting,  to  facilitate  sliding  the  old  rail  out  and  the  new  rail  into  place. 
This  adzing,  however,  should  be  confined  strictly  to  cutting  off  the  rough 
burrs  or  projections. 

Adzing  should  be  done  from  the  outside  of  rail  seats  toward  the 
inside,  and  in  this  way  the  depth  of  adze  is  determined  by  the  depth  of 
rail  cutting,  which  is  greater  along  the  outside  of  the  rail  base. 

(Signed)     E.  F.  Robinson, 
Rochester,  N.  Y.,  Sept.  22,  1914.  Chief  Engineer. 

TIE  INSPECTION  AND  RENEWALS. 

BUFFALO,    ROCHESTER     &     PITTSBURGH    RAILWAY    COMPANY. 

Engineering  Department. 

1.  To  secure  uniform  practice,  prevent  the  removal  of  ties  from 
the  track  before  their  safe  service  is  past,  and  at  the  same  time  properly 
distribute  renewals,  in  all  tracks  hereafter  ties  for  renewal  will  be  marked 
by  inspectors  reporting  direct  to  Division  Engineers. 

2.  The  first  thing  in  the  Spring,  when  the  frost  is  out  of  the  ground, 
inspectors,  after  conferring  with  Roadmasters,  will  inspect  one  mile  of 
main  track  on  each  section,  in  order  to  allow  section  forces  to  begin 
renewals.  They  will  then  drop  back  and  complete  the  inspection,  both 
in  main  tracks  and  sidings.  Inspectors  will  make  a  daily  report  to  the 
Division  Engineers  and  Roadmasters  on  proper  form,  showing  the  number 
of  ties  marked  for  renewals  in  the  main  track  between  each  mile  post, 
and  the  number  of  cross-ties,  switch-ties  and  crossover  sets  marked  for 
renewals  in  each  siding,  giving  the  siding  numbers. 

3.  Section  foremen  must  in  all  cases  accompany  the  Inspectors  over 
their  sections  while  inspection  is  being  made.  For  19 —  renewals,  one 
heavy  white  mark  must  be  placed  on  the  rail  above  each  tie  to  be  renewed, 

this  mark  to  be  placed  on  the  side  of  the  rail.     Inspectors 

must  keep  a  book  record  of  all  inspection,  to  be  used  from  year  to  year 
for  comparison. 

4.  There  will  be  two  standards  for  marking  renewals.  Case  i,  where 
track  is  not  to  be  disturbed ;  Case  2,  where  track  is  to  be  raised  oflf  the 
old  bed.  In  the  latter,  ties  will  be  placed  while  the  track  is  being  raised, 
thus  placing  them  all  on  the  new  bed.  In  the  former  case,  the  ties  will 
be  dug  in. 

5.  Inspectors  must  be  provided  with  standard  inspection  picks,  paint 
brushes,  and  necessary  white  lead  paint. 
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6.  Inspectors  will  be  given  a  statement  showing  track  which  is  to 
be  raised  on  each  section,  also  track  where  new  steel  is  to  be  laid  and 
re-ballasted. 

7.  Every  tie  which,  apparently,  is  not  good  or  which  shows  signs 
of  decay  and  failure  must  be  inspected  with  the  pick. 

8.  In  determining  the  necessity  for  replacing  a  tie,  its  condition 
as  to  decay  and  wear,  traffic  carried,  its  position  in  track,  kind  of  timber, 
condition  of  neighboring  ties,  weight  of  rail  and  tie  plates,  must  all  be 
considered. 

9.  Main  track  not  to  be  raised — Ties  spotted  in — Case  i. 

Ties  must  be  inspected  for  condition  of  timber  by  driving  the  pick 
in  each  side  and  adjacent  to  the  rail  seats,  both  near  the  bottom  and  near 
the  top  face,  below  the  sap  line.  The  pick  must  be  driven  into  the  ties 
toward  the  center  and  must  be  drawn  with  as  little  prying  as  possible. 
Ties  must  not  be  tested  on  the  top,  with  exception  of  making  tests  for 
decay  around  tie  plates  and  spikes,  and  in  making  these  tests  the  ties 
must  not  be  mutilated  more  than  absolutely  necessary.  To  test  a  tie  for 
strength,  one  end  of  the  pick  should  be  inserted  under  the  end  and  the 
pick  used  as  a  lever.  If  a  tie  is  broken  under  the  rail  seat,  this  method 
will  usually  determine  it. 

9a.  If  two  ties  with  only  one  year's  safe  service  are  adjacent,  one 
must  be  removed  and  a  group  of  ties  with  only  one  year's  safe  service 
must  be  so  renewed  as  to  leave  each  doubtful  tie  with  one  good  neighbor. 

9b.     Sap  rot  alone  is  not  to  condemn  a  tie  for  service. 

9c.  A  tie  cut  down  by  rail  wear  is  not  to  be  removed  unless  the 
rail  is  cut  into  the  face  more  than  three-fourths  of  an  inch.  This,  of 
course,  applies  to  ties  in  tangents,  as  all  curves  are  full  plated  and  the 
ties  protected  against  rail  wear.  On  curvature  where,  through  repeated 
rail  removals,  ties  are  necessarily  adzed  more  or  less  for  the  new  plates, 
when  a  tie  is  so  cut  down  as  to  weaken  it  for  the  service  imposed 
it  should  be  removed  from  the  track  an(;J  saved  for  sidetrack  renewals, 
if  the  timber  is  sound.  On  tangents  where  a  good  tie  is  cut  down  three- 
fourths  of  an  inch  with  rail  wear  or  adzing,  it  should  be  protected  with 
tie  plates  against  further  cutting. 

9d.  In  case  ties  are  spaced  too  wide  apart  or  where  a  large  hewn 
tie  is  removed  and  replaced  with  a  smaller  tie,  an  extra  spacer  may  be 
inserted  as  the  judgment  of  Inspectors  may  decide. 

9e.  Very  careful  attention  must  be  given  to  inspection  of  red  oak 
and  pin  oak  ties,  as  such  ties  usually  rot  from  the  center,  leaving  a  hard 
shell  which  can  be  detected  only  by  careful  inspection. 

9f.  Where  track  is  subject  to  heaving  and  where  shimming  is  neces- 
sary, care  must  be  taken  to  insure  enough  good,  sound  timber  for  spiking 
and  bracing,  and  careful  attention  must  be  given  to  inspection  of  ties 
through  road  crossings,  station  platforms  and  other  places  where  the 
ties  are  covered  and  liable  to  be  overlooked  by  the  section  foremen. 

ID.  Main  track  which  is  to  be  raised  during  progress  of  re-surfacing 
and  re-ballasting  out  of  face — Ties  placed  when  track  is  being  raised — 
Case  2. 

In  addition  to  re-ballasting  track  where  new  rail  is  laid,  it  is  the 
intention  to  re-surface  out  of  face  a  part  of  the  main  track  on  each  sec- 
tion each  year,  and  make  sufficient  renewals  in  such  tracks  to  last  two  or 
three  years,  depending  upon  conditions,  without  being  disturbed  for 
rene^yals  during  that  time.  Inspectors  will  therefore  make  a  liberal  in- 
spection of  such  strips  of  track,  testing  the  ties  as  in  Case  i  for  decay, 
but  removing  all  ties  that  will  not  last  more  than  two  years,  and  where 
new  steel  is  laid,  no  bad  ties  must  be  left  under  the  joints.  In  making 
renewals  in  this  case,  some  fairly  good  ties  may  be  taken  out,  in  whicl> 
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case  tlicy  should  be  carefully  sorted  and  piled,  to  be  picked  up  and  dis- 
tributed for  sidetrack  renewals. 

11.  A  lower  standard  of  inspection  must  l)e  used  for  mine  lines 
and  sidetracks,  especially  for  standing  tracks  in  yards,  where  no  tie  must 
be  taken  out  until  its  safe  service  is  past. 

12.  In  passing  tracks,  care  must  be  used  to  see  that  ties  around  turn- 
out curves  are  in  good  condition. 

13.  In  main  tracks  and  sidings,  where  track  is  not  to  be  lifted.  Sec- 
tion Foremen  must  renew  only  the  ties  that  are  spotted  by  the  Inspectors, 
and  in  case  they  find  ties  which,  in  their  judgment,  should  be  renewed, 
they  will  so  notify  the  Roadmasters  and  the  Inspectors  will  be  sent  back 
to  make  a  reinspection.  Where  track  is  to  be  raised,  the  foremen  will 
renew  ties  marked  by  the  Inspectors  and  may  remove  any  unmarked  ties 
which,  in  their  judgment,  should  come  out,  such  ties  to  be  marked  with 
a  cross  "X"  on  top  surface  and  laid  aside  for  examination  by  the  Inspectors. 

14.  The  inspection  of  ties  by  an  independent  Inspector  does  not  re- 
lieve the  Roadmasters  and  Section  Foremen  of  responsibility  for  the  safety 
of  their  track. 

15.  Inspectors  will  inspect  all  switch  ties  in  accordance  with  the 
above,  except  that  in  case  a  switch  or  crossover  set  is  more  than  one- 
half  decayed,  requiring  renewals,  a  new  set  should  be  put  in,  the  old  ties 
taken  out  which  are  fit  for  use  to  be  saved  and  used  for  patching  other 
sets. 

16.  As  all  main  track  cross-tie  and  switch  tie  renewals  since  1910 
have  been  made  with  treated  ties,  Roadmasters,  Foremen  and  Inspectors 
must  give  these  ties  careful  attention  and  report  promptly  any  ties  show- 
ing signs  of  failure  from  any  cause  whatever,  giving  location,  kind  of 
timber^  year  placed  in  track,  etc. 

17.  After  tracks  have  all  been  gone  over  and  inspected,  the  Inspectors 
will  spend  their  time  checking  renewals  and  marking  any  ties  that  were 
missed  by  the  first  inspection.  They  should  also  carefully  examine  all 
ties  taken  out  by  foremen  which  were  not  originally  marked,  and  see  that 
all  usable  ties  taken  out  of  the  track  from  any  cause  whatever  are  prop- 
erly sorted  and  redistributed  for  sidetrack  renewals.  Inspectors  must 
give  careful  attention  to  all  features  of  track  work  as  they  go  over  the 
line  from  time  to  time,  especially  in  connection  with  tie  renewals,  and 
rieport  promptly  to  their  superior  officers  any  defective  practice  coming  to 
their  attention.  Our  instructions  prohibit  foremen  from  striking  picks  or 
other  tools  in  the  ties  when  drawing  them  into  the  track,  and  Inspectors 
should  give  this  matter  careful  attention;   also  adzing,  spiking,  etc. 

18.  All  concerned  should  realize  the  great  importance  of  tie  renewals, 
the  necessity  of  making  sufficient  renewals  properly  distributed  through  all 
tracks  to  carry  our  heavy  traffic,  and  at  the  same  time  the  increasing  price 
of  ties  must  not  be  overlooked ;  and  no  timber  should  therefore  be  de- 
stroyed until  its  safe  life  has  passed,  either  in  main  track  or  sidings. 

INSTRUCTIONS  COVERING  HANDLING  AND. LAYING  OF  RAIL, 
ADZING  OF  TIES  AND  TIE  PLATING. 

BUFFALO,    ROCHESTER     &    PITTSBURGH    RAILWAY    COMPANY. 

Engineering  Department. 
Handling   New  Rail. 

1.  All  new  rail  must  be  loaded  from  storage  and  unloaded  from  cars 
with  the  rail  derrick,  to  avoid  injury. 

Handling   Old    Rail. 

2.  All  old  rail,  except  scrap,  must  be  handled  in  the  same  manner, 
unless  in  small  amounts,  in  which  case  throwing  off  the  sides  of  flat  cars 
will  be  permitted. 
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Brand. 

3.  All  new  rail  must  be  laid  with  the  brand  out. 
Expansion. 

4.  When  laying  rail  provision  must  be  made  for  expansion  and  con- 
traction, in  accordance  with  standard  sheet,  new  No.  152,  old  No.  128 — 
steel  shims  to  be  used  in  all  cases. 

Laying    Rail   and   Spiking. 

5.  When  laying  rail,  first  adze  the  ties  only  enough  to  give  proper 
bearing  for  the  rails,  pulling  only  two  lines  of  spikes,  the  inside  on  one 
rail  and  the  outside  on  the  other,  and  spiking  in  the  old  holes  plugged, 
unless  the  change  in  rail  sections  will  affect  the  gage  more  than  ^-in.,  in 
which  case  it  will  be  necessary  to  pull  one  line  of  spikes  on  one  rail  and 
both  lines  on  the  other — the  spiking  to  be  done  in  the  old  holes  plugged  as 
much  as  possible. 

Laying  Rail  and  Tie  Plating. 

6.  All  curves  must  be  full  plated  at  the  same  time  the  rail  is  laid, 
in  which  case  it  will  be  necessary  to  properly  adze  the  ties  to  allow  perfect 
seating  of  the  plates  when  the  rail  is  thrown  out.  The  work  should  be 
carefully  done,  proper  attention  being  given  to  the  gage,  to  avoid,  as  much 
as  possible,  having  to  reset  the  plates  when  the  final  spacing  of  tics  and 
surfacing  is  done.  On  tangents,  where  treated  ties  are  plated,  if  a  change 
is  made  in  the  rail  section,  new  plates  should  be  applied  to  treated  ties  at 
the  same  time  the  rail  is  laid. 

Spiking  and  Bolting. 

7.  In  all  cases,  before  the  work  is  left,  ties  must  be  full  spiked  and 
joints  must  be  full  bolted,  and  any  ties  that  are  too  low  on  account  of 
excessive  adzing  or  account  of  being  former  joint  ties,  must  be  tamped  up 
to  the  rail  and  full  spiked.  The  shimming  of  low  ties  under  the  rail  will 
not  be  permitted. 

Protection  When   Laying   Rail. 

8.  The  Roadmasters  or  extra  gang  foremen  will  notify  the  Superin- 
tendent the  day  before  they  are  going  to  lay  rail,  advising  him  of  the  loca- 
tion, the  time  they  will  start,  and  the  time  they  expect  to  complete  the 
work.  The  dispatcher  will  issue  a  31  order  to  all  trains,  and  foremen  in 
charge  of  gangs  must  sign  for  and  receive  a  copy  of  this  order  before 
starting  work.  This  does  not  in  any  way  cancel  or  relieve  foremen  from 
regular  flagging  instructions. 

Tie   Plating. 

9.  Tie  plates  can  be  applied  either  when  the  rail  is  out  of  the  track, 
in  which  case  they  must  be  embedded  with  steel  follower  plates,  sledges 
or  beetles ;  or  tie  plates  can  be  applied  by  setting  them  in  proper  position 
under  the  rail  and  driving  them  home  by  striking  with  spike  mauls  or 
sledges  on  opposite  corners  over  the  claws.  Under  no  circumstances 
whatever  will  the  seating  of  tie  plates  by  traffic  be  permitted. 

Closures. 

10.  The  use  of  switch  points  for  making  closures  will  not  be  per- 
mitted, under  any  circumstances.  In  all  cases,  closures  must  be  made 
with  pieces  of  old  rail  of  the  required  length.  Cutting  of  new  rail  for 
making  closures  will  not  be  permitted. 

Applying    Continuous  Joints. 

11.  Remove   rust   from   rail   ends   and   the  bearing  points  of  joints. 
Place  the  joints  on  the  rail  ends,  having  the  web  of  the  joints  parallel 

with  the  web  of  the  rail ;  insert  the  bolts. 

The  joints  should  be  well  driven  into  place  by  tapping  at  their  base 
until  they  are  brought  up,  and  have  a  bearing  on  lower  side  of  the  head 
of  the  rail,  then  tighten  the  bolts,  giving  an  equal  strain  on  each  bolt. 
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Do  not  try  to  drive  the  joints  uf>  by  striking  the  web. 

After  the  joints  have  been  in  track  two  or  three  days,  ihcy  must  all 
1)C  set  up  to  a  final  bcarin>i:  with  the  swa^ic,  and  all  holts  tightened.  In 
setting  up  the  joints  with  the  swa^i',  cxtrcnic  care  must  be  taken  to  hav<4 
a  uniform  and  ti.uht  fit  of  the  joints  to  the  base  of  the  rails,  which  will 
insure  an  oven  bearing  on  the  ties.  Under  no  circumstancex  must  joints 
be  tilted,  caused  by  driving  the  top  of  the  joints  instead  of  the  bottom. 
After  joints  have  been  in  service  one  month,  they  should  again  be  gone 
over,  swaged  up  and  bolts  tightened.  This  same  process  should  be  re- 
peated at  the  end  of  three  months. 

When  laying  rail,  only  sufficient  spikes  should  be  ])laccd  in  slots  to 
prevent  it  from  creeping.  When  joint  ties  are  spaced,  all  slots  should  be 
full  spiked  with  new  spikes,  which  should  be  driven  in  contact  with  insido 
edge  of  slots  to  avoid  interference  with  swaging  the  joints  up  to  a  tight 
bearing. 

Do  not  spike  slots  on  open  floor  bridges. 
Section   Foremen  to   Be  Present  When   Rail   Is   Laid. 

12.  The  section  foreman  must  be  present  while  rail  is  being  laid; 
inspect  it,  see  that  it  is  properly  laid,  and  all  details  taken  care  of,  in  ac- 
cordance with  instructions.  Section  foremen  will  be  held  equally  respon- 
sible with  the  extra  gang  foremen  for  any  defective  work  found  in  con- 
nection w^ith  laying  new  rail.  The  Section  Foreman  in  each  instance  will 
report  to  the  Roadmaster  in  detail  covering  the  laying  of  each  strip  of 
rail  on  his  section,  stating  the  condition  left  by  the  extra  gang  foreman, 
and  what  work,  if  any,  was  done  on  it  by  himself  and  gang. 

Spacing  Joint  Ties  and  Renewing  Ties. 

13.  Follow  with  spacing  joint  ties,  renewing  ties,  adzing  to  conform  to 
the  Ware  tie-plate  surfacer,  gaging,  etc.,  excepting  in  some  special  cases 
where  a  strip  of  rail  is  laid  on  good  surface  and  where  the  spacing  of 
joint  ties  or  resurfacing  is  not  to  be  done  for  some  time,  in  which  case  the 
rail  must  be  left  in  first-class  condition  regarding  all  details,  adzing,  gage, 
spiking,  tie  plating,  surface  and  line. 

Handling  Treated   Ties. 

14.  Treated  ties  must  be  handled  with  extreme  care,  to  avoid  injury. 
When  unloading  them  from  cars  they  must  not  be  thrown  on  top  of  each 
other  or  on  rocks,  rails  or  anything  that  will  break  pieces  ofif  of  them,  or 
otherwise  cause  injury. 

Adzing  Treated  Ties. 

15.  Extreme  care  must  be  taken  in  adzing  treated  ties,  and  only  such 
adzing  done  as  absolutely  necessary  to  provide  proper  surface ;  the  adzed 
part  of  the  ties  to  be  brush  treated  w^ith  hot  creosote  just  as  soon  as  the 
adzing  is  done.  Before  driving  creosoted  plugs  in  ties,  in  all  cases  hot 
creosote  must  be  poured  into  the  spike  holes,  and  the  men  driving  the 
plugs  must  be  provided  with  goggles,  to  avoid  injury  to  the  eyes. 
Drawing  Ties  into  Track. 

16.  Ties,  of  whatever  nature,  must  be  drawn  into  the  track  with  tie 
tongs,  and  under  no  circumstances  must  picks,  shovels  or  any  other  instru- 
ment be  used  for  this  purpose.  Under  no  circumstances  must  spike  mauls 
or  sledges  be  used  for  "bucking"  ties  into  position  when  spacing  or 
straightening  them  in  the  track.  They  must  be  moved  to  position  with 
tie  tongs,  bars  or  wooden  beetles.  Switch  ties,  adzed  for  the  frog  plate, 
must  be  immediately  brush  treated  with  hot  creosote. 

Cutting  Treated  Switch  Ties  to  Line. 

17.  The  cutting  ofT  of  treated  switch  ties  to  line  with  the  rail  will 
not  be  permitted.  Switch  sets  come  in  proper  lengths  to  give  good  line, 
and  when  placing  them  in  the  track,  foremen  should  follow  the  standard 
plans  for  spacing,  and  if  this  is  done,  the  ties  should  line  uniformly. 
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Plating  Ties. 

18.  Before  placing  ties  in  the  track,  both  tie  plates  must  be  applied, 
using  the  Ware  tie-plate  surfacer  as  a  gage  to  locate  the  plates  on  the 
tie,  and  driving  thcni  in  place  with  a  standard  steel  follower  plate,  and 
sledges  or  beetles.  Where  the  track  is  proper  gage,  or  to  be  regaged,  tie 
plates  should  be  set  to  exact  gage,  4  ft.  8^  in.,  except  where  gage  widen- 
ing is  required  on  account  of  curvature,  as  required  by  standard  instruc- 
tions, sheet  new  No.  152,  old  No.  128.  Where  regaging  does  not  have  to 
be  done,  the  plates  can  be  set  to  correspond  with  the  existing  gage  of  the 
track. 

Dating. 

19.  All  treated  ties  of  whatever  nature  must  be  dated  with  a  standard 
galvanized  dating  nail  the  same  day  they  are  placed  in  the  track,  the  po.si- 
tion  of  the  nail  to  follow  the  standard  instructions  for  that  year. 
Regaging. 

20.  Careful  attention  must  be  given  to  the  gage  of  track,  and  when 
regaging  tangents,  if  the  gage  is  uniform,  not  to  exceed  >^-in.  wide,  it 
will  not  be  necessary  to  regage ;  but  new  ties  should  be  spiked  to  corre- 
spond with  the  existing  gage.  If  the  track  is  more  than  ^-in.  wide,  it 
should  be  regaged  out  of  face.  On  curves,  if  the  gage  is  ^-in.  wider 
than  that  allowed  by  the  standard  for  that  curvature,  it  will  not  be  neces- 
sary to  take  the  plates  off  and  reset  them,  if  the  gage  is  uniform;  but  if 
gage  is  more  than  ^-in.  wider  than  the  standard  allowed  for  that  curva- 
ture, the  plates  should  be  taken  off  and  the  track  regaged. 

Testing  Gages. 

21.  Gages  must  be  frequently  tested,  and  none  must  be  used  that  have 
not  been  tested  by  the  Roadmaster  at  the  beginning  of  the  season  and  at 
various  periods  throughout  the  year.  Where  more  than  one  gage  is  being 
used  on  the  same  job,  they  must  be  compared  before  starting  work  and 
must  be  absolutely  the  same. 

Copy  of  Instructions  in   Hands  of  Foremen. 

22.  A  copy  of  these  instructions  must  be  in  the  hands  of  each  extra 
gang,  section  and  bridge  foreman,  who  will  be  required  to  sign  for  them 
on  regular  form  provided  for  that  purpose. 
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REPORT  OF  COMMITTEE  I— ON  ROADWAY. 


W.  M,  Dawley,  Chairman; 

J.  R.  W.  Ambrose, 

A.  F.  Blaess, 

Ward  Crosby, 

W.  C.  Curd, 

Paul  Didier, 

R.  C.  Falconer, 

S.  B.  Fisher, 

Frank  Merritt, 

l.  g.  morphy, 


J.  A.  Spielmann,   Vice -Chairman; 

F.  M.  Patterson, 

W.  D.  Pence, 

L.  M.  Perkins, 

W.  H.  Petersen, 

A.  C.  Prime, 

M.  J.  Slifer, 

J.   E.   WiLLOUGHBY, 

W.  P.  Wiltsee, 

Committee. 


To  the  Members  of  the  American  Railway  Engineering  Association: 

The  Board  of  Direction  assigned  to  the  Roadway  Committee  the 
following  subjects  for  consideration: 

(a)  Make  critical  examination  of  the  subject-matter  in  the  Manual, 
and  submit  definite  recommendations  for  changes. 

(i)  Continue  the  study  of  unit  pressures  allowable  on  roadbed  of 
different  materials,  conferring  with  Committee  on  Ballast  and  with  Spe- 
cial Committee  on  Stresses  in  Railroad  Track. 

(2)  Submit  specifications  for  protection  of  slopes  by  sodding  or 
otherwise. 

(3)  Recommend  means  for  prevention  or  cure,  as  case  may  be,  of 
water  pockets  in  roadbed. 

(4).  A  petition  signed  by  ten  members  of  the  Association,  addressed 
to  the  Board  of  Direction,  requesting  the  appointment  of  a  Special  Com- 
mittee to  investigate  and  report  on  the  subject  of  separating  the  grades 
of  roads  and  streets  with  railroads,  was,  after  due  consideration  by  the 
Board  and  in  view  of  the  fact  that  your  Committee  on  Roadway  reported 
on  this  subject  in  the  years  1908  and  1909,  referred  to  your  Committee 
on  Roadway  for  such  further  investigation  of  the  subject  as  might  be 
deemed  necessary  or  desirable.  Detailed  information  on  this  subject 
has  been  published  in  Bulletin  171  (November,  1914)  by  C.  E.  Smith,  As- 
sistant Chief  Engineer,  Missouri  Pacific  Railway.   - 

To  facilitate  the  work  of  the  Committee  the  several  subjects  were 
assigned  to  Sub-Committees,  the  personnel  of  which  was  based,  as  far  as 
practicable,  on  geographical  location,  for  convenience  of  holding  Sub- 
Committee  meetings.  Two  general  meetings  of  the  Committee  as  a  whole 
were  held.  One  on  June  6  at  New  York  and  the  other  on  November  20 
at  Chicago.  The  Sub-Committee  work  was  handled  by  Various  Sub-Com- 
mittee meetings  and  correspondence. 
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(a)      KKVISION    OF    MANUAL. 

Sub-Committee:     W.  1'.  Wiltsec,  Chairman;  J.  E.  Willoughby,  M.  J.  Cor- 
rigan  (died  August  22,  1914),  A.  C.  Prime  and  W.  I).  Pence. 

The  following   underscored  changes  or  additions  to  that  part  of  the 
Mannal  pertaining  to  Roadway  are  recommended: 

DEFINITIONS. 

Group  "A" — General. 
Cattle  Pass. — A  culvert  or  bridge  built   under   the  track  primarily   for 

the  passage  of  stock. 
Si'ECiFicATioN. — That  part  of  the  contract  describing  the  materials  for  or 

the  details  of  construction. 
Washout. — The  carrying  off  of  the  permanent  way  by  the  impact  and 
erosion  of  waters. 

Group  "B"—Right-of-Way. 
Roadway. — That  part  of  the   right-of-way  of  a  railway  prepared  to  re- 
ceive the  track.     (During  construction  the  roadway  is  often  referred 
to  as  the  grade.) 

Group  "C" — Technical. 

Construction  Station. — The  center  line  stake  set  at  the  end  of  each  full 
100- ft.  tape  or  chain  length. 

Location. — The  center  line  and  grade  line  of  a  railway  established,  pre- 
paratory to  its  future  construction. 

Group  "D" — Clearing. 

Clearing; — Removing  natural  and  artificial  perishable  obstruction  to  grad- 
ing. 

Brush. — Trees  less  than  4  in.  stump-top  diameter,  shrubs  or  branches  of 
trees  that  have  been  cut  off. 

Group  "E" — Drainage. 
Culvert. — An   arched,   circular  or   flat  covered   opening   of   timber,   iron, 
brick-  or  masonry,  built  under  the  roadbed  for  the  passage  of  water, 
or  for  other  purposes. 

Group  "F" — Grading. 
Foundation   Pit. — An   excavation   made   for  laying  the   foundation  of   a 
structure. 
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Haul. — The  distance  material  is  moved  in  the  construction  of  the  road- 

way. 
Free  Haul. — The  distance  within  which  material  is  moved  without  extra 

compensation. 
Overhaul.  —  The   distance   beyond   the    free-haul   limit   that   material    is 

hauled  in  constructing  the  roadway,  for  which  extra  compensation  is 

allowed. 
Ramp. — An  inclined  approach. 
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Waste. — Material    from    excavation    not    used    in   tlie    formation    of    the 

roadway. 
Waste  ok  Spoil  Banks. — Banks  outside  the  roadway  formed  by  waste. 

GENERAL    CONTRACT    REQUIREMENTS. 

5.  There  should  be  recognized  three  widths  of  roadbed  for  stand- 
ard-gage railways,  and  these  should  be  selected  to  suit  the  probable 
density  of  traffic.  These  widths  should  be :  Class  A,  20  ft. ;  Class  B,  16 
ft.,  and  Class  C,  14  ft. 

6.  The  width  between  center  lines  of  main  tracks  on  tangent  should 
not  be  less  than  13  ft. ;  on  curves  this  distance  may  be  increased. 

8.  No  waste  should  be  permitted  above  sub-grade  closer  than  10 
ft.  from  the  slope  stakes. 

SPECIFICATIONS    FOR    THE    FORMATION     OF    THE    ROADWAY. 

7.  All  these  materials,  except  as  hereinafter  mentioned,  shall  be 
burned  or  otherwise  removed,  as  may  be  directed,  and  without  injury  to 
adjoining  property. 

II.  Where  isolated  trees,  or  where  buildings  exist,  payment  shall 
be  made  for  the  removal  thereof  at  a  price  to  be  agreed  upon  before 
removal. 

20.  Common  excavation  shall  comprise  all  materials  that  do  not 
come  under  the  classification  of  solid  rock,  loose  rock,  or  such  other 
classifications  as  may  be  established  before  the  award  of  the  contract. 

22.  Rock  excavation  shall  be  taken  out  .  .  .  (....)  in.  below 
sub-grade  and  refilled  to  sub-grade  with  approved  material. 

23.  Excavation  in  excess  of  the  authorized  cross-section,  as  well 
as  slides  extending  beyond  the  slope  lines,  shall  not  be  paid  for  unless 
due  to  causes  beyond  the  control  of  the  contractor  or  his  agents.  In  all 
cases  the  surplus  material  shall  be  removed  by  the  contractor  without 
delay  and  the  slopes  reformed.  The  classification  of  the  material  shall  be 
in  accordance  with  its  conditions  at  the  time  of  removal,  regardless  of 
prior  conditions. 

28.  Gravel,  stone  or  any  other  material  suitable  for  special  use  of 
the  company,  which  is  met  within  the  excavations,  shall,  when  required, 
be  reserved  and  deposited  in  convenient  places  on  the  right-of-way,  as 
directed.  Other  suitable  material  in  the  vicinity  shall  be  substituted,  as 
required,  to  complete  the  embankments. 

30.  Intercepting  ditches,  when  ordered,  shall  be  made  at  the  top  of 
the  slopes  of  all  cuttings  where  the  ground  falls  toward  the  top  of  the 
slopes.  These  ditches  must  diverge  sufficiently  to  prevent  erosion  of  the 
adjoining  embankment.  The  cross-sections  and  locations  of  such  ditches 
shall  be  designated.  Tf  required,  they  shall  be  excavated  in  advance  of 
opening  the  cutting. 

31.  Ditches  shall  be  formed  at  the  bottoms  of  the  slopes  in  cut- 
tings, according  to  cross-sections  shown  upon  the  plans,  or  such  modifica- 
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tions  thereof  ;i.s  may  1)C  clircctcrl.  _Tlicy  shall  be  neatly  made,  clear  of 
(.)'l)slnietion,  and  at  the  lower  ends  mnst  diverge  snllieiently  to  prevent 
erosion  of  the  adjoininj^;  embankments. 

34.     When   directed,  embankments  shall  be  bnilt   in   horizontal  layers 

of (....)    ft.   in  thickness.     "Phese  layers   mnst  be  of 

the  fnll  width  of  the  embankment  and  built  to  the  true  slope,  and  n(tt 
widened  with  loose  material  from  the  top.  The  most  suitable  material 
shall  be  reserved  for  finishing  the  surface ;  large  stones  shall  not  be 
permitted  within  a  depth  of  at  least (....)  ft.  below  sub- 
grade. 

36.  Where  an  embankment  is  to  be  placed  on  sloping  ground,  the 
surface  shall  be  deeply  plowed  or  stepped.  Whenever  directed,  boggy  or 
unsuitable  material  shall  be  excavated  so  that^thc  embankment  shall  be 
on  a  firm  foundation. 

37.  In  crossing  bogs  or  swamps  of  unsound  bottom  for  light  fills,  a 
special  sul)structure  of  logs  and  brushwood  may  be  required.  The  logs  form- 
ing this  foundation  to  be  not  less  than  six  (6)  in.  in  diameter  at  the  small 
ends.  If  necessary,  there  shall  be  two  or  more  layers  crossing  each 
other  at  right  angles.  The  logs  of  each  layer  shall  be  placed  close 
together,  with  broken  joints,  and  covered  closely  with  brush.  The 
bottom  layer  shall  be  placed  transversely  to  the  roadway,  and  shall 
project  at  least  five  (5)  ft.  beyond  the  slope  stakes  of  the  embank- 
ment. 

Measurements  and  payment  for  this  substructure  shall  be  by  units 
of  one  hundred  (icmd)  ft.  square,  or  decimal  thereof,  of  area  covered 
by  each  layer. 

38.  In  forming  embankments  from  trestles,  the  material  shall  be 
thoroughly  compacted  between  the  trestle  bents  and  around  and  under 
all  parts  of  the  structure.  Jn  case  of  train  filling  by  means  of  a  tempo- 
rary trestle,  the  material  shall  be  uniformly  spread  in  the  fill. 

39.  Embankments    abutting    the    ends    of    trestle    bridges    shall    be 

brought   forward   upon  the   structure  a  distance   of  at  least 

( )    ft,   wnth    increased   width   of    .     .     .     .      ( )    ft.   in   order   to 

form  a  full  roadbed. 

40.  The  sub-grade  shall  be  compact  and  finished  to  a  true  plane,  thus 
leaving  no  depression  that  will  hold  water. 

41.  Material  for  embankments  or  about  masonry  or  other  structures 
shall  be  deposited  in  thin  layers,  and  each  layer  carefully  tamped.  Spe- 
cial care  must  be  exercised  that  no  excessive  strain  be  placed  upon  these 
structures.  Only  the  best  material  shall  be  permitted  for  the  purpose  of 
such  filling.  The  contract  price  for  excavation  shall  cover  the  cost  of 
obtaining,  distributing  and  packing  the  material  behind,  over  and  around 
all  such  structures. 

44.  Side  slopes  of  borrow  pits  on  the  right-of-way  shall  be  the 
same  as  used  in  the  cross-section  of  the  adjoining  roadway.  A  berme  of 
not  less  than ( )   ft.  in  width  shall  be  left  between 
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slope  stakes  of  the  embankment  and  the  edge  of  the  borrow  pit.  A  bernie 
of  not  less  than (....)  ft.  shall  be  left  between  the  out- 
side slope  of  the  borrow  pit  and  the  right-of-way  line.  Bermes  shall 
consist  of  the  original  unbroken  ground. 

45.  Borrow  pits  shall  not  be  excavated  before  they  have  been 
staked  out.  Borrowing  must  be  done  in  regular  shape  in  order  to  admit 
of  ready  and  accurate  measurement.  Borrowing  or  wasting  of  material 
will  not  be  permitted  on  land  set  apart  for  station  grounds  or  for  other 
special  purposes,  except  by  written  directions. 

46.  Grading  shall  be  estimated  and  paid  for  by  the  cubic  yard  at 
tiie  prices  specified  for  the  respective  materials.  Measurements  shall  be 
made  in  excavation  only,  except  as  hereinafter  mentioned. 

47.  The  contract  price  per  cubic  yard  shall  include  the  excavation 
of  the  material  by  any  method  whatsoever ;  the  loading,  transportation 
and  deposit  of  the  same  in  the  manner  prescribed  by  these  specifica- 
tions, and  in  the  places  designated ;  the  plowing  or  benching  of  the 
slopes ;  and  all  other  expenses  incident  to  the  work  of  grading. 

48.  Unless  otherwise  specified,  it  is  distinctly  understood  that  the 
contract  price  per  cubic  yard  covers  any  haul  found  necessary.  No 
allowance  will  be  made  for  any  so-termed  overhaul. 

(The  following  alternate  optional  overhaul  clause  is  recommended 
to  be  substituted  for  clause  No.  48  of  the  specifications  for  the  Formation 
of  the  Roadway  in  case  it  is  desired  to  allow  overhaul:) 

48-a.  No  payment  shall  be  made  for  hauling  material  when  the 
length  of  haul  does  not  exceed  the  limit  of  free  haul,  which  shall  be 
.     ....     ft. 

The  limits  of  free  haul  shall  be  determined  by  fixing  on  the  profile 
two  points — one  on  each  side  of  the  neutral  grade  point — one  in  excava- 
tion and  the  other  in  embankment;  such  that  the  distance  between  them 
shall  equal  the  specified  free-haul  limit,  and  such  that  the  included  quan- 
tities of  excavation  and  embankment  shall  balance.  All  haul  on  mate- 
rial beyond  the  free-haul  limit  shall  be  estimated  and  paid  for  on  the 
basis  of  the  following  method  of  computation,  viz. : 

All  material  within  this  limit  of  free  haul  shall  be  eliminated  from 
further  consideration. 

The  distance  between  the  center  of  gravity  of  the  remaining  mass 
of  excavation  and  center  of  gravity  of  the  resulting  embankment,  less 
the  limit  of  free  haul  as  above  described,  shall  be  the  length  of  over- 
haul. The  compensation  to  be  rendered  therefor  shall  be  determined  by 
multiplying  the  yardage  in  the  remaining  mass,  as  above  described,  by 
the  length  of  the  overhaul.  Payment  of  overhaul  shall  be  by  units  of  on^ 
cubic  yard  hauled  one  hundred   (100)   ft. 

In  case  material  is  obtained  from  borrow  pits  along  the  embankment 
and  runways  constructed,  the  haul  shall  be  determined  by  the  distance 
the  team  necessarily  travels.  The  overhaul  on  material  thus  hauled  shall 
be  determined  by  multiplying  the  yardage  so  hauled  by  one-half  the  round 
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(lislaiKC    made   l>y    the    team,   less   the    free-haul    distance.       I  he    runways 
sliall  l)e  estahlished  hy  the  engineer. 

52.  The  material  from  rock  tunnels  sliall  he  taken  out 

.     .     (....)   in.  below  sub-grade  and  refilled  to  sub-grade  with  approved 
material. 

53.  Blasting  shall  be  done  with  all  possible  care,  so  as  not  to 
damage  the  roof  and  sides.  All  insecure  pieces  of  rock  beyond  the  stand- 
ard cross-section  shall  be  removed  by  the  contractor. 

55.  The  price  paid  for  tunnel  excavation  shall  embrace  the  cost  of 
removal  of  all  materials  between  the  outer  faces  of  the  portals.  Tt  shall 
include  the  loosening,  loading,  transportation  and  placing  of  the  mate- 
rials in  embankment  or  waste  banks,  as  directed.  Tt  shall  also  include 
whatever  materials  and  labor  are  required  for  temporary  props,  sup- 
ports and  scaffolding  for  the  safe  prosecution  of  the  work,  as  well 
as  all  expense  of  keeping  the  tunnel  ventilated  and  free  from  water, 
oil  or  gas. 

57.  The  location,  number  and  dimensions  of  all  shafts  shall  be 
determined.  The  excavation  price  for  them  shall  cover  all  materials  con- 
tained within  the  specified  cross-section  between  the  surface  of  the  ground 
and  the  connection  of  the  shafts  with  the  tunnel.  This  price  shall  also 
cover  all  material  and  labor  for  curbing  and  support  of  the  sides  of  the 
shafts  as  may  be- required,  the  cost  of  keeping  the  shafts  ventilated  and 
free  from  water,  oil  or  gas,  as  well  as  the  cost  of  all  pumping  and  hoist- 
ing machinery. 

59.  The  contractor  shall  make  all  arrangements  and  be  at  the  sole 
expense  for  any  right-of-way  necessary  over  the  top  of  the  tunnel  for 
such  roads  as  he  may  require  between  the  ends  of  the  tunnel.  All  grading 
necessary  for  the  same  shall  be  done  at  his  expense. 

60.  The  contract  price  per  cubic  yard  for  tunnel  and  shaft  exca- 
vation, respectively,  cover  any  haul  found  necessary  in  placing  the 
material  where  designated.  There  shall  be  no  allowance  for  any  so- 
termed  overhaul. 

61.  The  contractor  shall  arrange  his  work  so  that  there  will  be  no 
interference  or  delay  in  any  manner  with  the  train  service  of  the  com- 
pany. He  shall  be  responsible  for  any  damage  to  the  company's  prop- 
erty caused  by  his  acts  or  those  of  his  employes.  Whenever  the  work  is 
liable  to  affect  the  movement  or  safety  of  trains,  the  method  of  doing 
such  work  shall  first  be  submitted  for  approval,  without  which  it  shall 
not  be  commenced  or  prosecuted.  If  continuous  detention  occurs  to  the 
train  service,  the  company  reserves  the  right  to  complete  the  work  at 
the  expense  of  the  contractor  after  giving  him  written  notice. 

62.  Heavy  blasting  shall  not  be  permitted  close  to  the  main  tracks, 
nor  shall  the  contractor  be  permitted  to  transport  material  along  or  be- 
tween the  company's  tracks,  except  when  properly  authorized.  When- 
ever the  work  as  authorized  affects  the  safety  of  the  trains  or  tracks,  the 
company  shall  take  such  precautions  as  it  may  deem  advisable  to  insure 
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safety.    The  cost  thereof  shall  be  charged  to  the  contractor  and  deducted 
from  his  estimate. 

64.  The  location  of  the  additional  track  shall  be  on  the  .  .  .  . 
side  of  existing  line.  But  whenever  it  is  expedient  to  change  any  portion 
to  the  opposite  side,  the  altered  alinement  shall  be  shown  upon  the  maps 
or  diagrams  furnished  by  the  company,  and  the  contractor  shall  conform 
to  the  same  without  extra  charge. 

66.  Wherever  it  is  necessary  for  material  of  any  description  to  be 
transported  across  the  existing  track  or  tracks,  the  location  of  the 
crossings  must  be  approved.  The  material  and  labor  of  placing  and 
maintaining  the  same  shall  be  furnished  by  the  company.  The  actual 
cost  shall  be  charged  to  the  contractor  and  deducted  from  his  estimate. 

67.  Day  and  night  watchmen  shall  be  furnished  by  the  company  at 
the  places  it  may  consider  necessary  for  the  safety  of  the  company's 
trains  and  works.  The  cost  shall  be  charged  to  the  contractor  and  de- 
ducted from  his  estimate.  It  is  distinctly  understood,  however,  that 
the  providing  of  such  watchmen  shall  not  relieve  the  contractor  from 
the  liability  and  payment  for  damages  caused  by  his  operation. 

70.  The  contractor  shall,  at  his  own  expense,  make  and  keep  in 
good  condition  commodious  passing  places  for  public  and  private  roads 
traversed  by  the  line  of  railway;  and  he  shall  be  held  responsible 
for  damages  of  whatsoever  nature  to  persons  or  neighboring  property 
caused  by  workmen  in  his  employ  leaving  gates  or  fences  open,  blasting 
rock,  building  fires  or  in  other  ways.  If  necessary,  the  payment  of  the 
estimate  may  be  withheld  until  such  damages  are  satisfactorily  adjusted. 
The  intention  of  the  contract  is  that  the  company  shall  not  be  held 
responsible  for  any  claims  or  losses  incurred  during  the  construction  of 
the  line  due  to  the  operation  or  negligence  of  the  contractor  or  his 
employes. 

71.  The  alinement,  gradients  and  cross-sections  of  the  roadbed,  as 
well  as  ditches  and  other  incidental  work,  may  be  altered  in  whole  or  in 
part,  as  deemed  necessary,  either  before  or  after  the  commencement  of 
the  work.  But  any  such  change  or  alteration  shall  not  afifect  the  unit 
prices  specified  in  the  contract;  nor  shall  any  such  changes  or  alterations 
constitute  claims  for  damages,  nor  shall  any  claim  be  made  or  allowed  on 
account  of  such  changes  or  alterations. 

72.  Before  beginning  and  during  the  progress  of  the  work,  the 
contractor  shall  remove  all  snow  and  ice  from  between  the  slope  stakes 
at  his  own  expense. 

72)-  The  contractor  shall  carefully  preserve  all  bench  marks  and 
stakes.  In  case  of  neglect  to  do  so,  he  will  be  charged  with  the  result- 
ing expense. 

77.  The  cost  of  any  extra  work  shall  not  be  considered  or  allowed, 
unless  such  extra  work  shall  have  been  done  by  direction,  in  writing. 
Such  written  directions  shall  in  every  case  contain  the  rates  and  methods 
of  payment  for  said  extra  work. 
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78.  The  contractor  shall  take  all  risks  from  casualties  of  every 
nature,  and  shall  not  be  entitled  to  any  compensation  for  detention  from 
such  causes.  The  contractor  assumes  risk  of  dnmaRc  to  stock,  tools  and 
machinery  used  on  the  work  while  on  the  property  of  the  railway  com- 
pany, and  the  contractor  agrees  to  make  no  claim  therefor  which  may  be 
caused  by  the  operation  of  the  railway. 

81.     In  the  foregoing  specifications  it  is  understood  and  agreed  that 

the   Chief   Engineer   of  the company   is   in   charge 

of  the  work,  and  that  he  may  appoint  such  assistants  as  he  may  select. 
Wherever  the   specifications   refer   to   the   judgment,   direction,   decision, 

approval,  etc.,  of  any  employe  of  the company,  they 

designate  and  mean  the  Chief  Engineer  or  one  of  his  assistants.  The 
decision  of  the  Chief  Engineer  shall  be  final  as  to  the  intent  and  mean- 
ing of  these  specifications. 

GRADE    REDUCTION    WORK. 

(i)  Organization — The  simplest  organization  is  preferable.  One 
man  should  be  in  responsible  charge  of  the  work,  with  a  stafif  of  en- 
gineers and  supervisors  to  cover  the  work ;  the  latter  should  have 
control  of  the  men,  material  and  means  necessary  for  their  respective 
sections. 

(4)  Surface  and  waterway  drainage  should  be  given  first  considera- 
tion, and,  lastly,  the  roadway  drainage  in  excavation. 

TRACK    ELEVATION    WORK. 

(6)  Water,  sewer  and  gas  pipes,  electrical  conduits  and  wires  should 
be  cared  for  and  moved  by  the  companies  owning  them,  whether  or  not 
the  expense  is  borne  by  the  railway  company. 

WATERWAYS. 

(i)  In  determining  the  size  of  a  given  waterway,  careful  con- 
sideration should  be  given  to  local  conditions  affecting  the  safety,  econom- 
ical construction  and  maintenance;  chief  among  these  conditions  are 
flood  height  and  flow,  size  and  behavior  of  other  openings  in  the  vicinity 
carrying  the  same  stream,  characteristics  of  the  channel  and  of  the 
watershed  area,  climatic  conditions,  extent  and  character  of  traffic  on 
the  given  line  of  railway,  and  probable  consequences  of  interruptions 
to  same. 

(2)  (a)  The  practice  of  using  a  formula  to  assist  in  fixing  the 
proper  size  of  the  waterway  in  a  given  case  is  warranted  only  to  the 
extent  that  the  formula  and  the  values  of  the  terms  substituted  therein 
are  known  to  fit  local  conditions. 

SLIDES. 

(9)  A  relocation  of  the  line  is  sometimes  necessary  where  the  slide 
assumes  the  proportion  of  an  avalanche. 
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WASHOUTS. 

(i)  The  ends  of  trestles  and  bridges  should  be  efficiently  protected, 
as  with  masonry  or  riprap. 

(2)  Track  should  be  raised  above  height  of  flood  waters,  if  possible, 
and  carried  on  strong  and  stable  roadbed. 

(3)  The  track  on  an  embankment  subject  to  overflow  should  be 
ballasted  with  heavy  angular  ballast  and  anchored.  The  lower  slope  of 
the  embankment  should  be  protected  with  riprap. 

(4)  Track  bridges  subject  to  overflow  should  be  anchored. 

SURFACE    AND    SUB-SURFACE    DRAINAGE. 

(i)     Water  should  be  kept  of?  the  roadbed  if  possible. 

TUNNELS. 

(2)  The  dimensions  of  the  section  of  tunnels  on  curved  track 
should  be  increased  and  the  track  displaced  from  center  of  tunnel  to 
give  substantially  the  clearance  given  above. 

(3)  Drainage  for  a  double-track  tunnel  should  occupy  a  concrete 
channel  midway  between  the  tracks. 

(4)  Concrete  should  be  used  for  the  permanent  tunnel  lining, 
except  where  local  conditions  will  injure  the  concrete  before  it  sets. 

The  arch  of  every  brick-lined  tunnel  should  be  laid  with  vitrified 
brick  in  rich  Portland  cement  mortar  for  a  width  of  five  feet  on  each 
side  of  the  center  line  of  each  track. 

STEAM-SHOVEL   WORK. 

Change  the  heading  General  Specifications  to  read,  "General  Specifi- 
cations for  a  Modern  Steam  Shovel  of  70  Tons  Weight  for  Roadway 
Construction." 

Under  heading  Repair  Parts  Necessary  to  Carry,  correct  the  spelling 
of  the  word  "shuts." 

Under  the  heading  Repair  Tools  Necessary  to  Carry,  correct  the 
spelling  of  the  word  "Stilson"  and  add  "2  spike  mauls,  2  clawbars,  i  track 
gage,  4  rail  clamps." 

Under  the  heading  Methods  of  Handling  Steam-Shovel  Work,  add 
to  the  subject-matter  under  "Dump  Cars"  the  following: 

"For  standard-gage  track,  12  or  16  yard  air-dump  cars  are  preferable 
to  6-yard  dump  cars  or  flat  cars." 

It  is  not  thought  necessary  to  revise  the  report  blanks  until  this  sub- 
ject-matter is  enlarged. 

(i)      UNIT     PRESSURES     ALLOWABLE     ON     ROADBED     OF 
DIFFERENT     MATERIALS. 

Sub-Committee :  J.  R.  W.  Ambrose,  Chairman ;  J.  A.  Spielmann, 
F.  M".  Patterson,  L.  G.  Morphy,  Paul  Didier,  J.  E.  Willoughby. 

The  importance  of  this  subject  in  its  relation  to  engineering  enter- 
prises  is   indicated   in   the   following   extract    from   a   letter   received   by 
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your    Committee    from    tlic    Hon.    (^i^orgc    Otis    Sniitli,    Director    of    the 
United  States  Geoloj^ical  Survey,  uiuler  date  of  June  .?o,  1914: 

"The  United  States  (ieological  Survey  has,  until  recently,  made  very 
little  cfYort  to  secure  detailed  and  exact  data  as  to  the  relations  of  soils 
of  different  compositions  and  textures  to  engineering  enterprises,  other 
than  reservoirs  and  irrigation  canals.  During  the  last  year,  however,  it 
has  made  some  ohservations  as  to  the  phenomena  of  deposition  and  move- 
ment under  pressures  of  soils  and  sediments  in  the  delta  of  the  Missis- 
sippi River.  The  results  of  this  investigation,  which  for  lack  of  funds 
has  been  conducted  on  a  small  scale  only,  promise  to  be  of  considerable 
interest,  but  the  studies  lack  engineering  precision  and  supplementary 
laboratory  experimentation.  However,  the  subject  of  the  relation  of  soils 
and  rocks  to  engineering  enterprises  is  so  urgent,  the  actual  knowledge 
of  the  subject  is  so  limited  and  the  value  of  the  information  to  be  de- 
rived from  thorough  study  and  experimentation  is  obviously  so  great  that 
one  of  the  geologists  of  the  Survey  has,  during  the  past  winter,  been 
detailed  to  the  Bureau  of  Mines  for  the  purpose  of  discussing  certain 
features  of  the  subject  as  observed  by  him  during  the  construction  of 
the  Panama  Cajial.  The  progress  of  these  studies  develops  such  promise 
of  importance  to  engineers  that  the  question  of  undertaking  more  com- 
prehensive and  thorough  studies,  supplemented  by  adequate  laboratory 
and  consultative  resources,  is  now  under  consideration  as  a  project  to 
be  taken  up  in  a  cooperative  way  with  the  Bureau  of  Mines,  it  being 
evident  that  to  get  the  best  results  competent  and  thorough  geologic  in- 
vestigation must  be  combined  with  the  experienced  and  able  engineering 
knowledge  and  adequate  experimental  testing." 

The  Chairman  of  this  Sub-Committee,  J.  R.  W.  Ambrose,  has  de- 
signed and  tried  out  an  apparatus  for  measuring  under  traffic  the 
pressure  at  any  point  exerted  by  the  ballast  on  the  roadbed,  which,  when 
calibrated,  gives  promise  of  furnishing  valuable  information.  No 
actual  results  in  pounds  per  square  foot  have  as  yet  been  obtained.  The 
experiments  having  been  conducted  at  considerable  personal  expense,  your 
Committee  feels  that  further  experiments  should  be  continued  along 
this  or  similar  lines  by  the  Special  Committee  on  Stresses  in  Railroad 
Track. 

Fig.  2  shows  the  apparatus  referred  to  above. 

Under  the  track,  in  any  desired  position,  is  placed  an  air-tight  box, 
the  upper  side  of  which  has  a  movable  diaphragm.  The  spring  within 
the  box  is  to  keep  the  diaphragm  in  the  extended  position  after  the  load 
is  removed.  This  box,  which  w^e  might  call  the  transmitter,  is  con- 
nected by  a  pipe  or  hose  to  a  similar  box  placed  on  edge,  and  having  a 
thin  rubber  diaphragm;  to  the  center  of  this  diaphragm  a  connection  is 
made  to  the  side  of  a  small  mirror;  thus  any  deflection  of  the  diaphragm 
is  multiplied  by  the  mirror. 

The  drawing  shows  the  simple  method  of  passing  a  ray  of  light 
on  to  the  mirror,  which  in  turn  is  deflected  according  to  the  magnitude 
of  the  impulse  given  the  transmitter,  the  sensitized  film  moving  at  a  con- 
stant speed  records  the  movements  of  the  light  ray. 

This  method  can  easily  be  enlarged  upon  and  made  as  sensitive  as 
desired.  It  is  only  necessary  to  calibrate  the  instrument,  when  actual 
results  may  be  obtained. 


ROADWAY. 


575 


FINE     GRAVEL 

2-1  mm 


COARSE  SAND 
|-*5mm 


N^3 

MEDIUM  SAND 

•5--25mm, 


■\^::^' 


^•>- 


N94 

FINE  SAND 
•25- -I  mm 


'N?5 

VERY  FINE  SAND 
•I --05  mm 


N^6 
SILT 

•05-*OO5rTwr», 


N?7 

CLAY 

•005-0  mm 


Fig.  I. 


)7<; 


UOADVVAY. 


ROADWAY. 


577 


^oobiz   (^ — : 


OOOtt 


e 


^OOZIS 


(Vi 


^ooro^  r -. 


000/2 


H 

0) 
(1) 

a 

O    ~ 


£ 
o 

-4-» 
■*■> 

o 

pq 


„     o 

S      •  ^  Oj      . 
<I>  „-  m"  iS  ^ 


ft^r:- 


-3 

c 
c 


o 

ru 

*f\ 

<* 

J) 

^ 

■F. 

00 

V 

\ 

\ 

\ 

\ 

V 

^ 

\ 

N 

/ 

/ 

/ 

/ 

1 

f 

/ 

/ 

/ 

o 

CM 

Kl 

■«♦ 

<o 

O 

»* 

oe 

c 


c 
to 


T3 

c 

c: 
> 
■'ob 

«o 

c 
o 

t3 

««- 
O 


RO\DWAY.  579 

Fig.  3  shows  some  of  the  results  obtained  from  two  different  types 
of  engines  passing  over  the  instrument. 

Fig.  4  shows  a  print  from  one  of  the  records  made. 

In  these  experiments  the  transmitter  was  I2  in.  under  the  tie,  cov- 
ered with  gravel  ballast;  the  recording  mechanism  was  located  300  ft. 
from  the  track,  which  accounts  for  the  broken  curve  due  to  the  inertia 
of  the  air  in  the  tube.  With  a  test-house  located  adjacent  to  the  track, 
this  difficulty  would  be  overcome  and  the  instrument  much  more  sensi- 
tive. 

The  Committee  received  some  results  of  deflection  tests  on  ballast- 
floor  trestles  from  C.  D.  Purdon,  Chief  Engineer,  St.  Louis  &  South- 
western Railway.  The  distribution  of  the  load  through  the  ballast  to  the 
stringers  seems  to  be  shown  in  Fig.  5.  Owing  to  the  variation  in  the 
strength  of  timbers,  we  cannot  rely  too  much  upon  these  tests,  although 
the  results  give  us  an  idea  of  what  we  may  expect. 

During  the  past  year  we  have  endeavored  to  make  a  preliminary 
classification  of  soils  preparatory  to  investigating  the  allowable  unit  pres- 
sures thereon.  This  question  has  been  handled  quite  exhaustively  by  the 
United  States  Department  of  Agriculture,  and  in  Bulletin  No.  84,  Messrs. 
Fletcher  &  Bryan  describe  the  apparatus  and  method  of  making  a  me- 
chanical analysis  of  soils  and  give  seven  subdivisions  into  which  soils, 
excluding  gravel,  stone  and  rock,  may  be  divided,  namely : 

Material.  Size. 

No.  I  Fine  gravel   2.  —  i.  mm. 

No.  2  Coarse  sand , i.  —  0.5  mm. 

No.  3  Medium  sand   0.5  —  0.25  mm. 

No.  4  Fine  sand    0.25  —  o.io  mm. 

No.  5  Very  fine  sand o.io  —  0.05  mm. 

No.  6  Silt    0.05  —  0.005  rnm. 

No.  7  Clay   0.005  —  0.0000  mm. 

Your  Committee  feels  that  since  the  first  five  of  the  above  materials 
may  be  determined  by  screening,  that  we  should  define  and  adopt  the  fol- 
lowing screen  as  standards : 

Screens 

Material.  Pass  Through  Retained  On 

No.  I     Fine  gravel  No.    10  No.    18 

No.  2     Coarse  sand   No.    18  No.    32 

No.  3     Medium    sand    No.    32  No.    70 

No.  4    Fine  sand    No.    70  No.  160 

No.  5     Very   fine   sand No.  160  No.  230 

By  the  number  of  sieve  is  meant  the  number  of  meshes  per  linear 
inch  in  the  wire  cloth,  woven  from  brass  wire,  having  the  following 
diameters  for 

Sieves  Nos.    10  and    18   0.0165  inches  diameter 

Sieve    No.  32   o.oi  12  inches  diameter 

Sieve    No.  70  0.0045  inches  diameter 

Sieves  Nos.  160  and  230 0.0024  inches  diameter 

The  mesh  should  be  regular  in  spacing  and  the  cloth  should  be 
mounted  on  the  frame  without  twisting.     The  last  two  subdivisions,  silt 


580  ROADWAY. 

and  clay,  arc  iiKirc  ditliciilt  to  dclcnniiic,  but  tlie  incthod  is  fully  set  forth 
in  tiic  Bullotiii,  No.  84,  of  tiie  Bureau  of  Soils,  Agricultural  Dipartuicnt, 
above  referred  to. 

If  the  above  subdivisions  are  adopted,  we  can  then  classify  various 
soils  by  giving  the  percentage  of  the  materials  contained.  The  i)ercentagc 
of  water  contained  in  each  sample  of  soil  should  also  be  determined  by 
weighing,  drying  and  reweighing,  as  the  moisture  content  has  a  decided 
influence  on  the  bearing  j)owcr  of  many  soils. 

Appended  hereto  is  Searcli  No.  796,  kindly  made  by  the  American 
Society  of  Civil  Engineers,  July  18,  1914,  giving  reference  to  articles 
published  during  the  years  1908-1913  on  the  "Bearing  Power  of  Soils": 

BIBLIOGRAPHY. 

"Pressure  Resistance  and  Stability  of  Earth,"  by  J.  C.  M'ecm,  Trans., 
A.  S.  C.  E.,  Vol.  70,  p.  352.  (Paper  1174,  Dec,  1910.)  ('Jhe  author 
aims  to  consider  the  resistance  and  stability  of  earth  as  applied  to  piling 
and  foundations.) 

"Experiments  on  Retaining  Walls  and  Pressures  on  Tunnels,"  by 
William  Cain,  Trans.,  A.   S.   C.   E.,  Vol.  72,  p.  403.      (Paper   1192,  June, 

1911.) 

"The  Ultimate  Load  on  Pile  Foundations,  a  Static  Theory,"  by  John 
H.  Griffith,  Trans.,  A.  S.  C.  E.,  Vol.  70,  p.  412.     (Paper  1173,  Dec,  1910.) 

"The  Hard-Pan  Test  at  the  New  Cook  County  Hospital,"  by  Frank 
A.  Randall,  Journal  Western  Society  of  Civil  Engineers,  Vol.  17,  p.  725. 
(Oct.,  1912.)  (Method  of  making  tests  to  find  the  bearing  power  of  the 
soil  and  record  of  results,  including  discussion.) 

"Abstract  of  Same.  Bearing  Power  of  Soil  Under  Foundations  at 
Chicago,"  Eng.  News,  Vol.  69,  p.  463.     (March  6,  1913.) 

"The  Bearing  Power  of  Moist  Blue  Clay,"  by  Edward  Hancock, 
Jour.  Western  Soc  of  Eng.,  Vol.  17,  p.  745.  (Oct.,  1912.)  (Results  of 
tests  in  the  loop  district,  Chicago.) 

"Lateral  Pressure  in  Clay  From  Superimposed  Loads,"  by  Walter  L. 
Cowles,  Jour.  Western  Soc.  Eng.,  Vol.  17,  p.  746.     (Oct.,  1912.) 

"Testing  Soil  Below  the  Surface  for  Foundation  Loads,"  Engineering 
Record,  Vol.  62,  p.  71.  (July  16,  1910.)  (Results  of  tests  of  soil  in 
New  York  City  as  a  preliminary  to  constructing  a  nine-story  building.) 

"Foundation  Loads,"  Builder,  Vol.  loi,  pp.  332,  453,  780.  (Sept.  22, 
Oct.  20,  Dec  29,  1911.)  (Discusses  the  relation  of  geology  to  engineer- 
ing, bearing  power  of  soils,  etc.) 

"Foundation  Construction  of  the  New  State  Capitol  of  South  Dakota," 
by  Samuel  H.  Lea,  Eng.  Rec,  Vol.  57,  p.  437.  (April  4,  1908.)  (Tests 
were  made  to  determine  the  bearing  power  of  the  soil.) 

"A  Consideration  of  the  Earth's  Surface  in  Its  Relation  to  Building 
Construction,"  by  Owen  B,  Maginnis,  Architects  and  Builders'  Maga- 
zine, Vol.  9,  p.  82.     (Nov.,  1907.) 

"Bearing  Tests  for  Heavy  Foundation  Loads,"  Eng.  Rec,  Vol.  60, 
P-  55-  (July  10,  1909.)  (On  tests  made  for  the  foundation  of  the  State 
Capitol  at  Madison,  Wis.) 

"Testing  Foundations  at  the  Municipal  Building,  New  York,"  Eng. 
Rec,  Vol.  63,  p.  197.     (Feb.  18,  1911.) 

"Foundation  W^ork  on  the  Municipal  Building,  New  York,"  Eng.  Rec, 
Vol.  62,  p.  46.     (July  9,  1 910.) 

Editorial  on  same,  Eng.  Rec,  Vol.  62,  p.  57.     (July  16,  1910.) 

"Allowable  Pressures  on  Hardpan"  (letter),  by  Rudolph  Miller,  Eng. 
Rec,  Vol.  62,  p.  ySs.     (Dec.  31,  1910.) 


f 


ROADWAY.  681 

"Sand  Foundations  for  High  Buildings"  (editorial),  Eng.  Rec,  Vol 
66,  p.  310.     (Sept.  21,  1912.) 

"Soil  Bearing  Tests,"  Eng.  Rec,  Vol.  66,  p.  304-  (Sept.  14,  1912.) 
(Details  of  tests  made  during  the  construction  of  the  Dallas-Oak  Cliff 
viaduct  at  Dallas,  Tex.) 

"Failure  of  the  Transcona  Grain  Elevator,"  Eng.  News,  Vol.  70,  p. 
944.  (Nov.  6,  1913.)  (Refers  briefly  to  load  tests  made  on  the  soil  at 
the  site  of  the  grain  elevator.) 

"A  Device  for  Making  Surface  Tests  of  the  Bearing  Power  of  Soils, 
With  Some  Examples  of  Operation,"  Engineering-Contracting,  Vol.  34, 
p.  94-     (Aug.  3,  1910.) 

"Results  of  Tests  on  Chicago  Hardpan  at  a  Depth  of  Fifty-one  Feet 
Below  Lake  Level,"  Eng.  Con.,  Vol.  Z7,  P-  43^-     (April  17,  1912.) 

"Foundation  of  the  Municipal  Building,  New  York  City,"  Eng.  News, 
Vol.  64,  p.  523.  (Nov.  17,  1910.)  ("Suitable  test  was  made,  and  the. 
actual  bearing  capacity  of  the  sand  at  the  bottom  of  the  proposed  founda- 
tion was  determined  to  be  about  20  tons  per  sq.  ft.  within  the  limits  of 
reasonable  settlement.") 

"Foundation  Pressure  on  Hardpan;  Proposed  Rule"  (letter),  by 
Rudolph  Miller,  Eng.  News,  Vol.  64,  p.  727.     (Dec.  29,  1910.) 

"Hardpan  and  Other  Soil  Tests."  by  J.  Norman  Jensen.  Eng.  News. 
Vol.  6q,  p.  460.     (March  6,  1913.)     (Data  on  tests  made  at  Chicago.) 

"Pneumatic  Caisson  Foundations,  Whitehall  Building,  New  York," 
Eng.  Rec,  Vol.  61,  p.  792.  (June  18,  1910.)  (Contains  data  on  hardpan 
bearing  tests.) 

"A  Composite  Sand  and  Rock  Foundation  for  a  Tall  Building,"  Eng. 
Rec.  Vol.  63,  p.  24.     (Jan.  6,  1910.) 

"Renort  on  Unit  Pressures  Allowable  on  Roadbeds  of  Different  Mate- 
rials." Proceedins-s,  American  Railway  Eng-ineering  Association,  Vol.  13, 
p.  388  (1QT2).     (On  the  safe  bearing  of  soils.) 

"Foundation'5  of  Bridges  and  Buildings"  n.  534.  bv  Henry  S.  Jacobv 
and  Roland  P.  Davis.  New  York.  1914.  McGraw-Hill  Book  Co.  (Con- 
tains data  on  the  values  of  bearing  capacitv  of  soils.) 

"A  Practical  Treatise  on  Subaqueous  Foundation."  p.  40T.  by  Charles 
Evan  Folwer.  Third  edition.  New  York.  1914.  John  Wilev  &■  Sons. 
(Contains  a  table  of  safe  loads  on  foundations  for  different  kinds  of 
soil.) 

"Concrete  Pile  Footings  for  the  42-Story  L.  C.  Smith  Building,  Seattle, 
Wash.."  Eng.  News,  Vol.  68.  p.  914.  (Sept.  14,  1912.)  (After  they  were 
nlaced.  the  piles  were  tested  under  load  and  showed  a  settlement  under 
load  of  sixty  tons  per  pile,  varyinsr  from  %  iri-  in  the  case  of  the  best 
clay  substrata  to  2V9,  in  the  softest.) 

"Test  on  Foundations  in  the  Manila  Port  District."  bv  John  W.  Gra- 
ham, Quarterly  Bulletin,  Bureau  of  Public  Works,  Philippine  Islands,  Vol. 
2,  p.  49-     (April,  T913.) 

Abstract  of  same,  "Special  Concrete  Foundations  in  the  Manila  Port 
District,"  by  John  W.  Graham,  Eng.  News,  Vol.  70,  p.  554.  (Sept.  18, 
1913-) 

"The  Foundations  of  the  Fireman's  Insurance  Building  in  Newark," 
Eng.  Rec,  Vol.  64,  p.  62,6.  (Nov.  25,  1911.)  ("The  footings  of  the  piers 
were  carried  down  to  a  depth  of  about  31  to  2>^  ft.  below  the  curb,  and, 
although  loaded  to  eight  tons  per  sq.  ft.  on  hardpan,  showed  no  settle- 
ment.") 

"Chicago  Building  Foundations,"  by  A.  M.  Wolf,  Wisconsin  Engineer, 
Vol.  16,  p.  149.  (Jan.,  1912.)  (Gives  the  Chicago  ordinances  for  loads 
on  foundations  in  different  kinds  of  soil.) 
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"Foundations  for  the  Municipal  Building,  New  York,"  by  Maurice 
Deutsch.  School  of  Mines  Quarterly,  Vol.  32,  p.  i.  (Nov.,  1910.)  (Con- 
tains data  on  the  character  of  tlie  soil  in  which  the  foundations  were 
built." 

"The  Settlement  of  the  Magistrates'  Courts,  Georgetown,  British 
Ciuiana,"  by  Leonard  Percival  Ilidge,  Minutes,  Proceedings  Institution 
of  Civil  Engineers,  Vol.  173,  p.  216.     (1907-8,  Ft.  3.) 

Kiinstliche  Fundierung  des  Geschaftsgebaudes  fur  das  Oberlandes- 
gericht  zu  Dusseldorf,"  by  Franz  Boerner,  Beton  und  Risen,  Vol.  7,  p. 
340.  (Oct.  26,  TQoS.)  (Foundations  for  the  new  Court  House  in  Dussel- 
dorf: an  examination  of  the  ground.) 

"Boston  Foundations,"  by  J.  R.  Worcester,  Journal,  Boston  Society 
of  Civil  Engineers,  Vol.  i,  pp.  i,  179.  (Jan.,  April,  1914.)  (Gives  results 
of  tests  on  the  bearing  power  of  the  soil.) 

"The  Reconstruction  of  the  Foundations  of  the  Waterville  High 
School,"  by  Geo.  L.  Freeman.  Proceedings,  Maine  Society  of  Civil  En- 
gineers, 1912,  p.  88.     (Contains  data  on  the  bearing  power  of  soils.) 

"The  Bracing  of  Trenches  and  Tunnels,  with  Practical  Formulas  for 
Earth  Pressures,"  by  J.  C.  Meem,  Trans.,  A.  S.  C.  E.,  Vol.  60,  p.  i. 
(page  1062,  June.  1908.) 


(2)      SPECIFICATIONS    FOR    PROTECTION    OF    SLOPES    BY 
SODDING    OR    OTHERWISE. 

Sub-Committee:  Frank  Merritt,  Chairman;  Ward  Crosby,  S.  B. 
Fisher,  W.  H.  Petersen. 

A  general  letter  was  sent  to  all  roads,  and  one  hundred  and  twenty- 
four  replies  were  received.  Sixty-eight  had  nothing  to  offer,  while 
eighty-three  practiced  sodding  to  a  limited  extent  and  fifteen  to  a  much 
larger  extent.  Out  of  the  hundred  and  twenty-four  replies,  only  six 
specifications  for  sodding  and  one  for  seeding  were  received.  Attached 
are  copies  of  the  specifications  received. 

Seeding  does  not  appear  to  be  in  much  favor,  as  only  four  advo- 
cated seeding.  Protection  by  tiling  or  otherwise  met  with  light  response ; 
a  few  favored  tiling.  Several  advocated  cinders,  while  others  advo- 
cated honeysuckle  or  willows  on  wet  slopes.  Perhaps  the  reason  for  the 
light  response  was  that  the  Roadway  Committee  made  a  report  on  drain- 
ing banks.  (See  Vol.  10,  Part  II,  on  pages  921  and  922;  also  pages  1094, 
1096  and  1 104  and  1106.)  These  recommendations  cover  the  ground  for 
drainage  in  quite  a  thorough  manner.  Roads  in  arid  countries  point  out 
the  fact  that  sodding  was  useless  on  account  of  lack  of  water,  while 
others  in  wet  countries  state  that  sodding  was  unnecessary,  as  the 
slope  soon  becomes  sodded  naturally.  The  principal  points  to  be  covered 
by  the  specifications  for  sodding  are  as  follows : 


PREPARATION    OF    SLOPES. 


Nearly  all  agree  that  there  should  be  some  preparation  of  the  slope, 
and  there  should  be  a  dressing  of  good  soil  on  top.  There  is  a  difference 
of  opinion  as  to  manure  dressing,  but  this  objection  being  on  the  grounds 
that  it  introduced  objectionable  weeds. 
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LIMIT    OF    SLOPES. 

There  is  a  wide  difference  of  opinion  on  the  Hmit  of  slopes  that  can 
be  successfully  sodded,  but  it  is  evident  that  steep  slopes  can  be  sodded 
by  pinning  the  sod  until  same  is  well  rooted. 

CUTTING    SOD. 

The  difference  of  opinion  on  this  point  is  largely  on  account  of  the 
different  kinds  of  sod  used.  For  Bermuda  and  all  running  plants,  it  is 
evident  that  the  sod  should  be  set  out  in  small  pieces,  so  as  to  grow  a 
new  sod.  For  grasses  that  do  not  have  creeping  stems,  this,  of  course, 
would  not  be  true,  and  in  that  case  all  the  slope  should  be  sodded. 

The  letters  do  not  show  what  kind  of  grasses  require  full  sod- 
ding, and  in  this  respect  the  appended  specifications  are  not  complete. 

WATERING    SOD. 

All  agree  that  the  sod  should  be  well  watered  until  firmly  rooted. 

STAKING    SOD. 

Most  of  the  replies  advocated  staking  the  sod,  but  this  does  not 
appear  to  be  necessary  on  slopes  that  are  not  steeper  than  2  to  i. 

SETTLING   BANKS   BEFORE   SODDING. 

There  is  a  great  difference  of  opinion  on  this  point,  but  for  Ber- 
muda grasses  with  creeping  stems  there  appears  to  be  no  necessity  for 
waiting  for  banks  to  settle.  For  other  grasses  this  is  an  open  ques- 
tion, and  the  appended  specifications  may  not  be  complete  on  this  sub- 
ject. 

SEEDING. 

The  correspondence  does  not  show  much  interest  in  seeding.  We 
have  only  one  specification  for  seeding,  which  appears  to  be  quite  com- 
plete, and  see  no  objection  to  adopting  it. 

PLANTING    WILLOWS. 

On  banks  that  are  wet  and  springy  at  the  toe  of  slope,  such  as  steep 
hillsides  or  reservoir  banks,  the  planting  of  willows  or  other  trees 
should  be  looked  into  more  fully.  The  appended  specifications  do  not 
cover  that  point. 

The  following  is  an  analysis  of  the  replies  received: 

PREPARING     SLOPES. 

Louisville  &  Nashville: 

Smooth  down  the  slopes,  loosen  the  top  surface  and  then  sod. 
Georgia  Railroad  • 

Arrange  slopes  two  to  one  and  cover  with  Bermuda  sod.  We  do 
not  use  top  dressing  or  fertilizer,  but  recommend  it. 

Vandalia  Railroad: 

Do  not  use  dressing,  but  roll  slopes. 
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Philadelphia  &  Reading: 

Must  have  6  in.  of  rich  soil.  Do  not  rccomincnd  inamirc,  ac(f)iiiit 
weeds. 

Wichita   Union   Terminal: 

Banks  were  of  sand  pumped  from  river;  cover  slopes  with  blanket 
of  earth  2  ft.  thick;  no  manure  used,  except  where  soil  was  poor. 

Toronto  Terminal  Railroad: 

Grading  of  the  slopes  will  be  prepared  for  liic  contractor,  and  no 
slope  will  be  greater  than  one  to  one.  Top  of  embankment  will  l)e  graded 
2  ft.  from  top  of  the  slope. 

Erie  Railroad: 

When  soil  is  sterile,  cover  with  6  in.  of  fertile  soil. 
Pittsburgh  &  Lake  Erie: 

We  use  dressing  of  3  in.  of  loam. 

Pennsylvania  Railroad: 

The  surface  of  the  area  to  be  sodded,  and  shall  be  raked  and  level ; 
any  depression  will  be  filled  with  suitable  material  and  will  be  stamped 
solid. 

SELECTING,    CUTTING    AND    TAKING    CARE    OF    SOD. 

Philadelphia  &  Reading: 

Cut  sod  16  in.  wide  by  2J/2  in.  thick. 

Erie  Railroad: 

Sod  must  be  cut  from  a  clay  or  loam  soil  having  a  good  drainage,  but 
no  sand,  it  must  be  uniform  in  texture,  free  from  bunch  grass  or  ob- 
noxious weed,  and  consisting  preferably  of  Kentucky  blue  grass,  Red 
Top,  or  other  grasses  with  creeping  stems. 

Sod  should  be  cut  from  ground  generally  level,  and  must  contain 
sufficient  moisture  to  maintain  its  vitality  during  transportation — this  may 
be  accomplished  by  cutting  after  a  rain  or  by  sprinkling.  Sod  will  be 
cut  three  or  more  feet  long,  18  in.  wide  and  2^  in.  thick. 

Sod  will  be  laid  upon  cars  as  soon  as  cut  and  taken  to  the  work  and 
relaid  with  the  least  possible  delay. 

Pennsylvania  Railroad: 

Sod  furnished  must  be  strong,  healthy  blue  grass — sod  cut  from  a 
field  that  has  not  been  plowed  or  broken  up  within  five  years  previous 
to  cutting.  The  sod  shall  be  cut  from  high  and  well-drained  ground,  and 
shall  be  free  from  stones,  weeds,  etc.  Sod  shall  be  cut  in  sections  15  in. 
wide  and  from  3  to  5  ft.  in  length  and  not  less  than  i^  in.  thick.  It 
shall  be  laid  as  promptly  as  possible  after  being  cut,  and  any  sod  that  is 
heated  will  not  be  accepted. 

Cotton  Belt: 

Sod  small  bunches  of  grass  about  i  ft.  apart. 

Georgia  Railroad: 

Cover  with  Bermuda  sod. 

Nezvburgh  &  South  Shore: 

Cover  the  entire  slopes  with  sod,  but  prefer  seeding. 

Wichita  Union  Terminal: 

A  small  tuft  of  Bermuda  sod  was  placed  at  intervals  of  about  2  ft. 

Pittsburgh  &  Lake  Erie: 

Cover  all  the  area  with  sod. 

New  Orleans  &  Great  Northern: 

Scatter  small  pieces  of  sod  over  the  slopes  at  intervals  of  i  to  2  ft. 
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ROLLING  SLOPES. 

Georgia  Railroad: 

We  do  not  roll  banks. 
Vandalia  Railroad: 

We  do  not  use  dressing,  but  roll  slopes. 
Wichita  Union  Terminal: 

Banks  were  not  rolled. 
Toronto  Terminal  Railroad: 

Banks  were  not  rolled  or  dressed. 
Pittsburgh  &  Lake  Erie: 

We  do  not  roll  banks. 
Erie  Railroad: 

Sod  must  be  laid  with  line  dimensions  at  right  angles  to  track,  and 
sod  to  be  firmly  padded  down  with  shovel. 

WATERING  SOD. 

Vandalia  Railroad: 

Sod  should  be  done  in  proper  season  to  avoid  watering. 

Philadelphia  &  Reading: 

Sod  should  be  kept  wet  until  the  roots  take  hold, 

Wichita  Union  Terminal: 
Sod  was  not  watered. 

Pittsburgh  &  Lake  Erie: 
Water  sod  frequently. 

Erie  Railroad: 

All  sod  laid  during  the  night  shall  be  thoroughly  watered  as  soon  as 
practicable  after  laying,  and  no  sod  shall  be  left  over  night  after  laying 
without  being  watered.  All  sod  shall  be  watered  daily  for  20  days  after 
laying. 

LIMIT  OF  SLOPES. 

Louisville  &  Nashville: 

Not  steeper  than  1J/2  to  i. 

Philadelphia  &  Reading: 
Not  less  than  i^  to  i. 

Newburgh  &  South  Shore: 

All  slopes  of  ordinary  earth,  which  are  as  steep  as  iH  to  i,  should  be 
protected  by  either  sodding  or  seeding. 

Cotton  Belt: 

Would  not  sod  cuts  where  slope  is  i  to  i. 

Toronto  Terminal  Railroad: 

Sod  the  entire  slope. 
Pittsburgh  &  Lake  Erie: 

Sod  slopes  as  steep  as  i  to  i  and  use  stakes. 
Erie  Railroad: 

No  slope  will  be  greater  than  i  to  i. 
Vandalia  Railroad: 

Limit  1Y2  to  I. 

KINDS   OF  SOIL. 

Vandalia  Railroad: 

Timothy  and  red  clover — mix  them,  make  a  success. 

Pittsburgh  &  Lake  Erie: 

Where  seed  is  used,  use  Kentucky  blue  grass  and  Red  Top  clover — 
two  of  former  and  one  of  the  latter. 
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En'e  Railroad: 

Prefer  Kentucky  bine  Rrnss,  Red  Top  and  other  prasses  with  creep- 
ing permanent  stems. 

Pcnnsyh'ania  Railroad: 

Sod  must  he  strong,  heaUhy  l)hie  grass  sod. 

STAKINC    SLOI'KS. 

Vandalia  Railroad: 

Recommend  staking  slopes. 

Philadelphia  &  Reading: 

Recommend  staking  slopes. 

Wichita  Union  Terminal: 
Sod  was  not  staked. 

Pittsburgh  &  Lake  Erie: 

Use  stake  spikes  on  slopes  from  i  to  i  to  3  to  i. 

Erie  Railroad: 

The  contractor  will  place  two  stakes,  size  1%  in.  x  2  in.  x  24  in.,  to 
each  sod,  4  stakes  enclosing  3'  sq.  ft.  of  sodding,  driving  these  into  the 
slope  so  that  the  top  of  the  stake  shall  project  2  in.  above  the  sod;  20 
days  or  more  after  driving  the  stakes  shall  be  driven  down  flush  to  the 
top  of  the  soil. 

Pennsylvania  Railroad: 

Not  less  than  two  pins  shall  be  placed  in  each  square  yard  of  sod 
laid,  these  pins  to  be  made  of  wood  ^-in.  square  and  not  less  than  8  in. 
long.  The  cost  of  furnishing  and  placing  these  pins  is  included  in  the 
unit  price  of  sod.  If,  in  the  opinion  of  the  Engineer,  pins  longer  than  8  in., 
but  not  exceeding  12  in.,  or  more  than  2  pins  per  square  yard  are  required, 
they  shall  be  furnished  by  the  contractor  and  used  without  extra  com- 
pensation. 

TEMPORARY    PROTECTIONS     AGAINST     WASH. 

Georgia  Railroad: 

Do  not  arrange  for  temporary  protection,  but  think  it  advantageous. 

Vandalia  Railroad: 

On  slopes  less  than  i^  to  i  should  have  temporary  protection  against 
w^ash. 

Pittsburgh  &  Lake  Erie: 

Do  not  use  temporary  protection. 

Toronto  Terminal  Railroad: 

No  temporary  protection  used. 

SHOULD   BANKS    BE    SETTLED   BEFORE    SODDING? 

Vandalia  Railroad: 

Banks  should  be  settled  in  fills  before  sodding. 

Cotton  Belt: 

We  sod  new  banks  at  once. 

Wichita  Union  Terminal: 

Sodding  done  at-  once,  but  as  banks  w^ere  of  sand  we  had  small  set- 
tlement. 

Toronto  Terminal  Railroad: 
Wait  until  fill  is  settled. 

Pittsburgh  &  Lake  Erie: 

Do  not  sod  until  thoroughly  settled. 
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SEEDING. 

Philadelphia  &  Reading: 

Prefer  to  sow  seed  in  the  fall. 

Nezvburgh  &  South  Shore: 

Prefer  seeding  to  sodding ;  had  good  success  with  seeding — red  clover. 

WET  SLOPES — USE  OF   WILLOWS. 

Vandalia  Railroad: 

Advocate  cinders  on  toe  of  wet  slopes. 

Cotton  Belt: 

Have  used  willows  where  overflow  water  was  liable  to  come  across 
bank. 

Toronto  Terminal  Railroad: 
Advocate  willows. 

Rock  Island: 

On  wet  banks  plant  trees. 
Temiskaming  &  Northern  Ontario: 

We  do  not  make  a  practice  of  sodding  slope  or  tile  drainage  slopes  to 
prevent  slides.  We  have  a  great  many  cuts  subject  to  slides,  but  we 
consider  it  cheaper  to  remove  slides  by  railway  ditcher  than  to  go  to  the 
expense  of  any  elaborate  system  of  bank  protection. 

Central  of  Georgia: 

Do  not  make  a  practice  of  sodding  slopes,  or  tile  draining,  but  have 
planted  Bermuda  grasses  on  some  that  soon  covered  slope  and  does  good 
work  in  protecting. 

No  tile  drains  for  slopes. 

Fort  Worth  &  Denver  City: 

We  make  no  regular  practice  of  sodding  slopes,  but  there  are  isolated 
cases  where  banks  have  been  planted  in  Bermuda  grass  for  protection 
against  wash. 

New  Orleans  &  Great  Northern: 

Not  necessary  to  sod  embankment,  as  grass  and  other  vegetations 
grow  without  sodding. 

Where  it  is  necessary  to  protect  embankment  from  high  water  we 
have  planted  willow,  and  in  new  fills  it  is  only  necessary  to  scatter  a  few 
pieces  of  sod  on  the  slopes. 

Carolina,  ClinchHeld  &  Ohio: 

The  most  we  have  ever  done  is  to  scatter  grass  seed  without  making 
any  proper  preparation, 

Toronto  Terminal  Railroad: 

SPECIFICATIONS. 

These  specifications  form  a  part  of  and  are  to  govern  the  work  under 
the  annexed  contract. 

The  contractor  will  place  two  (2)  stakes,  size  i^  in,  x  2  in.  x  24  in., 
to  each  sod,  four  (4)  stakes  enclosing  3  sq,  ft,  of  sodding;  driving  these 
stakes  into  the  slopes  so  that  the  top  of  the  stakes  shall  project  2  in. 
above  the  sod.  Twenty  days  or  more  after  driving,  the  stakes  shall  be 
driven  down  flush  to  the  top  of  the  sod. 

All  sod  laid  during  the  day  shall  be  thoroughly  watered  as  soon  as 
practicable  after  laying,  and  no  sod  shall  be  left  over  night  after  laying 
without  being  watered.  All  sod  shall  be  watered  daily  for  twenty  (20) 
days  after  laying.  The  contractor  will  be  permitted  to  make  connections 
for  water  at  such  points  as  are  feasible  upon  property  owned  by  the  rail- 
road company  immediately  adjoining  the  cut. 
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'i'lic  j^radiii.n  <»f  the  .slojjcs  will  be  prepared  fur  llic  contractor  and 
no  slope  will  l)c  greater  than  one  to  one.  The  lop  (»f  the  etnbankniei.t 
will  be  graded  2  ft.  from  the  top  of  the  slope. 

All  sod  laid  on  the  slopes  mnst  be  subject  to  the  inspection  of  the 
company,  and  all  sodding  cut  so  thin  as  to  injure  the  r(;ots  of  the  grass, 
or  show  tlie  effect  of  rough  handling,  or  containing  objectionable  weeds, 
shall  be  rejected  and  not  used  at  any  point  on  the  work. 

Payment  shall  be  based  on  nuiuber  of  square  feet  measured  in  place 
after  laying. 

The  entire  work  shall  be  done  in  a  thoroughly  workmanlike  manner, 
to  the  end  that  the  appearance  after  completion  shall  be  as  nearly  as  pos- 
sible that  of  good  natural  growth  in  place. 

SPECIFICATIONS    FOR    SEEDING. 

Slopes:  Should  not  be  steeper  than  i  to  i  dressed  to  a  uniform 
surface.  The  angle  at  the  intersection  of  the  slope  with  the  horizontal 
at  ground  line,  and  at  the  top  should  be  rounded  ofif  to  a  curve  of  3-ft. 
radius. 

Time :  Sodding  must  not  be  done  during  "the  extreme  hot  weather, 
nor  after  the  first  frost  sets  in. 

Sodding  or  Seeding:  On  slopes  of  i^  to  i  or  steeper,  sod  should 
be  used;  on  flatter  surfaces,  seeding  is  preferable. 

Seed  :    For  seed  use  the  following  formula : 

Sandy  Soils: 

Kentucky  Blue  Grass 25  per  cent. 

Creeping  Bent 30  per  cent. 

Rhode  Island  Bent 30  per  cent. 

Fine  Leaved  Fescue 15  per  cent. 

Clay  Soils  : 

Kentucky  Blue  Grass 50  per  cent. 

English  Rye 20  per  cent. 

Red  Top  30  per  cent. 

SEEDING. 

Method:  If  the  soil  is  inert,  after  the  surface  has  been  loosened  by 
picking  or  raking,  it  should  be  sprinkled  with  a  solution  of  soda  nitrate 
(i  lb.  to  40  gals,  water)  at  the  rate  of  180  gals,  per  1,000  sq.  ft.  two  weeks 
prior  to  the  time  of  seeding. 

Before  seeding  the  surfaces  should  be  loosened  with  a  rake  or  other 
tool,  working  in  one  direction.  The  seed  is  then  sown  at  the  rate  of  3  qts. 
per  1,000  sq.  ft.,  after  which  the  surface  is  loosely  raked  in  a  direction 
at  right  angles  to  the  first  operation,  and  again  sown  with  seed  at  the 
rate  of  3  qts.  to  1,000  sq.  ft. 

The  surface  is  then  rolled  or  smoothed  as  well  as  conditions  will 
permit. 

Seeding  should  be  done  in  the  early  spring  or  fall.  In  any  case,  the 
soil  must  be  kept  moist  until  the  seed  germinates. 

SODDING. 

Sod :  Must  be  cut  from  a  clay  or  loam  soil  having  good  drainage, 
but  not  sandy.  It  must  be  uniform  in  texture,  free  from  bunch  grass  or 
obnoxious  weeds,  and  consisting  preferably  of  Kentucky  blue  grass.  Red 
Top  or  other  grasses  with  creeping  permanent  stems. 

Sod  should  be  cut  from  ground,  generally  level,  and  must  contain 
sufficient  moisture  to  maintain  its  vitality  during  transportation.  This 
may  be  accomplished  by  cutting  after  a  rain  or  by  sprinkling. 

Sods  will  be  preferably  cut  3  or  more  feet  long,  18  in.  wide  and  2V:. 
in.  thick,  and  made  into  rolls  for  transporting. 


ROADWAY. 


589 


Sod  Cutter. 


Sod  Being  Cut  and  Loaded  Onto  Small  Cars. 
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Method  of  Laying. 


Method  of  Laying. 
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Method  of  Laying  and  Watering. 


Slide  Caused  by  Water  Running  Over  Top. 
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Loading:  Sods  will  be  loaded  upon  cars  as  soon  as  cut,  taken  [o  tiie 
work  and  relaid  with  the  least  possible  delay. 

Laying:  The  surface  should  be  roughened  by  picking,  and  sprinkled 
with  water  before  the  sod  is  laid.  Sods  must  be  laid  with  the  long  di- 
mensions at  right  angles  to  the  track,  and  each  sod  to  be  firmly  patted 
down  with  a  shovel  on  the  roughened  surface,  and  one  wooden  peg  driven 
about  i8  in.  from  each  end.  Pegs  should  be  ^/2  by  2  by  12  in.,  chisel 
pointed  and  set  with  the  broad  dimensions  parallel  to  the  track. 

If  found  necessary  on  account  of  water  a  single  row  of  boards,  pre- 
ferably I  to  6  in.,  held  in  place  by  stakes,  should  be  placed  on  edge  at  the 
foot  of  the  slope  to  keep  the  bottom  row  of  sod  from  slipping. 

The  boards  should  be  kept  in  position  until  the  sod  becomes  a  unit 
with  the  underlying  soil. 

Sod  will  be  laid  closely,  making  all  joints  as  tight  as  possible.  All 
joints  to  be  filled  with  top  soil,  and  a  little  seed  added,  consisting  of 
Creeping  Bent  50  per  cent.,  Rhode  Island  Bent  50  per  cent. 

Surface  Drains:  Where  springs  or  seepage  are  encountered,  3-in. 
tiling  wmII  be  laid  a  few  inches  below  the  surface  and  back  filled  with 
cinders,  tapping  the  spring  and  extending  to  the  open  ditch,  as  shown  on 
sketch  attached. 

Where  the  natural  water  fall  is  towards  the  cut  an  intercepting  ditch 
will  be  made  on  the  surface,  being  connected  at  intervals  with  6-in.  tile 
to  the  ditch  at  subgrade. 

Watering :  The  sod  should  be  thoroughly  watered  for  a  period  of 
at  least  20  days  until  such  time  as  the  roots  have  penetrated  and  taken 
hold  of  the  soil  upon  which  the  sod  is  laid. 

Seeding:  After  the  sod  is  laid,  if  it  does  not  show  a  tendency  to  re- 
cuperate into  a  healthy  growth,  it  may  be  advisable  to  sprinkle  with  a 
solution  of  soda  nitrate  (i  lb.  to  40  gals,  water)  at  the  rate  of  150  gals, 
per  1,000  sq.  ft.  This  sprinkling  to  be  repeated  10  days  after  the  first 
application. 

Frost :  All  sodding  must  be  finished  before  the  continued  frost 
sets  in. 

Gttlf,  Colorado  &  Santa  Fe: 

BERMUDA   GRASS    SODDING    SPECIFICATIONS. 

Preparation  of  Ground:  If  the  quality  of  the  soil,  where  sodding  is 
to  be  done,  is  not  sufficiently  fertile  the  surface  should  be  covered  with  a 
layer  of  4  in.  of  good  surface  soil,  and  if  the  slope  be  steep,  as  in  case  of 
the  slope  of  an  embankment  or  cut,  the  surface  should  be  loosened  up 
roughly  to  insure  a  good  bond. 

Method  of  Placing :  The  tendency  of  Bermuda  Grass  to  spread  makes 
it  unnecessary  to  sod  the  entire  surface. 

Lay  out  the  slope  or  surface  to  be  sodded  in  shallow  horizontal 
trenches  from  12  in.  to  18  in.  apart  and  about  3  in.  deep. 

Provide  a  tank  and  several  barrels  for  water  supply  at  top  of  slope, 
placed  at  suitable  intervals. 

Have  sod  delivered  or  unloaded  in  piles,  preferably  at  top  of  slope, 
sufficient  to  sod  about  50  ft.  in  length.  The  piles  should  be  kept  well 
watered. 

Separate  the  Bermuda  sod  into  tufts  or  small  pieces  not  more  than 
3  in.  square  and  place  in  trench  at  intervals  of  6  in.  to  10  in.,  according 
to  quality  of  sod  and  character  of  soil,  and  pack  the  loose  earth  around 
it  with  the  hand. 

Follow  planting  immediately  by  a  thorough  watering. 

Keep  well  watered  for  three  weeks. 
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Erie  Railroad: 

SPECIFICATIONS. 

These  specifications  form  a  part  of  and  are  to  govern  the  work  under 
the  annexed  contract. 

The  contractor  will  place  two  (2)  stakes,  size  1J/2  in.  by  2  in.  by  24  in., 
to  each  sod,  four  (4)  stakes  enclosing  3  sq.  ft.  of  sodding;  driving  these 
stakes  into  the  slope  so  that  the  top  of  the  stakes  shall  project  2  in.  above 
the  sod.  Twenty  days  or  more  after  driving,  the  stakes  shall  be  driven 
down  flush  to  the  top  of  the  sod. 

All  sod  laid  during  the  day  shall  be  thoroughly  watered  as  soon  as 
practicable  after  laying,  and  no  sod  shall  be  left  over  night  after  laying 
without  being  watered.  All  sod  shall  be  watered  daily  for  twenty  (20) 
days  after  laying.  The  contractors  will  be  permitted  to  make  connections 
for  water  at  such  points  as  are  feasible  upon  property  owned  by  the 
railroad  company  immediately  adjoining  the  cut. 

The  grading  of  the  slopes  will  be  prepared  for  the  contractor,  and 
no  slope  will  be  greater  than  one  to  one.  The  top  of  the  embankment 
will  be  graded  2  ft.  from  the  top  of  the  slope. 

All  sod  laid  on  the  slopes  must  be  subject  to  the  inspection  of  the 
company,  and  all  sodding  cut  so  thin  as  to  injure  the  roots  of  the  grass, 
or  showing  the  effect  of  rough  handling,  or  containing  objectionable 
weeds,  shall  be  rejected  and  not  used  at  any  point  on  the  w^ork. 

Payment  shall  be  based  on  number  of  square  feet  measured  in  place 
after  laying. 

The  entire  work  shall  be  done  in  a  thoroughly  workmanlike  manner 
to  the  end  that  the  appearance  after  completion  shall  be  as  nearly  as  pos- 
sible that  of  good  natural  growth  in  place. 

Pennsylvania  Lines: 

SPECIFICATION  FOR  SODDING. 

The  price  for  sod  is  to  include  furnishing  of  sod  and  all  handling  of 
the  same. 

No  free  transportation,  either  for  men  or  materials  will  be  furnished. 

Sod  furnished  must  be  strong,  healthy  blue  grass  sod  cut  from  a  field 
that  has  not  been  plowed  or  broken  up  within  five  years  previous  to  the 
cutting. 

The  sod  shall  be  cut  from  high  and  well-drained  ground  and  shall  be 
free  from  stones,  weeds,  etc. 

Sod  shall  be  cut  in  sections  15  in.  wide  and  from  3  to  5  ft.  in  length, 
and  not  less  than  il4  in.  thick. 

The  sod  shall  be  subject  to  the  inspection  and  acceptance  of  the 
Engineer. 

It  shall  be  laid  as  promptly  as  possible  after  being  cut,  and  any  sod 
that  is  heated  will  not  be  accepted. 

The  surface  of  the  area  to  be  sodded  shall  be  raked  and  leveled ;  any 
depressions  in  it  shall  be  filled  with  suitable  material  and  be  tamped  solid. 

The  bottom  line  of  sod  on  slopes  shall  be  clearly  defined,  any  ma- 
terial that  may  have  accumulated  here  is  to  be  removed,  and  the  slope 
line  carried  through  to  the  siibgrade  as  established. 

The  sod  shall  be  laid  by  commencing  at  the  bottom  of  the  slope  and 
working  towards  the  top.  The  sod  shall  overlap  the  top  of  the  slope  not 
less  than  8  in.  and  be  pinned. 

Special  care  shall  be  taken  to  make  the  joints  tight. 

Not  less  than  two  pins  shall  be  placed  in  each  square  yard  of  sod 
laid.  These  pins  are  to  be  made  of  wood  ^-in.  square,  and  not  less  than 
8  in,  long.  The  cost  of  furnishing  and  placing  these  pins  is  included  in 
the  unit  price  of  the  sod. 
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If,  ill  the  (jpinion  of  the  I'jigintcr,  pins  longer  than  8  in.,  bul  not 
exeeeding  12  in.,  or  more  than  two  pins  per  square  yard  are  required,  they 
shall  be  furnished  by  the  contractor  and  used  without  extra  compensation. 

Sod  shall  be  paid  for  as  measured  in  place. 

Any  defects  that  may  appear  in  the  sod  or  in  the  work  for  a  period 
of  six  months  after  the  work  is  completed,  shall  be  made  good  by  the 
contractor  at  his  own  expense,  and  if  not  attended  to  promptly  after  no- 
tice from  the  l^ngmeer.  the  defects  will  be  remedied  by  the  company  and 
the  cost  o(  doing  the  work  will  be  deducted  from  payments  due  the  con- 
tractor. 

SPECIFICATIONS   FOR  GRASS   SODS  TO  BE  DELIVERED  IN   FORT  GREENE  AND   SUNSET 
PARKS    IN   THE  BOROUGH   OF   BROOKLYN. 

Approximate  quantities  and  points  of  delivery : 

Fort  Greene  Park 60,000 

Sunset  Park   50,000 

The  grass  sods  to  be  delivered  must  be  of  first-class  quality,  freshly 
cut  and  free  in  all  respects  from  weeds,  sticks,  stone  or  any  other  foreign 
matter.  Sods  must  have  been  grown  on  good  fertile  soil  and  be  delivered 
at  destination  not  later  than  the  day  following  their  cutting.  In  no  case 
will  starved,  brittle  or  dried-up  sods,  or  sods  with  long  grass,  be  accepted. 

All  sods  must  be  at  least  2  in,  thick,  cut  as  square  as  possible  and 
measure  not  less  than  144  sq.  in. 

Sods  are  to  be  delivered  at  points  above  stated,  except  in  cases  of 
emergency,  when  the  Commissioner  of  Parks  may  change  the  points  of 
delivery. 

Deliveries  must  be  made  at  such  times  and  places  as  directed  by  the 
Superintendent  of  Parks. 

Wherever  the  contractor  may  find  it  necessary  to  use  paved  walks, 
the  same  must  be  protected  by  planks  placed  in  sand  cushions  at  least  2  in. 
thick,  and  the  contractor  will  be  held  strictly  responsible  for  any  damage 
done  to  park  property,  and  such  damages  will  be  made  good  out  of  any 
money  or  moneys  due  the  contractor. 

Amount  of  security $750.00 

Time  of  delivery 40  working  days 

The  following  specifications  for  Sodding  with  Bermuda  Grass  are 
recommended  for  adoption  and  inclusion  in  the  Manual : 

The  slopes  should  be  graded  to  a  uniform  surface  and  all  depressions 
should  be  filled  in  with  suitable  material  and  padded  down  firmly  with 
shovel. 

If  the  material  of  the  slope  is  not  fertile  it  should  be  given  a  dressing 
of  6  in.  of  good  rich  loam.  If  good  loam  is  not  available  a  dressing  of 
manure  should  be  placed  on  the  surface  and  well  raked  in.  Care,  how- 
ever, should  be  taken  against  the  use  of  such  manure  as  have  seeds  of 
objectionable  grasses  or  weeds.  Before  placing  the  loam  the  surface  of 
the  slope  should  be  loosened  up  roughly  to  insure  a  good  bond.  Lay  out 
the  surface  of  the  slope  to  be  sodded  in  shallow  horizontal  trenches  12  in. 
apart  and  3  in.  deep.  Separate  the  Bermuda  sod  into  tufts  or  small  pieces 
not  more  than  4  in.  square  and  apply  in  trenches  at  intervals  of  6  in.  to  a 
foot  apart,  according  to  the  quality  of  sod  and  character  of  soil,  the 
object  being  to  place  only  enough  of  old  sod  to  furnish  enough  creeping 
stems  to  cover  the  slope  in  a  reasonably  short  time,  thus  creating  a  new 
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sod  on  the  slope  in  preference  to  the  old  sod.  The  top  of  the  sod  should 
not  extend  above  the  surface  of  the  slope,  and  if  the  season  is  advanced 
so  that  it  is  liable  to  have  hot  weather  or  freezing  weather  the  sod  should 
he  depressed  just  below  the  surface  and  a  covering  of  loam  placed  over 
the  soil  and  loose  earth  should  be  packed  firmly  around  the  sod. 

All  sod  laid  during  the  day  should  be  thoroughly  watered  as  soon  as 
practicable  after  laying,  and  no  sod  shall  be  left  over  night  not  laid 
without  water.  All  sod  shall  be  watered  daily  for  20  days  after  laying. 
On  slopes  steeper  than  2  to  i  the  sod  shall  be  in  narrow  strips  3  to  4 
in.  wide  and  3  ft.  long,  and  shall  be  staked  to  the  bank  with  small  stakes 
8  in.  to  a  foot  long,  stakes  being  placed  every  foot  and  a  half  apart.  After 
the  slope  has  been  filled,  sod  should  be  rolled  or  firmly  padded  down 
with  shovel  to  a  smooth  uniform  surface.  All  sod  must  be  taken  from 
good,  rich  soil,  be  uniform  in  texture  free  from  objectionable  grasses  or 
weeds  and  in  good  healthy  condition,  with  no  signs  of  decay,  and  must 
contain  sufficient  moisture  to  maintain  its  vitality  during  transportation. 

Sod  should  be  preferably  cut  3  ft.  or  more  long  and  18  in.  to  2  ft. 
wide  and  not  less  than  2^  in.  thick,  large  pieces  of  sod  being  preferable 
account  of  containing  their  moisture  and  standing  transportation  better 
than  small  pieces.  Sod  should  be  as  fresh  as  possible  and  received  on 
the  work  daily,  and  any  sod  to  be  left  over  night  should  be  thoroughly 
watered  and  any  sod  that  is  heated  will  not  be  accepted.  All  sodding- 
must  be  finished  before  the  continued  frost  sets  in. 

Sod  shall  be  paid  for  as  measured  in  place,  and  shall  include  the  en- 
tire surface  sodded — this  price  to  include  furnishing  of  sod  and  handling 
of  same.  Transportation  of  sod,  men  and  material,  also  to  include  stakes 
where  it  is  necessary  to  stake  the  sod.  Entire  work  shall  be  done  in  a 
thorough  workmanlike  manner  to  the  end  that  the  appearance  after  com- 
pletion shall  be  as  nearly  as  possible  that  of  good  natural  growth  in 
place. 

All  objectionable  grasses  and  weeds  shall  be  removed  from  time  to 
time  to  prevent  shading  the  grasses  until  such  time  that  the  sod  has 
taken  hold  or  the  creeping  stems  have  covered  the  entire  slope. 

Where  springs  have  developed  on  the  slope  a  blind  drain  of  cinders 
or  broken  stone  should  be  laid  from  spring  to  the  toe  of  the  slope. 

(4)     MEANS    FOR    PREVENTION    OR    CURE,    AS    CASE    MAY 
BE,  OF  WATER  POCKETS  IN  ROADBED. 

Sub-Committee : — W.  C.  Curd,  Chairman ;  A.  F.  Blaess,  R.  C.  Fal- 
coner, L.  M.  Perkins,  H.  J.  Slifer. 

A  circular  letter,  containing  a  list  of  eight  questions  on  this  sub- 
ject, was  addressed  to  those  members  of  the  Association  directly  in 
charge  of  maintenance  work,  or  who  were  supposed  to  have  a  detailed 
knowledge  of  the  treatment  of  water  pockets.  Fifty-three  replies  to  this 
letter  were  received. 
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From  a  considfration  of  the  data  now  in  hand,  il  is  concluded  our 
knowledge  of  water  pockets  in  roadhed  is  yet  in  its  experimental  stage, 
and  is  so  related  to  other  questions  now  being  investigated  by  the  Asso- 
ciation that  it  would  be  inadvisable  at  this  time  to  attempt  any  recom- 
mendations on  the  subject. 

In  reporting  progress  it  is  the  purpose  of  the  Sub-Committee  to 
give  a  resume  of  its  investigation  to  date,  in  order  that  individual  mem- 
bers of  the  Association  may  further  continue  the  investigation  during 
the  forthcoming  year  and  be  prepared  to  assist  the  Committee  in  reach- 
ing its  conclusions. 

Briefly,  a  water  pocket  may  be  defined  as  "a  depression  in  roadbed 
of  variable  extent,  with  ballast  or  other  porous  material,  wherein  water 
collects  and  is  confined." 

From  opinions  expressed,  it  appears  to  be  well  established  that  the 
underlying  causes  of  water  pockets  are : 

Absence  of  adequate  drainage  in  roadbed; 

Deformation  of  original  roadbed  prior  to  ballasting ; 

Insufficient  depth  of  ballast  and  heavy  wheel  loads  and  the  action 
of  frost  on  roadbed  in  climate  where  the  frost  line  extends  below  sub- 
grade. 

It  is  also  the  opinion  there  is  an  increased  tendency  towards  the 
formation  of  water  pockets  on  old  operated  lines,  w-hich  might  naturally 
be  expected  to  follow  a  neglected  track  drainage  and  improper  ballast 
requirements  for  the  increased  wheel  loads  on  such  lines. 

Your  Committee's  assignment  requires  two  lines  of  investigation : 

(i)     Prevention  of  water  pockets. 

(2)     Cure  of  water  pockets. 

It  is  our  conclusion  that  the  "prevention  of  water  pockets"  is  the 
more  important  subject  to  be  dealt  with,  for  the  reason  stated  in  pre- 
ceding paragraph,  and  since  our  investigation  will  naturally  lead  to  a 
consideration  of  proper  depth  of  ballast  and  unit  allowable  pressures  on 
roadbed  surface,  we  must  await  the  conclusion  of  other  committees  now 
handling  these  subjects. 


PREVENTION     OF     WATER    POCKETS. 

Many  descriptions  of  methods  tried  by  various  members  to  pre- 
vent water  pockets  in  newly  constructed  or  ballasted  track  have  been 
reported,  but  there  appears  to  be  no  uniform  practice.  One  reply  to 
our  circular  advises  that  extreme  care  should  be  exercised  prior  to 
ballasting  to  remove  all  deformation  and  to  properly  shape  the  roadbed 
surface  so  as  to  quickly  shed  all  water.  In  this  connection  it  is  stated 
that  more  water  pockets  are  formed  in  one  day  by  permitting  engines 
and  cars  in  rainy  seasons  to  use  track  laid  on  a  flat  sub-grade  without 
full  ballast,  or  with  no  ballast  at  all  than  would  be  formed  in  years  with 
a  sufficient  depth  of  ballast,  as  in  every  case  where  a  tie  beds  itself  into 
the    roadhed    surface   a    deformation    occurs,    which    collects    and    holds 
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water  and  gives  foundation  for  a  water  pocket,  regardless  of  amount  of 
ballast  afterwards  applied. 

One  or  two  lines  reported  it  is  the  practice  in  opening  up  new  track 
to  traffic  to  spread  over  the  entire  roadbed,  prior  to  ballasting,  a  layer  of 
sand,  sandy  loam,  granulated  furnace  slag,  screenings  from  stone  crushers 
or  certain  impervious  materials  which  have  been  found  will  shed  water. 
When  this  material  has  compacted,  ballast  is  applied,  and  no  trouble  is 
experienced  from  water  pockets. 

Bridge-filling  methods  on  some  operated  lines  have  been  found  to 
be  responsible  for  water  pockets  in  embankment.  We  are  informed  by 
one  member,  who  has  made  a  special  study  of  bridge-filling  methods, 
that  where  new  fill  is  permitted  to  settle  before  deck  and  stringers  are 
removed,  that  water  pockets  invariably  appear,  and  the  amount  of  trouble 
experienced  in  upkeep  of  track  varies  in  proportion  to  length  of  time 
stringers  and  deck  remain.  He  advises  in  past  eight  years  he  has  made 
it  a  practice  to  remove  deck  and  stringers  when  banks  are  not  filled  to 
over  ID  or  12  ft.  wide  on  top,  and  in  12  linear  miles  of  bridge  filled, 
water-pocket  trouble  was  absolutely  ehminated. 

In  climates  where  the  frost  line  extends  below  sub-grade,  when  the 
frost  is  leaving  the  ground,  thawing  from  the  top  downward,  that  part 
of  the  soil  which  has  thawed,  retaining  all  its  moisture,  on  account  of  the 
impervious  frozen  layer  of  soil  beneath  it,  becomes  almost  liquid,  thus 
losing  its  supporting  power,  and  is  readily  displaced  from  beneath  the 
ties  under  traffic. 

On  account  of  slight  variations  in  the  character  of  the  soil,  this 
displacement  is  not  uniform,  and  the  resulting  inequalities  leave  de- 
pressions in  which  water  accumulates..  The  methods  suggested  for  the 
prevention  of  water  pockets  formed  in  this  manner  are  to  carry  the  bal- 
last below  the  frost-line,  adopt  some  method  of  raising  the  frost-line 
(soil  in  extreme  cold  weather  freezes  but  a  few  inches  deep  under  a 
good  sod),  or  construct  the  upper  portion  of  the  roadbed  of  frost- 
resisting  materials. 

We  are  very  much  indebted  to  Mr.  H.  T.  Porter,  Chief  Engineer, 
and  M'r.  F.  R.  Layng,  Engineer  of  Track,  of  the  Bessemer  &  Lake  Erie 
Railroad,  for  the  following  description  of  an  unusual  method  of  pre- 
venting water  pockets  in  new  track : 

"Between  Keepville  and  Albion,  2.4  miles,  the  Bessemer  &  Lake  Erie 
was  a  single  track  road  on  the  towpath  of  the  Erie  and  Pennsylvania 
canal,  the  towpath  being  approximately  8  ft.  above  the  canal  bed.  In  1910 
it  was  decided  to  double  track  this  stretch  and  the  material  was  excavated 
by  steam  shovel  at  Albion,  hauled  on  flat  cars,  plowed  off  with  a  side 
plow  and  spread  with  a  Jordan  spreader.  The  material  consisted  of 
shale  and  clay  of  such  character  that  it  was  unfavorable  to  good  drain- 
age. With  the  idea  of  consolidating  this  material  and  forming  a  crust  at 
sub-grade  so  that  the  ballast  would  not  punch  holes  into  the  sub-grade,  a 
lo-ton  Kelly-Springfield  roller  was  used  to  roll  the  sub-grade  behind  the 
spreader.  If  the  roller  developed  soft  spots  they  were  replowed  and 
rolled  again,  with  the  result  that  before  track  was  laid  we  had  a  hard 
crust  formed  at  the  top  of  the  grade.  The  rolling  for  the  2.4  miles  cost 
$300.00,  or  at  the  rate  of  $125.00  per  mile.     The  track  was  then  laid,  bal- 
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lasted  with  screened  slaj^  and  lias  not  been  j^ivcn  a  resurfacing  since, 
and  on  this  entire  stretch  there  is  not  a  single  indication  of  the  forma- 
tion of  a  water-pocket.  This  new  track  is  the  northbound  main,  and  dur- 
ing nine  months  of  the  year  carries  from  24  to  30  trains  and  three  regular 
passenger  trains  daily. 

"As  a  matter  of  fact  it  has  hardly  been  necessary  to  set  a  jack  under 
this  track,  and  no  lining  excci)t  in  a  few  spots  has  been  done.  It  is  really 
remarkable  the  way  the  track  has  stood  up,  and  it  is  our  belief  that  the 
rolling  of  the  sub-grade  is  in  a  large  measure  responsible  for  the  results 
obtained." 

No  methods  of  preventing  water  pockets  in  old-operated  track  have 
as  yet  been  reported,  evidently  for  the  reason  it  has  not  yet  been  pos- 
sible to  tell  where  and  when  a  pocket  may  develop.  Every  one  admits 
that  adequate  drainage  of  the  ballast  and  roadbed  surface  is  essential  to 
prevention,  but  it  does  not  seem  that  anything  but  the  usual  maintenance 
methods  are  followed  prior  to  formation. 

In  conclusion,  the  Committee  asks  the  members  of  the  Association 
to  further  study  the  prevention  of  water  pockets  along  the  following 
lines : 

(i)     In  new  track,  single  and  multiple. 

(2)  In  old-operated  tracks,  single  and  multiple. 

(3)  Filled  bridges. 

(4)  Yards  and  terminals. 

CURE    OF    WATER    POCKETS. 

Water  pockets  have  been  known  to  some  of  our  members  for 
twenty  years  or  more,  and  it  is  quite  natural  that  methods  of  cure 
should  be  generally  known,  but,  nevertheless,  there  appears  to  be  a 
wide  difference  of  opinion  as  to  the  most  practicable  and  economical 
methods. 

In  cuts  it  is  the  prevailing  opinion  that  tile  drains  give  the  most 
satisfactory  relief  from  water  pockets,  but  the  kind  of  tile  and  in  what 
relation  to  end  of  tie  it  should  be  laid  is  a  problem  yet  unsolved.  It 
appears  to  your  Committee  that  only  vitrified  socket  pipe  of  a  diame- 
ter not  less  than  6  in.  should  be  used  for  draining  cuts,  but  we  are  not 
yet  prepared  to  recommend  any  specifications  for  laying  or  its  position  in 
relation  to  track. 

In  embankments,  water  pockets  are  prevalent  at  ends  of  cuts  at 
low  points  in  grade,  at  trestles  replaced  by  embankment  along  mul- 
tiple tracks,  and  many  other  points  where  drainage  has  become  im- 
paired. 

Relief  to  such  places  is  secured  by  opening  the  pockets  and  restor- 
ing drainage.  The  methods  of  restoring  drainage  to  pockets  in  em-, 
bankment  are  many,  but  the  one  most  widely  used  consists  of  cross- 
draining  or  tapping  the  pockets  with  trenches  back-filled  with  porous 
material.  In  many  cases  drain  tile  is  laid  in  the  trenches,  but  is 
not  always  beneficial,  on  account  of  the  tendency  to  shift  its  lines 
and  grade  under  pressure  of  load  from  above  or  distortion  of  walls 
of  trench. 
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The  life  and  efficiency  of  cross-drainage  depends  largely  upon  deptiii 
of  trench  and  to  character  of  material  used  in  back-filling.  Where 
proper  outlet  can  be  obtained,  present  experience  would  seem  to  indicate 
that  the  bottom  of  trench  should  be  placed  at  least  12  in.  below  the 
lowest  point  of  the  pocket  to  be  drained.  Material  for  back-filling  under 
present  practice  consists  of  cinders,  furnace  slag,  gravel,  crushed  stone 
or  riprap  stone.  It,  however,  does  not  appear  to  the  Committee  that 
any  of  these  materials  alone,  with  the  possible  exception  of  furnace 
slag,  will  make  an  efficient  and  permanent  drain,  but  that  any  of  the 
materials  mentioned  in  combination  with  cinders  will  give  a  better 
result.  This  statement  is  based  upon  experience  with  drains  com- 
posed of  crushed  stone  or  gravel,  where  in  the  course  of  one  or  two 
years'  life  they  have  been  found  completely  filled  by  the  material  from  the 
walls  of  the  trench  forcing  its  way  into  the  voids. 

Somewhat  similar  experience  has  been  had  with  cinder-filled  trenches, 
except  that,  instead  of  the  voids  being  filled,  the  walls  of  the  trench 
have  become  distorted  under  pressure  from  loads  on  track,  and  have 
so  compressed  the  cinders  as  to  render  them  useless  for  purpose  of 
drainage.  It  appears  that  an  ideal  material  for  back-filling  is  one  that 
will  prevent  the  distortion  of  the  walls  of  the  trench  and  at  the  same 
time  permit  water  to  filter  through. 

It  is  believed  that  a  mixture  of  stone  and  cinders  or  slag  and  cinders 
will  best  fulfill  these  conditions,  but  a  definite  conclusion  will  depend  upon 
further  investigation. 

Other  methods  of  curing  pockets  which  have  been  reported  consist 
of  driving  old  boiler  tubes  into  pockets  from  side  of  embankment,  the 
plowing  away  of  shoulder  to  a  considerable  depth  below  base  of  tie  and 
restoring  slope  with  sand,  ballast  and  other  pervious  material,  widening 
banks  and  increasing  depth  of  ballast,  etc. 

An  interesting  bit  of  information  of  the  difficulties  experienced  in 
curing  a  section  of  track  of  water  pockets  Is  found  in  the  following  quo- 
tation from  letter  from  one  of  the  members  of  the  Association : 

"In  case  of  a  piece  of  high-speed  main  track  4,000  ft.  In  length,  which 
required  constant  attention  on  account  of  existence  of  water-pockets,  we 
started  out  by  cleaning  out  the  water-pockets  and  running  out  short  sub- 
ditches  from  them  each  year  for  several  years.  It  became  a  perpetual 
nuisance  however,  and  we  made  little.  If  any.  Improvement  In  track  con- 
ditions. A  little  later  on  we  dug  the  sub-ditches  reasonably  deep  and 
cleaned  out  the  ballast  In  quite  a  thorough  manner  in  order  to  permit  of 
the  free  flow  of  water  from  the  roadbed  through  the  ballast  in  the  sub- 
ditches.  This  afforded  us  excellent  relief  for  the  first  year,  a  reasonable 
degree  of  relief  during  the  second  year,  and  fair  relief  during  the  third 
year.  We  observed,  however,  that  we  were  gradually  getting  back  into 
the  same  condition  that  we  were  originally.  We  then  adopted  vigorous 
methods  and  laid  a  line  of  pipe  between  each  of  the  four  tracks,  and  also 
a  larger  line  of  pipe  in  the  outside  ditch,  with  cross  drains  leading  from 
the  lines  of  pipe  between  tracks  to  the  main  side  line  pipe.  These  pipes 
were  laid  with  the  flow  line  about  34  In.  below  the  top  of  the  rail,  be- 
cause of  local  conditions,  and  we  filled  over  them  with  ashes  to  the  top 
of  the  sub-grade.  We  then  cleaned  the  ballast  thoroughly  to  sub-grade, 
making  what   was   practically   a  newly   constructed   piece  of  track  with 
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ample  provision  made  for  drainage.  This  piece  of  track  was  renewed 
about  two  years  ago,  and  it  is  remarkable  liow  one  can  feel  the  im- 
provement in  riding  over  it  on  high-speed  trains,  both  by  sensation  and, 
sound.  One  can  determine  that  some  new  condition  lias  taken  place  over 
this  particular  piece  of  track.  \Vc  formerly  bad  no  end  of  trouble  in 
keeping  it  in  line  and  surface. 

"Since  this  improvement  was  made  very  little  attention  is  given  it. 
Both  rail  and  tie  conditions  have  been  improved.  In  former  years,  when 
we  had  a  severe  storm,  the  tracks  were  submerged  and  water  ran  from 
them  for  several  days  afterwards.  Now  in  a  few  hours  after  a  storm 
has  abated,  the  pipes  are  practically  dry.  During  the  course  of  a  storm 
no  water  is  seen  on  the  roadbed,  but  a  large  volume  of  it  is  discharged 
from  the  mouth  of  the  main  pipe,  being  fed  by  the  smaller  pipes  between 
the  tracks.  We  have  established  manholes  just  below  the  ballast  surface 
every  500  to  600  ft.,  in  order  to  provide  for  cleaning  out,  if  necessary, 
although  no  such  attention  has  been  required.  We  feel  that  we  have 
been  amply  repaid  many  times  over  for  the  expense  that  we  have  gone 
to  in  connection  with  this  particular  piece  of  track." 

There  appears  to  be  some  disagreement  among  members  relative  to 
shapes  and  position  in  which  water  pockets  are  found,  and,  while  this 
has  nothing  to  do  with  their  treatment,  it  will  be  interesting  to  know 
how  each  of  the  conditions  arise.  It  is  reported  by  many,  principally  the 
members  in  the  East,  that  pockets  are  invariably  found  in  shape  of 
letter  "U,"  with  the  greatest  depth  under  center  of  track.  Others  report, 
principally  from  the  Middle  West,  that  pockets  are  found  in  V-shaped 
troughs,  with  greatest  depth  immediately  under  each  rail,  and  with  the 
embankment  material  in  many  cases  forcing  its  way  through  center  of 
track.  It  is  believed  that  depth  of  ballast  as  well  as  method  of  surfacing 
and  tamping  may  be  contributary,  and  the  Committee,  in  its  further  in- 
vestigation of  the  general  subject,  hopes  to  arrive  at  some  conclusion 
regarding  it. 

The  Committee  desires  the  co-operation  of  all  members  of  the  Asso- 
ciation, as  it  is  through  their  assistance  in  reporting  the  result  of  their 
experience  that  definite  conclusions  and  recommendations  can  be  formu- 
lated. 

CONCLUSIONS. 

(i)  That  the  classification  of  Soils,  given  on  page  579,  be  adopted 
and  included  in  the  Manual. 

(2)  That  the  specifications  for  Sodding  with  Bermuda  grass,  given 
on  pages  594  and  595,  be  adopted  and  included  in  the  Manual. 

RECOMMENDATIONS     FOR    THE    ENSUING    YEAR'S    WORK. 

(i)  Steam,  electric  and  air  shovels,  drag-line  excavating  machinery 
and  locomotive  cranes,  general  specifications  for,  method  of  handling  and 
blank  forms  used. 

(2)  Continue  consideration  of  unit  pressures  allowable  on  road- 
bed. 

(3)  The  prevention  and  cure  of  water  pockets. 

Respectfully  submitted, 

COMMITTEE    ON    ROADWAY. 


REPORT  OF  COMMITTEE   XV— ON  IRON   AND    STEEL 

STRUCTURES. 

A.  J.  HiMES,  Chairman;  O.  E.  Selby,  V ice-Chairman; 

J.  A.  Borland,  B.  R.  Leffler, 

W.  S.  BouTON,  W.  H.  Moore, 

A.  W.  Buel,  p.  B.  Motley, 

A.  W.  Carpenter,  Albert  Reich mann, 

Charles  Chandler,  C.  E.  Smith, 

C.  L.  Crandall,  H.  B.  Stuart, 

J.  E.  Crawford,  G.  E.  Tebbetts, 

F.    O.    DUFOUR,  F.    E.   TURNEAURE, 

W.  R.  Edwards,  L.  F.  Van  Hagan, 

A.  C.  Irwin, 

Committee. 
To  the  Members  of  the  American  Railway  Engineering  Association: 

The  subjects   assigned   to   your   Committee   for   investigation   during 
the  past  year  are: 

(a)     Make  critical  examination  of  the  subject-matter  in  the  Manual, 
and  submit  definite  recommendations  for  changes. 

(i)     Report  on  the  methods  of  protection  of  iron   and   steel  struc- 
tures against  corrosion. 

(2)  Study  designs  and  report  on  built-up  columns,  co-operating  with 
other  investigators  and  committees  of  other  associations. 

(3)  Report  on  design,  length  and  operation  of  turntables. 

(4)  Report    on    relative    economy    of    various    types    of    movable 
bridges. 

Other  subjects  continued  from  the  preceding  year  are  as  follows: 

(5)  Investigation  of  secondary  stresses  and  impact. 

(6)  Adaptation  of  designs  of  movable  bridges  to  signal  and  inter- 
locking appliances  required. 

(7)  An  elastic  requirement  for  steel. 

(8)  Bridge  clearance  diagram. 

Sub-Committees  to  handle  these  subjects  were  appointed  as  follows: 
Sub-Committee  A,  Subject  (i)  : 

A.  W.  Carpenter,  Chairman; 

J.  A.  Bohland, 

F.  O.  Dufour, 
W.  R.  Edwards, 
H.  B.  Stuart, 

G.  E.  Tebbetts. 

601 


602 


IRON    AND    STKKl.    STRUCTURES. 


Sub-Committcc  B,  Subject   (2)  : 

W.  II.  Moore,  Chairman; 

C.  L.  Crandall, 

J.  E.  Crawford, 

F.  O.  Diifour, 

W.  R.  Edwards, 

F.  E.  Turneaurc. 
Sub-Committee  C,  Subject  (3)  : 

O.  E.  Selby,  Chairman; 

W.  S.  Bouton, 

Charles  Chandler, 

Albert  Reichmann, 

C.  E.  Smith. 
Sub-Committee  D,  Subject  (4)  : 

B.  R.  Leffler,  Chairman; 
W.  S.  Bouton, 

A.  W.  Buel, 
W.  H.  Moore, 
P.  B.  Motley, 
H.  B.  Stuart. 
Sub-Committee  E,  Subject   (5)  : 

F.  E.  Turneaure,  Chairman;  ^ 

C.  L.  Crandall, 

A.  C.  Irwin, 
Albert  Reichmann. 

Sub-Committee  F,  Subject  (6)  : 
C.  E.   Smith,   Chairman; 
O.   E.   Selby, 
Charles  Chandler, 

B.  R.  Leffler, 

G.  E.  Tebbetts, 
L.  F.  Van  Hagan. 

Sub-Committee   G,    Subject    (7)  : 

A.  W.  Carpenter,  Chairman; 

F.  O.  Dufour. 
Sub-Committee  H,  Subject  (8)  : 

J.  E.  Crawford,  Chairman; 

J.  A.  Bohland, 

A.  W.  Buel, 

A.  C.  Irwin, 

P.  B.  Motley, 

L.  F.  Van  Hagan. 
The  Committee  held  its  first  meeting  in  the  rooms  of  the  Association 
in  Chicago  on  May  22.  There  were  present:  A.  J.  Himes,  Chairman; 
O.  E.  Selby,  Vice-Chairman ;  F.  O.  Dufour,  C.  E.  Smith,  L.  F.  VanHagan, 
W.  H.  Moore,  B.  R.  Leffler,  A.  W.  Carpenter,  Albert  Reichmann,  H.  B. 
Stuart,  F.  E.  Turneaure,  J.  A.  Bohland  and  A.  C.  Irwin. 
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The  second  meeting  was  held  in  Detroit  Jtdy  31.  The  attendance 
was  as  follows:  A.  J.  Himes,  Chairman;  O.  E.  Selby,  Vice-Chairman ; 
C.  L.  Crandall,  J.  E.  Crawford,  B.  R.  Leffler,  W.  H.  Moore,  W.  S. 
Boitton,  A.  W.  Carpenter,  A.  C.  Irwin  and  H.  B,  Stuart. 

A  third  meeting  was  held  in  New  York  City  on  November  6.  There 
were  present:  A.  J.  Himes,  Chairman;  O.  E.  Selby,  Vice-Chairman;  A. 
W.  Biiel,  C.  L.  Crandall,  J.  E.  Crawford,  A.  W.  Carpenter,  A.  C.  Irwin, 

B.  R.  Leffler,  W.  H.  Moore,  H.  B.  Stuart  and  F.  E.  Turneaure. 

A  fourth  meeting  was  held  in  New  York  City  on  January  22.  There 
were   present :     A.   J.   Himes,    Chairman ;    O.    E.    Selby,    Vice-Chairman ; 

C.  L.  Crandall,  J.  A.  Crawford,  A.  W.  Carpenter,  W.   H.   Moore,   P.  B. 
Motley  and  H.  B.  Stuart. 

The  examination  of  the  subject-matter  in  the  Manual  was  not  re- 
ferred to  a  Sub-Committee.  It  has  been  uppermost  in  the  minds  of  all 
of  the  members  throughout  the  year.  Attention  has  been  given  to  the 
correction  of  numerous  errors  of  diction,  grammar  and  punctuation  in 
preparation  for  the  republication  of  the  Manual  immediately  after  the 
sixteenth  annual  convention.  Other  and  more  important  changes  are 
dependent  upon  the  study  of  secondary  stresses  and  impact,  and  of  the 
designs  of  built-up  columns,  now  in  progress.  It  is  probable  that  im- 
portant changes  will  be  recommended  at  the  next  annual  convention. 

A  report  on  "Methods  of  Protection  of  Iron  and  Steel  Structures 
against  Corrosion"  is  submitted  as  information  and  without  recommenda- 
tion.   It  is  given  in  Appendix  A. 

The  study  of  built-up  columns  has  continued  throughout  the  year. 
The  U.  S.  Bureau  of  Standards  has  furnished  and  tested  18  columns 
according  to  the  plans  and  under  the  direction  of  the  Committee. 

A  progress  report  is  submitted  in  Appendix  B.  It  includes  records 
of  the  above  tests. 

It  is  expected  that  the  Bureau  will  continue  its  generous  co-opera- 
tion with  the  Committee  and  that  further  tests  will  be  made  during  the 
ensuing  year. 

The  Committee  is  in  close  touch  with  the  Special  Committee  on 
Columns  and  Struts  of  the  American  Society  of  Civil  Engineers  and 
the  work  of  the  two  Committees  has  been  supplementary  and  harmonious. 
The  "Design,  Length  and  Operation  of  Turntables"  has  received  con- 
siderable study  and  investigation.  Much  valuable  information  is  being 
accumulated,  but  it  is  too  early  for  the  Committee  to  make  any  recom, 
mendations.    A  progress  report  is  presented  in  Appendix  C. 

The  "Relative  Economy  of  Various  Types  of  Movable  Bridges"  has 
received  much  original  study  and  experimental  investigation.  The  data 
thus  far  accumulated  has  not  yet  been  prepared  for  publication  and  the 
Committee  can  only  say  that  much  progress  has  been  made  and  that 
some  very  useful  information  will  probably  be  available  during  the 
:  coming  year. 

I         A  brief  statement  of  progress  in  the  study  of  "Secondary   Stresses 
and  Impact"  is  made  in  Appendix  D.     The  Committee  is  now  contem- 
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plating  a  revision  ol   the  specifications   with  the  purpose  of  making   use 
of  the  experimental  data  heretofore  accnnuilated. 

At  the  last  annual  convention  the  "Adaptation  of  Designs  of  Movable 
Hricigcs  to  Signal  and  Interlocking  Appliances  Rccinired"  was  referred^ 
hack  to  the  Committee. 

The  subject  has  received  some  discussion  and  information  concern- 
ing current  practices  has  been  secured. 

Owing  to  a  pressure  of  other  work,  no  conclusions  have  been  reachedj 
and  only  a  progress  report  can  be  made  at  this  time. 

Sub-Committee  G  has  prepared  a  very  complete  and  careful  state- 
ment of  the  need  of  an  Elastic  Strength  Requirement  for  Steel,  which 
is  presented  in  Appendix  E.  Specifications  have  been  drawn  for  this 
requirement,  and  are  recommended  for  adoption. 

A  report  on  the  Bridge  Clearance  Diagram  is  presented  in  Appendix 
F. 

CONCLUSIONS. 

Your  Committee  recommends  that  the  following  action  be  taken  on 
the  report  submitted  herewith : 

(i)  That  the  report  on  methods  of  protection  of  iron  and  steel 
structures  against  corrosion  be  received  as  information. 

(2)  That  the  report  on  the  design  of  built-up  columns  be  received 
as  a  progress  report. 

(3)  That  the  report  on  the  design,  length  and  operation  of  turn- 
tables be  received  as  a  progress  report. 

(4)  That  the  report  on  the  relative  economy  of  various  types  of 
movable  bridges  be  received  as  a  progress  report. 

(5)  That  the  report  on  secondary  stresses  and  impact  be  received 
as  a  progress  report. 

(6)  That  the  report  on  the  adaptation  of  designs  of  movable 
bridges  to  signal  and  interlocking  appliances  required  be  received  as  a 
progress  report. 

(7)  That  the  specifications  for  an  elastic  strength  requirement  for 
steel  be  adopted  and  printed  in  the  Manual  (see  page  671). 

(8)  That  the  bridge  clearance  diagram  shown  in  Appendix  F  be 
adopted  by  the  Association  and  substituted  for  the  diagram  now  pub- 
lished in  the  Manual;  also  that  a  footnote  be  added  to  the  specifica- 
tions calling  attention  to  the  recommendations  of  the  Committee  on 
Electricity  for  a  clear  height  of  twenty-five  feet  in  electrified  zones. 

It  is  further  recommended  that  the  work  to  be  assigned  to  the 
Committee  for  the  ensuing  year  shall  include  all  of  the  above  subjects 
not  receiving-  final  action  by  the  Association  at  tlie  sixteenth  annual  con- 
vention. 

Respectfully  submitted, 
COMMITTEE  ON  IRON  AND  STEEL  STRUCTURES. 
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Appendix   A. 

METHODS    OF    PROTECTION   OF   IRON    AND    STEEL   STRUC- 
TURES AGAINST  CORROSION. 

The  study  of  this  subject  has  been  continued  along  the  lines  of 
further   investigation  into 

(i)     Protection  by  means  of  paint. 

(2)     Protection  by  means  of  concrete  encasement. 

PROTECTION    BY    MEANS    OF    PAINT. 

It  is  realized  that  the  vast  bulk  of  iron  and  steel  structures  are 
protected  by  means  of  paint  and  must  continue  to  be  protected  by  this 
agency  until  something  more  effective  and  equally  economical  is  intro- 
duced. As  paints  are  made  of  a  variety  of  materials  in  many  forms  and 
combinations,  the  relative  efficiency  of  which  for  the  purpose  under  con- 
sideration has  not  been  well  established,  there  appears  to  be  a  field  for 
usefulness  on  the  part  of  the  Committee  in  pursuing  the  investigation  of 
this  line  of  protection.  It  has  been  thought  well  to  subdivide  the  study 
into 

(a)  Study  of  the  principles  underlying  the  choice  of  materials  for 
efficient  paints. 

(b)  Study  of  shop  painting  methods  with  a  view  to  establishing 
knowledge  of  the  general  practice  and  to  suggesting  improvement  in 
such  respects  as  might  appear  needed. 

(c)  Collection  of  information  as  to  the  practice  of  the  various  im- 
portant railroads  of  the  U.  S.  and  Canada  in  regard  to  the  kinds  of  paint 
used  and  the  methods  of  application. 

Under  this  subdivision  the  Committee  offers  the  following  as  in- 
formation. 

STUDY   OF    PRINCIPLES    UNDERLYING    THE    CHOICE    OF    MATERIALS    FOR   EFFICIENT 

PAINTS, 

Paints  for  the  protection  of  iron  and  steel  structures  may  be  simple 
liquids,  as  drying  oils ;  dissolved  solids,  as  asphalt  paints  and  coal  tar 
paints ;  combinations  of  pulverized  or  finely-divided  solids,  known  as 
pigments,  and  of  drying  oils,  known  as  vehicles;  and  lastly  almost  any 
combination  of  any  of  the  above.  (Technically,  there  may  be  some 
question  as  to  calling  a  simple  drying  oil  a  paint,  but  when  used  as  a 
coating  it  is  merely  an  extreme  case).  Varnishes,  which  are  mixtures 
of  gums  and  oils,  compounded  by  means  of  heat,  are  frequently  intro- 
duced into  the  vehicles  of  paints. 

The  most  important  and  extensively  used  paints  are  those  which 
are  mechanical  mixtures  of  pigments  and  vehicles.  The  most  im- 
portant and  common  vehicle  is  linseed  oil.  Other  vehicles  are  fish  oils, 
china  wood  oil,  soya  bean  oil  and  mineral  oils.  All  of  these  except 
china   wood   oil   have   been    frequently   used   as   cheap   and   inferior   sub- 

605 


♦km;  IkON     AND    STKi<:i.    STKUerih'KKS. 

slitutcs  for  adulterants  uf  linsccfl  oil,  althouj^li  china  wood  oil,  soya 
bean  t)il  and  mcnhadcMi  (fish)  oil  arc  rccojj:nizcd  as  valuable  assistants 
in  certain  paints.  Turpentine  and  light  mineral  oils  (such  as  benzine, 
benzol,  naphtha,  etc.)  are  used  as  thinners  and  solvents  and  are  so  used 
both   legitimately   and   otherwise. 

An  oil  paint  generally  requires,  in  addition  to  the  pigment  and  the 
oil,  a  small  proportion  of  dryer,  which  is  generally  a  liquid  which,  when 
incorporated  into  the  paint,  causes  the  film  of  it  to  dry  by  oxidation 
with  the  desired  rapidity.  Films  of  other  paints,  such  as  asphaltum 
and  coal  tar  paints  dry  by  the  evaporation  of  the  solvent. 

Tt  is  quite  generally  considered  that  the  most  durable  paints  are 
those  which  arc  composed  of  pigments  with  linseed  oil  as  the  principal 
ingredient  of  the  vehicle.  Linseed  oil  varies  in  its  composition  and 
properties  according  to  its  method  of  extraction  from  the  flaxseed,  and 
its  later  manipulation.  There  is  little  or  no  choice  nowadays  to  the 
consumer  as  regards  method  of  extraction  from  the  seed,  this  being 
controlled  by  large  commercial  concerns  whose  methods  are  practically 
identical  in  that  they 'all  employ  the  hot-pressed  method  which  possibly 
gives  inferior  oil  to  that  obtained  by  the  cold-pressed  method.*  After 
pressing,  however,  the  oil  is  processed  and  refined  by  many  methods 
and  graded  commercially  accordingly.  Raw  oil  and  boiled  oil  are  the 
two  general  kinds  employed  for  structural  metal  paints  and  both  of  these 
are  variously  treated  so   as   to   considerably   modify  their  properties. 

Raw  oil  with  drier  added  to  it  without  heating  has  been  sold  as 
boiled  oil — "bung-hole"  boiled  or  "chemically"  boiled  by  those  who 
understand  the  difference  between  this  makeshift  and  true  boiled  oil 
which  is  heated  to  a  relatively  high  temperature,  and  generally  has 
driers  added  also.  When  heated  in  open  kettles,  which  is  generally  con- 
sidered the  best  method,  it  is  called  open-kettle  boiled  and  there  is 
supposed  to  be  some  virtue  in  having  the  heat  applied  by  means  of  a 
wood   fire   under   the  kettle. 

There  is  room  for  much  diflference  in  treatment  and  skill  in  man- 
ipulation in  boiling  oil  by  the  heating  process  and  this  leads  to  many 
claims  of  superiority  by  different  paint  manufacturers  for  their  par- 
ticular and  secret  methods  in  this  line.  Just  how  much  if  any  real 
superiority  there  is  in  these  special-processed  oils  over  the  commercial 
open-kettle  boiled  now  readily  obtainable  of  the  large  oil  manufacturers, 
is  difficult  to  prove  or  disprove.  It  is  generally  conceded  that  either  raw- 
er boiled  linseed  should  be  free  from  certain  ordinary  impurities  in 
order  to  give  the  best  results  in  paints.  There  is  a  great  difference  of 
opinion  as  to  the  merits  of  raw  or  boiled  oil  for  paint-making  pur- 
poses, but  for  metal  paints  the  tendency  seems  to  be  towards  the  use 
of  the  open-kettle  boiled  oil.  . 

As  films  of  linseed  oil-and-pigment  paints  are  always  more  or  less 
porous  and  pervious  to  water  and  moisture,  considerable  experimenta- 
tion has  been  undertaken  towards   increasing  the  impermeability  of  the'^ 


*Cold-pressed  oil  is  obtainable  commercially  at  a  large  advance  in  price 
(10   cents   per   gallon   at   time  of  writing)  over  raw  oil. 
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him  by  adding  varnishes,  bitumens  and  otiier  kinds  of  oils  to  the  linseed 
oil  in  certain  minor  proportions.  If  the  proportions  of  these  added  ma- 
terials become  too  great,  the  durability  of  the  film  is  generally  decreased 
on  account  of  brittleness   or  otherwise. 

The  importance  of  the  quality  and  proportions  of  driers  is  recog- 
nized, but  these  have  apparently  not  as  yet  been  the  subject  of  any  such 
extensive   study   as    have   oils    and    pigments. 

The  most  extensive  scientific  study  of  the  properties  of  paint  ma- 
terials probably  has  been  made  on  pigments.  For  a  long  time  paints 
have  been  principally  known  to  engineers  and  others  simply  by  the  name 
of  the  pigment  element,  as  iron  oxide  paint,  red  lead  paint,  graphite 
paint,  etc.,  and  it  was  long  supposed  that  the  pigment  was  the  prin- 
cipal  factor  in  determining  the  efficiency  of  these  paints. 

Pigments  are  commonly  divided  into  two  general  classes,  which 
may  be  called  prhfmry  and  secondary.  Those  in  the  primary  class  are 
the  ones  strong  in  color  or  in  covering  power  and  sometimes  forming 
chemical  combinations  with  the  vehicles.  Those  of  the  secondary  class 
are  weak  in  color  and  covering,  generally  not  suitable  for  use  alone  as 
pigments,  but  suitable  as  fillers  and  extenders  when  mixed  with  these 
primary  pigments ;  these  are  commonly  known  as  "inert"  pigments,  al- 
though this  is  really  a  bad  designation,  since  many  of  the  primary  pig- 
ments are  chemically  inert  to  all  atmospheric  influences  and  to  the  usual 
paint  vehicles. 

The  principal  primary  pigments  used  for  structural  metal  paints  are 
the  following: 

1.  White  leads. 

(a)  The  basic  carbonate,  which  is  the  kind  made  by  the 
well-known  Dutch  process,  and  (b)  the  basic  sulphate,  com- 
monly  known   as   the   "sublimed"   variety. 

2.  Zinc   oxide   or   white  zinc. 

3.  Red  lead. 

4.  Blue  lead. 

5.  Iron  oxides,  including  Venetian   red. 

6.  Lampblacks,  generally  the  product  of  burned  petroleum  oils. 

7.  Carbon  blacks,   generally   the   product  of  burned  natural  gas. 

8.  Graphites,    natural    and    artificial. 

9.  Ochres. 

10.  Natural  carbons,  slates,  clays,  etc.,  possessing  peculiar  properties 
fitting  them   for   pigments. 

11.  Chrome  greens   and  yellows,   used  generally  for  tinting  only. 

The  cost  of  the  above  pigments  will  usually  range  from  2c.  to  loc. 
per  pound,  except  the  chrome  pigments  which,  when  pure,  are  much 
more  expensive.  Pigments  which  are  sometimes  used,  but  are  generally 
prohibitory  on  account  of  their  high  cost,  are  American  Vermillion  and 
other  chromates  and  Prussian  Blue. 
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Tlic   i)riiuii)al    secondary    pigments    are: 

1.  Silica. 

2.  Asbestine. 

.^     Harytcs    (natural    snlphatc    of    harinni). 

4.  Calcinm     carbonate,     including     chalks      (frequently     called 

whithtg). 

5.  Clays. 

6.  Gypsum. 

7.  Blanc  fixe    (artificial   sulphate  of  barium). 

These  are  all  cheap  materials,  usually  costing  under  2  cents  per 
pound.  When  used  they  are  mixed  with  the  primary  pigments  to  cheapen 
the  product  and  often  with  definite  ideas  of  improvement  of  the  paint. 
For  instance,  a  small  percentage  of  calcium  carbonate  is  said  to  counter- 
act any  free  acid  that  may  be  present  in  the  primary  pigment;  silica  is 
thought  by  some  to  give  a  "tooth"  for  holding  subsequent  coats ;  asbes- 
tine and  china  clay  aid  in  keeping  pigments  in  suspension  in  the  vehicles ; 
barytes  gives  weight  and  body  to  paint ;  blanc  fixe,  used  in  large  pro- 
portions in  proper  mixtures,  is  said  to  give  excellent  results  for  certain 
sea  air  exposures. 

As  before  mentioned  it  has   for  many  years  been  generally  thought 
that  the  pigment  is  the  ingredient  which  has  the  greatest  influence  on  the 
durability  and  efficiency  of  paint  coatings,  especially  those  for  the  pro- 
tection of  steel  surfaces,  although  paint  technologists  recognize  the  great 
importance  of  the  vehicle  and  that  the  two  must  largely  be  considered 
together.     So  many  pigments  have  been  available  and  in  so  many  varia- 
tions   and   combinations    that    it   has   not   been   easy   to    determine    their 
relative  merits  nor  the  properties  which  are  necessary  for  suitable  pig- 
ments.    The  question  of  color  often  is  the  determining  factor,  especially 
when  white  and  very  light  shades  of  color  are  wanted,  for  which  the 
white  leads   and  zincs   must  be  used ;   but   for   dark   colors   almost  any 
of  the  pigments  can  be  used,  tinting  as  required,   even  the  white  pig- 
ments.    (It  may  surprise  some  to  know  that  a  black  pigment  can  be  pro- 
duced by  mixing  45  parts  by  weight,  of  white  lead  and  55  parts  of  car- 
bon black).     Excepting  the  question   of  color,   the  present  field  of  pig- 
ments may  be  said  to  be  the  survival   of  those   found  fittest  by  many 
years  of  trial.     To   further  determine  the  relative  merits  of  these  pig- 
ments, many  tests  have  been  made  by  individuals,  paint  manufacturers, 
railroad  companies,  technical  associations  and  others,  with  coatings  made 
with  these  various  pigments,  applied  both  to  test  plates  and  to  structures 
in    service,    exposed   to   various   atmospheric   influences   and   to   artificial 
substitutes  for  them,  and  except  for  certain  special  conditions  of  applica- 
tion and  exposure,  without  decisive  results.     Probably  the  most  promin- 
ent of  these  tests  are  those  of  the  American  Society  for  Testing  Mate- 
rials  and  widely  known   as  the   Atlantic   City   and  the   Havre   de   Grace 
Bridge  Tests.     As   these   tests   were  announced   as   concluded   this   year 
(1914)   it  seems  proper  to  present  the  results  to  the  Association. 
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THE  ATLANTIC  CITY  TESTS  OF  THE  AMERICAN  SOCIETY  FOR  TESTING   MATERIALS. 

These  were  primarily  paint  tests  of  pigments  mixed  with  oil  vehicles, 
were  inaugurated  in  1908  and  completed  in  1914.  They  were  undertaken 
mainly  for  a  comparison  with  the  water-test  classification  of  pigments  as 
"inhibitive,"  "indeterminate''  and  "stimulative,"  as  described  in  last 
year's  report  of  our  Committee.  There  was  also  a  suggestion  that 
"slightly  soluble  chromates  should  exert  a  protective  action  when  em- 
ployed as  pigments,  by  maintaining  the  surface  of  the  iron  in  a  passive 
condition  in  case  water  and  oxygen  penetrated  the  paint  film."  Some  50 
single  pigments  were  incorporated  with  linseed  oil  into  paints  which 
were  applied  in  three  coats  to  steel  plates  24  in.  x  36  in.  in  surface  di- 
mensions, in  series  of  three  plates  each,  one  of  open-hearth  steel,  one  of 
Bessemer  steel  and  one  of  a  special  pure  "iron."  The  plates  were  exposed 
to  the  weather  at  Atlantic  City,  N.  J.,  and  were  examined  annually  and 
reported  in  1910  and  annually  thereafter  by  a  committee  of  the  American 
Society  for  Testing  Materials.  With  a  few  exceptions  the  coatings  had 
so  nearly  failed  at  the  time  of  the  1914  examination  that  it  was  decided 
that  no  further  examinations  would  be  reported.  At  the  American  Society 
for  Testing  Materials  Annual  Meeting  in  1914,  Mr.  G.  W.  Thompson, 
who  originally  suggested  the  water  test,  expressed  his  opinion  that  it  had 
failed  to  establish  itself,  as  shown  by  the  Atlantic  City  tests,  as  a  reliable 
indicator  of  the  value  of  pigments  in  oil  paints  for  steel  protection. 
Among  the  coatings  which,  according  to  the  American  Society  for  Test- 
ing Materials  Committee  report,  proved  most  efficient  to  the  last,  were 
some  of  those  made  with  pigments  grouped  in  each  of  the  three  classes : 
"inhibitive,"  "indeterminate"  and  "stimulative."  It  is  notable  that  the 
coatings  made  with  all  of  the  primary  pigments,  Nos.  i  to  9  as  listed 
above,  with  the  exception  of  the  basic  carbonate-white  leads  and  the 
zinc-oxide,  were  included  in  the  list  selected  as  being  in  proper  condi- 
tion for  continuance  of  the  test  at  the  annual  inspection  of  1913.  At  that 
time  the  coatings  made  with  the  following  single  pigments  were  rejected 
as  unsuitable  for  further  test: 

Basic  carbonate-white  leads  (classified  as  "inhibitive"  and  "indeter- 
minate"). 

Zinc  oxide   (classified  as  "inhibitive"). 

All  secondary  pigments  (classified  as  "indeterminate"  except  one 
"stimulative"). 

Prussian  blue   (classified  as  "inhibitive"). 

Ultramarine  blue  (classified  as  "inhibitive"). 

Some  of  the  mixed-pigment  coatings  which  the  American  Society  for 
Testing  Materials  Committee  judged  among  the  best  of  all  the  remaining 
coatings  left  in  July,  1914,  had  the  following  pigment  compositions: 

Carbon  black  and  barytes   (both  classified  as  "stimulative"). 
Lampblack,  graphite  and  barytes   (all  classified  as  "stimulative"). 
Equally  notable  with  the  above  is  the  fact  that  all  of  the  six  coatings 
made  with  single  chrome  and  chromate  pigments  were  among  those  that 
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g.ive  the  very  best  results.  I'our  of  tliesc  pigmcnls  were  chissed  as 
"iiihibitivc,"  two  as  "indeterminate."  They  would  probably  all  be  con- 
sidered too  expensive  for  general  structural  paints,  costing  usually  from 
12  cents  to  20  cents  per  lb.  There  were  other  single  pigments  of  various, 
including  several  ordinary  kinds,  that  gave  generally  as  good  results  as 
the  chromates,  these  being  classified  indiscriminately  as  regards  the  water 
test.  Small  admixtures  of  chromate  pigments  with  "stimulative,"  "in- 
determinate" and  weakly  "inhibitive"  pigments  gave  no  results  indicat- 
ing any  value  in  such  additions.  It  is  also  notable  that  relia1)le  observers 
report  that  there  was  no  appreciable  average  difference  in  the  corrosion  of 
the  plates  of  the  different  kinds  of  steel  and  of  the  special  "iron"  nor  in  the 
relative  conditions  of  the  coatings  protecting  them. 

While  the  general  conclusions  of  the  A.  S.  T.  M.  Committee  on  these 
tests  have  not  yet  been  published,  it  would  seem  that  the  results  so  far 
published  quite  clearly  demonstrate  that  the  tests  do  not  follow  the  results 
of  the  water-test  classification  in  determining  the  value  of  pigments  when 
used  in  oil  paints  for  the  protection  of  metal. 

THE    HAVRE    DE    GRACE   BRIDGE    TEST    OF    THE   AMERICAN    SOCIETY    FOR    TESTING 

MATERIALS. 

The  Havre  de  Grace  test,  which  was  partially  described  in  last  year's 
report  of  this  Committee,  was  a  combination  test-plate  and  service  test 
located  on  the  deck  truss  bridge  of  the  Pennsylvania  Railroad  over  the 
Susquehanna  River  at  Havre  de  Grace,  Md.  Nineteen  different  commer- 
cial steel-protective  paints  furnished  by  sixteen  representative  paint  man- 
ufacturers, were  the  ones  tested.  Neither  the  exact  composition  nor  the 
trade-names  of  the  paints  have  been  published,  but  two  independent  sets 
of  chemical  analyses  were  made  by  competent  members  of  the  A.  S.  T.  M. 
in  the  endeavor  to  establish  the  composition  of  each  paint,  and  these 
analyses  were  published.  It  cannot  be  said,  however,  that  these  analyses 
satisfactorily  established  the  composition  in  many  cases  and  they  are  in 
many  particulars  not  intelligible  to  engineers.  It  is  hoped  that  the  A.  S. 
T.  M.  Committee  will  find  a  way  to  supply  full  information  as  to  com- 
mercial names  and  proportions  of  the  ingredients  of  these  paints. 

The  paints  were  applied  to  consecutive  panels  of  the  bridge  mem- 
bers, one  kind  to  each  panel  and  to  nine  steel  plates,  24  by  2>^  in.  surface 
dimensions,  the  plates  being  placed  in  vertical  position  along  the  lower 
chord  of  the  bridge.  The  paints  were  all  applied  under  the  supervision 
of  a  Director  of  Tests  appointed  by  and  under  the  direction  of  the  A.  S. 
T.  M.  Committee.  Three  coats  were  applied  in  all  cases,  with  one  ex- 
ception, but  a  notable  feature  of  the  plate  tests  was  that  the  spreading 
was  at  the  measured  rate  of  1,200,  900  and  600  sq.  ft.  per  gallon  respect- 
ively for  three  plates  in  each  set.  The  rate  of  spreading  on  the  bridge 
members  was  not  measured,  but  it  was  reported  as  generally  less  than  the 
smallest  rate  on  the  plates.  The  test-plates  were  cleaned  by  pickling. 
The  bridge  members  were  thoroughly  cleaned  by  ordinary  methods.  (The 
shop  coat  appears  to  have  been  linseed  oil,  some  of  which  was  removed 
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before  field  painting,  but  much  of  which  was  painted  over.)  No  painting 
of  bridge  members  was  done  except  when  the  weather  conditions  were 
suitable.  (For  a  more  complete  description  of  the  preparatory  methods  see 
last  year's  report  of  our  Committee).  The  exposure  was  to  pure  atmos- 
pheric conditions  only,  except  that  the  bridge  members  received  the  drip- 
pings from  passing  trains. 

The  bridge  members  and  test  plates  were  painted  and  exposure  com- 
menced in  the  fall  of  1906  and  annual  examinations  were  subsequently 
made  and  reported  by  the  Committee.  For  over  six  years  all  these  paint 
coatings,  with  one  exception,  remained  in  generally  excellent  condition, 
almost  fully  protecting  the  metal  of  both  the  bridge  and  test-plates.  Fol- 
lowing the  spring  inspection  of  1913,  the  Committee  concluded  that  seven 
paints  were  no  longer  in  condition  to  afford  proper  protection  to  the 
bridge  members.  After  the  next  examination,  in  the  spring  of  1914,  the 
Committee  was  of  the  opinion  that  all  the  bridge  sections  needed  re- 
painting because  of  the  condition  of  the  coatings  on  the  horizontal  sur- 
faces, although  a  large  part  of  the  surfaces  were  still  in  excellent  con- 
dition. We  are  informed  that  while  the  experimental  painting  included 
the  bridge  floor  system,  the  inspections  and  reports  of  the  Committee  refer 
only  to  portions  of  the  bridge  other  than  the  floor  system.  It  is  notable 
that  the  Committee  reported  the  coatings  on  the  vertical  bridge  surfaces 
in  generally  better  condition  than  those  on  the  plates,  due  probably  to  the 
heavier  coatings  on  the  bridge  and  some  help  from  the  shop  coat. 

The  plate  coatings  were  all  rated,  on  a  comparative  scale,  as  to  their 
condition,  at  each  examination,  but  on  account  of  the  lack  of  informa- 
tion as  to  the  composition  of  the  paints,  there  is  not  much  to  learn  as  to 
the  effect  of  composition.  However,  the  analyses  give  unmistakable  evi- 
dence of  the  composition  of  some  of  the  paints,  especially  the  pigments. 
This  is  particularly  the  case  of  the  red  lead  pigments  and  it  may  be 
noted  that  the  paints  with  red  lead  pigments  received  the  highest  marks 
at  the  end  of  the  test.  The  highest  mark  for  any  paint  at  the  1914  ex- 
amination was  given  to  the  set  of  coatings,  the  pigments  of  which  are 
shown  by  the  analysis  as  straight  red  lead  for  all  three  coats,  and  this 
mark  held  good  for  all  three  spreading  rates,  between  which  there  was 
little  to  choose.  The  second-best  mark  was  a  tie  between  another  case 
of  three  coats  of  paint  with  straight  red  lead  pigment  and  one  with  a 
first  coat  with  mixed  white  lead,  zinc  oxide  and  other  pigments  and  two 
over-coats  with  a  pigment  of  carbon  or  lampblack,  mixed  with  red  lead. 
The  third-best  mark  went  to  a  case  of  70  per  cent,  red  lead  primer  with 
a  first  over-coat  for  which  one  analysis  shows  56  per  cent,  red  lead  in 
pigment  and  a  second  over-coat  the  pigment  of  which  appears  to  have 
been  mostly  carbon  or  lampblack.  In  general,  it  would  appear  that  this 
test  has  been  of  value  in  demonstrating  (i)  that  six  or  eight  years  pro- 
tection may  be  obtained  from  commercial  paints  when  properly  applied 
in  three  field  coats  to  carefully  cleaned  bridge  surfaces  (possibly  ex- 
cepting floor  system)  and  subjected  to  ordinary  weather  and  train  ser- 
vice conditions;  (2)  that  (with  a  few  exceptions)  the  serviceability  of  the 
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coatings  increased  vvitli  tlieir  thickness;  (3)  that  test  plate  results  give 
a  valuable  indication  of  service  conditions;  (4)  some  information  as  to 
the  comparative  efficiency  of  dififerent  paint  materials. 

Full  descriptions  of  the  above  described  tests  will  be  found  in  the 
Conmiittee  reports  in  the  Proceedings  of  the  American  Society  for  Test- 
ing Materials,   1906  to  1914,  inclusive. 

Reports  of  other  valuable  tests  and  papers  on  the  subject  in  hand 
which  have  come  to  the  notice  of  your  Committee  during  the  year  are 
the  following: 

"Report  on  a  Permeability  'J'est  for  Paints  and  Varnishes,"  by  A.  M. 
Muckenfuss,  Proc.  A:  S.  T.  M.,  1914. 

Paper  on  "Painting  Structural  Steel :  The  Present  Situation,"  by 
A.  H.  Sabin,  with  discussion  by  eight  persons;  Trans.  A.  S.  C.  E.,  1914, 
P-  952. 

Paper  on  "The  Protection  of  Iron  and  Steel  by  Paint  Films,"  by 
Norman  A.  Dubois,  Journal  Industrial  and  Eng.  Chemistry,  Vol.  5,  No. 
12,  December,  1913.  The  author  of  this  paper  points  out  that  "by  all 
prominent  theories  of  corrosion,  penetration  of  the  paint  film  by  gases 
and  moisture  is  necessary  for  corrosion  of  the  underlying  metal,  and  con- 
cludes that  imperviousness  of  the  film,  without  impairment  of  durability, 
is  the  important  factor  in  protection  of  metal.  He  considers  special  treat- 
ment of  the  vehicle  as  well  as  selection  of  pigments  necessary  to  accom- 
plish this,  and  shows  by  certain  test  results  a  superiority  of  paints  having 
a  mixture  of  kauri  gum  varnish,  in  small  proportions,  with  the  linseed  oil 
of  the  vehicle,  over  paints  with  straight  linseed  oil  vehicles. 

The  year  has  been  notable  for  the  increase  in  the  use  of  commer- 
cially prepared  red  lead  ground  in  linseed  oil,  which  has  been  made  pos- 
sible only  through  the  production  of  red  lead  almost  entirely  free  from 
litharge. 

STUDY    OF    PAINTING    METHODS    AT    BRIDGE    SHOPS. 

Inquiries  were  sent  to  steel  bridge  and  structural  fabricating  com- 
panies well  distributed  geographically  for  information  as  to  their  prac- 
tice.    The  replies  from  fifteen  shops  are  analyzed  in  Table  i. 

A  special  observation  of  the  painting  methods  at  two  of  the  largest 
bridge  shops  was  made.  It  is  the  intention  to  make  a  considerable  num- 
ber of  such  observations.  The  reports  on  the  observations  made  are  in- 
teresting and  as  follows : 

Shop  A — "From  what  I  saw  at  this  plant  considerable  pains  are 
taken  to  properly  clean  surfaces  before  paint  is  applied.  The  procedure 
in  three  separate  instances  was  alike.  The  surfaces  were  cleaned  by  the 
use  of  benzine,  applied  with  a  fiat  brush  to  the  most  of  the  inside  sur- 
faces of  two  end-posts,  webs  and  top-gusset  plates.  These  posts  were 
about  35  to  40  feet  long  and  perhaps  30  in.  square,  with  double  lines  of 
rivets  in  each  web  leg  of  angles,  and  webs  reinforced  for  part  of  their 
length.  After  the  benzine  had  been  applied,  the  surfaces  were  wiped 
with  clean  waste,  then  scraped  with  scraper  until  loose  material  fell  off; 
then  brushed  with  a  fiber  brush.  Paint  was  then  applied — red  lead  and 
oil,  in  two  instances.    It  was  well  rubbed  out  and  was  what  I  would  call 
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very  well  done.  The  posts  were  then  turned,  one  turn,  so  that  webs 
were  horizontal,  cover  plates  and  lattice  bars  were  vertical.  The  same 
methods  of  cleaning  the  cover  plates  were  pursued.  The  lattice  bars  and 
tie  plates  were  scraped,  care  being  used  as  in  case  of  webs  in  cleaning 
and  applying  paint.  Four  men,  all  Greeks,  were  at  work  on  these  mem- 
bers, and  they  were  probably  doing  as  they  had  been  accustomed.  I  took 
them  to  be  average  men  and  found  out  that  all  had  been  engaged  in  the 
work  of  painting  for  at  least  one  year  and  that  none  of  them  did  any 
other  kind  of  work.  Of  these  four  men,  one  was  paid  22,  two  21,  and 
the  other  24  cents  per  hour. 

They  did  not  stir  the  paint  in  the  pails.  They  obtained  their  supply 
of  paint  from  a  barrel  or  tank  in  which  a  rotary  paddle,  driven  by  a 
worn-out  air  reamer,  was  constantly  in  motion.  The  paint  was  of  the 
consistency  of  25  lbs.  of  red  lead  per  gallon.  The  paint  pails  held  about 
one  gallon.  The  paint  was  applied  with  4-in.  fiat  brushes.  I  would  con- 
sider this  work  well  done  as  to  cleaning  and  painting — perhaps  95  per 
cent,  of  the  ideal. 

The  third  instance  was  in  the  painting  of  a  shallow  girder,  about  48 
in.  deep  and  perhaps  30  to  35  ft.  long.  This  was  painted  by  two  men,  one 
on  each  side,  cleaning,  scraping  and  brushing  the  same  as  in  the  other 
instances ;  same  means,  same  tools,  not  the  same  men  who  painted 
the  end-posts.  The  paint  applied  was  a  carbon  paint.  If  anything,  the 
work  of  painting  was  slightly  better  than  the  red  lead. 

The  day  was  fine,  slight  breeze,  sunlight,  painting  outside.  The 
painters  did  not  know  me.  I  made  no  sign,  nor  spoke  a  word  and  am 
sure  no  one  had  been  advised  of  the  purpose  of  my  visit. 

Shop  B — They  do  not  take  as  much  care  with  cleaning  as  at  Shop  A, 
no  benzine  being  used.  Surfaces  are  wiped  with  cotton  waste  if  dirty 
and  the  scraping  is  the  same,  except  they  use  a  whisk-broom  after  the 
scraper.  One  man  was  putting  on  red  lead  and  oil,  and  as  far  as  I  could 
see  it  was  as  well  applied  as  at  Shop  A,  and  by  a  man  who,  I  was  told, 
had  been  engaged  in  painting  for  about  four  years  and  who  did  nothing 
else  (also  a  Greek,  by  the  way).  This  painting  was  done  under  cover 
and  in  a  place  fairly  free  from  floating  dust.  A  number  of  finished 
members  of  varied  kinds  painted  with  several  kinds  of  paints,  were 
stored  near  where  the  painting  was  going  on.  I  would  say  it  all  looked 
well.    This  shop  has  over  an  acre  under  cover. 

From  this  covered  area  I  went  to  the  loading  yard.  Here  were  a 
number  of  girders,  all  alike,  for  the  (mentioning  a  large  public  works 
construction),  length  about  40  ft.,  48  in.  deep — no  cover  plates.  It  was 
new  steel,  neither  angles  nor  web  plates  showing  any  evidence  whatever 
of  rust.  The  steel  did  not  look  as  if  it  had  been  away  from  the  mill  more 
than  ten  days  or  two  weeks.  The  work  had  been  done  on  the  girders 
in  the  shop  and  they  had  come  out  into  the  yard  remarkably  clean.  The 
painters  (two  of  them)  were  scraping  off  the  assembling  paint  that  had 
run  down  the  web  when  it  got  hot  from  driving  the  rivets,  and  any  loose 
dirt  that  might  have  adhered  to  it ;  also  wiping  surfaces,  where  needed, 
with  cotton  waste.  The  paint  applied  was  (proprietary  name)  I  think. 
At  any  rate,  it  was  well  applied  and  looked  well  as  soon  as  it  went  on. 
It  was  subject  to  the  ash  and  smoke  deposits  from  a  blast  furnace  a 
short  distance  away,  the  stacks  belching  out  clouds  of  a  fine  dust  which 
settled  down  on  the  girders.  So  much  of  this  dust  had  settled  on  the 
tops  of  some  girders  painted  two  days  previously  and  before  the  paint  was 
dry,  as  to  remind  one  of  sandpaper  when  the  fingers  were  rubbed  over 
the  surfaces.  The  color  was  likewise  changed  to  a  brownish-gray  instead 
of  black. 
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The  \v(irk  of  paintinp  at  Shop  A  and  also  at  Shop  H  is  let  out  hy 
contract  to  a  contractor  who  hires  his  own  men  and  pays  them;  he  fur- 
nishing the  lahor  for  application  and  the  contractor  for  the  steel  work 
furnishin.^  the  i)aint  materials." 

COLLECTION    OF    INFORMATION     AS    TO    TUK    PRACTICE    OF    IMPORTANT    KAILKOAD::) 

OF  THE   UNITED    STATES    AND   CANADA    IN    REGARD   TO   THE    KINDS    OF 

PAINT    USED    AND    THK    METHODS    OF    APPLICATION. 

A  circular  letter  was  sent  out  to  an  official  of  each  of  the  principal 
railroads  (with  a  few  exceptions),  in  the  United  States  and  Canada;  the 
officials  selected  being  mem1)ers  of  the  Association.  The  same  letter  was 
sent  to  a  member  official  of  each  of  several  foreign  railroads.  The  cir- 
cular made  inquiry  by  means  of  several  questions  grouped  under  the 
headings  of  (i)  shop  coat  on  new  fabricated  steel;  (2)  field  coats  on  new 
fabricated  steel;  (3)  repainting  or  maintenance  of  bridges  under  traffic. 
These  circulars  were  sent  to  (yj  different  railroads  or  railroad  systems 
and  replies  were  received  from  53.  The  questions  and  the  substance  of 
the  replies  are  tabulated  in  Tables  2,  3  and  4.  The  following  is  a  sum- 
mary showing  the  extent  of  use  of  each  kind  of  paint  as  indicated  by  the 
replies ;  figures  and  percentages  referring  to  individual  railroads : 

1.  Kind  of  shop  paint  used : 

Red  lead  pigment  paint,  29  out  of  50,  equal  to  58  per  cent. 

Linseed  oil  only,  5  out  of  50,  equal  to  10  per  cent. 

Linseed  oil,  parts  in  contact  after  assembling  with  red  lead 

pigment  paint,  2  out  of  50,  equal  to  4  per  cent. 
Linseed   oil,   parts  in  contact  after   assembling  with  various 

proprietary  paints,  4  out  of  50,  8  per  cent. 
Graphite    and    carbon    pigment    paints,    including    lampblack 

paint,  8  out  of  50,   16  per  cent. 
Miscellaneous,  2  out  of  50,  4  per  cent. 

2.  Kind  of  paint  (classified  as  to  pigment)  used  for  field  coats  on 
new  steel. 

Red  lead  straight  or  in  part,  12  out  of  48,  25  per  cent. 
Carbon  or  graphite  or  both,  24  out  of  48,  50  per  cent. 
Miscellaneous,  12  out  of  48,  25  per  cent. 

3.  Kind  of  paint   (classified  as  to  pigment)    used  in  maintenance: 

Carbon,  13  out  of  46,  28  per  cent. 
Graphite,  7  out  of  46,  15  per  cent. 
Both  carbon  and  graphite,  4  out  of  46,  9  per  cent. 
Red  lead  straight  or  in  part,  11  out  of  46,  24  per  cent. 
Various,  11   out  of  46,  24  per  cent. 
The  above  figures  do  not  include  the  New  Zealand  Railways. 
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PROTECTION    BY    MEANS    OF    CONCRETE   ENCASEMENT. 

The  Committee  has  continued  the  collection  of  information  regard- 
ing the  practice  and  results  in  this  line  of  protection,  but  not  to  such  an 
extent  as  to  enable  it  to  present  any  further  information  to  the  Associa- 
tion at  this  time. 


(ilf) 
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TABLE  1.- QUESTIONS  AND  REPLIES  HEGAHDING  SHOP  PAINTING  PRACTICE. 


Qurstion 


Shop  No.  1 
Shop  No.  2 

Shop  No.  3 
Shop  No.  4 

Shop  No.  5 
Shop  No.  6 


Shop  No.  7 

Group  of 
Shops  No.  8 
Shop  No.  9 


Shop  No.  10 

Shop  No.  11 
Shop  No.  12 

Shop  No.  13 


Shop  No.  14 


Shop  No.  15 


Ar(>  paints  and 
oils  annl.v/»'(i 
on  firrivnl  .Mt 
sliop.s? 


No 


No 


At  times 


Onlj'  on  special 
occasions 


No 
No 


No 

Sometimes 

Dry  red  lead, 
linseed  oil, 
white  lead  and 
zinc  (in  oil), 
turpentine  and 
dryers,  yes. 
Mixed  paints 
when  required 
by  contract 

Lin.seedoil,yes. 
Ready-mixed 
paints  when 
required  b  y 
contract 

Same  as  No.  10 


Linseed  oil  and 
dry  red  lead, 
yes.  Ready 
mixed,  same 
as  No.  9 

Only  on  special 
occasions 


M  I-  f  li  ()  d  of 
mcn-surinR  pi>:- 
montaund  oils 
(  w  li  »'  t  h  ('  r 
l)y  incu.Mun'  or 
weiRht). 


No 


No.  Analyzed 
at  the  works 
before  s  h  i  p- 
ment  to  shops 


Both  ways 


Oils  measured 
and  pigments 
weighed 


Oils  measured. 
Pigments 
weighed 


Usually  meas- 
ure oils,  weigh 
pigments 


By  weight 


Weight  for  pig- 
ment. Meas- 
ure for  oils 
and  dryers 


By  weight 

By  weight 

Pigment  by 
weight.  Oils, 
dryers,  etc., 
by  measure 


Seldom  mix. 
Practically  all 
paint  used  is 
ready-mixed 

Seldom  mix. 
Practically  all 
paint  used  is 
ready-mixed 

Same  as  No.    9 


Dry  pigment 
by  weight. 
Paste  and  oils 
by  measure 


Pigments  b  y 
weight.  Li- 
quids by 
measure 


Pigments  b  y 
weight.  Oils 
by  measure 


Ah'thod  of  mix- 
i  n  K  paint, 
(whether  b  y 
niachinc  o  r 
liiindK 


By  hand 
By  hand 

By  hand 
By  hand 

Machine 


Machine  for  red 
lead,  others  by 
hand 


Machine 

Machine 

Rotary  paddles 
Small  quanti 
ties  of  special 
mix,  by  hand 


By  hand 


By  hand 


By  hand 


By  machinery 


By    machinery 
for  red  lead 


B  y  machine — 
special  one  for 
red  lead 


In  paint  mixed  first 
in  th(!  form  of  a 
paste,  and  if  after- 
wards tfiinncd,  what, 
material  is  used  and 
i.'i  tliinninL'  material 
inea.siired  and  mixed 
i)y  hand  or  niarhino? 


M  ixed  in  form  of  paste 

'i'liinning      materials 
measured 
Mixed  by  hand 

lOxcept  red  lead  paint, 
mixed  in  paste 
form. 

Thinning  material  i.s 
measured  and  paint 
mixed   bj-  hand 

Some  purchased  in 
paste  form;  mixed 
difTercnt  ways,  ac- 
cording to  .specifica- 
tions; by  hand 

Do  not  mix  in  paste 
form;  often  buy  in 
paste  form,  thinning 
with  linseed  oil, 
which  is  measured 
and  mixed  by  hand 

Not  first  mixed  in 
form  of  paste 

Buy  paint  ready- 
mixed  except  red 
lead.  Mixed  in  form 
of  paste  and  oil 
gradually  added 
while  machine 
works.  Oil  used  for 
thinning 

Not  mixed  in  paste 
form 

Sometimes.  Oil.  Not 
measured.    Machine 

Mixed  by  hand  to 
semi-paste.  Linseed 
oil  with  small  quan- 
tities of  turpentine 
and  japan  drj^er. 
Measured. 


Same  as  No.  9 


Same  as  No.  9 


Same  as  No.  9 


Dry  red  lead  with 
linseed  oil  and  japan 
drj^er,  bj''  machine. 
Other  paints  pur- 
chased in  paste  form 
and  thinned  with  oil 
and  drj-er,  by  ma- 
chine. Thinners 
measured  when 
specified 

Red  lead  and  lamp- 
black first  mixed  in 
machine  mixer  with 
a  httle  oil,  then 
thinned  with  oil. 
No  thinner  other 
than  linseed  oil 

Red  lead  and  oil  ma- 
chine mixed  in  paste 
form,  then  thinned 
with  oil 


Is  tlir-  mixing 
a  ri  d  appli(;a- 
tion  of  paint 
Hupervi.sed  by 
a. '■killed  paint 
er  or  by  a  la- 
l)or  foreman? 


Skilled  painter 
Skilled  painter 


Paint  foreman 
is  an  old  hou-se 
painter 

By  men  .skilled 
in  this  partic 
ular  branch  of 
painting 

Skilled  painter 

Skilled  laborer 


Skilled  painter 

Foreman  of 

painters 
Special  painter 

foreman 


Yard  foreman 
who  has  been 
in  charge  for 
many  years 

Same  as  No.  10 


Same  as  No.  9 


Skilled  painter 


Skilled  paint 
foreman 


Skilled  painter 
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Ispiiinlin.'tilonc 
undor  covim-  or 
wliilo  <>xposo(l 
to  w(>;i(li(>r? 


Both  ways 


While    exposed 
to  weather 


In  open  in  good 
weather.  Un- 
der cover  in 
bad  weather 

As  a  rule,  under 
cover 


Half  and  half 


Outside  when 
weather  is 
suitable 


Exposed    to 

weather 
In  shipping 

yards 
Practically    all 

in  open 


lender  cover 


Practically   all 
in  rpan 


Practically    all 
i    open 


Exposed  to 
weather 


I'nder  cover 


Under  cover 


Is  iKiint  allo\\(>(l  (o 
liccomc  thorousli- 
ly  dry  before  being 
liandied  or  shipped 


Sometimes  not 


Not  at  all  times 


Yes,  generally 


Not  alwavs 


No 


No 


Not  always 

When  possible 

Probably  50% 
loaded  before  en- 
tirely drj^;  this 
largely  due  to  de- 
mands of  custom- 
ers for  immediate 
shipment 

Same  as  No.  9 


Same  as  No.  9 


Same  as  No.  9 


When  immediate 
shipment  of  ma- 
terial i.s  not  re- 
quired, it  gener- 
allv  is 


Yes,  as  a  standard 
practice 


Yes,  except  in  case 
of  rush  jobs  when 
requested  to  ship 
before  paint  is  dry 


M  on  til  ly 
capaci  (  >■ 
of  siiops  in 
ton'^ 


No  answer 


2,000 


,000 


No  answer 


7,000 


3,000 


1500  to  2000 
No  answer 
17,000 


800 


2,200 


2,500 


1200  to  1500 


5,000 


4000  to  5000 


:\ii':i  of  paint 
shop  f)r  space 
for  painting 
under  covi'r 


No  answer 


None 


10,000  sq.  ft. 


12,750  sq.  ft. 


51,000  sq.  ft. 


Limited 


Not  any 
None 


4,500  sq.  ft. 
(150'x30') 


None 


None 


None 


72,600  sq.  ft. 


37,700  sq.  ft. 
(130'x290') 


Area  of  space  for 
the  purpose  of 
painting  not  un- 
der cover 


No  answer 


For  painting  'ind 
shipping:  18,660 
sq.  ft. 


6,000  .sq.  ft. 


No  particular 
.space  as  we  try 
to  do  all  our 
painting  under 
cover 

51,000  sq.  ft. 


Several  acres 


32,000  sq.  ft. 

Shipping  yards 

About  500,000  sq. 
ft. 


7,800  sq.  ft. 
(120'x65') 


27,000  sq.ft. 
(300 'x90') 


About    2,100    sq. 
ft.  (35'x60') 


Difficult  to  state 
area  —  a  large 
portion  of  yard 
varying  with 
conditions 


Do  not  paint  out 
doors  under 
normal  condi- 
tions 


Are  employes 
e  n  g  M  g  e  d  in 
painting  paid 
at  an  liourl.\ 
rate  or  on  a 
p  i  e  c  e-w  o  r  k 
basi."-? 


Hourly  rate 


Hourly  rate 


Hourly  rate,  no 
piece-work 


Hourly  rate, 
with  bonus  for 
extra  produc- 
tion .  No  bonus 
on  unsati.sfac- 
tory  work 

Hourly  rate 


Hourly  rate 


Hourly  rate 
Both 
Hourlv  rate 


Hourly  rate 

Hourlj'  rate 
Hour  1  J-  rate 

Hourlv  rate 


Hourly  rate 
g  e  n  e  r  a  1  1  J- . 
P  i  e  c  e-w  o  r  k 
"as  the  oppor- 
tunity offers" 


Hourly  rate 
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(Sec  also  Tal)l('   :!,   (.^lu'stions  arnl    Aiisweis    10   and    F.) 


On  new    fabricated 

If  you  use  red  lead  and 

Do  you  inHist  that  tht  r 

.steol    what    paint 
do  you  use  for  the 

linseed  oil,  how  many 

lead    be    up    to    a   ofTti 

Mile- 

pounrl.'^  of  red    lead   to 

.specification  an  U)  pnril 

Railroad 

N:iino!m(l  Tit,!.- 

priming  or  .s  h  o  p 
eon  t  ? 

the    gallon    of    oil    f|r) 
you  re(|uire? 

If  not,   what  ar«  yoor 
quirement!^  in  thiH  ro0ii 

A 

B 

C 

Atchison,  Topokn 

5963 

.\.  F.  Robinson, 

Boiled  oil. Fort  parts 

Do  not  use  red  lead 

&  S:inta  Fc 

Bridge  Eng 

covered  in  assemb- 
ling;   use    cement 
paint 

Atlantic   C"  o  a  s  t 

4499 

C.  M.  James, 

Inacces.sible     parts 

25  lbs.  red  lead  to  U.  S. 

Red  lead  90%  pure 

I^-ine 

Asst.  to  Pres't 

red   lead   and   oil. 
All  other  parts  hot 
boiled  linseed  oil 

gallon  of  oil 

t 

Baltimore  &  Ohio 

4456 

\V.  S.  Bouton, 
Bridge  Eng. 

Carbon  paints  and 
also  ready  mixed 
red  lead 

Bangor  &  Aroo- 

630 

Moses  Burpee, 

Linseed  oil  onlj- 

stook 

Chief  Eng. 

Boston  t%  Maine 

2252 

B.  W.  Guppy, 
Struct.  Eng. 

Red  lead  and  oil 

28  lbs.  of  red  lead  to  one 
gallon  of   raw   linseed 
oil   and  i  pint  of   tur- 
pentine 

Yes 

Buffalo,  Rochester 

586 

E.  F.  Robinson, 

Red  lead  and  oil 

100  lbs.  of  pure  lead  to 

Yes 

&  Pittsburgh 

Chief  Eng. 

four    gallons    of    pure 
open  kettle-boiled  lin- 
seed oil,  and  ^  pint  of 
turpentine. Japan  dryer 

Canadian    North. 

465 

A.  F.  Stewart, 

Proprietary  graph- 

Ontario 

Chief  Eng. 

ite,  iron  oxide  and 
linseed  oil  paint 

Canadian  Pacific 

11641 

P.  B.  Motley, 

Red   lead,    lamp 

30  lbs.  red  lead,  4  oz. 

Yes,    85%    true   rad 

Bridge  Eng. 

black   and   boiled 
linseed  oil 

lamp  black  to  Imper- 
ial gallon  of  boiled  oil 

(Pb,  0,) 

Central   R.   R.  of 

676 

J.  J.  Yates, 

Red   lead  and   lin- 

6 gallons  oil  to  100  lbs. 

fAnalysis     must    sho^ 

New  .lersey 

Bridge  Eng. 

seed  oil 

red  lead  and   1   lb.  of 
lamp  black,  dry 

least  90%  of  Pb^  0« 

Central  Vermont 

536 

J.  M.  Morrison, 
Supt.  and  Eng. 

Pure  raw  linseed  oil 

Che.sapeake& 

2062 

M.  J.  Caples, 

Ohio 

4th  Vice  Pres. 

Chicago   &   East- 

1282 

L.  C.  Hartley, 

We  have  but  little 

We  do  not  use  red  lead 

Would  insist  upon  aaiiH 

ern  Illinois 

Chief  Eng.  " 

new  steel  work 

ing  pure                        ■ 

Chicago  &  North- 

8090 

W.  H.  Finlev, 

Lamp  black  paint 

Do  not  use  red  lead 

Do  not  use  red  lead    H 

western 

Chief  Eng. 

Chicago   Great 

1496 

C.  G.  Delo, 

Red  lead  and   lin- 

8 to  10  lbs. 

No  specific  reqiiimnH 

Western 

Chief  Eng. 

seed  oil 

Chicago,   Milwau- 

9612 

C.  F.  Loweth, 

The  shop  coat  may 

We  have  not  used  red 

Answered  in  B            H 

kee  &  St.  Paul, 

Chief  Eng. 

be  of  our  own  make 

lead    and    linseed   oil, 

\ 

or  of  a  special  man- 
ufactured brand 

except  in  a  small  num- 
ber of  ca.ses 

Chicago,  Rock  Is- 

7847 

I.  L.  Simmons, 

Pure  boiled  linseed 

Give  shop  a  list  of  H 

land  &  Pacific 

Bridge  Eng 

oil   mixed   with 
10%   lamp   black, 
inaccessible    parts 
two   coats   of   ap- 
proved paint 

from  which  to  sek^^ 
-  to  paint  these  parts  ^1 

Cleveland,  Cincin- 

2629 

O.  E.  Selbv, 

Red  lead  and   lin- 

25 lbs.  of  red  lead  per 

W'e    buy    commerci^B 

nati,  Chicago  & 

Br.  and  Str.  Eng. 

seed  oil 

gallon  of  oil 

lead  and  have  ool^B 

St.  Louis 

any  specification  as  ^H 

Delaware  &  Hud- 

862 

James  MacMartin, 

One  coat  of  oil;  in- 

When red  lead  is  used. 

Have  not  used  red  ^H 

son 

Chief  Eng. 

accessible  surfaces 

20  lbs.  to  one  gallon  oi 

such  an  extent  as  t  ^H 

two  coats  of  met- 

oil 

special  specificatkn'^H 

allic  paint 
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(See  also  Table  8,  Questions  and  Answers  E  and  F.) 


1  list'  raw  or 
al  boiled,  or 
boilod  linseed 
/hat  are  your 
ments  as  to 
of  «ime? 


What  ineun.s  do  you  em- 
ploy to  insure  obtain- 
inc;  the  proper  kind  of 
both  red  lead  and  lin- 
seed oil? 


Any  remarks  you  desire  to  make 
relative  to  shop  coat,  espec- 
ially its  application,  whether 
you  employ  your  own  shop 
inspector  or  an  inspecting 
bureau,  etc.,  are  desired. 


To  insure  satisfactory  results  in  tlu; 
preparation  of  steel  to  receive  the 
paint,  its  proper  application,  etc., 
would  you  approve  having  a  paint 
inspector  in  the  shop  for  this  pur- 
pose,  who   would   be  independent 

■  of  any  other  inspector  attending  to 
fabrication? 


D 


E 


,  believe  it  will  be  possible  to  properly  pre- 
et.il  work  for  a  shop  coating  in  any  of  the 
shops  of  to-day 


•oiled 


seed  oil 


)oiled 


luality"  kettle 
soiled 

Doiled 

raw  linseed  oil. 
ke  chemical  ex- 
;ion  to  determ- 
dulterated 


boiled  linseed 
^'hat  we  require 
bridge  paint 


ly     commercial 

linseed  oil  and 

not    made    any 

cations     as     to 

;tle  boiled  oil  as 
t  from  reliable 
acturers 


Chemical  analysis 


G 


Analysis  and  inspection 


Analysis  and  inspection 


Samples  of  every  batch 
purchased  and  monthly 
samples  in  addition 

Tests  by  our  chemist  be 
fore  using 


We  make  occasional  test 
checks 
Answered  in  B  and  C 


None 

Tests  are  made  by  com- 
pany chemists 


Answered  in  C  and  D 


No  special  means  have 
been  taken  for  obtaining 
material  other  than  pur 
chasing  from  reliable 
houses 


I  do  not  believe  a  paint  inspector  would  be  worth  much.      Our  ordi- 
nary shop  inspector  ought  to  attend  to  this  matter  fully. 


Inspection  Bureau 


No 


The  shop  painting  is  inspected  by  inspectors  reporting  direct  to  the 
Company's  Engineer  of  Tests;  do  not  favor  inspection  bureaus  nor 
special  inspectors  to  follow  up  .shop  inspection  of  the  painting 

Through  an  inspecting  engineer  Yes 

Own  inspection 


Inspection  bureau 


Inspection  bureau 


Own  shop  inspector  who  looks 
after  fabrication 

Use  inspection  bureau  for  fabri- 
cation and  painting 

Inspection  bureau 


Our  paint  foreman  acts  as  fore- 
man and  inspector 

Our  shop  inspector  is  supposed 
to  look  after  the  application  of 
shop  coat 

No  inspection 

The  application  of  coat  shop  is 
usually  done  under  the  super- 
vision of  our  shop  inspector 


No 


If  there  is  sufficient  work,  it  would 
be  well  to  have  an  inspector  to  at- 
tend to  the  painting 

Do  not  think  .special  in.spector  nec- 
essary 

No 


I  know  of  no  reason  why  the  shop 
inspector  cannot  see  that  the  shop 
coat  is  properly  applied 

Yes 

We  do  not  advocate  having  a  paint 
inspector  independent  of  our  regu- 
lar inspector 


All  that  is  necessary  on  a  shop  coat  is  to  give  the  steel  a  protective 
coating  which  will  keep  it  from  rusting  until  it  is  protected  and 
painted  in  the  field 


The  in.spection  of  shop  painting 
is  done  by  our  own  shop  in- 
spector 


Inspection  is  made  through  an 
inspection  bureau 


I  do  not  advocate  the  employment 
of  a  paint  inspector 


Would  think  the  steel  inspector  suf- 
ficient to  look  after  shop  painting 
and  carry  out  specifications  for 
same 


020 
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STRUCTHRKS  AGAINST  CORROSION-NEW  FAHHICATED  STEET-^SIIOP  COAT-Continued 

(See  also  Tahlo 

:?,   Question.s  and   An.swers  E  and  F. ) 

In    new    fabricatetl 

If  you  use  red  lea<l  and 

Do  you  inHiHt  that  Ihl 

Ht«H»l    what    paint 

lin.ieed  oil,  how  many 

Icafl    be    up   to  a  fli 

do  >  <)u  u.s<i  for  the 

pounds  of  red   lead  to 

sp('cificutir)n  itM  to  p|| 

Kitilroad 

Mile- 

Naiui' and  Title 

priming  or  shop 

the    gallon    of   oil    do 

If  not,  what  are  yoL 

age 

coat? 

jou  r(!(|uire? 

"""""1 

A 

B 

C           ^ 

Delaware,  Tiaoka- 

985 

G.  J.  Rav, 

Red  lead 

No  special   proportion. 

Generally  prepared  a 

wanna  &   West- 

Chief Eng. 

To  be  of  consistency  to 

furnished    ready  for 

ern 

spread  fairly  well,  and 
at  .same  time  prevent- 
ing separation 

Sometimes   red   lead 
nished  to  be  90%  par 

El  Paso  &  South- 

995 

H.  J.  Simmons, 

Graphite   and   pro- 

western 

Gen.  Manager 

prietary  paints 

Do  not  u.se 

i 

Erie 

2258 

R.  C.  Falconer, 

Boiled  linseed  oil 

Do  not  use 

Supt.  Const. 

Florida  East  Coast 

694 

A.  H.  Stead, 

Boiled   oil.      Inac- 

Do not  use  red  lead 

1 
Do  not  use  red  lead 

Asst.  Eng. 

cessible  parts,  yel- 
low   paint    manu- 

factured   by    the 

Standard  Oil  Co., 

i' 

secret  process 

Grand  Trunk 

4765 

H.  R.  Stuart, 

Red  lead 

30  lbs.  of  red  lead  to  one 

Up   to   standard  8p<' » 

Struct.  Eng. 

Imperial  gallon 

tions 

Grand  Trunk  Pac- 

3170 

J.  G.  LeGrand, 

Proprietarj'  graph- 

ific 

Br.  Eng. 

ite  and  lin.seed  oil 

Great  Northern 

7804 

J.  A.  Bohland, 

Proprietary  carbon 

Also    proprietary    mix- 

Mixed paint.s  froin 

Bridge  Eng. 

or    graphite,    and 
linseed  oil 

ture  of  red  lead,  graph- 
ite and  ready   mixed 
lead,  etc. 

firms 

International  & 

1106 

0.  H.  Crittenden, 

Red  lead 

I  have  been  leaving  this 

Have  been  specify..: 

Great  Northern 

Chief  Eng. 

to  structural    steel 
people 

quality 

Lehigh  \^illey 

1440 

F.  E.  Schall, 

Hand    mixed    red 

Purchased  by  bridge 

No 

Bridge  Eng. 

lead 

contractor 

Louisville  &  Nash- 

4923 

W.  H  Courtenav, 

Red  lead  and  oil 

25  lbs.  to  a  gallon  of  oil 

No 

ville 

Chief  Eng. 

Maine  Central 

1207 

W.  H.  Norris, 
Bridge  Eng. 

Red  lead 

22  lbs.  of  red  lead  to  one 
gallon  of  linseed  oil 

No 

Michigan  Central 

1817 

Hans  Ibsen, 
Bridge  Eng. 

Red  lead 

25  lbs. 

Required  true  lead 

88%,     not    less;   I 
PbO,  12%,notinor 
allic  lead  1-10, ofl 
more;  impuritiea  I 
more,  etc. 

Missouri,     Kansas 

3090 

A.  M.  Acheson, 

Red  lead  and  oil 

20  lbs.  to  a  gallon  of  oil 

Purest  red  lead  to 

&  Texas 

Chief  Eng. 

tained 

Missouri  Pacific 

7284 

S.  L.  Wonson, 

Red  lead  and   lin- 

20 lbs.  to  the  gallon  of 

Not  at  the  preeai 

Bridge  Eng. 

seed  oil 

oil 

Railway  i  n  spe' 
check  analysis 

Mobile  &  Ohio 

1122 

H.  Austin,  Jr., 

Red  lead  and  lin- 

28  lbs.    red   lead  to  ^ 

Specification  pure  i  le«»i 

Bridge  Eng. 

seed  oil 

boiled  and  §  gallon  of 
raw  linseed  oil 

Nashville,    Chat- 

1233 

Hunter  McDonald, 

Red    lead    applied 

25  lbs.  of  red  lead  to  a 

We  specify  a  specie  «: 

tanooga  &  St. 

Chief  Eng. 

one  hour  after  mix- 

gallon of  oil 

or  equivalent  for  p  'J 

Louis 

ing 

New  York  Central 

3056 

Geo.  W.  Kittredge, 

Red  lead 

100  lbs.  pure  red  lead  to 

We  have  insisted  i  '  ^■■ 

&  Hudson  River 

Chief  Eng. 

4  gallons  pure  kettle- 
boiled  linseed  oil  and 
h  pint  turpentine  .Tapan 

lead    having    cer     ^ 
quirements 

drier                                 i                                     . 
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^BLE  2— QUESTIONS  AND   REPLIES   RELATIVE  TO  PROTECTION  OK  IRON  AND  STEEL 

STRUCTURES  AGAINST  CORROSION— NEW  FABRICATED  STEEL-SHOP  COAT— Continued. 

(See  also  Table  8,  Questions  and   Answers  E  and  F.) 


ou  use  raw  or 
ical  boiled,  or 
(  boiled  linseed 
What  are  jour 
rements  as  to 
'  of  same? 


What  means  do  you  em- 
ploy to  insure  obtain- 
ing the  proper  kind  of 
both  red  lead  and  lin- 
seed oil? 


Any  remarks  you  desire  to  make 
relative  to  shop  eoat,  espec- 
ially its  application,  whether 
you  employ  your  own  shop 
inspector  or  an  inspecting 
bureau,    etc.,  are  desired. 


To  insure  satisfactory  results  in  the 
preparation  of  steel  to  receive  the 
paint,  its  proper  application,  etc  , 
would  you  approve  having  a  paint 
inspector  in  the  shop  for  this  pur- 
pose, who  would  be  independent 
of  any  other  inspector  attending  to 
fabrication'.' 


D 


nseed  oil 


boiled  linseed 
Ve  have  no  speci- 
equirements    for 

kettle  boiled  lin- 
oil,  Standard  Oil 
)anj-'s    specifica- 


iaseed  oil 


been  specifying 
'  boiled  first 
ty 

not  specify 

;  boiled — none 


;  boiled.     No  re- 
ments as  to  pur- 

ipen  kettle  boiled 
id  oil 


boiled 


inseed  oil 


s  either  chemical 
d  or  kettle  boiled 
0  other  specifica- 
oxcept  that  it 
d  be  pure 
jecify  pure  open 
?    boiled    linseed 


E 


Chemist  analysis 


Inspection  of  material  on 
its  receipt 


Do  not  test  regularly,  but 
have  had  no  trouble 


By  chemist's  analysis 


None 

None 
None 

Up  to  the  inspector 


We  take  samples  and  hav^e 
them  analvzed 


Chemical  analvsis 


Shop  inspection 


No  special  means  em- 
ployed only  as  stated 
above 


Inspectors  to  take  occa- 
sional samples  and  send 
them  to  Engineer  of 
Structures  for  examina- 
tion 


We  employ  our  own  inspector 
for  painting  and  also  the  fabri- 
cation of  steel 

Inspection  bureau 


Employ  inspecting  bureau 


By  inspection  bureau 


Have  never  employed  an  in- 
spector but  am  satisfied  we 
would  get  better  results  if  we 
did 

Painting  is  looked  after  by  shop 
inspector 

Hard  to  control  shop  painting 
and  consequently  not  satisfac- 
tory. Recommend  proper 
cleaning  and  painting  after  erec- 
tion for  good  results 

Shop  coat  should  be  laid  smooth 
but  not  thick.  We  emploj^  an 
inspection  bureau 

By  our  own  shop  inspector.  Ac- 
cording to  New  York  Central 
Lines  Specifications  1910 


Our  own  inpector  or  in.spection 
bureau 

Preparing  of  surface  and  apply- 
ing paint  should  be  inspected 
throughout,  through  inspecting 
bureau 

Inspection  bureau 


Not  sufficient  work  to  keep  an 
inspector.  Through  inspecting 
bureau 


We  einploy  our  own  shop  inspec- 
tion force.  Conditions  are  fre- 
quently such  however  that  we 
do  not  .succeed  in  obtaining 
good  results 


G 


For  a  sufficient  quantity  of  work 
would  recommend  special  inspector 


Competent  inspector  of  steel  can 
also  see  that  shop  cleaning  and 
painting  are  properly  done 

This  would  depend  upon  the  amount 
of  material  going  through  the  shop 


No 


I  approve  of  having  an  inspector  of 
this  class  of  work  wherever  the 
amount  would  justify 


I  do  not  consider  an  additional  in- 
spector desirable,  but  will  admit 
this  work  is  sometimes  slighted 
and  does  not  receive  due  attention 

I  approve  of  having  an  inspector  of 
this  class  of  work  wherever  the 
amount  would  justify' 

For  large  tonnage,  yes 

No 


We   have   no   special   inspector   for 
painting 

Yes 


Yes.     Independent  inspector 

The  independence  of  this  inspection 
from  all  other  fabrication  werk 
appears  a  detail  which  may  vary 
in  different  cases 

Yes 


On  large  .jobs,  yes.  Ordinarily  the 
benefit  would  not  justify  the  ex- 
pense 


I  believe  that  much  better  results 
would  obtain  having  an  inspector 
for  paint  only.  The  extra  expense 
might  be  difficult  to  get  authorized 
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TARLE  2-QUKSTIONS  AND  REPLIES  RELATIVE  TO  PROTECTION  OF  IRON  AND  HTEKL 

STinCTrinOS   against  COIIROSION— new  fabricated  steel-shop  coat— Concluded. 

(Sf«'  also  Tal)l«*  ;!.   Ciiiostlons  and   Answers  1"]  and   V.) 


I{:iilro:i(l 


New  York,  Chica- 
go &  St.  Louis 

Now  York,  New 
Haven  &  Hart- 
ford 


New  Zealand 


Norfolk  Southern 


Norfolk    &   West 
ern 


Northern  Pacific 


Penna.    Lines,   W. 

of  Pittsburgh 
Pere  Marquette 

Philadelphia  & 
Reading 


St.  Louis  &  San 
Francisco 

St.  liOuis  South- 
western 


St.  Antonio  &  Ar 

ansas  Pass 
San   Pedro,    Los 

Angeles    &    St 

Louis 

Seaboard  Air  Line 


Southern 


Spokane,  Portland 
&  Seattle 


Union  Pacific 


Mil.-. 


523 

2007 


817 
2036 

6313 

3223 
2330 
1476 

4749 
1457 

724 
1100 

3082 

7036 
556 

3612 


N'ainc  an<l   Title 


On  lU'W  fabricated 
.st(!el  what  paint, 
do  you  u.se  for  the 
priininti  or  shop 
coat? 


If  you  use  red  lead  I'nd 
iin.secHl  oil,  how  iiian>' 
poimd.H  of  red  lead  to 
the  Kallon  of  oil  do 
you  re(|uiro? 


Do  you  in«iHt  that 
lead    be    up    to   a 
Hpecification  at  to 
If  not,  what  are  y<| 
quirernents  in  thiH 


A 


G.  H.  Tinker, 
Bridge  Eng. 

W.  H.  Moore, 
Struct.  Eng. 


James  Burnett, 
Chief  Eng. 


F.  L.  Nicholson, 
Chief  Eng. 

J.  E.  Crawford, 
Chief  Eng. 


W.  L.  Darhng, 
Chief  Eng. 

J.  C.  Bland, 

Bridge  En<?. 
C.  S.  Sheldon, 

Eng.  Br.  and  Str. 
Wm.  Hunter, 

Chief  Eng. 


F. (t.  Jonah, 
Chief  Eng. 

CD.  Purdon, 
Chief  Eng. 


J.  S.  Peter,  1st  Vice 
Pres.  &  Gen.  Man. 

R.  K.  Brown, 
Eng.  M.of  W. 


E.  A.  Frink, 
Prin.  Asst.  Eng. 


B.  Herman, 
Ch.  Eng.  M.  of  W 
and  Struct. 

W.  E.  Burkhalter, 
Bridge  Eng. 


R.  L.  Huntlev, 
Chief  Eng. 


Red  lead  and  lin- 
seed oil 

Powdered  red  lead 
and  pure  linseed 
oil  with  small 
amount  of  turpen- 
tine 

One  coat  boiled  lin- 
seed oil  followed 
by  one  coat  of  red 
lead 

Red  lead  and  lin 
seed  oil 

Red  lead  and  lin 
seed  oil 


Boiled  linseed  oil 

Red  lead 
Graphite 
Red  lead 


Red  lead  and  pure 
raw  linseed  oil 
Proprietary  paint 


B 


25  lbs. 

Not  less  than  22  lbs. 


22  lbs.  red  lead  to  one 
Imp.  gallon  half  boiled 
half  raw  linseed  oil 


24  lbs. 


25  lbs.  of  dry  red  lead 
per  gallon  of  oil 


Not  used 


About   20 
gallon 


lbs.    to    the 


Linseed  oil 
Red  lead 


Red   lead  and   lin 
seed  oil 


100  lbs.  paste  to  3  gal 
Ions  of  oil 


25  lbs. 

In  former  times  used  18 
lbs.  of  red  lead  to  f 
gallons  of  oil  with 
small  amount  of  lamp 
black 


The  red  lead  paint  is 
prepared  under  U.  P 
specifications  C.  S.  22 

23  lbs.  to  one  U.  S.  gal 
Ion  of  linseed  oil  J  pint 
Japan  dryer 


None 

Yes,  99%  pure,  litharge  p 
ferred,  not  over  20% 


Red  lead  shall  conmst 
tirely  of  red  lead,  to 
free  of  iron  barium  orot 
metals 

Standard    high    grade 
lead 

Do  not  insist  that  red  !• 
be  up  to  a  certain  ipei 
cation  as  to  purity,  ^t 
sist  upon  high  grade  o 
mercial  red  lead 

Not  used 


No,  since  our  first  ooa 
the  field  is  red  lead 


Specification  requires 
red  oxide  of  lead 


85%  pure  red  lead 


98%  by  weight,  oxid' 
lead,  and  not  less  tbw 
bv    weight    red  k 

Red  lead  must  be  oon 
ciallj'  pure,  old  prooet 
lead,  containing  15* 
litharge 


No  requirements  speci- 
fied 


No  requirements  spe ' 


Preference    to    red 

lead  brand  of  paint 

is  specified  in  the 

contract 
Boiled   linseed  oil, 

except  for  surfaces 

in  contact  in  which 

case    red    lead 

used 
All   surfaces  inaccessible    after    a.ssemblin:^ 

bled.     After  work  is  finished  at  the  shops,  it  shall  be  cleaned  of 

ered  with  one  coat  of  red  lead  paint  before  shipping 


must   be   painted  a 


loo 
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BLE  2— QUESTIONS  AND  REPI.IES  RELATIVE  TO  PROTECrnON  OF  IRON  AND  STKEI. 
RUCTURES  AGAINST  CORROSION— NEW  FABRICATED  STEEL— SHOP  COAT— Concluded. 
(See  also  Table  3,  Questions  and  Answers  E  and  F.) 


1  use  raw  or 
al  boiled,  or 
boiled  linseed 
i'hat  are  your 
ments  as  t  o 
of  same? 


What  means  do  >ou  em- 
ploy to  insure  obtain- 
ina.  the  proper  kind  of 
both  red  lead  and  lin- 
seed oil? 


Any  remarks  you  desire  to  make 
relative  to  shop  coat,  espec- 
ially its  application,  whether 
you  employ  your  own  shop 
inspector  or  an  inspecting 
bureau,  etc.,  are  desired. 


To  insure  satisfactory  re.sults  in  the 
preparation  of  steel  to  receive  the 
paint,  its  proper  application,  etc., 
would  you  approve  having  a  paint 
in.spector  in  the  shop  for  this  pur- 
pose, who  would  be  independent 
of  any  other  inspector  attending  to 
fabrication? 


D 


)oi  led .     None 

seed  oil.  Sapon- 
n  #190.  Iodine 
93.  Hexabrom 
less  than  18% 


(double)  boiled 
oil,  specific 
T  not  less  than 
60°  F. 
Mjiled  linseed  oil 
1  japan  drier 

seed  oil 


joiled  linseed  oil 


iseed  oil  tested 

ecepted  accord 

specifications  of 

S.T.M. 

w  linseed  oil 


iseed  oU 
iseed 


nseed  oil  as  per 
is 


E 


luirements  spec 


Depend  upon  trustworthi- 
ness of  contractor 

Ingredients  are  sampled 
at  shops  and  paint  is 
sampled  from  the  buck- 
ets of  the  painters  as  it 
is  being  applied  to  work 

Purchases  are  made 
through  branch  stores 
and  any  inferior  material 
rejected 

We  rely  on  inspectors 

Our  inspectors  are  in- 
structed to  take  samples 
of  all  red  lead  and  oil 
paint  and  send  it  to 
chemist  for  test 

Chemical  tests  and  shop 
inspection 

Inspecting  bureau 


To  A. S.T.M.  specifications 
and    \.  specific  gravity. 

2.  saponification  number. 

3.  Hanus.  iodine  value 
Passed  on  by  our  own  in- 
spection bureau 


None 


Red  lead  and  oil  inspected 
and  tested  for  each  piece 
of  work 


Employ  our  own  shop  inspector 

We  employ  our  own  shop  inspect- 
or. 


Department's  own  shop  inspect- 
or supervises 


By  inspecting  bureau 


Our  shop  inspector  is  a  member 
of  the  in.specting  staff  of  the 
testing  bureau  in  charge  of  our 
general  inspection  of  structural 
work 

Painting  is  looked  after  by  shop 
inspector  for  steel 

Inspecting  bureau 

By  inspecting  bureau 

The  usual  care  in  cleaning  of 
metal  and  application  of  paint. 
By  inspection  bureau 

We  employ  our  own   shop  in- 
spector 
Employ  inspection  bureau 


Inspection  bureau 
Employ  inspection  bureau 


Close  inspection  by  inspection 
bureau  and  making  surprise 
visits  by  our  own  inspector 
while  work  is  being  done 

We  employ  our  own  shop  in- 
spector 


Only  those  required  by    By  inspecting  bureau 
inspecting  bureau 


Ci 


f  red  lead  paint  before  the  parts  are  assem- 
and   rust  and  thoroughly  and  evenly  cov- 


By  inspecting  bureau 


No 

Would  approve  this  only  in  case  of 
a  very  large  order  passing  through 
a  certain  shop 


Our  contracts  are  not  large  enough 
fcr  a  separate  paint  inspector 


It  would  improve  service  if  inde- 
pendent paint  inspector  were  cm- 
ployed 

Yes 


It  would  require  a  large  and  rapid 
output  of  steel  to  justify  a  special 
paint  inspector 

No 

Do  not  employ  a  special  inspector 
as  not  considered  necessary 

The  proper  application  of  shop  coat 
is  of  great  importance.  The  propo- 
sition of  an  independent  inspector 
is  worth  consideration 

No 


No 

The  steel  inspector  can  just  as  well 
look  after  the  shop  painting  as  not 


We  are  getting  excellent  results  from 
present  methods.  I  doubt  if  a  sep- 
arate paint  inspector  would  pro- 
duce results  of  work  worth  while 


On  large  jobs,  j^es.    Not  practicable 
on  renewal  work  on  roads  of  this 


Do  not  think  the  results  gained  by 
an  independent  paint  inspector  war- 
rant the  increased  expense 
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TAMM':  J      (^UKSTIONS  AND  REPI.IIvS  I{10[>A'riVK    TO  IIFOI'AINTING  OR  MAINTENANCR  Of 

BIUDCIOS  r.NDFJl  TRAFFIC. 


Railroad 


.\tchis(^n,   Topoka   &.   Santa 
Fc 


.\tlantic  Coast.  Ijino 


Baltimore  &  Ohio 


Bangor  &  Aroostook 


Boston  &  Maine 

Buffalo,  Rochester  &  Pitts- 
burgh 
Canadian  Pacific 


Central    Raiboad    of     New 
Jersey 


Central  Vermont 
Chicago  &  Eastern  Illinois 

Chicago  &  Northwestern 
Chicago   Great  Western 


Chicago,   Milwaukee  &   St 
Paul 


Cleveland,  Cincinnati,  Chi 
cago  &  St.  Louis 


Delaware  &  Hudson 

Delaware,    Lackawanna    & 
Western 


Mile- 
age 


5963 

4400 
4456 

6.30 

2252 

586 

11641 

676 


536 
1282 

8090 
1496 
9612 

2629 

862 
985 


Xamc  .'ind  Titlf> 


A.     F.     Robin.son, 
Bridge  Kng. 


C   M.  James,  Asst. 
to  Prest. 


W.  S.  Bouton,  Br. 
Eng. 


Moses  Burpee,  Ch  ief 
Eng. 

B.  W.  Guppy,  Str. 

Eng. 
E.   F.    Robinson, 

Chief  Eng. 
P.  B.  Motley,  Br. 

Eng. 

J.  J.  Yates,  Bridge 
Eng. 


J.   M.   Morrison,    Red  lead  and  oil 
Supt.  and  Eng. 


What  kind  of  p;iint 
do  \'ou  use? 


Proprietary    paint 


Red  lead  and   lin- 
seed oil 


Carbon  paint 


Graphite 


Carbon  and  graph- 
ite 
Various 


Silica  graphite 


What  dc-t<Ttnining 
factors  decide  the 
ropjiinting  of  your 
bridgoH? 


B 


L.C.Hartley,  Chief 
Eng. 


W.  H.  Finlev, 
Chief  Eng. 

C.  G.  Delo,  Chief 
Eng. 

C.F.Loweth,  Chief 
Eng. 


O.  E.  Selby.    Br. 
and  Str.  Eng. 


James  M.  MacMar- 
tin,  Chief  Eng. 

G.  J.  Ray,  Chief 
Eng. 


Proprietary  paints; 
formerly  carbon 
and  iron  oxide; 
now  using  carbon 
and  linseed  oil 
paints 

Oxide  of  iron  paints, 
also  lamp  black 
pigments 

Proprietary  paint, 
carbon    and  iron 
oxide  pigment. 

Paints  of  our  own 
manufacture,  and 
well-known  pro- 
prietary paints 

Red  lead  and  oil. 
also  carbon  or 
graphite  paint 

Graphite 

Comp.  of  red  lead, 
graphite,  lamp- 
black and  linseed 
oil 


When  weather  ex- 
posure coating  be- 
gins to  wear  thin 
and  expose  body 
coat 

When  the  life  of  the 
old  paint  is  gone 


As    soon    as    paint 
wears  off 


Condition    of    pre- 
vious painting 


Conditions 

Age   and    state   of 
paint 

Depends  on  locali- 
ties 


Condition  of  steel 


Rusting 


Conditions 

Scale  and  rust 

General  deteriora- 
tion decides  re- 
painting of  bridges 

Condition  of  bridge 
is  determining  fac- 
tor for  repainting 

Conditions 

Conditions 


(lencrally, 
ofu-n  are 
bridge 
an  d 

whf)lly  J,: 
in  part? 


rrp- 


Every  4  to  S 
depending 
condition 


Aboutevery/ 
some  part*  I 


Abouteveryl 
also   patch 
ing  is  rem 

About     5 
badly        < 
parts  oftent 


Every  4  or 
3  to  5  years 


1,  2  and  I 


^ 


From  6  to  1 « 
dependin'j  l« 
tion;  floor  st* 
oftener 

About  ever  ^ti 


5  years 

Three  to  fi  i» 
somestru'f*" 
carried  b^t**' 
ing 

Onanavr  . 
four  t'  '•■ 
years 

0  years 

3  to  4  yea' 


I 


IRON    AND    STEl':i.    STRUCTUKl^S. 


631 


TABLE  4.— QUESTIONS  AND  REPLIES  RELATIVF  TO  REPAINTING  OR  MAINTENANCE  OF 

BRIDGES  UNDER  TRAFFIC. 


,t  methods  do 
1  employ  in 
inins  the  steel 
receive  new 
It? 

D 


pers  and   wire 
shea 


ty  knives, 
iper  and  wire 
shes 


brushes 


brushing  and 
iping 

imer,    chisel, 
5h 

brush     and 
.per 

I    scraper    and 
3h 

hammers  with 
!el  edge  faces, 
•ed  at  right 
les.  Flat  knife 
pars  and  short 
1  pointed  bars 
corners  and 
k  scrapers 
aing  and  pound- 


scraper    and 
hes 


brushes 


apers     and 

shea 


brushes  and 
pers 


brushes    and 
)m 

mers.scrapers, 
e  brushes, 
asy  portion 
Qed  with  ben- 


Do  you  approve  of 
sand  blast  method? 
If  not,  why? 


E 


Have  used  extensively 
and  given  satisfactory 
results,  and  recom- 
mend its  use  for  clean- 
old  bridges 

Our  experience  with  sand 
blast  cleaning  is  lim- 
ited 

Have  no  objection  to 
sand  blast  if  closely 
followed  by  painting 

Yes,  when  available 


Yes 

Do  not  use 

Yes,  for  very  rusty 
steel 

Used  some  years  ago, 
but  abandoned  for  un- 
satisfactory results  and 
expense 


Yes 


Yes,  when  economical; 
experience  limited 


Do  not  approve  of  it 
Yes 


Sand  blast  method  is 
not  approved 

We  do  not  approve  of 
sand  blast,  as  the  cost 
is  greater  than  its 
benefits 

No 

Its  inconvenience  and 
expense  deters  use  of 
sand  blast 


Do  you  use 
spraying  ma- 
chine in  this 
work? 


No 


We  do  not  use 
spraying  ma 
chines 

We  do  not  use 
spraying  ma 
chines 

No,  use  brush 


No 

No 

No 


For  field  coats  what 
has  your  experience 
been  in  using  carbon 
graphiteor  lamp  blacks 
as  a  base?  Which  has 
given  best  results? 


li(?marks  upon  the  subject  of 
field  painting  in  general  are 
desired 


H 


No 
No 

No 

No 
No 

No 

No 

Do  not  advise 
its  use,  as 
wasteful  of  ma- 
terial, and  in- 
ferior work 
produced 


For  some  time  have  been  testing  various  paints  to  adopt 
one  as  a  standard.    Tests  not  completed 


No  bridges  on  our  line 

have  been  painted  with 

carbon,     graphite     or 

lamp  black  ! 

As  we  uniformly  use  carbon  paint  for  finishing  coats,  we 

have  had  no  experience  with  graphite  or  lamp  black 


Have     used     graphite 
successfully 


Both  carbon  and  graph- 
ite 
Generally  graphite 


Graphite 


Graphite  gives  best  results 

Advocate  judicious  touching  up 
(every  2  years)  to  postpone 
date  of  complete  repainting 


After  some  years  of  ex-  Manufacture  our  own  paints  and 
perience  now  use  lamp  believe  we  get  better  grade 
black  paint  than  obtained  commercially 

Fairly  satisfactory  Life   of   bridge    depends   upon 

proper  painting,  proper  applica- 
tion and  quality  of  paint  used 

Our  experience  indicates 
the  carbon  paints  give 
better  results  than 
graphite  | 

Have  used  all,  not  prepared  to  say  which  has  given  best 
results 


Graphite  ver^\'  satisfac- 
tory 

Have  received  good  re- 
sults, using  carbon, 
graphite  or  lamp 
black  paints 


Believe  a  mixture  of  lamp  black, 
graphite  and  certain  portions 
of  inert  materials  gives  best 
results 
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TAHLIO  4— gUKsrioNS  AND  lUi:iM.II':S  RI':L\T1VI0  TU  HL:1'A1NT1N(;  ok  M MVTIOMANfU-:  f)P 

HHIDCJIOS  UNDEJl  TRAFFIC— Continued 


llailroiul 


K\  Paso  &  iSouthwestern 

Eric 

Florida  East  Coast 
Grand  Trunk 

Great  Northern 

International    &    Great 
Nortiaern 

Lehigh  Valley 

Louisville  &  Nashville 
Maine  Central 
Michigan  Central 

Missouri,  Kansas  &  Texas 

Missouri  Pacific 
Mobile  &  Ohio 


Nashville,    Chattanooga    & 
St.  liOuis 

New  York  Central  &  Hud- 
son River 


New  York,  Chicago  &  St. 
Louis 

New  York,  New  Haven  & 
Hartford 


New  Zealand 


Mile- 
age 


«)95 

2258 

694 
4765 

7804 

1106 
1440 

4923 
1207 
1817 

3090 

7284 
1122 

1233 

3056 

523 

2007 


Name  and  Titl«; 


H.     J.     SimmonM, 
Gen.  Manager 

R.     C.      Falconer, 
Supt.  Const. 

A.  H.  Stead,  Asst 

Eng. 
H.B.Stuart,  Struct 

Eng. 

J.  A.  Bohland,  Br. 
p:ng. 


O.    H.   Crittenden. 
Chief  Eng. 

F.  E.  Schall,  Br. 
Eng. 


W.    H.   Courtenay, 
Chief  Eng. 

W.  H.  Norris,  Br. 
Eng. 

Hans    Ibsen,    Br. 
Eng. 


A.     M.     Acheson, 
Chief  Eng. 


S.  L.  Wonson,  Br. 

Eng. 
H.  Austin,  Jr.,  Br. 

Eng. 

H.    McDonald, 
Chief  Eng. 

G.    W.    Kittredge, 
Chief  Eng. 


G.  H.  Tinker,  Br. 
Eng. 

W.  H.  Moore,  Str. 
Eng. 


James    Burnett, 
Chief  Eng. 


What  kind  of  pnint 
do  you  U^R'? 


Proprietary  rarbon 
and  linseed  oil 
paint 

Proprietary  a  n  t  i- 
ru.st  paint 

Standard  yellow 

Carbon 


Proprietary  graph- 
ite and  iron  oxide 
paints 


Graphite 


Carbon  or  graphite 


Red  lead  and  graph 
ite 

Proprietary    white 

lead    and    linseed 

oil  paint 
Proprietary    red 

lead,  graphite  and 

linseed  oil 

Carbon  p?,int 


Carbon  paint 

Proprietary  carbon 
and  linseed  oil 
paint 

Proprietary  carbon 
paint 

Red  lead  for  re- 
touching, stand- 
ard asphaltum- 
varnish  paint,  and 
proprietary  carbon 
and  graphite  paints  < 

Proprietary  graph- 
ite and  linseed  oil 
paint 

For  touching  up,  red 
lead  and  linseed 
oil;  entire  bridge 
proprietary  paints 

Use  red  lead  and 
hematite  paints 


VVImt  (U'l'TinininK 
factors  dcK'id*.'  the 
repainting  oi  your 
bridges? 


Failure  of  old  paint 
as  .shown  by  in- 
spection 

Condition  of  struc- 
tures 

Conditions 

Conditions 

Conditions 
Rust 


Condition    of    the 
metal 


General  appearance 


Rust  and  general 
wear  of  the  paint 

Whenever  inspec- 
tion shows  need  of 
repainting 

Condition  of  the 
old  paint 


Condition    of     the 
old  paint 
Condition  of  paint 


Amount  of  scale 

Condition,  of    the 
paint 


Appearance 


When  paint  fails  by 
showing  rust  spots, 
cracking    or    seal- 


When  paint  begins 
to  blister  or  rust 
to  show  at  rivet 
heads 


Generally.    I, 
fift(!n      ar. 
hriflnes  nin.r, 
a  n  d       w  li  u  1 1. 
wholly  puint«<l 
in  part? 


p]ntire  bridge  8 1 
years  one  coftt 

May  bf;  4  to  6  y»i 
we  also  do  pa 
painting 

3  years 

5  years 


About  8  yean 


Every  3  years 


Every  5  to  7  y 


A bout  every  4 y 


Depends    on 
tion   would  p 
ably     average 
years 

Every  4  or  5  > , 


From  8  to  10  3 
About  every  4  J 

Every  4  to  5  j 

Every  5  or  6 


3  to  5  years, 
spots  more 
quently 

Average  6  ' 
years;  part  I 
ing  3  to  4  yea 


Generally  o 
years,  and  " 
frequently  toiJ<| 
up 
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BLI-:  4.— Ql'KSTIONS  AND   Ui:iMJKS  HKLATIVIO  TO  mOPAINTINQ  OR  MAINTENANCE  OF 

HUIDCIKS  rNDEIl  TRAFFIC— Continued. 


lethoda  do 

mploy    in 
;  the  steel 
jeivo     new 

Do  you  approve  ol 
sand  blast  method? 
If  not,  why? 

D 

E 

jrapins  and 

Yes 

g 

•ushes    and 

9 

Have  not  used  sandblast, 
never  found  it  neces- 

B r  s     and 

sary  to  equip  for  same 
Yes 

and   wire 

Yes,  for  very  rusty 
steel 

rapeis  and 

No 

Have  never  tried 
Yes 

No 
Yes 


\\e  have  tried,  but  find 
it  too  expensive 


Do  not  advocate  its 
use,  except  under  spe- 
cial circumstances 

No 

No;  too  expensive 


Yes,  but  find  it  expen- 
sive 

Has  been  tried,  but 
found  troublesome  and 
expensive 


No;  equipment  is  too 
expensive  and  cumber- 
some 

On  general  principles, 
yes,  but  have  not  used 
this  method 


We  have  not  found  the 
sand  blast  entirely 
suitable 


Do  you 
spniying 
chine  in 
work? 


use 
ina- 
this 


F 


No 


No 


No 

Yes,  for  inac 
cessible    parts 

Used  it  once, 
but  contractor 
was  required 
to  follow  with 
brush 

No 


No 

No 
No 
No 


Have  not  used 
and  would  not 
recommend 
its  use 

No 

No;  too  expen- 
sive 

No 
No 


No 

No 

No 


For  field  coats  what 
has  your  experience 
been  in  using  carbon 
graphiteor  lamp  blacks 
as  a  base?  Which  has 
given  best  results? 


G 


Have  used  proprietary 
graphite  paints  with 
good  results 


Never  used 


Remarks  upon  the  subject  of 
field  painting  in  general  are 
desired 


H 


We  found  little  difference  between  carbon  and  graphite 
paints  which  we  have  used 

We    found  very    little   difference     between  carbon  and 
graphite  paints  which  we  have  used 


Have  been  using  graphite  with  very  poor  results;  I  am 
thinking  seriously  of   trying  red  lead  as  a  field  coat 


Carbon  and  graphite 
paints  are  giving  good 
satisfaction 


Bridges  exposed  to  salt  brine 
drippings  advocate  red  lead  as 
a  priming  coat,  and  2  coats  of 
carbon  or  graphite  paint 

Have  not  used  carbon  paints  to  any  extent.  Used 
graphite  paints,  lasting  5  to  7  years,  but  red  lead- and 
oil  outlast  graphite  by  2  years 

We  have  had  best  re-' 
suits  with  graphite     ! 

Graphite  has  given  us 
good  service 


I  have  had  best  result 
with  carbon  paint 


As  on  new  steel  proper  application  in  repainting  is  neces- 
sary but  difficult  to  secure 


Carbon    has    given    us 
good  results 


We  have  Lad  excellent  results  with   either  carbon  or 
graphite 


No  material  difference 
between  carbon  and 
graphite 

Advocate  using  red  lead 
and  oil  first  field  coat 
and  a  carbon  or  graph- 
ite for  second  field 
coat 

Red  lead  base  with  ox- 
ide or  hematite  finish 
has  given  good  results 


Proper  cleaning  before  painting 
and  not  painting  in  frosty  or 
extremely  hot  weather  is  es- 
sential for  life  of  bridge 
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TABLE  4  -QUESTIONS  AND  REPLIES  RELATIVE  TO  REPAINTING  OR  MAINTENANCE  0 

BRIDGES  UNDER  TRAFFIC— Concljdrd. 


Railroad 


Norfolk  Southern 


Norfolk  &  Western 


Northern  Pacific 


Pennsylvania  Lines  West  of 
Pittsburgh 


Pere  Marquette 

Philadelphia  &  Reading 
St.  Louis  &  San  Francisco 

£  t  .'Louis  Southwestern 
San  Antonio  &  Aransas  Pass 


San  Pedro,   Los  Angeles  & 
Salt  Lake 


Seaboard  Air  Line 


Southern 


Spokane,  Portland  &  Seattle 


Union  Pacific 


Mile 


2036 

6.313 

3223 

2330 

1476 
4749 

1457 

724 

1100 

3082 
7036 

556 

3612 


Nimic  and  TitI 


F.     L.     Nicholson, 
Chief  Eng. 


W  liat  kind  of  paint 

do   \()ll   tlS(!? 


Black  carbon  paint 


J.      E.      Crawford,    Black  ready-mixed 
Chief  Eng.  paint 


W.L.Darling.Chief 
Eng. 


J.  C.  Bland,  Bridge 
Eng. 


C.  S.  Sheldon,  Eng. 
Br.  and  Str. 


Wm.  Hunter,  Chief 
Eng. 

F.  G.  Jonah,  Chief 
Eng. 


C.D.Purdon.  Chief 
Eng. 


J.  S.  Peter,  1st  Vice 
Pres.  and  Gen. 
Man. 

R.  K.  Brown,  Eng. 
M.  of  W. 


E.  A.  Frink,  Prin. 
Asst.  Eng. 


B.  Herman,  Ch. 
Eng.  M.  of  W.  and 
Struct. 


W.  E.  Burkhalter, 
Bridge  Eng. 


R.  L.   Huntley, 
Chief  Eng. 


Our    own    special 
composition 


Graphite  or  carbon 


Graphite   our   own 
formula 


Iron  oxide  speciall}- 
prepared 

Composition  paint 
of  red  lead, graph- 
ite, princess  min- 
eral with  linseed 
oil 

Proprietary  carbon 
and  linseed  oil 
paint 

Proprietary  carbon 
and  linseed  oil 
paint 

Touched  up  with 
red  lead  and  lin- 
seed oil;  whole 
struct,  with  black 
paint 

Proprietary  graph- 
ite and  linseed  oil 
paint 

Ready  mixed  red 
lead  paint  for  re- 
touching, and  one 
coat  of  black  car- 
bon paint 

Carbon  and  graph- 
ite 


Carbon 


What  drU'rmining 
factors  decide  tlie 
repainting  of  your 
brid^^es? 


When  rust  begins  to 
showandthemetal 
begins  to  scale 


Generally, 
oftrn  are 
bridni'S  rep 
and  wh' 
whrjily  pair 
in  part? 


At  tide  watt 
two  years; 
wi.sc  ever}' 
years 


The  appearance  of    Generally  e 
rust  spots  years 


General     condition 
of  the  .structure 


Pitting  in  paint  or 
signs  of  corrosion 
in  places 

When  they  show 
rust  or  rust  .spots 


Condition     of     the 
metal 

Blistering  and  seal 
ing  of  old  paint 


Repainting  is  left  to 
our  superintendent 
of  bridges 

Signs  of  rust 


We  use  our  best 
judgment  in  decid- 
ing when  to  re- 
paint 


General     condition 
of  old  paint 

Condition   of   steel 


Before  rusting  pro- 
ceeds to  such  an 
extent  that  steel 
cannot  be  cleaned 
by  brushes 

Generally  brine 
dripping  from  re- 
frigerator cars 


years 


In  5   to  15 


About  4  yM 


We  often  w 
lower  fia 
plate  girde 

Every  4  to  H 


At    least  <  fi 
years 


Probably 
years 

Every  S  tc  I 


This  varief 
from  7  tc  ya 


Some  bri(  J  * 
run  i  to  iVn 


Every  5  y  * 


In  genera  ftr. 
years 


Aboiiteve  iyt* 
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PABLK  4— QUESTIONS  AND  REPLIES  RELATIVE  TO  REPAINTING  OR  MAINTENANCE  OF 

BRIDGES  UNDER  TRAFFIC-Concluded. 


t  methods  do 
1  employ  in 
ninn  the  steol 
receive  new 
It? 


D 


brushes 


wire   brush 


brushes  and 
isionally  sand 
it 


36  and  brush 


brushes 

brushes    and 
pers 


brushes 


1   brushes  and 
ipers 

I   brushes   and 
ipers 


d  scrapers  and 
p  brushes 


1   brushes  and 

ipers 


brushes 


'   brushes   and 
ipers 


Do  >'ou  approve  of 
sand  blast  method? 
If  not,  why? 


Under  certain  condi- 
tions I  think  sand  blast 
verj"^  desirable 


No;  sand  blasting  leaves 
surface  rough 


Yes,  sand  blast  properly 
used  is  best  way  of 
cleaning  steel 

No;  in  unskilled  hands 
apt  to  cut  the  metal 

No;  not  efficient  and 
too  expensive 


No 


Do  not  regard  sand 
blast  method  economi- 
cal 


Yes,  on  large  bridges 


Yes,  where  sufficient 
work  of  this  nature 
warrants  the  first  cost 

Have  never  used  the 
sand  blast 


Have  had  no  experience 
but  believe  it  is  all 
right 

No,  on  account  of  cost 


Yes,  where  rust  cannot 
be  removed  with  wire 
brushes 


Would  use  it  on  large 
structures — too  expen- 
sive for  small  jobs 


Do  you  use 
spraying  ma- 
chine in  this 
work? 


No 


No 


No 


Infrequently 


No 


No 


No 


No;  found  little 
economy  in  its 
use 

No 


No 


No 


No 


No 


For  field  coats  what 
has  your  experience 
been  in  using  carbon 
graphite  or  lamp  blacks 
as  a  base?  Which  has 
given  best  results? 


Remarks  upon  the  subject  of 
field  painting  in  general  are 
desired 


H 


Best  results'  obtained  by  using  carbon  paints.  Under 
severe  conditions  have  got  good  results  by  using  asphalt 
paints 


Lamp  blacks 


Life  of  a  bridge  depends  upon 
proper  condition  of  steel  to 
receive  priming  coat  which 
should  be  red  lead  paint 


Have  obtained  good  results  from  carbon  graphite  or 
lamp-black  paints.  More  depends  upon  cleaning  of  steel 
and  application  of  paint 

So  long  as  structure  is  kept  fully  painted  there  is  little 
difference  as  to  kind  of  paint  used 


Graphite 


Have  no  experience  with 
with  material  referred 
to 

Have  no  data  to  com- 
pare carbon,  graphite 
or  lamp  black  paints 


Most  important  is  spreading 
quality  in  extreme  tempera- 
ture and  set  reasonably  fast. 
Proper  condition  of  steel  needed 


Proper  condition  of  steel  and 
application  of  paint  essential  to 
life  of  bridge 


We  find  those  with  car- 
bon base  best  for  this 
climate 

Have  only  used  red 
lead  colored  with  lamp 
black 


My  experience  has  been 
that  graphite  as  a  base 
gives  best  results 

Brand  of  paint  is  less  important  than  proper  cleaning  of 
steel  to  receive  paint.  Failure  has  been  by  painting  over 
rust,  cinders  or  scale 


Carbon  and  graphite 
have  both  been  used 
with  very  good  suc- 
cess 


Have  no  preference  in 
regard  tocarbon ,  graph- 
ite or  lamp  black 


Proper  cleaning  of  steel  and  ap- 
plication of  paint  are  more  im- 
portant than  the  quality  of  the 
paint 


Appendix   B. 

COLUiMN  TESTS. 

At  the  Siib-Coinmittcc's  first  meeting,  July  lo,  igi2,  after  a  discussion 
of  tlie  prt)gTam  of  tests  which  had  been  arranged  by  the  Committee  on 
Steel  Columns  and  Struts  of  the  American  Society  of  Civil  Engineers, 
it  was  d^ecided  to  make  drawings  for  a  preliminary  series  of  test-columns 
to  cover  eight  sections  commonly  found  in  the  compression  members  of 
railroad  bridges.  These  eight  sections  are  shown  on  Plate  i,  and  it  was 
planned  to  test  a  light  and  heavy  section  of  each  type  made  up  in  three 
lengths  to  give  slenderness  ratios  of  50,  85  and  120.  Three  specimens 
of  each  column  to  be  fabricated,  making  in  all  144  test-columns  for  the 
series,  which  is  designated  as  "Series  No.   i." 

At  the  afternoon  session  of  this  meeting,  Mr.  James  E.  Howard,  then 
Engineer-Physicist  of  the  Bureau  of  Standards,  was  present,  and,  after 
discussing  with  the  Sub-Committee  the  tentative  program  of  tests  em- 
braced in  "Series  No.  i,"  he  stated  on  behalf  of  Dr.  S.  W.  Stratton,  Direc- 
tor of  the  Bureau  of  Standards,  that  the  Bureau  would  be  glad  to  fur- 
nish the  columns  and  make  the  tests,  provided  the  Sub-Committee  would 
furnish  the  detailed  plans.  Mr.  Howard  further  stated  that  he  believed 
that  under  the  existing  appropriation  and  during  the  current  fiscal  year, 
the  Bureau  could  supply  and  completely  test  not  less  than  100  columns  for 
the  American  Railw-ay  Engineering  Association  in  addition  to  the  216 
columns  of  the  American  Society  of  Civil  Engineers  series. 

On  July  13  Dr.  S.  W.  Stratton  wrote  to  the  Chairman  of  the  Sub- 
Committee  saying  "this  Bureau  will  be  very  much  pleased  to  co-operate 
with  your  Committee  in  carrying  out  its  proposed  column  tests"  and  he 
suggested  that  the  "Committee  proceed  with  the  preparation  of  the 
necessary  drawings  of  the  types  of  columns  and  dimensions  included  in 
your  first  series  of  tests.  And,  further,  that  you  kindly  indicate  those  of 
the  number  which  it  would  seem  most  advantageous  to  immediately  pro- 
vide, pending  the  opportunity  of  placing  an  order  for  the  balance  of  the 
series." 

In  accordance  with  the  above  and  with  the  approval  of  the  whole  Com- 
mittee, the  Sub-Committee  prepared  and  forwarded  to  Director  Stratton 
on  October  23,  1912,  detailed  drawings  for  the  eighteen  columns  repre- 
senting Column  No.  i  of  Series  No.  i   (Plate  H). 

It  was  expected  that  the  2,300,000-lb.  Emery  machine  would  have 
been  completed  late  in  1912,  but  it  was  not  in  w^orking  order  until  about 
September,  1913.  The  fabrication  of  the  columns  was  taken  up  in  October, 
the  first  18  columns  were  shipped  to  Washington  in  December  and  the 
first  column  of  the  series  was  tested  in  presence  of  the  Committee  on 
January  20,  1914.  By  October  15,  fifteen  out  of  the  first  eighteen  columns 
had  been  tested,  and  by  November  30  all  of  the  columns  had  been  tested, 
and  t^e  complete  test  reports  were  received  December  7. 
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COLUMN    TESTS. 


Tests    to    be    made    by    tbc    JUiicau    of    Standards,    VVasliington,    in    tbe 
Emery  Machine.    Capacity,  2,300,000  lbs. 

Maximum  Length  of  Test  Piece,  32'  6". 


Series  No.  i. 


F4 


1 

r 

_l 

i_ 

Plate  L 


So/anced 


Unbalanced 
^ec-fl'on  pin 
heart  no  /rr 
neu^f^a/  aicis 


I  -^  u^  h  200 


JiL 


41  _. 


a" 


I        1  up  h  200 


(a)  Tickness  of  metal,  minimum  ^",  maximum  Y%" . 

(b)  Make  a  light  and  a  heavy  section  of  each  type. 

1 

(c)  Make  3  lengths  of  each  section,  giving  ^  values  of  50,  85  and  120 

r 
for   types    i    degree  to   6  degrees,   and    100,    150  and   200   for 
tvpes   7   degrees   and  8   degrees.      (Note — Li   making  the   de- 

1 
tail   plans,   the   maximum  —  values   here   prescribed   may  be 

r 
reduced  to   100  and,   175,  if  necessary,   in  order  that  the  sec- 
tion  to  be  tested   may  not  become  too   small,  the  maximum 
length  of  column  being  32'  6". 

(d)  Make  3  specimens  of  each  column. 

(e)  All    columns,    except    those    of    type    6    degrees    to    be    made    with 

square  ends. 

(f)  Materials  and  w^orkmanship  as   per  American  Railway  Engineering 

Association  specifications. 
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On  account  of  the  great  number  of  readings  to  be  taken  during  the 
progress  of  a  test,  it  would  not  seem  possible  to  test  more  than  one 
column  a  day,  and  four  columns  a  week  would  be  about  the  maximum  to 
be  expected.  Since  the  machine  has  been  in  operation  and  begun  on  the 
American  Railway  Engineering  Association  and  American  Society  of  Civil 
Engineers'  tests,  an  average  of  two  columns  a  week  has  been  maintained. 
At  that  rate,  it  will  take  at  least  three  years  more  to  complete  the  pre- 
liminary programs  of  the  American  Railway  Engineering  Association  and 
American  Society  of  Civil  Engineers  column  tests.  It  is  the  expressed 
intention  of  the  Bureau  to  carry  on  both  sets  of  tests  simultaneously. 

It  was  the  intention  of  the  Committee  that  the  material  should  be 
rolled  and  the  columns  fabricated  in  accordance  with  the  Specifications  for 
Railway  Bridges  of  the  American  Railway  Engineering  Association,  but 
the  Bureau,  in  ordering  the  first  lot  along  with  some  columns  for  the 
American  Society  of  Civil  Engineers  series,  used  the  latter's  very  rigid 
specifications  for  this  material,  which  are  given  below.  The  difficulty  of 
obtaining  this  material,  in  part,  accounted  for  the  delay  in  fabricating  the 
columns. 

TABLE    OF    CHEMICAL    AND    PHYSICAL    PROPERTIES    FOR    SPECIAL    SPECIFICATIONS 

FOR    UNIFORM    QUALITY    STRUCTURAL    STEEL    FOR    COMPARATIVE    COLUMN 

TESTS    FOR    THE    BUREAU    OF    STANDARDS,    U.    S.    GOVERNMENT. 

Material. — Basic   open-hearth   structural   steel. 

Chemical. — Uniformity  is  paramount,  and  must  be  aimed  for. 

Carbon. — The  percentage  of  carbon  must  not  vary  more  than  just  to 
insure  the  desired  physical  properties  in  required  sections  of  material. 

Manganese      0.40  per  cent.  min.  and  0.50  per  cent.  max. 

Phosphorus      0.00  per  cent,  min.  and  0.03  per  cent.  max. 

Sulphur      0.00  per  cent.  min.  and  0.04  per  cent.  max. 

Silicon    0.00  per  cent.  min.  and  o.io  per  cent.  max. 

Nickel     0.00  per  cent.  min.  and  0.05  per  cent.  max. 

Chromium     0.00  per  cent.  min.  and  0.05  per  cent.  max. 

Copper    0.00  per  cent.  min.  and  0.03  per  cent.  max. 

All  possible  others.  . .  .0.00  per  cent. 

Physical. — The  desired  physical  properties  must  be  aimed  for : 

Ultimate   tensile    strength Desired.   60,000   lb.   per  sq.   in.    (may  vary 

1,500  lb.   either  way). 
Elastic  limit    (yield  point) ....  Desired,  38,000  lb.   per   sq.   in.    (may  vary 

1,000  lb.  either  way). 

Elongation  in  8  in Desired,  28  per  cent,  (may  vary  2  per  cent. 

either  wav). 

Reduction   in   area Desired,  56  per  cent,  (may  vary  4  per  cent. 

either  way). 

Character  of  fracture Silky,  cup. 

Cold   bend   without    fracture. .  180  degrees,  flat,  on  itself. 

SPECIFICATIONS     FOR     WORKMANSHIP    FOR     SPECIAL    TEST     COLUMNS     FOR    THEI 
BUREAU    OF    STANDARDS,    U.     S.    GOVERNMENT. 

In  general,  the  American  Railway  Engineering  Association  Specifica- 
tions will  govern  this  work,  with  the  following  changes  and  additions 
thereto : 

The  workmanship  required  for  these  columns  is  to  be  gilt-edged. 


(ilO 


IKON    AND    S'IKI'.L    S  IKl  L  TUKI'S. 


I'l.AlK    I 


^oc/ii  o-f  GyraTion 


f^xis  B 

ffx/s  /? 

S.89 

4.60 

2L«  6'.3i\^''\''6' 


—  Columns  l^'l^and!^— 
—  Li'gh'h  Se.crfon — 


^ivcis  ^"Jiom 
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Plate  IT. 


^aclif  Of  GyraVon 
raZT^~s~n — aL,'^  a  I 


/ixiB  3 


^.77 


Ay  IS  A 


4.57 


MaVcnol  for  dose 


•Columns  l^'l^ondi'^— 
— Heavy  Seciion 


American  ^aily/ay  ENGiHe^mHG 
Associ/^rioN 
Column  Tfe:s7-s. 
Column  Ni  f.  Series  N^I- 

3cal<3  r^{-0"  Seof./^/e. 
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Each  piece  of  rolled  material  is  to  l)c  absolutely  true  to  dimensions 
and  made  absolutely  straight. 

The  punching  must  be  exact,  and  holes  must  be  3-16-in.  smaller  than 
diameter  of  rivet.  The  holes  must  be  reamed  when  pieces  are  assembled 
into  cobunns. 

The  columns  will  be  riveted  by  stitch-riveting  them  on  alternate  sides, 
in  t)rdcr  to  prevent  warping,  and  to  produce  absolutely  straight  columns. 
Slight  deviations  from  a  straiuht  line  of  axis,  changes  in  sections  or  wind- 
ings, etc.,  must  be  carefully  removed,  so  as  to  produce  the  most  perfect 
column  shafts  possible. 

Facing  of  ends  to  be  absolutely  at  right  angles  to  axis  of  column, 
and  thus,  of  course,  parallel  to  each  other. 

The  material  complied  extremely  closely  with  these  specifications,  be- 
ing of  very  uniform  quality,  its  weight  per  cubic  in.  being  0.2835-lb.,  but 
the  fabrication  of  the  American  Railway  Engineering  Association  col- 
umns was  not  altogether  up  to  the  especially  high  standard  called  for, 
but  represents  first-class  shop  practice  without  any  serious  attempt  to  se- 
cure special  refinements.  The  Bureau  found  that  the  heads  and  bases  of 
the  columns  were  not  planed  truly  parallel,  and  they  were  then  scraped 
at  the  Bureau  to  bring  the  bearing  surfaces  true.  The  channels  making 
up  the  columns  w-ere  also  found  to  be  not  in  complete  and  full  bearing 
on  the  base  plates,  and,  owing  to  the  details  of  the  ends,  this  could  not 
be  corrected  after  fabrication.  The  bearings,  however,  usually  closed 
into  full  contact  after  the  application  of  a  loading  of  from  1,000  lbs.  to 
5,000  lbs.  per  sq.  in. 

The  tests  are  being  carried  out  with  the  utmost  nicety,  in  accordance 
with  the  general  suggestions  of  the  Committee  (see  Appendix  B  of  the 
Committee's  report  of  March,  1914,  from  which  paragraph  6  is  here 
quoted  for  convenience)  : 

"6.  The  initial  load  shall  be  1,000  lbs.  per  sq.  in.  Then  loads  of 
10,000  lbs.  per  sq.  in.,  15,000  lbs.  per  sq.  in.  and  20,000  lbs.  per  sq.  in.  shall 
be  added,  returning  to  the  initial  load  after  each  application  and  deter- 
mining permanent  sets.  From  20,000  lbs.  per  sq.  in.  proceed  with  incre- 
ments of  1,000  lbs.  per  fq.  in.  Measure  the  permanent  set  after  reaching 
loads  of  20,oco  lbs.  per  sq.  in.,  25,000  lbs.  per  sq.  in.  and  30,000  lbs.  per 
sq.  in.,  in  case  these  loads  are  reached  before  the  column  fails.  After 
each  return  to  the  initial  load,  when  reapplying  the  loading,  take  the 
extensometer  readings  at  every  increment  of  5,000  lbs.  per  sq.  in.  until 
25,000  lbs.  per  sq.  in.  is  reached,  after  which  point  take  the  extensometer 
readings  at  every  increment  of  1,000  lbs.  per  sq.  in.  up  to  failure,  in  orckr 
that  it  may  be  possible  to  plot  a  complete  stress-strain  diagram  for  each 
series  of  load  applications." 

The  extensometers  used  in  these  tests  read  to  five-ten-thousandths  of 
an  inch  and  are  readily  estimated  to  one-ten-thousandth.  The  Berry 
strain  gages,  used  for  determining  the  local  deformations  read  to  two- 
ten-thousandths  of  an  inch  and  are  estimated  to  two-one-hundred-thou- 
sandths.   The  deflection  gages  read  to  one-one-thousandth  of  an  inch. 
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TABULATION   OF   PART  OF  TESTS,  COLUMN    I,   SERIES    I. 


No.  of 
Test 
Piece 

1/r 

Nominiil 
Section 
Sq.  In. 

.\ctual  Section 
Square  Inches 

Failure 
Ib.s.  per 
sq.  in. 

Method  of  Failure 

1 

12 

50 

9.56 

9.55 

37,9.30 

2 

57 

50 

9.58 

9.12 

39,254 

Failed  by  deflecting  south  and  up. 

3 
4 

74 

7 

50 
50 

9.56 
12.50 

9.29 
12.55 

38,200 
38,500 

Failed    by    deflecting    south    and 

down . 
Failed  by  triple  flexure. 

5 

72 

50 

12.50 

12.45 

37,765 

Failed  by  buckling  down  and  north. 

6 

73 

50 

12.50 

12.48 

35,380 

Failed  by  buckling  down  and  north. 

7 

17 

85 

9.56 

9.636 

32,860 

Failed  by  triple  flexure. 

8 
9 

58 
61 

85 

85 

9.56 
9.56 

9.12 
9.38 

35,000 
34,093 

P'ailed  by    triple    flexure    buckling 

in  center. 
Failed  by  deflecting  north  and  up. 

10 
11 

20 
60 

85 
85_ 

12  50 
12,50 

5.92+5.73=11.65 
11.83 

34,060 
34,937 

Failed  by    triple    flexure    buckling 
in  center. 

12 

62 

85 

12.50 

12.45 

.34,000 

13 
U 

29 
55 

120 
120 

9.56 
9.56 

9.42 
9.54 

33,020 
32,000 

Failed  by    triple    flexure    buckling 
in  center. 

15 

66 

120 

9.56 

9.45 

34,000 

Failed  by  deflecting  south  and  up. 

16 
17 

25 
67* 

120 
120 

12.50 
12.50 

12.28 
12.34 

32,565 
29,000 

Failed  by    triple    flexure    buckling 
in  center. 

18 

68 

120 

12.50 

12.39 

30,863 

*  Before  testing.  Column  No.  67  was  found  to  be  bent  down  0'  .21  and  .south  0"  .07. 

Note. — The  length  of  the  column  was  assumed  to  be  the  total  length 
between  the  milled  end  of  the  channels  composing  it.  The  actual  sections 
are  found  by  carefully  weighing  the  channels,  as  it  was  found  impossible  to 
get  very  accurate  results  by  caliperlng,  or  even  by  using  the  planimeter  on 
imprints  of  the   ends   of   the   sections. 

*The  complete  reports  on  tests  Nos.  17,  20,  29  and  25  are  given  be- 
low and  stress-strain  diagrams  are  given  for  tests  Nos.  20,  29  and  25. 

The  Sub-Committee  now  proposes,  instead  of  proceeding  to  Section 
No.  2  of  the  series,  to  make  a  sub-series  of  tests  on  Section  No.  i,  vary- 
ing a  detail  at  a  time,  in  order  to  study  the  effect  of  the  details  on  the 
strength  of  the  column.  Dr.  Stratton  assures  the  Sub-Committee  that  he 
will  proceed  to  obtain  the  columns  for  these  sub-series  and  test  them  as 
rapidly  as  possible. 

The  hearty  thanks  of  the  Association  is  due  to  Dr.  Stratton  for  his 
interested  co-operation  with  your  Sub-Committee,  and  to  Dr.  G.  R.  01s 
hausen,  who  is  directly  in  charge  of  the  work,   for  the  very  great  pre- 
cision and  care  with  which  the  tests  are  being  made. 

Through  the  courtesy  of  Mr.  George  W.  Kittredge,  the  Sub-Com- 
mittee is  able  to  submit  a  full  report  of  a  very  interesting  test  made  by 

*The  Bureau  of  Standards  test  reports  will  be  published  in  full  in  Vol. 
16  of  the  Proceedings  for  1915. 
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tlu'  r.iirf.iii  of  Standards  for  the  New  York  Central  iK-  Hudson  Kivcr 
Railroad  Company. 

Mr.  A.  W.  Carpenter,  under  whose  direction  the  test  was  carried  out, 
has  platted  tiie  stress-strain  diagrams  for  the  averages  of  the  long  extenso- 
nu'ter  readings  at  the  successive  loadings,  and  w-orkcd  out  the  modulus 
of  elasticity  for  these  readings,  and  also  platted  the  lo  in.  ^age  readings 
on  the  main  column  section  and  on  the  lattice  bars. 

'rile  specimen  lension  tests  of  the  material  of  the  C(jlunjn  gave  the 
I'l  illowing  results : 

Side  plates,  22  in.  by  Ji/iG  in. 

Yield  point,  37,800  lbs.  per  sq.  in. 

Ultimate  strength,  58,760  lbs.  per  s(|.  in. 

Elongation  in  8  in.,  29  per  cent. 

Reduction  in  area,  59.3  per  cent. 

Side  plates,  i^y^  in.  by  -^-v^  in. 

^'ield  point,  37,230  lbs.  per  sq.  in. 

L'ltimate  strength,  58,500  lbs.  per  sq.  in. 

Elongation  in  8  in.,  27.5  per  cent. 

Reduction  in  area,  58.8  per  cent. 

Angles,  4x4x-)/8  in. 

Yield  point,  39.270  lbs.  per  sq.  in. 

Ultimate  strength,  60,850  lbs.  per  sq.  in. 

Elongation  in  8  in.,  31  per  cent. 

Reduction  in  area,  53.4  per  cent. 

All  the  above  passed  the  cold-bend  test,  180  degrees  flat.  These 
specimen  tests  were  made  at  the  mills  that  rolled  the  steel  for  the 
columns. 

In  connection  with  the  column  test.  Mr.  Carpenter  makes  the  fol- 
lowing remarks : 

"Two  of  the  long  extensometer  readings  look  as  if  they  might  have 
been  read  wrong  by  the  operator,  as  they  show  large  differences  from 
the  corresponding  readings  at  the  same  load,  and  are  disproportionate 
wath  the  readings  on  the  same  points  at  lower  and  higher  loads  as  com- 
pared with  the  readings  on  the  other  points. 

'Tt  is  clear  that  permanent  sets  occurred  with  the  small  loading  of 
5,000  lbs.  per  sq.  in.,  although  the  first  loading  of  10,000  lbs.  per  sq.  in. 
did  not  produce  a  very  appreciable  set  (maximum  .006  in.  in  288  in.). 
It  is  also  clear  from  the  stress-strain  diagrams  and  the  computations  for 
modulus  that  the  limit  of  true  elasticity  is  raised  by  the  successive 
loadings,  the  diagram  for  loading  No.  6  showing  a  practically  straight 
line  and  practically  constant  modulus  of  elasticity  up  to  the  loading  of 
25,000  lbs.  per  sq.  in.,  but  this  was  at  the  expense  of  a  considerable  per- 
manent set.  In  testing  our  remaining  columns  it  would  be  advisable  to 
have  the  loads  of  various  intensities  repeated,  without  increasing,  to  see 
if  there  is  an  accumulative  permanent  set. 

"I  have  studied  the  record  of  compressions  (and,  in  some  cases, 
extensions)  on  the  lo-in.  gage  lengths  w'ith  some  care.  The  measure- 
ments on  the  main  section- of  the  column  I  have  platted  in  groups  for 
the  various  average  loadings  of  9,000  lbs.  per  sq.  in.  and  upwards,  again 
grouping  for  the  various  locations  along  the  length  of  the  column. 
Reference   to  these  plattings   shows   immediately  that  the   readings   vary 
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by  a  large  range,  especially  those  at  the  coliinin  diaphragms.  Assuming 
a  modulus  of  2(),500,ooo,  I  figure  that  a  com])ression  of  .0001  in.  on  the 
10-in.  gage  length  corresponds  to  a  stress  of  295  lbs.  On  this  basis  it 
appears  tliat  the  stresses  in  the  column  corresponding  to  the  10-in,  gage 
measurements  are  almost  all  higher  than  the  average  load  on  the  column. 

"It  is  notable  that  the  maximum  10-in.  compressions  occurred  at 
one  or  both  of  the  diaphragms  for  every  one  of  the  loadings  of  9,000 
lbs.  and  over,  as  is  clearly  shown  by  the  platted  measurements,  whereas 
it  would  seem  natural  to  look  for  the  maximum  at  the  center  of  the 
column. 

"In  order  to  study  the  10-in.  gage  measurements  in  the  lattice  bars,  I 
have  platted  the  readings  for  each  set  of  bars  and  for  each  loading. 
The  results  are  shown  to  be  very  erratic,  some  of  the  greatest  changes 
occurring  with  the  smaller  loads.  The  greatest  recorded  change  is  for 
an  average  loading  of  9,000  lbs.  per  sq.  in.  and  corresponds  to  6,500  lbs. 
per  sq.  in.  of  stress.  For  average  column  loads  of  19,000  lbs.  per  sq.  in. 
and  upwards  the  lattice  bar  stresses  appear  to  be  less  erratic  than  for 
lower  loads,  and  to  show  a  general  trend  of  increase  in  stress  with 
increase  m  column  load.  The  maximum  change  (compression)  for 
the  average  column  load  of  28,000  lbs.  per  sq.  in.  corresponds  to  a 
stress  of  about  3,500  lbs.  per  sq.  in. 

"It  should  be  noted  that  in  platting  the  readings  on  the  lo-in.  gage 
lengths  for  loadings  above  9,000  lbs.  per  sq.  in.  I  Ifave  subtracted  the 
previous  readings  at  1,000  lbs.  per  sq.  in.  It  is  rather  curious  to  note 
that  the  adjacent  bars  both  carry  compressive  stresses  in  most  cases, 
and  that  it  is  rather  exceptional  where  one  bar  showed  compression  and 
the  adjacent  one  showed  tension,  as  might  be  expected,  at  least  at  the 
higher  loads  when  appreciable  deflection  commenced. 

"I  have  not  made  any  study  of  the  measurements  of  the  stay  plates 
shown  on  sheet  three  of  the  test  report. 

"It  appears  from  the  test  data  and  photographs  that  the  column 
failed  as  a  whole  and  not  locally,  which  would  seem  to  show  that  it 
was  properly  designed  to  develop  the  full  strength  of  the  member." 
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(For  Details  of  Column  Tests,  see  inserts  in  back  of  Volume.) 
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Appendix   C. 
DESIGN,  LENGTH  AND  OPERATION  OF  TURNTABLES. 

The  following  is  submitted  as  a  progress  report  without  recommen- 
dation, and  is  intended  to  describe  current  practice  and  requirements  and 
to  comment  thereon  with  the  expectation  that  the  discussion  brought  out 
will  enable  the  Committee  to  submit  recommendations  concerning  the  es- 
sential features  to  the  next  convention. 

The  changes  in  railway  structures  and  facilities  due  to  the  rapid  in- 
crease in  weight  and  length  of  locomotives  in  recent  years  is  not  any- 
where more  marked  than  in  the  case  of  turntables.  In  1895  the  ruling- 
length  of  turntables  was  perhaps  65  ft. ;  in  1915  it  surely  will  be  85  ft.  or 
more,  thus  showing  an  increase  of  i  ft.  per  year.  The  increase  has  been 
quite  uniform,  but,  of  course,  not  in  i-ft.  increments,  the  changes  in 
length  being  made  usually  5  ft.  at  a  time.  The  increase  in  strength  has 
kept  pace  with  the  increase  in  length,  but  both  have  fallen  behind  the 
proper  requirements  of  the  heaviest  locomotives  for  the  reason  that  a 
turntable  failure  does  not  result  in  disaster,  but  only  in  inconvenience 
and  delay,  and  naturally  the  tendency  is  to  get  along  with  the  old  as 
long  as  possible  rather  than  incur  great  expense  for  new. 

In  1913  the  Committee  caused  to  be  sent  to  the  membership  a  cir- 
cular letter  of  inquiry  concerning  current  and  recommended  practice  in 
regard  to  ten  of  the  principal  features  of  turntable  design.  A  copy  of  the 
questions  and  a  tabulation  of  62  replies  are  given  herewith  and  comment 
will  be  made  upon  the  different  features  in  numerical  order. 

(l)      LENGTH. 

Length  is,  of  course,  the  primary  feature  of  design.  Eighty-one  per 
cent,  of  the  replies  gave  80  ft.  or  more  as  standard  practice  and  87  per 
cent,  gave  80  ft.  or  more  as  the  length  recommended  for  ordinary  road 
engines.  Sixty-five  per  cent,  of  the  replies  favor  either  85  or  90  ft,  and, 
if  the  thing  were  to  be  decided  by  majority  vote,  one  of  these  two  lengths 
undoubtedly  would  be  adopted. 

The  conditions  which  determine  the  length  of  the  turntable  are  the 
length  of  wheel  base  of  the  longest  locomotive  to  be  turned  and  the 
position  of  its  center  of  gravity.  For  ease  of  turning  the  locomotive 
should  be  balanced,  and  for  determining  the  length,  the  most  unfavorable 
condition,  that  is,  with  the  tender  empty  and  the  boiler  filled,  should  be 
assumed.  The  length  required  then  becomes  twice  the  distance  from  the 
center  of  gravity  to  the  rear  tender  wheel,  with  an  arbitrary  addition  of, 
say,  I  ft.  at  each  end  for  margin  to  facilitate  spotting  and  to  clear  wheel 
flanges. 

The  question  of  designing  turntables  to  be  turned  by  power  without 
balancing,  in  order  to  reduce  the  length  necessary,  has  received  some  at- 
tention. Many  turntables  are  so  operated  because  they  are  too  short  to 
balance,  but  they  are  not  designed  for  such  operation  and  the  result  is  a 
large  expenditure  of  power  and  unsatisfactory  service.     This  method  of 
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operation  will  rc(|uirc  especially  heavy  and  earetiilly  designed  end  bearing 
journals  and  otiier  fcatnrcs  not  common  in  present  practice.  The  sub- 
ject is  a  proper  one  for  further  study  by  the  Committee  and  will  not 
further  be  referred  to  herein. 

The  problem  of  turning  the  unusually  long  .lud  hea\  \  Mallet  engines 
in  isolated  localities  is  a  special  one  atid  shunld  not  enter  into  the  consid- 
eration of  the  question  of  length  of  turntable  for  ordinary  road  engines, 
except  to  the  extent  that  such  engines  are  likely  to  come  into  general  use 
for  road  work.  Such  engines  will  require  turntables  in  excess  of  lOO  ft. 
in  length  and  opinions  differ  as  to  the  advisability  of  providing  turntables 
for  them.  Certainly  this  question  should  not  be  taken  up  further  until 
the  length  and  strength  required  for  standard  conditions  have  been  deter- 
mined. 

The  tabulation  of  weights  and  load  distribution  of  various  heavy  en- 
gines shown  in  Plate  I  indicates  that  85  to  90  ft.  will  be  long  enough  to 
balance  most  of  the  heavy  freight  and  passenger  engines  exclusive  of  the 
Mallet  type;  and  that  100  ft.  will  be  required  for  roads  which  find  it 
necessary  to  turn  ordinary  Mallet  engines.  The  question  of  standard 
length  for  turntables  is  similar  to  that  of  a  standard  weight  of  rail.  It 
would  not  be  justifiable  for  all  roads  to  use  the  same,  and  probably  a 
selective  standard  comprising  lengths  of,  say,  90  and  100  ft.  should  be 
given  consideration. 

(2)       TYPE. 

The  replies  indicate  that  the  deck  type  is  used  and  preferred  almost 
to  the  exclusion  of  the  through  type.  Onl}^  four  roads  indicated  a  pref- 
erence for  the  through  type.  One  of  these  gives  as  reasons,  drainage, 
economy  of  pit  construction  and  economy  of  time  in  reconstruction  of  the 
center  at  busy  terminals.  The  other  three  roads  give  no  reasons,  but  the 
above  three  are  the  ones  commonly  cited  together  with  the  one  that  the 
shallow  pit  of  the  through  type  is  less   subject  to  obstruction  by  snow. 

Drainage  is  not  a  controlling  feature  if  the  turntable  is  at  a  modern 
engine  house  with  drop  pits,  because  the  drainage  necessary  for  the  drop 
pits  will  take  care  of  any  reasonable  depth  of  turntable  pit. 

Economy  of  pit  construction  is  in  favor  of  the  through  type,  but  the 
increased  weight  and  cost  of  the  turntable  neutralize  part  of  it.  The 
shallow  pit  also  is  conducive  to  safety,  but  this  is  partly  offset  by  the 
hazard  of  narrow  clearances  and  knee  braces  inside  the  through  girders. 

The  economy  of  time  in  reconstruction  of  the  center  foundation 
does  not  exist  in  the  case  of  a  new  location,  and  it  may  not  be  realized 
in  the  case  of  renewal  on  an  old  center  if  the  old  center  foundation  re- 
quires reinforcement  to  carry  the  added  load. 

Obstruction  by  snow  may  be  minimized  in  either  type  by  providing 
ample  space  throughout,  not  less  than  18  in.,  between  the  bottom  flange 
of  the  girders  and  the  pit  floor.  Consideration  of  the  through  type  will 
be  deferred  by  the  Committee  until  standards  for  the  deck  type  have  been 
agreed  upon. 
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(3)       TYPE   OF    CENTER. 

The  majority  in  both  practice  and  preference  favor  roller  cen- 
ters. Only  seven  roads  replying  use  disc  centers,  but  1 1  indicate 
a  preference  for  that  type.  The  disc  center  has  been  greatly  improved  in 
recent  years  and  has  advantages  which  entitle  it  to  thoughtful  considera- 
tion. 

The  roller  center  has  the  advantage  of  ease  of  turning. 

The  disc  center  has  few  and  simple  parts,  but  is  conceded  to  require 
more  power  to  turn.  This  disadvantage  is  minimized  by  the  fact  that 
practically  all  heavy  modern  turntables  will  be  equipped  with  power  and 
the  cost  of  power  consumed  is  negligible.  Some  tests  which  were  made 
recently  of  the  power  required  to  turn  a  number  of  both  disc  and  roller 
center  turntables  show  that  in  the  worst  cases  the  power  cost,  including 
tractor  losses,  does  not  exceed  ^-cent  per  180  degrees  turn. 

The  first  cost  of  the  two  types  is  about  the  same,  if  designed  on 
similar  specifications. 

Good  practice  requires  low-unit  pressures  on  both  types.  For  roller 
centers  the  pressure  in  pounds  per  linear  inch  of  roller  from  full  live 
and  dead  load  on  the  center  should  not  exceed  400  times  the  diameter 
of  the  rollers.  This  is  exceeded  in  many  centers  in  use,  and  much  of  the 
trouble  in  maintenance  is  attributable  to  too  high  unit  pressures.  For  disc 
centers  practice  has  varied  from  3,000  lbs.  per  sq.  in.  down  to  1,500.  The 
latter  figure  produces  a  very  large  disc  and  increases  the  lever  arm  of 
the  frictional  resistance  unnecessarily.  High  unit  pressures  increase  the 
difficulties  of  lubrication  and  pressures  much  in  excess  of  3,000  lbs,  per 
sq.  in,  have  caused  failures  in  the  bronze  discs. 

It  has  been  found  that  a  hard  phosphor  bronze,  which  will  not  flow 
under  the  pressure  used,  gives  good  results.  The  Committee  will  give 
further  consideration  to  this  subject  with  the  purpose  of  reporting  a 
specification  for  bronze, 

(4)      END  LIFT. 

The  most  damaging  thing  in  the  operation  of  a  turntable  is  the  ham- 
mering of  the  ends  by  wheels  entering.  It  has  been  proposed  to  reduce 
this  damage  by  means  of  end  lift  or  shock  absorbing  devices.  The  re- 
plies indicate  that  only  four  roads  replying  use  such  devices  and  15  con- 
sider such  a  device  necessary.  Not  one  plan  of  such  devices  was  fur- 
nished to  the  Committee,  and  it  is  common  knowledge  that  where  success- 
ful, they  have  been  very  expensive.  Standard  practice  cannot  be  said  to 
include  them.  Undoubtedly  more  liberal  design  of  end  bearings  and 
better  circle  rail  support  will  do  away  with  the  necessity  for  such  devices 
to  a  great  extent, 

(5)       END    LATCH. 

Two-thirds  of  the  roads  replying  use  end  latches  and  about  half  of 
them  consider  them  necessary,  or,  in  other  words,  one-sixth  have  them 
in  use,  but  do  not  consider  them  necessary  on  power-operated  turntables. 
The  purpose  of  the  latch  is  f  prevent  derailments  caused  by  displace- 
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ment  of  tlie  turntable  while  an  engine  is  passing  on  or  off.  If  safety  in 
this  respect  can  be  assured  by  other  means,  tiicn  the  latch  is  unnecessary. 
The  objections  to  the  latch  are:  That  reliance  on  an  imperfect  latch 
may  defeat  safety  by  lack  of  care  in  operation;  that  the  use  of  the  latch 
for  the  purpose  of  stopping  the  motion  of  the  turntable  may  cause  break- 
age; that  strains  on  the  latch  destroy  the  track  fastenings  and  that  it 
requires  several  additional  manual  operations  at  each  turn. 

Apparently  the  question  of  latch  or  no  latch  is  at  present  one  of  in- 
dividual preference,  and  settled  practice  cannot  be  expected  for  some 
years.  Meanwhile,  the  tendency  seems  to  be  toward  the  use  of  heavy 
power-operated  and  controlled  turntables  without  latches. 

The  best  designs  for  latches  have  a  heavy  sliding  tongue  connected 
to  the  girders  by  a  breakable  connection  and  engaging  cast-iron  sockets 
set  in  the  pit  wall.  Preferably  there  should  be  a  latch  at  each  end.  The 
latch  should  not  be  attached  to  any  part  of  the  track  or  track  fastenings 
or  deck. 

(6)       TYPE   OF   DECK. 

The  use  of  timber  cross-ties  is  almost  universal.  A  few  through 
turntables  have  been  built  with  steel  plate  floors  on  I-beams.  Eight 
of  the  replies  express  a  preference  for  I-beam  decks,  and  possibly  more 
would  have  done  so  if  there  had  been  familiarity  with  that  type  of  con- 
struction. 

A  deck  of  transverse  I-beams  riveted  between  the  girders  just  un- 
der the  top  flange  has  the  advantages  of  permanence  and  rigidity  without 
prohibitive  cost.  It  also  permits  of  greater  depth  of  girder  than  the  su- 
perimposed timber  deck,  but  this  advantage  is  shared  with  a  timber  deck 
similarly  placed.  In  both  cases  the  sidewalks  are  carried  on  riveted 
brackets  outside  the  girders  and  independent  of  the  track  floor. 

(7)      LIVE  LOAD. 

No  single  feature  of  the  replies  shows  wider  variations  among  the 
different  roads  than  the  live  load  used  for  designing.  The  tabulation  at- 
tached to  this  report  gives  the  loads  reduced  to  the  form  of  the  total 
center  load  in  thousands  of  pounds  and  the  center  negative  bending 
moment  in  thousands  of  foot-pounds  for  one  girder.  Where  blanks  occur 
the  reply  either  was  not  filled  out  or  the  information  given  could  not  be 
reduced  to  this  form.  The  center  loads  vary  from  312,000  to  720,000 
lbs.  Certainly  the  load  should  not  be  taken  at  much  less  than  500,000 
lbs.  where  Mallets  are  not  used,  and  justification  can  be  found  for  loads 
from  that  up  to  700,000  lbs.  where  Mallets  are  used.  The  720,000-lb. 
center  load  reported  is  not  an  engine  load,  but  results  from  the  use  of  an 
arbitrary  uniform  load. 

The  center  bending  moments  due  to  live  load  vary  from  951  to  4,375 
thousand  foot-pounds.  A  great  number  of  the  replies  indicate  the  use 
of  some  form  of  long  wheel  base  consolidation  or  Mikado  type  locomo- 
tive giving  a  bending  moment  of  from  2,000  to  2,500  thousand  foot- 
pounds.   Twenty  out  of  48  replies  are  between  those  limits.    A  surprising 
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number  indicate  the  use  of  some  one  of  Cooper's  series,  which  seems  to 
betray  lack  of  careful  consideration  of  the  matter  on  the  part  of  those 
replying.  The  short  wheel-base  engine  of  Cooper's  series  gives  results 
well  on  the  safe  side  for  a  simple  girder  span,  but  the  opposite  for  nega- 
tive moment  in  a  balanced  turntable  girder.  To  illustrate,  the  Cooper  E- 
60  engine  has  a  total  weight  of  426,000  lbs.  and  a  moment  about  its  center 
of  gravity  of  1,296  thousand  foot-pounds,  while  the  same  axle  loads  dis- 
tributed in  accordance  with  the  arrangement  of  a  modern  consolidation 
engine  with  a  wheel  base  of  63  ft.  6  in.  give  a  moment  of  1,783,  or  an 
increase  of  37^4  per  cent. 

(8)      UNIT    STRESSES    AND    IMPACT.       (9)      DEFLECTION. 

The  permissible  unit  stresses  are  determined  by  the  permissible  de- 
flection, and  the  two  subjects  should  be  considered  together.  Unit 
stresses,  which  would  be  entirely  safe  against  failure,  might  permit  ex- 
cessive deflection  of  the  ends  and  produce  an  unsatisfactory  result.  The 
replies  as  to  permissible  deflection  probably  are  of  little  value  because  it 
is  evident  that  the  clearance  over  the  circle  rail  has  been  confused  with 
the  deflection.  From  those  replies  on  which  this  distinction  seems  to  be 
understood  clearly,  it  appears  that  the  permissible  deflection,  measured 
at  one  end  with  the  other  end  down  on  the  rail,  should  be  limited  to 
from  14  to  34  in.  The  wheels  of  the  loaded  turntable  should  stand  well 
clear  of  the  circle  rail  at  each  end,  not  less  than  ^-in. 

The  unit  flange  stress  in  tension  used  varies  from  8,000  to  12,000  lbs. 
per  sq.  in.  without  impact,  and  21  out  48  replies  give  10,000  as  the  per- 
missible stress.  The  turntable  should  be  designed  so  that  the  sum  of  the 
deflections  at  both  ends  will  not  exceed  one  one-thousandth  of  the  length 
of  the  turntable  and  so  that  the  unit  tensile  stress  will  not  exceed  10,000 
lbs.  per  square  inch.  The  reversal  of  stress,  which  occurs  near  the  center 
of  each  arm,  should  be  provided  for  in  accordance  with  the  specifications 
for  steel  bridges.  Provision  for  the  reversal  has  the  effect  of  extending 
the  heavy  flange  sections  toward  the  end  and  the  heavy  web  requirements 
toward  the  center,  which  is  beneficial  as  it  increases  the  mass  and  stiffness 
of  the  girders. 

Because  of  the  fact  that  the  sections  are  determined  by  the  deflection 
under  a  quiescent  load,  there  seems  to  be  little  reason  for  using  an  im- 
pact co-efficient  for  turntables,  except  in  the  parts  affected  by  the  blow 
of  wheels  entering.  The  other  stresses,  shearing,  bearing,  etc.,  should 
be  fixed  in  proportion  to  the  adopted  unit  tensile  stress. 

Parts  not  contributing  to  the  end  deflection  of  the  girders  may  be 
designed  by  ordinary  structural  unit  stresses,  say  16,000  lbs.  per  sq.  in. 
tension. 

One  condition  of  loading  not  often  taken  into  account  is  that  of  a 
dead  engine  being  pushed  across  the  turntable  by  another  engine.  This 
condition  is  especially  severe  on  the  web  and  the  stresses  should  be  in- 
vestigated for  each  design.  Inasmuch  as  the  turntable  is  not  turnett 
with  such  a  load  the  higher  unit  stresses  will  apply. 
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DESIGN,  LENGTH  AND  OPERA'IION  OF  Tl  KNTAHLES. 
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Omaha 

Chicago  &  Western 

H.    Rettinghouse, 
Chief  Eng. 

90' 

90  or 
100' 

Yes 

12' 

No 

Roller 

Roller 

1 

12 

E.  H.  Lee,  V.  P. 

85  or  88' 

85 'or 

Yes 

No 

Roller 

Roller 

Mfi   - 

Indiana 

and  Chief  Engr. 

more 

an     ■ 

f  II     i^ 

13 

Cincinnati 
Northern 

W.     D.     Williams, 
Chief  Eng. 

85' 

90' 

Yes 

9' 

No 

Roller 

Roller 

Ea;  »f 
in; 

14 

Cleveland,    Cincin- 
nati,   Chicago    & 
St.  Louis 

O.  E.  Selby,  Eng. 
Br.  and  Str. 

85' 

90' 

120' 

Yes 

9' 

No 

Disc 

Disc 

Maeoa^ 

15 

Delaware  &   Hud- 

Jas.   MacMartin, 

65,75.90 

75,90 

100' 

Yes 

8' 3" 

No 

Disc 

Roller 

Mi  mi 

aiwe 

ti  H 

son 

Chief  Eng. 

or  100' 

or  100' 

16 

Delaware.     Lacka- 
wanna &  Western 

G.   J.    Ray,   Chief 
Eng. 

65, 80, 85 
and  90' 

90' 

Yes 

No 

Roller 

Roller 

17 

Elgin,  J  o  I  i  e  t  & 

A.  Montzheimer, 

80' 

90' 

Yes 

S' 

No 

Roller 

Roller 

Fijwt«i 
e  oftti 
i] 

Eastern 

Chief  Eng. 

18 

El  Paso  &  South- 
western 

J.  L.  Campbell, 
Eng.  M.  of  W. 

100' 

No 

19 

Ft.  Worth  &  Den- 
ver City 

R.  C.  Gowdy, 
Chief  Eng. 

■70' 

85' 

Yes 

Roller 

Roller 

liiae 

20 

Georgia 

W.  M.  Robinson, 
Roadmaster 

70' 

75' 

85  to 

90' 

Yes 

6' 

No 

Roller 

Roller 

11 : 

21 

Grand    Rapids    & 
Indiana 

F.  J.  Stimson, 
Div.  Eng. 

85' 

85' 

Yes 

No 

Roller 

Roller 

Ftr 

22 

Grand  Trunk 

H.  R.  Safiford, 
Chief  Eng. 

85' 

85' 

Yea 

6'9' 

No 

Roller 

Roller 

J  3k- 
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DESIGN,  LENGTH  AND  OPERATION  OF  TURNTABLES. 
REPLIES  TO  INQUIRIES  CONCERNING  PRESENT  AND    RECOMMENDED  PRACTICE. 
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(5)  End 
Latch 

(6)  Deck 

(7)  Live 
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Load 

(8)  Unit  Stress 
and  Impact 
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Deflec 
tion. 

(10)  Pit 

, 

rz 

T-^ 

OJ 

C3_S 

'ff- 

'-3 

m 

c 
3 

.g 

bO   r' 

.So 

r3 

!^    3 

O 

Ph 

r::  o 

11 

1 

o 

o 

c 

c 
a 

c 
cs 

o 
■J. 

3 
O 
>> 

?1 

.-1  aj 

?! 

p  J: 

n 

ight  on  Centei 
ousands  of  Po 

ment,  one  Ra 
ousands  of  Fo 

(/I 
to 

-(J 

CO 

c 

■-5 
y 

0) 

3 
03    « 

bC 

thod    for    su 
stening  shore 
all 

"^ 

o 

a 

o  fc; 

Cijn 

0.r! 

'^c 

S 

h- 1 

o 

«  rt 

^^^ 
^ 

T. 

1— 1 

Q 

CQ    O 

«% 

^H 

Sh 

'f-J 

Q 

S*^ 

No 

Yes 

Yes 

Timber 

400 

1192 

12,000 

None 

1" 

Ties   in   concrete 
Tie  Plates 

Timber  coping 

Yes 

No 

Yes 

Timber 

700 

4313 

10,000 

to 
12,000 

None 

n" 

Creosoted  ties  in 
concrete 

Timber  Coping 
and  heavy  plates 

No 

Yes 

Yes 

Timber 

602 

3213 

10,000 

None 

n" 

Ties  in  concrete 

Timber  coping 
and   Y  plates 

No 

No 

Timber 

312 

951 

2" 

Ties 

Coping  timber 
curb  and  tie 
plates  with  an- 
chor 

No 

Yes 

Yes 

Timber 

505 

2353 

10,000 

None 

1 " 

Bearing  plates  on 
concrete 

Curved  I  beam 
and  rail  in  con- 
crete 

No 

Yes 

Yes 

Timber 

696 

3437 

16,000 

150 

2" 

Castings   in   con- 
crete 

Castings  in  con- 
crete 

L+300 

No 

No 

No 

Timber 

706 

3206 

10.000 

None 

.5" 

8 

Bearing  plates  on 
concrete 

Concrete  and 
curved  rail  or  I 
beam 

No 

No 

No 

Timber 

500 

2284 

10,000 

None 

H" 

Ties  in  concrete 

Timber  coping 
and  bearing 
plates 

No 

Yes 

Yes 

Timber 

484 

2166 

9,000 

None 

H" 

Bolts  and  clips  on 
concrete 

Timber    coping 

No 

Yes 

No 

Timber 

16,000 

300 

Ties 

Ties 

L+300 

Yes 

Yes 

No 

Timber 

485 

2143 

10,000 

None 

Ties  on  concrete 

Timber  and 
plates 

No 

Yes 
Yes 

No 
Yes 

Timber 
I  Beams 

483 

2175 

10,000 

None 

n" 

Bearing  plates  on 
concrete 

Bearing  plates  on 
concrete 

Timber  coping 
and  tie  plates 

Timber  coping 

No 

Yes 

No 

I  Beams 

488 

2337 

10,000 

None 

r 

Bearing  plates  on 
concrete    or    I 
Beams 

Castings  em- 
bedded in  con- 
crete 

No 

No 

No 

Timber 

426 

1296 

8,000 

None 

2" 

Ties 

Timber  and 
plates 

Yes 

Timber 

464 

2065 

10,000 

None 

3  " 
i 

Bolts  and  clips  on 
concrete 

Curved  rails  in 
concrete  coping 

No 

No 
No 

No 
Yes 

I  Beams 
Timber 

500 

2299 

10,000 

None 

1" 

Bearing  plates  on 
concrete 

Concrete     and 
clips 

Bearing  plates  on 
concrete 

*     Yes 

No 

No 

I  Beams 

16,000 

\" 

Concrete     and 
clips 

Concrete  and 
plates 

^    Yes 

Yes 

Yes 

Timber 

422 

1906 

Concrete     and 

Wood  blocks  set 

5'     No 

clips 

in  concrete 

No 

No 

Beams  & 

485 

2239 

r 

Ties  in  concrete 

Timber  coping 

4 

Stringers 
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DESIGN,  LENGTH  AND  Ol'EIUTiON  OF  TURNTABLEtt. 
KEI'LIES  TO  INQUIRIES  CONCERNING  PRESENT  AND    RECOMMENDED  PRACTICE. 
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OFFICIAL 
REPORTING 

(I)  Length 

(2)  Type 

(3)  Center 
Roller  or  Di?K;  Bearinj 

or  future  con- 
gines  of  ordi- 
lengths 

03 
O    03 

he  deck  type 
here  drainage 
ailable? 

pit  can  ordi- 
ed  in  connec- 
idhouse    looa- 
isonable  cost? 

i'i 

rt  to 

1- 

c 
c. 

ndation  based 

maintenance 

maintenance, 

or  .  *'  or  re»- 

tj 

—  a 

c;  a, 

♦J  >  > 

C  2  s^. 

J3  t. 

T! 

v. 

o    .       . 

6 

>-4 

09 

s 

a 

a.il 

0)  +J  5 

<"  t  o 

o  you  favor 
Dr  locations  t 
f  deep  pit  is  a 

hat  depth  of 
arily  be  drai 
ion    with    rot 
ions  and  at  n 

as  the  throug 
'antages  othei 
it? 

a 

a 

n 

*> 

a 

B 

o 

a 
a 

o 

Is  your  recomm 
on     fi  rst    cost 
cost,    ease    of 
ranr  of  turninjc 

2; 

u 

Oh 

p^coO 

«^^ 

Q^O 

^«*--| 

35  '-  tt 

£ 

tf 

23 

Hocking  Valley 

VVm.  Michel, 
Chief  Eng. 

75' 

90' 

100' 

Yes 

8' 

No 

Roller 

Roller 

Mainteii 
and  esi 
turning 

Maintei 

24 

Illinois  Central 

A.  S.  Baldwin, 

85' 

85' 

Yes 

7'10" 

No 

Roller 

Roller 

Chief  Eng. 

and  ea 

turning 

First  ca 

25 

International 

0.   H.  Crittenden, 

75' 

80' 

Yes 

6' 

No 

Roller 

Roller 

&  Great  Northern 

Chief  Eng. 

mainte 

26 

Kanawha  &  Michi- 
gan 

R.  P.  Black, 
Eng.  M.  of  W. 

80' 

100' 

Yes 

8' 

No 

Roller 

Roller 

Maintei 
and  ef 
turninf 

Maintc 

27 

Kansas  City  Term- 

John V.  Hanna, 

90' 

100' 

110' 

Yes 

15' 

Yes 

Roller 

Roller 

inal 

Chief  Eng. 

and  e 
tumin; 

28 

Lake  Erie  &  West- 
ern 

Wm.  G.  Atwood, 
Chief  Eng. 

85' 

90' 

Yes 

8' 

No 

Roller 

Roller 

Mainte  j 
and  e 
tumin 

29 

Lake  Shore  &  Mich- 
igan Southern 

G.  C.  Cleveland, 
Chief  Eng. 

90' 

90' 

100' 

Yes 

9'6'' 

No 

Disc 

Di.sc 

30 

Lehigh  &   Hudson 
River 

J.  E.  Barrett, 
Supt.  Trks.,  Brgs. 
and  Bldgs. 

90' 

90' 

Yes 

7 '6" 

No 

Roller 

Roller 

Maint"  in 
and  (? 
turair 

31 

Lehigh  &  New  Eng- 
land 

E.  H.  Shipman, 
Supt. 

80' 

Yes 

8' 

No 

Roller 

Roller 

Ease  c  ui 
ing 

32 

Lehigh  Valley 

F.  E.  Schall, 
Bridge  Eng. 

80  and 
100' 

80' 

100' 

Yes 

9' 

No 

Roller 

Roller 

Maint  ik 
and    e 
tumi 

33 

Long  Island 

J.  R.  Savage, 
Chief  Eng. 

70' and 
SO' 

80' 
mini- 
mum 

Yes 

No 

Roller 

Roller 

Maim  m 
and   • 
tumi 

34 

Louisville  &  Nash- 
ville 

W.   H.  Courtenay, 
Chief  Eng. 

90' 

90' 

Yes 

No 

Roller 

Roller 

Ease  tan 
ing 

35 

Maine  Central 

Walter  H.   Norris, 
Bridge  Eng. 

85' 

85' 

85' 

Yes 

7' 

Disc 

Disc 

MainiMw 

36 

Michigan  Central 

Geo.  H.  Webb, 
Chief  Eng. 

85' 

90' 

Yes 

5' 

No 

Roller 

Roller 

Ease  tBi 
ing 

37 

Minneapolis  &   St. 
Louis 

R.  G.  Kenly, 
Chief  Eng. 

75' 

75' 

100' 

Yes 

10' 

Yes 

Roller 

Disc 

MairttM 
and  »^ 
tun; 

38 

Missouri,  Kansas  & 
Texas 

A.  M.  Acheson, 
Chief  Eng. 

90' 

90' 

100' 

Yes 

No 

Roller 

Roller 

Mail  PMO 
and«5 

tun ; 

39 

Missouri  Pacific 

C.  E.  Smith, 
Asst.  Chief  Eng. 

75' 

90' 

Yes 

10' 

No 

Roller 

Disc 

Maii»w 

40 

Mobile  &  Ohio 

B.  A.  Wood, 
Chief  Eng., 
M.  of  W.  &  S. 

75' 

80' 

Yes 

7' 

No 

Roller 

Roller 

All 

41 

Nashville,  Chatta- 

Hunter McDonald, 

90' 

90' 

Yes 

No 

Roller 

Roller 

Mainw 

42 

nooga  &  St.  Louis 

Chief  Eng. 

New  Orleans  & 

R.  H.  Howard, 

70' 

80' 

Yes 

No 

Roller 

Roller 

Great  Northern 

Gen.  Man. 

43 

New  York  Central 
&  Hudson  River 

G.  W.  Kittredge. 
Chief  Eng. 

85' 

90' 

110' 

Yes 

11'6" 

No 

Disc 

Di.sc 

Firjae'- 
mJ-CBi 

Eat  »f  ^ 

44 

New  York,  Chicago 

E.  E.  Hart, 

85' 

85' 

120' 

Yes 

No 

Roller 

Roller 

&  St.  Louis 

Chief  Eng. 

I   m 
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DESIGN.  LENGTH  AND  OPERATION  OF  TURNTABLES. 
ElEPLIES  TO  INQUIRIES  CONCERNING  PRESENT  AND  RECOMMENDED  PRACTICE. 


d 

(5)  End 
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03 
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+5 
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'■3 
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bO 

O  m 

"^   bD 
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^ 

03 

£§ 

M 

CO 

a 

^1  = 

"^ 

O 

Q. 

O  t^ 

4)  jg 

Oj3 

c 

s 

1— ( 

a> 

V  ca 

•l*  c8  S 

to 
1— 1 

Q. 

oo  O 

1— 1 

Q" 

.^^       ■ 

SH 

u> 

Q 

<< "~ 

fes 

Yes 

.Yes 

I  Beams 

12,000 

None 

5" 
8 

I  Beams  in  con- 
crete 

8'x8"  curved  an- 
gle on   concrete 
wall 

^fo 

No 

No 

Timber 

454 

2065 

16,000 

2" 

Bearing  plates  in 
concrete 

Timber  coping 

No 

Yes 

No 

Timber 

Castings   in   con- 
crete 

Castings  in   con- 
crete 

No 

Yes 

Yes 

Timber 

14,000 

45% 

1" 

4 

Inverted  rail  set 
in  concrete 

Curved    I    beam 
in  concrete 

No 

Yes 

No 

Timber 

500 

2330 

12,000 

None 

1" 

Ties  in  concrete 

Plates  on  timber 
coping 

No 

No 

No 

I  Beams 

12,000 

None 

1" 

Bearing  plates  on 
concrete     or     I 
beams 

Heavy  plates  on 
concrete     or     I 
beams 

Yes 

Yes 

Timber 

683 

3613 

10,000 

None 

1' 

Channel  plates  on 
concrete 

Timber  coping 

No 

Yes 

Yes 

Timber 

675 

3797 

16,000 

300 

ir 

Ties 

Timber  coping 

L+300 

Yes 

Yes 

Timber 

440 

2200 

10,000 

None 

2" 

Ties  on  concrete 

Cross-tie      and 
plate  connecting 
both  rails 

No 

Yes 

Yes 

Timber 

440 

2200 

16,000 

75% 

2' 

Ties 

Timber      coping 
and  plates 

No 

Yes 

Yes 

Timber 

355 

1080 

16,000 

100% 

r 

Ties  in  concrete 

Timber  coping 

No 

Yes 

Yes 

Timber 

460 

2160 

16,000 

300 

r 

Ties  on  concrete 

Timber  coping 

L+300 

No 

No 

No 

Timber 

355 

1080 

10,000 

None 

Ties 

Concrete   wall 
and  clips 

Yea 

Yes 

No 

I  Beams 

488 

2337 

12,000 

None 

1" 

Ties  in  concrete 

Timber  coping 

No 

Yes 

Yes 

Timber 

391 

1188 

16,000 

None 

Tie  plates  on  con- 
crete 

Timber   coping 
and    tie    plates 
with  anchor 

Yea 

No 

No 

Timber 

426 

1296 

16,000 

300 

Timber 

Timber      coping 
and  tie  plates 

L+300 

No 

Yes 

Yes 

Timber 

10,000 

None 

1" 

Creosoted  ties 
and  tie  plates 

Timber  coping 
and    heavy    tie 
plates 

Yes 

No 

No 

Timber 

10,000 

None 

r 

Ties 

Timber  coping 

Yes 

No 

Timber 

426 

1783 

16.000 

300 

f 

Rail    bedded    in 
concrete 

Ties  on  concrete 

iSTo 

No 

Yes 

Timber 

398 

1210 

12,000 

L+300 
None 

Timber  coping 

and  plates 

;"«fo 

Yes 

Yes 

Timt>er 

488 

2337 

12,000 

None 

r 

.  Ties  on  concrete 

Curved  I    beam 

with  tie  plates 

in  concrete 

\'o 

Yes 

Yes 

Timber 

426 

1755 

16,000 

50% 

r 

Rails  or   beams 

Timber  coping 

__ 

set  in  concrete 

r>64 
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Oh 
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45 

New     York,     New 
Haven  &,  Hartford 

W.  H.  Moore, 
Eng.  of  Struct. 

75' 

80' 

Ye.s 

No 

Roller 

Di.sc 

1 

46 

Norfolk   &    South- 
ern 

F.  L.  Nicholson, 
Chief  Eng. 

8.V 

85' 

Yes 

No 

Roller 

Roller 

and  Mi 
tiimiag 

47 

Norfolk  &  Western 

J.  E.  Crawford, 
Chief  Eng. 

100' 

100' 

100' 

No 

Yes 

Roller 

Roller 

48 

Northern  Pacific 

W.  L.  Darling, 
Chief  Eng. 

8.V 

85' 

100' 

No 

Yes 

Roller 

Roller 

49 

Penna.  Lines  West 
of  Pittsburgh, 
N.  W.  System 

R.  Trimble, 
Chief  Eng.  M.  of 
Way 

8.5' 

85' 

Yes 

8 '5" 

No 

Roller 

i 
1 

50 

Penna.  Lines  West 
of  Pittsburgh. 
S.  W.  System 

W.     C.     Cushing, 
Chief  Eng.M  of  W 

85' 

85' 

Yes 

8' 5" 

No 

.Roller 

1 

1 

1 

51 

Pere  Marquette 

Chas.   S.   Sheldon, 
Eng.  Br.  and  Str. 

!)0' 

90' 

Yes 

8' 

No 

Roller 

Roller 

Maint* 

52 

Philadelphia    & 
Reading 

F.  S.  Stevens,  Eng. 
M.  ofW 

60  to  85' 

85  to 
100' 

Yes 

8' 

No 

Roller 

Roller 

Maint< 

53 

Queen  &  Crescent 

Curtis   Dougherty, 
Chief  Eng. 

80' 

85' 

100' 

Yes 

10' 

No 

Roller 

Roller 

First* 

54 

Richmond,     Fred- 
ericksburg &   Po- 
tomac 

S.    B.    Rice,   Eng. 
M.  ofW. 

80' 

100' 

Yes 

7' 

No 

Roller 

Roller 

^ 

55 

Rock  Island 

C.  A.  Morse,  Chief 
Eng. 

90' 

90' 

Yes 

6' 

No 

Roller 

Roller 

^ 

56 

St.    Louis    South- 
western 

CD.Purdon,  Chief 

Eng. 

75' 

90' 

Yes 

No 

Roller 

Roller 

inf 

57 

Southern  Pacific 

J.  A.  Barlow,  Asst. 
Chief  Eng. 

80' 

100' 

Yes 

8' 

Roller 

58 

Southern 

B.   Herman,  Chief 
Eng.  M.  W.  &  Str. 

90' 

90' 

Yes 

Roller 

Disc 

1 

59 

Toledo      &      Ohio 
Central 

J.  A.  Stocker,  Chief 
Eng. 

80' 

85' 

100' 

Yes 

8' 

No 

Roller 

Roller 

Earn 

60 

Union  Pacific 

R.      L.    ■  Huntley, 
Chief  Eng. 

92' 

92' 

100' 

Yes 

No 

Roller 

Roller 

Mi 

61 

Wabash 

A.  0.  Cunningham, 

80' 

90' 

Yes 

8' 6' 

No 

Roller 

Disc 

Chief  Eng. 

62 

J,    P.    Snow,    Con- 
sulting Eng. 

80' 

Yes 

6' 

Summary 

65'       1 

1 

Yes 

Aver- 

Yes 5 

Roller 

Roller 

70'       3 

0 

58 

age 

No  51 

53 

46 

75'       7 

2 

No 

8' 2' 

80'  ^  10 

3 

4 

Disc 

Disc 

M 

85'     17 

16 

Below 

7 

11 

M 

90'     16 

23 

8' 13 

I 

100'      4 

10 

8' or 

■. 

— 

above 

■ 

58 

60 

29 

11 
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DESIGN.  LENGTH  AND  OPERATION  OF  TURNTABLES 
REPLIES  TO  INQUIRIES  CONCERNING  PRESENT  AND  RECOMMENDED  PRACTICE. 
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Tlie  hammer  blow  from  wliecis  entering  and  leaving  the  turntable 
is  especially  severe  on  the  circle  rail  and  shore  rail  supports.  Designers 
who  have  given  attention  to  these  details  and  their  improvement  are  di- 
vided in  opinion  between  a  timber  support  for  the  sake  of  elasticity  and 
an  unyielding  support  on  metal  and  concrete.  It  is  too  early  to  fix  upon 
either  one  as  the  best  practice.  It  is  certain  that  both  methods  call  for 
greater  bearing  areas  and  better  details  than  have  been  common.  More 
than  40  per  cent,  of  the  replies  favor  metal  and  concrete  support  for  the 
circle  rail  and  more  than  25  per  cent,  favor  it  for  the  shore  rail  support 
on  the  edge  of  the  pit,  indicating  that  this  form  of  construction  is  grow- 
ing in  favor,  as  not  many  years  ago  the  use  of  timber  was  universal. 
Other  details  of  the  pit  are  largely  local  in  their  scope  and  need  not  be 
considered  in  connection  with  a  general  standard,  therefore  inquiries  in 
regard  to  them  were  not  made.  However,  attention  should  be  called  to 
the  importance  of  the  circle  rail  and  center  foundations.  The  first  should 
extend  below  frost  line  and  the  latter  should  be  unyielding. 


Appendix  D. 

REPORT  OF  SUB-COMMITTEE  ON  IMPACT  AND  SECONDARY 

STRESSES. 

Your  Sub-Committee  on  Impact  and  Secondary  Stresses  is  able  to 
present  only  a  progress  report  at  this  time.  It  is  endeavoring  to  prepare 
a  final  report  embodying  its  recommendations  relative  to  an  impact 
formula,  and  such  modifications  in  unit  stresses  and  details  of  design  as 
seem  desirable  in  the  light  of  its  studies  on  impact  and  secondary  stresses. 
It  is  a  difficult  task,  as  well  as  an  important  one,  and  the  Sub-Committee 
fully  realizes  this  fact.  Up  to  this  time  the  Sub-Committee  has  col- 
lected all  available  information  on  impact  tests  and  impact  formulas. 
It  has  also  collected  and  tabulated  the  practice  of  most  of  the  important 
railroad  systems  in  the  Association  along  the  lines  covered  by  its  study, 
and  has  also  included  similar  information  relative  to  foreign  practice. 

At  the  meeting  of  the  Committee  in  New  York  on  November  6,  the 
Sub-Committee  secured  many  valuable  suggestions  from  various  mem- 
bers of  the  full  committee,  which  will  assist  it  greatly  in  its  work.  It  is 
the  purpose  of  the  Sub-Committee,  after  adopting  a  tentative  impact 
formula  and  basic  unit  stress,  to  apply  these  values  to  the  calculation  of 
sections  of  bridges  of  various  span  lengths,  and  to  compare  such  sections 
with  those  obtained  from  other  specifications  so  that  the  relative  results 
can  be  readily  seen. 

The  work  will  be  carried  on  actively  during  the  winter,  and  it  is 
expected  that  a  final  report  will  be  presented  next  year. 


Appendix    E. 

ELASTIC  STRENGTH  REQUIREMENT  FOR  STEEL. 

The  General  Specifications  for  Steel  Railway  Bridges  contain  n<j 
elastic  strength  requirement  for  the  steel  otherwise  specified.  The  only 
reference  to  the  elastic  strength  of  the  materials  is  in  the  clause  reading: 
"The  yield  point,  as  indicated  by  the  drop  of  beam,  shall  be  recorded  in 
the  test  reports"   (see  paragraph  86). 

In  1901  the  Committee  on  Iron  and  Steel  Structures  presented  cer- 
tain specifications  for  structural  steel  as  a  basis  for  discussion  and  criti- 
cism at  the  annual  meeting  of  the  Association,  Two  grades  of  structural 
steel  were  at  that  time  proposed  and  a  minimum  value  for  the  tensile 
yield  point  for  each  grade  was  fixed.  In  1903  revised  specifications  were 
presented,  these  calling  for  a  single  grade  of  structural  steel  with  a  speci- 
fied range  of  ultimate  tensile  strength,  and  no  definite  requirements  as  to 
the  yield  point,  but  with  the  clause  relative  to  this  point  as  in  the  present 
specifications  and  as  noted  above.  In  the  discussion  of  these  revised 
specifications  at  the  meeting  of  the  Association,  members  C.  S.  Churchill, 
Ralph  Mbdjeski,  W.  R.  Webster  and  J.  W.  Schaub  vigorously  opposed 
the  omission  of  the  yield  point  requirement,  while  J.  P.  Snow,  the  Chair- 
man of  the  Committee,  upheld  the  omission  of  this  requirement  in  the 
following  statement:  "I  wish  to  join  Mr.  C.  C.  Schneider  in  the  recom- 
mendation that  he  makes  in  his  Atlantic  City  discussion  in  favor  of  drop- 
ping the  determination  of  the  elastic  limit  or  yield  point  from  our  com- 
mercial testing  of  steel.  A  knowledge  of  the  true  elastic  limit  of  our 
material  is  necessary  for  scientific  purposes,  but  the  long  columns  of 
figures  given  in  our  weekly  inspection  reports  under  the  head  of  yield 
point  do  not  give  us  this  knowledge.  They  give  us  no  information  of 
value  regarding  the  quality  of  the  steel.  If  for  some  reason  the  figures 
should  run  lower  than  desired,  I  know  of  no  way  by  which  the  process 
of  manufacture  could  be  changed  to  raise  the  figures,  except  to  give  the 
material  a  few  passes  through  the  rolls  after  it  is  absolutely  cold.  This 
we  certainly  do  not  want  to  encourage.  The  yield  point  is  a  compound  of 
speed  of  testing,  slip  in  the  jaws  of  the  machine,  guess-work  and  elastic 
resistance  of  the  specimen,  which  is  of  no  use  whatever  to  us  in  designing 
structures  or  judging  of  the  quality  of  our  steel.  European  engineers 
have  not  generally  required  its  determination  in  testing  material,  and  I 
suggest  that  we  omit  it  in  our  specification." 

Judging  from  the  printed  discussion  the  opposition  to  the  omission 
of  the  requirement  was  so  strong  that  the  specifications  were  not  adopted 
at  that  meeting,  but  were  referred  back  to  the  Committee.  They  were 
presented  again  at  the  meeting  of  1904,  identical  as  regards  the  yield 
point,  and  the  printed  record  of  the  Proceedings  shows  no  discussion 
of  this  feature  in  the  meeting,  although  there  was  a  written  discussion 
which  questioned  the  propriety  of  dropping  the  yield  point  requirement. 
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The  specifications  were  adopted  by  the  Association  by  a  majority  vote  at 
this  meeting  (1904). 

Following  tile  Qnebcc  Bridge  failure  in  1907,  the  supi'riniportancc 
of  the  elastic  strength  over  the  ultimate  strength  in  structural  steel,  espe- 
cially for  compression  members,  was  so  emphasized  that  it  is  to-day 
axiomatic.  It  nevertheless  seems  unquestionable  that  it  was  to  a  con- 
siderable extent  lost  sight  of  prior  to  that  great  disaster.  How  much 
this  was  due  to  the  relegation  of  the  determination  of  the  yield  point  to 
an  obscure  and  secondary  position  in  specifications  cannot  be  stated  with 
accuracy,  but  it  seems  very  likely  that  it  had  an  influence.  The  question 
occurs :  Is  it  not  dangerous  to  subordinate  such  a  critical  property  to 
less  important  and  misleading-  ones  among  those  which  are  determined 
for  the  acceptance  of  material? 

These  considerations  have  led  to  an  agitation  for  the  restoration 
of  an  elastic  strength  requirement  in  specifications  in  which  it  has  been 
omitted. 

The  Standard  Specifications  for  Structural  Steel  for  Bridges  of  the 
American  Society  for  Testing  Materials,  which  had  previously  been 
identical  with  those  of  the  A.  R.  E  A.  as  regards  the  elastic  strength 
requirement,  were  revised  in.  1913  to  provide  a  yield  point  requirement. 

Your  Sub-Committee  believes  that  the  time  is  opportune  for  Com- 
mittee XV  to  consider  this  question. 

The  arguments  on  which  our  predecessors  brought  about  the  present 
specification  were  the  following : 

(i)  The  yield  point  is  difficult  to  determine  with  accuracy,  so  that 
little  dependence  can  be  placed  on  the  accuracy  of  results  in  commercial 
testing. 

(2)  The  yield  point  is  a  dependable  ratio  of  the  ultimate  strength, 
so  that  it  can  be  predicated  from  the  latter. 

(3)  The  ultimate  strength  is  easily  determined  with  accuracy  in 
commercial  testing. 

Your  Sub-Committee  is  of  the  opinion  that  these  arguments  arc 
overdrawn  or  unsatisfactory  for  excluding  the  yield  point,  by  direct  de- 
termination, as  a  requirement  of  the  specifications.  It  is  of  the  opinion 
that  the  General  Specifications  for  Steel  Railway  Bridges  should  include 
an  elastic  strength  requirement;  that  the  yield  point  is  the  correct  in- 
dication of  the  elastic  strength  and  that  the  specifications  should  require 
a  yield  point  not  less  than  30,000  lbs.  per  sq.  in.  for  structural  steel,  and 
not  less  than  25,000  lbs.  per  sq.  in.  for  rivet  steel.  Your  Sub-Committee 
believes  that  such  requirements  should  be  accompanied  by  additional  re- 
quirements to  insure  reasonably  accurate  results  in  commercial  testing. 

It  appears  to  be  well  proven  that  reasonably  accurate  results  can  be 
obtained  by  pulling  specimens  at  speeds  which  will  not  consume  excessive 
lengths  of  time  in  commercial  laboratories,  and  it  is  probable  that  the 
skill  of  the  operator  is  more  of  a  factor  than  the  speed  of  pulling.  In 
order  to  avoid  error,  however,  and  to  enable  an  inspector  to  check  the 
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operator,  it  seems  essential  thai  relatively  low  speed  should  i>l>tain  up  to 
the  yield  point,  after  which  the  speed  may  be  increased  up  to,  say,  a  maxi 
mum  of  6  in.  per  minute  for  the  ordinary  forms  of  specimens  and  meth- 
ods of  testing.  Below  the  yield  point  the  length  of  specimen  and  form 
of  grip  in  the  machine  are  the  determining  factors  as  regards  the  speed. 
With  the  standard  specimen  for  plates,  shapes  and  bars,  having  a  length 
of  about  i8  in,  and  prepared  for  measuring  elongation  in  8  in.  and  con- 
nected in  the  machine  by  wedge  grips,  it  is  believed  that  a  speed  of  5/2-in. 
per  minute  will  be  generally  satisfactory.  With  the  standard  specimen 
for  pins,  rollers  and  steel  castings,  having  a  length  of  4^4  i"-.  with  ma- 
chine-screw grips,  it  is  believed  that  to  insure  good  results  the  speed 
should  not  exceed  ^-in.  per  minute.  A  further  requirement  should  be 
that  the  beam  of  the  testing  machine  shall  be  kept  balancing  between  the 
upper  and  lower  cross-pieces  for  some  time  preceding  the  drop.  Your 
Sub-Committee  recommends  that  these  requirements  be  adopted. 

The  limitations  for  speed  and  condition  of  beam  mentioned  above 
are  within  the  range  of  practice  of  many  mills.  The  New  York  Central 
Lines  Specifications  for  Steel  Railroad  Bridges,  1910,  reads  as  follows : 
"In  the  determination  of  the  elastic  limit,  the  beam  of  the  testing  machine 
shall  be  kept  balancing  between  the  upper  and  lower  cross-pieces.  The 
speed  of  the  machine  shall  be  such  that  this  may  be  accomplished,  and 
in  no  case  shall  it  exceed  ^-in.  per  minute.  The  speed,  after  the  elastic 
limit  is  passed,  shall  not  exceed  6  in.  per  minute,  and  the  beam  shall  be 
kept  at  balance  when  the  ultimate  strength  is  attained."  In  these  specifi- 
cations the  elastic  limit  is  defined  as  the  yield  point.  These  specifications 
have  been  in  practice  for  about  four  years  and  the  requirements  are 
strictly  followed  at  several  mills.  At  other  mills,  where  plate  and  shape 
specimens  only  are  tested,  the  machines  are  not  equipped  with  the  low 
speeds  and  the  matter  of  speed  has  not  been  brought  to  an  issue  with 
these  mills  as  yet.  Greater  care  than  is  ordinarily  taken  at  these  mills 
has  therefore  been  insisted  upon  in  the  determination  of  the  yield  point. 
The  New  York  Central  specifications  do  not  provide  for  the  lower 
speed  for  the  short  threaded-end  specimens,  but  it  is  the  practice  of  many 
foundries  and  mills  which  test  such  specimens  to  run  the  machines  at  a 
speed  approximately  that  recommended  by  your  Sub-Committee  for  such 
specimens. 

Your  Sub-Committee  realizes  that  there  will  be  objections  from  the 
representatives  of  many  of  the  larger  mills  to  these  proposed  require- 
ments in  regard  to  the  speed  of  pulling  specimens  up  to  the  yield  point, 
but  it  believes  that  the  importance  of  the  determination  justifies  the  re- 
quirements, and  that  the  mills  will  not  find  it  so  great  a  hardship  as  they 
may  represent.  A  simple  calculation  of  the  theoretical  time  required  to 
obtain  the  yield  point  on  an  ordinary  i8-in.  test  specimen  after  starting 
the  machine,  disregarding  slip  of  the  specimen  in  the  grips  and  the 
adjustments  of  the  machine,  is  as  follows:  Assume  the  effective 
length   of   specimen   15   in.,   yield   point   30,000  lbs.   per   sq.   in.,    modulus 
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of  elasticity  30,000,000  lbs.  per  sq.  in.     The  calculated  stretch  of  the  speci- 

30,000  15 

men  at  the  yield  point  would  then  be X  15  = in.,  or  .015 

30,000,000  1,000 

in.     With  a  pulling  speed  of  5^-in.  per  minute  the  yield  point  should  be 

.015 
reached  in  X  60  =1.8  seconds.     In  actual  practice,  with  the  form 

0.50 
of  specimen  and  speed  of  pulling  assumed,  the  time  required  to  run  an 
ordinary  testing  machine  up  to  the  yield  point  has  been  recorded  as  from 
20  to  40  seconds.  This  means  that  the  specimens  slip  in  the  grips  and 
that  there  is  far  more  yielding  otherwise  than  in  the  elastic  stretch  of  the 
specimens ;  but  even  so,  the  total  time  consumed  is  very  little  and  could 
generally  be  reduced  by  attention  to  the  form  and  condition  of  grips,  by 
tightening  the  specimens  under  higher  speeds  and  then  reducing  to 
specified   speed   and   perhaps   in   other  ways. 

Your  Sub-Committee  summarizes  its  recommendations  in  the  fol- 
lowing proposed  revisions  of  the  specifications : 

In  paragraph  86,  in  the  table  of  chemical  and  physical  properties, 
following  the  requirement  for  ultimate  tensile  strength,  insert  under  "Ele- 
ments Considered,"  "Yield  point,  min.,  lbs.  per  sq.  in. ;"  under  "Struc- 
tural Steel,"  "30,000;"  under  "Rivet  Steel,"  "25,000;"  under  "Steel  Cast- 
ings," "33,000."  Omit  the  sentence  reading,  "The  yield  point,  as  indi- 
cated," etc.  Introduce  new  paragraph  93a  reading,  "The  yield  point  shall 
be  determined  by  the  drop  of  beam  of  the  testing  machine.  The  beam 
shall  be  kept  balancing  between  the  upper  and  lower  cross-pieces  for  some 
time  preceding  the  drop.  The  speed  of  the  machine  shall  be  such  that  the 
beam  may  be  kept  balanced  and,  except  for  the  initial  tightening  of  the 
specimens  in  the  grips,  shall  not  exceed  J^-in.  per  minute  for  the  stand- 
ard form  of  specimen  for  plates,  bars  and  shapes,  and  shall  not  exceed 
'^A-'m.  per  minute  for  the  standard  form  of  specimen  for  pins,  rollers 
and  steel  castings.  The  speed  after  the  yield  point  shall  not  exceed  6  in. 
per  minute,  and  the  beam  shall  be  kept  at  balance  when  the  ultimate 
strength  is  attained." 

For  the  information  of  the  Association  there  are  attached  hereto 
some  hitherto  unpublished  test  data,  giving  comparative  results  of  com- 
mercial and  research  laboratory  testing  and  a  description  of  the  tests 
instituted  by  Prof.  Lanza  for  the  American  Society  for  Testing  Mate- 
rials. 

TESTS   FOR  COMPARISON    OF   VALUES   FOR  THE  TENSILE   YIELD   POINT   AND    ULTI- 
MATE  STRENGTH   OF   STRUCTURAL   STEEL  AS   OBTAINED   BY   ORDINARY 
MILL    METHODS   AND   BY    MORE  REFINED   METHODS. 

Series  No.  i. — Arrangements  were  made  for  having  triplicate  test 
specimens  cut  from  the  same  rolled  piece  (instead  of  cutting  a  single 
specimen  as  usual)  at  a  number  of  mills,  these  being  taken  for  the  speci- 
fied tests  of  steel  being  offered  for  the  fabricaiton  of  railroad  bridges. 
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Two  of  these  specimens  were  to  be  tested  at  the  mill  in  each  case,  one 
by  the  ordinary  mill  methods,  the  other  in  accordance  with  the  New  York 
Central  Lines  liridge  Specifications ;  the  third  specimen  was  to  be  sent 
to  the  U.  S.  Bureau  of  Standards  at  Washington,  D.  C,  for  duplication 
of  the  tests  there.  The  desired  arrangements  were  not  carried  out  strictly, 
so  far  as  the  mills  were  concerned,  the  number  of  specimens  from  each 
rolled  piece  varying  from  two  to  four  and  the  New  York  Central  Lines 
Specifications  not  being  followed  in  the  testing  in  some  cases. 

The  Bureau  of  Standards  tests  were  made  on  an  I'jiiery  machine, 
which  is  not  run  at  any  fixed  speed ;  the  yield  point  determinations  were 
reported  to  have  been  taken  by  drop  of  the  beam,  checked  with  dividers. 
The  data  of  the  tests,  together  with  the  results,  are  set  forth  in  the  at- 
tached tabulation. 

Series  No.  2.  —  A  professor  of  civil  engineering  in  charge  of  the 
testing  laboratory  at  a  prominent  University,  requested  to  be  furnished 
with  a  number  of  duplicates  of  test  specimens  of  structural  steel,  which 
would  be  tested  for  acceptance  on  commercial  orders.  He  proposed  to 
check  the  mill  results  by  duplicate  tests  in  which  a  strain  gauge  would  be 
attached  to  the  duplicate  specimen.  Accordingly  a  number  of  such  "dupli- 
cate" specimens  were  furnished  him,  these  coming  from  two  distinct 
mills.  The  specimens  were  duplicates  of  the  primary  test  specimens  in 
that  they  were  cut  from  the  parts  of  the  same  rolled  pieces  adjacent  to 
the  primary  specimens  and  were  of  the  same  dimensions.  They  were  fin- 
ished with  parallel  sides  for  the  standard  "8-in."  test.  The  practically- 
constant  section  of  the  specimens  rendered  the  use  of  the  strain-gage 
unsatisfactory,  as  stated  in  the  following  quotation   from  the  professor: 

"The  specimens  sent  are  prismatic  from  end  to  end  and  conse- 
quently the  beam  drops  before  the  main  part  of  the  specimen  reaches  the 
elastic  limit,  because  the  end  of  the  specimen  has  both  compression  and 
tension  on  it  due  to  the  action  of  the  wedge -grips.  This  drop  of  the 
beam  seems  to  be  very  nearly  the  same  place  as  the  elastic  limit,  and  in 
so  far  as  it  causes  the  beam  to  drop  prematurely  it  is  a  point  in  favor 
of  the  purchaser  if  he  wants  a  rather  higher  than  lower  steel  than  called 
for  in  his  specifications." 

The  method  of  testing  is  described  as  follows : 

*T  used  about  a  2-in.  speed  to  get  the  specimens  tight  and  to  load  to 
about  1/2  the  elastic  limit.  I  then  changed  the  speed  to  0.46  min.  until 
the  drop  of  the  beam  was  reached.  This  drop  lasted  some  10  to  15  sec- 
onds, and  as  soon  as  I  was  sure  of  the  point  I  changed  the  speed  again 
to  about  254  in.  per  min.  and  broke  the  specimen.  I  then  ran  the  machine 
back  at  2-in.  speed,  while  I  measured  the  fractured  specimen  and  the 
new  one." 

The  data  for  and  results  of  these  tests  are  shown  in  the  attached 
tabulation. 
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Comparative  Kesulto  of  Tests  on  Specimens  Made  at  Mills  and  at  Univeraity 

1913-1914 

Series 
No. 

Cross-section 
Clmen.  in  Inches 

Square 
Inches 

Pounds  per  Square  Inch 

Per  Cent. 

In. Per  11. 

Area 

Yield  Point 

Ult.Strengtn 

Elong. 
in  8" 

Peduo.lMach.Sp. 
Area  Ito  Yd.rt. 

Piece  Spec. 
Cut  from 

Spec. 

Mill 

Univ. 

Ulill 

Univ. 

Mill 

Univ. 

M. 

U. 

M. 

U. 

U. 

U. 

1 

2^x2^5/16 

1^5/16 

.469 

.492 

33500 

35300 

55400 

53000 

31 

- 

54 

- 

1 

0.i:\< 

2 

3^3  X3/8 

1^x3/8 

.575 

.581 

36500 

36800 

57500 

56200 

28 

- 

54 

- 

1 

■j.£y 

2 

4  x4  x3/8 

1^3/8 

.562 

,577 

35050 

36200 

56050 

60200 

31 

- 

57 

- 

1 

0.29 

4 

6  x4  x3/3 

1^x3/8 

.561 

.578 

37900 

38200 

57500 

58700 

30 

31 

54 

61 

1 

0.46 

6 

3  x2ijc3/8 

1^x3/8 

.562 

.581 

37100 

39100 

61700 

60000 

29 

28 

52 

54 

1 

0.46 

6 

6  x&^3/8 

lix3/8 

.573 

.573 

37800 

37200 

58400 

57500 

28 

30 

55 

61 

1 

0.46 

7 

3t3t:3|x3/8 

lix3/8 

.551 

.548 

40600 

39600 

64900 

61000 

30 

31 

56 

55 

1 

0.46 

8 

3*2:&ix3/8 

1^3/8 

.675 

.567 

34600 

37900 

51400 

58200 

32 

32 

55 

61 

1 

0.46 

9 

4  y4  X7/16 

1^x7/16 

.675 

.666 

37700 

39300 

59200 

61300 

31 

28 

56 

56 

1 

0.46 

10 

4  x4  X7/16 

1^x7/16 

.670 

.680 

36420 

40200 

57450 

55200 

30 

35 

54 

63 

i 

0.46 

11 

4  itZ^l/Z 

1^1/2 

.706 

.735 

36500 

36700 

59200 

59200 

30 

27 

53 

66 

1 

0.45 

12 

4  X  1/2 

1/2x1/2 

.715 

.750 

37300 

36200 

60200 

58500 

29 

33 

51 

- 

1 

0.46 

13 

20  "I"  65# 

1*^x9/16 

.825 

.830 

38500 

34000 

61300 

60000 

34 

30 

52 

55 

2i 

0.46 

14 

20  "I"  80# 

1^9/16 

.870 

.875 

38160 

35800 

62880 

61500 

32 

31 

57 

54 

2^ 

0.46 

15 

18  "I"  65# 

1^x9/16 

.878 

.900 

37900 

35100 

62300 

61500 

33 

34 

50 

5b 

2i 

0.46 

16 

20  "I"  80# 

1^x9/16 

.890 

.900 

38090 

35000 

62140 

61000 

31 

21 

57 

55 

2i 

0.46 

17 
18 

6  X  4x  5/8 
3*1  3/4 

1^5/8 

.895 

.910 
1.09 

37300 
34400 

36200 
34400 

57200 
55400 

58800 
57400 

29 
31 

— 

54 
55 

— 

1 
1 

0.08 

0.08 

1^x3/4 

1.09 

Note:  University  specimens  of  series  11  and  15  broke  outside 
of  gage  length. 

RELATION  BETWEEN  THE  YIELD  POINT  AND  THE  ULITIMATE  STRENGTH   OF   STEEL 

IN  TENSION. 

Program  of  the  tests  being  carried  out  by  Prof.  Gaetano  Lanza  as 
Chairman  of  Committee  E-i,  American  Society  for  Testing  Materials. 

Four  specimens  of  each  lot  were  to  be  used  for  micrometer  measure- 
ments, thus  leaving  i8  of  each  lot  for  yield  point,  and  the  whole  22  for 
ultimate  strength  determinations,  at  different  speeds. 

The  speeds  used  for  yield  point  in  the  case  of  the  2-in.  specimens 
vary  from  about  ^2-in.  per  minute  to  about  ^-in.  per  minute ;  and  those 
for  ultimate  strength  from  about  32-in.  per  minute  to  about  4  in.  per 
minute,  sometimes  2  and  sometimes  3  specimens  at  any  one  speed.  For 
the  8-in.  specimens  somewhat  higher  speeds  are  being  used. 

The  tests  are  being  made  at  the  Baldwin  Locomotive  Works,  Phila- 
delphia, Pa.,  and  at  the  U.  S.  Bureau  of  Standards,  Washington,  D.  C. 
The  determinations  of  the  yield  point  are  being  made  by  means  of  dividers 
held  on  the_  specimens  and  by  the  drop  of  beam  of  testing  machine.  While 
the  object  is  primarily  the  determination  of  any  fixed  ratio  between  the 
yield  point  and  the  ultimate  strength,  the  actual  strength  values  will  be  re- 
ported.   It  is  expected  that  the  results  will  be  reported  this  fall. 
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Appendix    F. 

BRIDGE  CLEARANCE  DIAGRAM. 

Bulletin  No.  163  of  the  Association  publishes  the  replies  to  a  circular 
letter,  which  indicate  that  the  majority  of  the  railroad  engineers  arc  in 
favor  of  increasing  the  width  of  the  clearance  diagram. 

In  order  to  secure  more  detailed  information  as  to  the  prevailing 
clearance  diagram  in  use  on  the  various  roads  limiting  the  size  of  equip- 
ment, and  also  to  obtain  information  as.  to  the  size  of  the  largest  existing 
equipment,  a  letter  was  sent  to  the  members  of  this  Committee  and  to 
several  Chief  Engineers  of  large  railroad  systems  asking  for  the  follow- 
ing information : 

"(i)  A  print  of  your  maximum  equipment  diagram  outlining  the 
limiting  size  of  equipment  for  the  purpose  of  its  design  and  construc- 
tion, 

"(2)  A  cross-section  of  your  largest  locomotives,  showing  the  dia- 
meter of  the  cylinders  and  the  width  over  cylinders ;  the  width  of  the 
cab,  and  the  maximum  height. 

"(3)  Advise  as  to  any  legislation  in  the  states  through  which  you 
operate  which  specifies  a  certain  clear  distance  from  the  cab  to  adjacent 
structures." 

In  reply  to  this  letter  detailed  information  was  received  from  11  of 
the  largest  railroad  systems  in  the  United  States,  and  this  information  has 
been  plotted  on  plan  Y-8675. 

There  has  also  been  plotted  on  this  plan  the  clearance  line  for  struc- 
tures recommended  in  the  report  of  the  Committee  on  Electricity,  Vol.  13, 
page  525,  of  the  Proceedings  for  1912,  and  the  clearance  diagram  recom- 
mended by  the  Association  as  now  published  on  page  404  of  the  191 1 
Manual. 

After  an  extended  discussion  of  the  various  features  shown  on  this 
plan,  a  revised  clearance  diagram  was  adopted  for  presentation  to  the 
Association  at  its  next  meeting.  This  diagram  has  been  shown  on  plan. 
There  has  also  been  placed  on  the  plan  a  footnote  calling  attention  to  the 
recommendations  of  the  Committee  on  Electricity  calling  for  a  clear 
height  of  25  ft.  in  electrified  zones. 

In  order  to  avoid  confusing  plan  Y-8675,  the  actual  figured  dimen- 
sions of  the  diagram  were  not  shown  on  the  plan,  the  diagram  being 
uniformly  11  ft.  wide  from  base  of  rail  to  a  point  i  ft.  above  top  rail, 
I  from  which  point  it  widens  out  uniformly  to  15  ft.  at  a  point  4  ft.  above 
top  of  rail.  It  remains  15  ft.  wide  to  a  point  16  ft.  above  top  of  rail, 
where  it  narrows  uniformly  to  a  width  of  7  ft.  and  a  clear  height  of  22 
I  ft.  above  top  of  rail. 
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Proposed  Clearance  Diagram. 


Note. — Attention  is  called  to  the  recommendation  of  the  Committee  on 
Electricity,  that  a  clear  head  room  of  25'  0"  above  top  of  rail  is  desirable  in 
electrified  zones  requiring-  overhead  high-tension  conductors. 
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REPORT  OF   COMMITTEE  XIII— ON  WATER  SERVICE. 

A.  F.  DoRLEv,  Chairman;  J.   L.   Campbell,   Vice-Chairman; 

J.  T.  Andrews,  R.   H.  Gaines, 

C.  A.  AsHBAUGH,  W.  S.  Lacher, 

M.  C.  Blanch ARD,  E.  G.  Lane, 

F.  T.  Beckett,  W.    A.   Parker, 

C.  C.  Cook,  R.  W.  Willis, 

Committee., 

To  the  Members  of  the  American  Railway  Engineering  Association: 

Your  Committee  on  Water  Service  presents  herewith  its  report  to 
the  sixteenth  annual  convention.  The  following  subjects  were  assigned 
the  Committee  by  the  Board  of  Direction : 

(a)  Make  critical  examination  of  the  subject-matter  in  the  Manual, 
and  submit  deiinite  recommendations  for  changes. 

1.  Complete  report  on  design  and  relative  economy  of  track  pans 
from  an  operating  standpoint. 

2.  Report  on  deep  wells  and  deep-well  pumping  and  relative  economy 
of  this  as  compared  with  other  sources  of  water  supply. 

3.  Report  on  the  use  of  compounds  in  locomotive  boilers  to 
counteract : 

(a)  Foaming. 

(b)  Scale  formation. 

4.  Continue  the  study  of  recent  developments  in  pumping  machinery 
and  various  kinds  of  fuels  used. 

The    following    Sub-Committees    were    appointed    to    deal    with    the 
several  subjects  assigned: 
Sub-Committee  No.  i : 

E.  G.  Lane,  Chairman ; 
J.  T.  Andrews. 

Sub-Committee  No.  2: 

J,  L.  Campbell,  Chairman; 
C.  A.  Ashbaugh, 

F.  T.  Beckett, 
R.  H.  Gaines. 

Sub-Committee  No.  3 : 

W.  S.  Lacher,  Chairman; 

R.  W.  Willis, 

W.  A.  Parker. 
Sub-Committee  No.  4: 

C.  C.  Cook,  Chairman; 

M.  C.  Blanchard, 

A.  F.  Dorley. 
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Your  Committee  has  given  careful  consideration  to  tlic  subject  of 
revision  of  the  Manual,  and  presents  for  approval  a  number  of  important 
changes  in  the  subject  matter  now  embodied  in  the  Manual  under  the 
heading  of  Water  Service.  Several  minor  corrections  have  been  deemed 
necessary,  but  do  not  warrant  presentation  to  the  Association.  These 
latter  changes  will  be  made  in  the  text  when  the  Manual  is  reprinted. 

The  Committee  reports  progress  on  the  subject  of  design  and  relative 
economy  of  track  pans  from  an  operating  standpoint. 

Subjects  2,  3  and  4,  deep  wells  and  deep- well  pumping,  use  of  com- 
pounds in  locomotive  boilers,  and  recent  developments  in  pumping  ma- 
chinery, respectively,  are  reported  on  in  detail  in  the  following  pages. 

In  Appendix  A  the  Committee  presents  some  additional  information 
on  the  subject  of  Corrosion  Tests,  this  data  being  supplementary  to 
that  presented  by  the  Committee  in  its  last  report  (see  Vol.  15,  Pro- 
ceedings, pp.  695-703). 

(a)     REVISION  OF  MANUAL. 

EFFICIENCY  OF  WATER-SOFTENERS. 

Substitute  the  following  for  paragraphs    (i),    (2)    and    (3)  : 

(a)     designing  and  installation. 

(i)  Special  study  should  be  made  relative  to  the  economical  value 
of  treating  the  water,  and  the  method  best  adapted  to  meet  the  conditions. 

(2)  The  installation  of  softening  plants  should  follow  a  systematic 
plan.  Greater  success  is  generally  obtained  by  completing  the  installation 
on  one  division  first,  rather  than  installing  plants  at  individual  points  of 
especially  bad  water. 

(3)  Before  the  treatment  of  a  water  supply  is  undertaken,  the  effect 
of  the  treatment  on  the  water  should  be  determined  by  complete  analysis 
of  the  water. 

(4)  The  plant  should  be  of  adequate  capacity.  It  is  necessary  to 
anticipate  possible  increases  in  the  consumption  of  water  at  the  station 
considered. 

(5)  The  mechanical  device  for  introducing  reagents  should  be  such 
as  to  insure  as  near  as  possible  a  quantity  of  reagent  in  direct  proportion 
to  the  flow  of  the  untreated  water.  It  should  be  simple  of  construction 
and  operation  and  not  readily  thrown  out  of  adjustment. 

(b)     operation,  maintenance  and  supervision. 

(i)  Adequate  supervision  is  necessary  to  successful  operation  of  a 
softening  plant.  Such  supervision  should  be  exercised  at  least  in  part  by  a 
chemist,  or  an  engineer  having  adequate  knowledge  of  water  treatment. 

(2)  Provision  should  be  made  for  frequent  analyses  or  hardness  tests 
of  both  treated  and  raw  water.     This  is  necessary,  principally  as  a  check 
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on  the  treatment,  and  also  on  account  of  changes  in  the  condition  of  the 
raw  water. 

In  order  that  the  analyses  shall  be  effective,  they  must  be  made 
under  the  supervision  of  a  competent  chemist. 

(3)  Where  consumption  of  water  is  in  excess  of  the  rated  capacity 
of  the  plant,  the  use  of  undertreated  water  should  be  avoided  by 
the  use  of  raw  water  to  such  an  extent  as  to  give  ample  time  for  the 
proper  treatment  of  all  water  that  passes  through  the  softener.  The  ex- 
ception to  this  rule  is  the  case  of  water  which  is  being  treated  for 
corrosive  properties.  Such  water  should  not  be  used  raw  if  it  can  be 
avoided. 

(4)  The  solutions  containing  the  reagent  should  be  properly  pre- 
pared. 

(5)  The  reagents  should  be  as  near  chemically  pure  as  practicable. 

FOAMING  AND  PRIMING. 

Substitute  the  following: 

Foaming  from  treated  water  is  due  to  the  presence  of  sodium  salts, 
as  a  result  of  treatment  for  incrusting  sulphates,  together  with  such  quan- 
tities of  the  alkali  salts  which  may  have  been  present  in  the  raw  water. 
This  condition  is  aggravated  and  to  a  large  extent  due  to  the  presence  of 
suspended  matter  in  the  water. 

Concentration  of  foaming  solids  in  locomotive  boilers  reaches  the 
critical  point  at  about  100  grains  per  gallon.  Concentration  above  this 
point  will  result  in  foaming. 

The  grains  per  gallon  of  foaming  matter  in  solution  represent  the 
minimum  per  cent,  of  water  which  must  be  wasted  from  locomotive 
boilers  to   prevent  concentration   rising   above  the  critical  point. 

The  cost  of  each  pound  of  foaming  matter  per  1,000  gallons  of 
water  is  approximately  equal  to  the  cost  of  pumping  and  treating 
70  gallons  of  water  and  heating  that  quantity  of  water  to  the  tempera- 
ture of  the  boiler  water. 

The  most  efficient  results  are  obtained  by  systematic,  frequent  blowing- 
off  of  the  boilers  on  the  road,  as  well  as  at  terminals,  together  with 
occasional  complete  blowing-down  and  washing  of  boilers. 

There  are,  of  course,  conditions  where  concentration  of  foaming 
solids  is  so  great  that  the  required  amount  of  blowing-off  would  be  both 
impracticable  and  uneconomical,  and  it  is  necessary  to  resort  to  anti-foam- 
ing  compounds. 
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(2)  DKKP  WELLS  AND  Dl-EP-VVELL  PUMPINC^  AND  RELATIVK 

ECONOMY  OF  THIS  AS  COMPARI':i)  TO  OTHER 

SOURCES  OF  WATER    SUPl'LY. 

Your  Committee  finds,  after  careful  consideration,  tliat  a  compari- 
son between  deep  wells  and  other  sources  of  water  supply  as  such,  would  be 
of  questionable  value  and  recommends  as  a  substitute,  for  another's 
year's  work,  a  comparison  of  the  costs  of  pumping  under  various  condi- 
tions and  with  various  types  of  equipment. 

Your  Committee  submits  herewith  a  tabulated  statement  on  deep 
wells  and  deep  well  pumping,  covering  information  from  34  railroads. 
This  shows  character  of  wells  and  gives  cost  data  and  other  information 
concerning  pumps  and  pumping  for  deep  wells,  and  is  offered  as  a  sup- 
plement to  the  report  on  deep  well  pumps  in  Vol.  14,  1913,  pp.  882-891. 

The  special  features  of  this  statement  to  which  attention  may  be 
directed  are  the  figures  given  for  pumping  by  the  air  lift.  The  striking 
feature  about  this  is  that  the  quantity  of  air  used  per  gallon  of  water 
pumped  as  given  ranges  from  i  cu.  ft.  to  48  cu.  ft.  The  first  is  abnormally 
low,  but  it  may  be  explainable  by  exceptional  conditions,  if  such  exist, 
not  developed  by  the  investigation.  The  second  can  only  be  explained  on 
the  assumption  that  a  vast  amount  of  air  is  being  forced  through  a  well 
whose  capacity  is  limited,  thereby  resulting  in  great  waste  of  air. 

Some  tests  on  the  El  Paso  &  Southwestern  Railway  developed  the  fact 
that  whereas  the  compressor  had  been  running  at  a  speed  of  100  revolu- 
tions per  minute,  maintaining  an  air  pressure  of  100  lbs.  at  the  well  and 
consuming  5  to  6  cu.  ft.  of  air  per  gallon  of  water  pumped,  the  same 
quantity  of  water  was  lifted  by  reducing  the  speed  of  the  compressor  to 
50  revolutions  and  the  air  pressure  at  the  well  to  85  lbs.,  resulting  in  a  re- 
duction of  air  consumed  to  2."]  cu.  ft.  per  gallon  of  water  lifted. 

The  El  Paso  city  water  works,  pumping  all  of  its  water  by  the  air 
lift,  as  shown  on  the  statement,  is  a  good  typical  example  of  the  results 
that  can  be  attained  under  a  high  lift  when  the  plant  and  its  operation  are 
properly  adjusted  to  the  service  required.  Of  course,  the  height  of  the 
lift  and  the  percentage  of  available  or  actual  submergence  are  important 
factors  in  determining  economy,  but  the  figures  indicate  that  the  largest 
loss  is  on  account  of  an  improper  operation  of  the  plant. 

The  Committee's  investigations  lead  it  to  the  conclusion  that  the 
air  lift  is  in  many  respects  a  desirable  system  for  many  deep  wells,  espe- 
cially those  in  which  the  water  is  delivered  from  fine  sand  requiring  for 
the  exclusion  of  the  latter  screens  so  fine  in  order  to  avoid  trouble  with 
the  pump  plungers  that  the  capacity  of  the  well  is  limited.  By  the  sub- 
stitution of  the  air  lift  for  such  wells,  it  appears  that  coarse  strainers  may 
be  used,  thereby  permitting  pumping  out  the  fine  sand  and  the  collection 
of  coarser  material  around  the  strainers,  resulting  in  largely  increased 
yields  from  the  wells. 
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{^}    VWE  USE  OF  COMPOUNDS  IN  LOCOMOIIVK  hOILKRS  T{) 
COUNTERACT  FOAMING  AND  SCALINC;. 

INTRODUtTlON. 

The  subject  of  hoiUr  coinpounds  is  of  importance  to  the  railway 
engineer,  because  of  its  bearing  on  the  selection  of  water  for  use  in  loco- 
motive boilers  and  its  relation  to  the  treatment  of  water  in  softening 
plants. 

The  advantages  and  economy  of  the  water-softening  plant  have  been 
clearly  defined  in  previous  reports  of  your  Committee  and  in  the  Manual, 
and  recent  investigation  of  the  subject  of  boiler  compounds  does  not 
seem  to  call  for  any  modification  of  these  conclusions.  However,  for 
such  situations  as  do  not  justify  an  expenditure  for  a  water-softener,  or 
when,  as  at  present,  there  is  general  scarcity  of  funds  for  railroad  better- 
ments, much  may  be  gained  by  the  proper  use  in  the  boiler  of  materials 
tending  to  prevent  the   formation  of  scale. 

The  term  boiler  "compound,"  as  used  in  this  report,  is  defined  as 
any  material  introduced  into  the  boiler  to  prevent  either  scale  or  foaming. 

The  selection  of  the  particular  compound  to  be  used  is  entirely  a 
matter  of  economy.  In  general,  the  material  having  the  cheapest  pound 
price  should  be  used,  provided  it  is  entirely  effective  and  has  no  injurious 
effects.  The  purchase  of  a  more  expensive  material  can  only  be  justified 
if  its  action  is  so  much  more  powerful  that  the  amount  used  will  be 
reduced  to  such  an  extent  that  the  total  expenditure  will  be  the  same  or 
less,  provided,  of  course,  that  administration  and  labor  costs  are  the  same. 

In  comparing  results  obtained  with  two  kinds  of  compound,  it  is 
necessary  to  note  whether  the  same  amount  of  careful  and  vigilant  ad- 
ministration was  exerted  in  each  case,  because,  as  with  water-softeners, 
success  can  be  attained  only  with  the  exercise  of  adequate   supervision. 

ANTI-SCALE  COMPOUNDS. 

General. 

The  practice  of  introducing  substances  into  a  boiler  for  the  purpose 
of  preventing  or  tending  to  prevent  the  formation  of  scale  on  the  interior 
surface  of  a  boiler  is  probably  almost  as  old  as  the  use  of  the  steam 
engine. 

A  very  large  variety  of  substances  have  been  used  for  this  purpose, 
their  particular  properties  being  rather  common  knowledge  among  the 
operators  of  boilers,  and  while  they  all  have  been  used  in  boilers  at  some 
time  or  other  in  their  natural  unadorned  state,  they  are  more  popular 
when  combined  in  a  more  or  less  mysterious  manner  in  the  form  of 
"compounds,"  for  which  many  American  and  foreign  patents  have  been 
issued. 

The  substances  having  an  anti-scale  action  may  be  divided  into  two 
general  classes :  first,  those  having  a  mechanical  action ;  second,  those 
having  a  chemical  action. 
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MECHANICAL    AGENTS. 

Prevention  of  scale  by  mechanical  means  consists  in  dilution  of  the 
scale-forming  solids  as  they  are  thrown  out  of  solution  so  as  to  exhaust 
or  destroy  their  cementing  properties.  The  materials  used  for  this  pur- 
pose may  be  divided  into  two  general  classes :  first,  purely  inert  materials 
which  become  suspended  in  the  boiling  water  in  a  finely  divided  state, 
and  are  then  deposited  with  the  scale-forming  material  as  it  is  thrown  out 
of  solution;  second,  materials  of  an  oily  or  gelatinous  nature  or  which 
assume  this  state  when  suspended  in  water ;  such  materials  have  a  tendency 
to  surround  the  scale-forming  matter  with  a  slimy  coating  and  to  cover 
the  water  surface  of  the  boiler  in  a  like  manner. 

To  the  first  class  belong  clay,  talc,  moss,  coloring  matter,  ground 
glass,  bran,  sand  and  sawdust.  To  the  second  belong  algae,  potatoes, 
starches,  linseed,  sugar,  molasses,  gum,  dextrines,  stearine,  peas,  oils, 
graphite,  animal  carcasses  and  resin. 

Of  the  above,  some  could  be  placed  in  both  classes  of  mechanical 
acting  substances,  while  others  have  more  or  less  of  a  chemical  action 
in  addition  to  the  mechanical  efifect. 

To  these  classes  may  be  added  a  third  to  cover  the  use  of  wire,  brush, 
twigs,  etc..  which  afford  additional  surface  upon  which  the  scale  may 
form. 

The  use  of  inert  materials  in  a  boiler  cannot  be  recommended.  It  is 
very  doubtful  whether  inert  inorganic  materials,  such  as  earths  or  ground 
glass  or  sand,  do  any  good  at  all.  The  other  materials,  in  order  to  be 
at  all  effective  in  the  prevention  of  scale  must  be  introduced  in  great 
quantities,  with  the  result  that  the  tendency  to  foam  is  augmented.  The 
quantity  of  matter  carried  to  the  bottom  of  the  boiler  is  also  greatly 
increased,  thus  requiring  an  increase  in  the  amount  of  blowing  off  and 
washing,  and  increasing  the  chances  of  mud  burning.  With  waters  tend- 
ing to  foam,  the  suspended  matter  may  be  carried  over  into  the  valves 
and  cylinders,  resulting  in  excessive  wear  of  the  working  parts. 

Petroleum  oils  are  very  commonly  used  in  boilers,  both  alone  and 
as  an  ingredient  of  compounds.  They  serve  the  twofold  purpose  of 
loosening  the  scale  already  in  the  boiler,  and  preventing  its  subsequent 
formation.  Many  grades  of  oil  are  used,  from  kerosene  to  heavy  crude 
oils.  While  there  seems  to  be  a  wide  disparity  of  opinion  as  to  the  use 
of  oils  in  boilers,  the  fact  remains  that  oils  as  anti-incrustants  have  many 
strong  advocates. 

The  action  of  oils  is  to  coat  the  entire  interior  surface  of  the  boiler 
with  a  slippery  veneer,  to  which  the  scale-forming  solids  cannot  adhere. 
Even  with  the  boiler  surface  covered  with  a  coating  of  scale,  the  oils 
will  tend  to  work  into  the  cracks  and  with  expansion  and  contraction 
gradually  spread  over  the  metal  surface.  Some  oils  also  have  a  chemical 
action  in  that  they  combine  with  the  calcium  and  magnesium  salts  to  form 
insoluble  soaps. 

Several  objections  are  raised  to  the  use  of  oil,  of  which  the  most 
serious  is  the  danger  of  burning  and  blistering  due  to  the  formation  of  a 
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(louse  i)astt'  composed  ol  a  mixture  of  seflimerU  and  oil.  In  the  absence 
of  any  fatty  oils,  there  does  not  appear  to  he  tTiuch  danger  that  this 
condition  will  lu-  obtained  unless  they  are  used  to  excess  or  without 
proper  care.  Certain  tests  seem  to  indicate  that  oil  has  non-conducting 
properties  far  greater  than  those  of  scale,  so  that  a  film  of  oil  of  even 
inappreciable  thickness  may  result  in  considerable  fuel  losses.  Owing  to 
the  lack  of  sufficient  verification,  the  extent  of  these  losses  can  be  only 
very  roughly  approximated  at  the  present  time.  Oils  sometimes  give 
trouble  through  the  passing  into  the  cylinders  of  volatile  constituents 
which  destroy  the  lubricating  oils  and  rubber  packing.  When  kerosene 
is  used,  open  (lames  must  be  kept  away  from  open  manholes  of  empty 
boilers. 

Oils  are  introduced  into  the  boilers  in  most  cases  by  some  form  of 
injector,  such  as  the  ordinary  lubricator  attached  to  the  feed  water  pipe. 
A  small  pipe  with  a  valve  and  immersed  in  a  vessel  of  oil  will  serve  the 
purpose.  .Another  method  is  to  throw  the  oil  onto  the  surface  of  the 
water  in  the  opened  boiler,  upon  which  it  spreads  out  in  a  thin  film  to 
the  sides  of  the  boiler.  Then  as  the  boiler  is  emptied,  this  film  of  oil  is 
carried  down,  covering  the  surface  of  all  flues  and  the  shell  below  the 
water  line.     Another  method  is  to  paint  the  interior  with  oil  when  empty. 

The  proportions  of  oil  used  seem  to  be  governed  more  by  the  size 
of  horsepower  of  the  boiler  than  by  the  amount  of  incrustants  in  the 
water  used.  One  advocate  of  kerosene  recommends  the  use  of  one 
quart  per  day  to   loo  boiler  horsepower. 

GRAPHITE. 

Graphite  is  said  to  have  properties  similar  to  those  of  heavy  oil  and 
is  introduced  in  the  same  manner.  L.  W.  Brooks  in  Engineering  News, 
July  13,  1914,  recommends  from  one  pint  to  one  quart  for  a  250-horse- 
power  boiler  per  12-hour  day.  He  states  that  it  does  not  injure  machinery 
or  valve  packing.  The  flake  or  crystalline  form  of  graphite  is  superior  to 
the  amorphous  or  powdered  form  for  this  purpose. 

CHEMICAL   AGENTS. 

Prevention  of  scale  formation  through  materials  having  chemical 
action  comes  about  through  reaction  with  the  incrusting  solids  in  the 
water  to  form  new  salts,  which  are  either  solubles  to  a  high  degree  of  con- 
centration, or  insolubles,  which  have  no  incrusting  properties,  being  pre- 
cipitated as  a  sludge  which  is  readily  blown  or  washed  out  of  the  boiler. 

Following  is  a  list  of  chemical  reagents  which  may  be  used  to  produce 
the  results   outlined  above.     Some   are   in   common   use,   others  are   not. 
the    considerations   affecting    a    preference    being    cost,   possible    corrosive 
Fiction,  tendency  to  cause  foaming,  poisonous  character,  etc. : 
Inorganic. 

Sodium   Carbonate  Na2C03. 

Sodium   Silicate  Na.SiOs 

Tri-Sodium    Phosphate       NasPO^. 

Sodium  Fluoride  NaF. 
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Caustic  Soda 

NaOH. 

Barium   Carbonate 

BaCOs. 

Barium  Hydrate 

Ba   (OH),. 

Barium  Chloride 

BaCl,. 

Salammoniac 

NH.Cl. 

Chromates,    Bichromates. 

Oxalates. 

Organic. 

Tannic  Acid — Tannates. 

Other  Wood  Extracts. 

Acetic  Acid. 

Sugar. 

Glycerin. 

Oils  and  Soaps. 

SODIUM   CARBONATE. 

Sodium  carbonate  is  the  most  common  reagent  used  in  boilers.  It  is 
found  on  the  market  in  various  forms  under  the  following  names :  soda 
crystals,  sal  soda,  washing  soda,  scotch  soda,  concentrated  crystal  soda, 
sesqui  carbonate  of  soda,  crystal  carbonate  of  soda,  black  ash,  soda  ash 
and  pure  alkali.  The  form  commonly  known  as  soda  ash  is  the  cheapest 
form  of  commercial  sodium  carbonate.  Until  recently  it  contained  con- 
siderable quantities  of  impurities,  but  can  now  be  obtained  readily  from 
97  per  cent,  to  99  per  cent.  pure.  Unlike  washing  soda  or  soda  crystals, 
it  contains  no  water  of  crystallization,  so  that  except  for  the  small  per 
cent,  of  impurities  its  entire  weight  is  available  for  chemical  reaction. 
The  expression  "58  per  cent."  as  applied  to  soda  ash  is  an  approximation 
of  the  relation  of  the  atomic  weight  of  sodium  o.xide  to  the  atomic 
weight  of  the  compound,  and  is  not,  as  sometimes  has  been  presumed,  an 
expression  of  the  relative  impurity  of  the  soda  ash. 

The  action  of  soda  ash  on  calcium  carbonate  is  as  follows : 

Ca(HC03)2  +  2Na,C03  =  Na4H2(C03)3  +  CaCOo. 
The  Na4H2(CO'3)3  (sesqui  carbonate)  decomposes=2NaHC03+Na2  CO3. 
Under  condition  of  boiling  the  NaHCOa  decomposes  into  NaaCOs  + 
H2O  -f  CO2.  From  the  last  it  appears  that  the  original  sodium  carbonate 
is  again  free  to  act  on  a  further  quantity  of  calcium  carbonate,  provided 
there  are  no  other  impurities  in  the  water  which  would  exhaust  a  portion 
of  the  sodium  carbonate  in  other  reactions.  However,  as  boiling  is  nec- 
essary to  carry  this  reaction  to  a  conclusion  and  as  the  calcium  carbonate 
is  precipitated  by  the  action  of  boiling  alone  in  liberating  the  dissolved 
carbon  dioxide,  it  would  seem  that  the  action  of  soda  ash  on  calcium 
carbonate  would  be  of  little  value. 

The  action  on  calcium  sulphate  is  to  produce  sodium  sulphate  and 
insoluble  calcium  carbonate. 

NaoCOa  +  CaS04  =  Na2S04  4- CaCO.. 

On  Calcium  Chloride 
Na2C03+CaCl:P=2NaClH-CaC03. 
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The  action  of  niagncsiiini  sulpliatc  is  identical.  The  carbonates  of 
lime  and  magnesia  are  precipitated  in  the  form  of  a  fine  powder,  while 
the  sodium  sulphate  is  soluble  to  a  very  hij^h   degree  of  concentration. 

The  principal  disadvantage  in  the  use  of  soda  ash  in  boilers  is  tiie 
tendency  of  both  sodium  carbonate  and  sodium  sulphate  to  cause  foaming. 
The  conditions  are  more  severe  when  soda  ash  is  used  as  a  compound 
rather  than  as  a  reagent  in  a  water-softener,  because  very  little  of  the 
carbonate  of  lime  or  magnesia  have  been  precipitated  before  entering  the 
boiler  and  thus  aggravate  the  foaming  conditions  by  their  presence  in 
suspension. 

Sodium  carbonate  is  said  by  some  to  be  much  more  conducive  to 
foaming  than  sodium  sulphate,  consequently  its  presence  in  a  boiler  ought 
to  be  prevented.  By  careful  manipulation  this  may  be  accomplished  fairly 
well  in  the  water  treated  by  a  softening  plant.  On  the  other  hand,  with 
the  use  of  sodium  carbonate  directly  in  locomotive  boilers  (tanks),  an 
excess  of  the  carbonate  is  almost  sure  to  be  obtained  at  some  time  during 
a  run  because  of  the  impracticability  of  exact  proportioning  for  the  vary- 
ing grades  of  water  taken  into  the  tank. 

Soda  ash  is  said  to  have  a  corrosive  action  on  boilers,  but  from  tiie 
consensus  of  opinion  there  appears  to  be  small  ground  for  this  assertion. 
The  use  of  large  quantities  of  soda  ash  in  boilers  coated  with  scale  will 
result  in  the  rapid  dissolving  and  loosening  of  the  scale,  thus  uncovering 
leaks  previously  closed  by  the  encrusted  matter ;  and  the  leaky  condition 
of  the  boiler  thus  produced  has  been  incorrectly  interpreted  as  an  evidence 
of  a  corrosive  action  of  the  soda  ash.  In  fact,  it  is  the  practice  in  the 
United  States  Navy  to  keep  boiler  waters  alkaline  by  the  use  of  soda  ash 
as  a  measure  for  the  prevention  of  corrosion. 

Although  this  reagent  has  been  repeatedly  condemned  by  advocates  of 
other  chemicals,  it  remains  the  cheapest  substance  for  the  purpose.  It  is 
an  ingredient  of  many  proprietary  compounds,  including  some  for  which 
all  claims  are  based  entirely  on  a  mechanical  action. 

SODIUM    HYDRATE. 

Sodium  hydrate  or  caustic  soda  acts  more  quickly  and  powerfully 
than  sodium  carbonate.     With  the  carbonates  its  action  is 

Ca   (HC03)2+2NaOH=CaC03-fNa2C03+2H20. 
The  sodium  carbonate  obtained  is  then  available  for  action  on  sulphate. 
The  action  on  sulphates  is  more  complex 

CaSO^-f  2NaOH  =  Ca  (OH)^  +  Na-SO^. 
The  calcium  hydrate  then  combines  with  the  dissolved  carbonic  acid 
Ca  (OH).  +  CO.  =  CaC03  +  H20. 
From  this  it  is  seen  that  the  completion  of  the  reaction  requires  the 
presence  of  carbonic  acid  in  the  water. 

Caustic  soda  is  less  desirable  as  a  boiler  compound  than  soda  ash, 
because  its  caustic  nature  makes  it  dangerous  to  handle.  There  seems 
to  be  some  difference  of  opinion  as  to  possibility  of  corrosion  from 
caustic  soda. 
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SODIUM     SILICATE. 

Sodium  silicate,  commercially  known  as  water  glass,  is  practically  in- 
soluble in  cold  water,  but  slowly,  though  completely,  soluble  in  boiling 
water.     It  is  a  by-product  in  the  manufacture  of  alkalies. 

The  reaction  with  carbonates  is  approximately 

(Na.Si03-fCa(HCO.)i.=  NaoCO:i+H20+C02-fCaO+SiO:^. 

The  calcium  silicate  appears  as  a  gelatinous  precipitate.  The  resulting 
sodium  carbonate  is  also  available  for  further  reaction  on  sulphates  or 
carbonates. 

The  reaction  on  sulphates  is  approximately 

NaoSiO.  H-  CaS04  =  Na.SO^  -f  CaO  +  SiO^. 

TRI-SODIUM    PHOSPHATE. 

Its  reaction  with  sulphate  is 

2Na3P04+3CaS04=3Na2S04+Ca3(P04)2. 
(PO*):-     The  latter,  calcium  phosphate,  is  precipitated  in  a  form  varying 
from  a  soft  mud  to  a  very  weak  crust.     The  use  of  ammonium  sulphate 
or  chloride  with  a  little  sodium  carbonate  is  advocated  by  some  to   ac- 
celerate the  action  of  the  phosphate.     (See  U.  S.  Pat.  1,001,935.) 

SALAMMONIAC, 

Salammoniac,  NH4CI,  or  Ammonium  Chloride,  and  known  also  under 
the  name  of  muriate  of  ammonia,  is  a  by-product  of  the  gas  industry. 
The  reaction  of  ammonium  chloride  as  an  anti-scale  reagent  is 
2NH4CI  +  CaS04==  (NH4)2S04  +  CaCl.. 
2NH4CI  +  CaCO,  =  (NH4)2COa  +  CaCk 
It  is  not  a  desirable  reagent  for  use  in  boilers  owing  to  the  possibility 
of  liberating  free'  hydrochloric  acid  with  waters  containing  any  amount 
of  magnesium  salts. 

BARIUM   CARBONATE. 

Barium  carbonate  is  found  in  nature  as  witherite.  It  is  also  rapidly 
formed  when  baryta,  hydrated  or  anhydrous,  is  exposed  to  the  atmos- 
phere and  is  also  artificially  made  from  heavy  spar  (BaS04).  It  is 
poisonous  and  only  sparingly  soluble  in  water.  Its  action  on  calcium 
sulphate  is 

BaCOo  +  CaS04  =  BaS04  +  CaCOs. 

The  reaction  is  more  effective  with  the  artificial  barium  carbonate 
than  with  the  mineral  witherite.  Both  the  barium  sulphate  and  the 
calcium  carbonate  are  precipitated  and  the  addition  of  any  new  soluble 
compound  to  the  water  is  avoided.  Thus,  with  the  use  of  barium  car- 
bonate, there  is  no  aggravation  of  foaming  tendencies. 

BARIUM    CHLORIDE. 

Barium  chloride  is  prepared  from  witherite,  the  natural  carbonate, 
or  heavy  spar,  the  natural  sulphate.     It  is  very  soluble  in  water  and  very 
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Iioisonoiis,    Iml    ulu.ii    used    in    llu-    |)iii|>ijiti()iis    ncinircd    for    water    trcat- 
itu'iit    is   ill    iin   st'iisi-   (langorons.       Ww    rcrictirni    with    calrinin    j^ulphatr   i-- 

\ii\Ch  -f-  CaSO,  r=  HaS04  ,  CaCI,. 
Ot    the   resulting  coinpoiiiuls,   the  first   is   precipitated,   while   the   later   is 
the    very    soluble  calciuiu    chloride.      With    inagnesinin    sulphate,    the    re 
action    is  similar,   but    the   use  of   hariuni  chloride   with   the   same  is   not 
to  be  recommended  on  account  of  tlu-  corrosive  tendency  of  the  unstable 
map^nesiuni   chloride   obtained   in   the   reaction. 

BARIUM    JIVDKATE. 

Barium  hydrate,  Ba  (OH)-,  is  an  artificial  product,  not  occurring  in 
nature.  It  is  known  also  as  hydrate  of  baryta  or  caustic  baryta.  It 
crystallizes  from  solution  in  crystals,  Ba  (OH)28H20,  which  dissolve  in 
water — 20  parts  at  15  degrees  Centigrade  to  2  parts  at  boiling.  The  solu- 
tion is  caustic  but  to  a  lesser  degree  than  alkali  caustic  and  decomposes 
on  exposure  to  air  with  the  formation  of  a  film  of  barium  carbonate. 

Barium  hydrate  acts  on  calcium  carbonate  as  follows: 

Ca  ( HCO3)  2+Ba ( OH ) 2=CaC03+BaC03+H20. 
The  de-carbonated  calcium  carbonate  precipitates,   while  the  barium   car- 
bonate is  available  for  action  on  sulphates. 

Barium  hydrate  also  may  act  on  sulphates  direct : 

Ba  (OPI)2  +  CaS04==BaS04  +  Ca  (OH)^. 
Ca  (OH)2  +  Ca  (HC03)2  =  2CaCO..  +  2H2O. 

TANNINS. 

Tannins  are  a  rather  common  ingredient  of  boiler  compounds. 

The  chemistry  of  tannins  is  very  complex.  A  number  of  varieties  are 
recognized,  but  it  is  a  matter  of  some  uncertainty  whether  the  observed 
variations  in  characteristics  are  due  to  difference  in  the  tannins  them- 
selves or  in  the  impurities  which  they  contain,  due  to  difference  in  origin. 
Tannins  derive  their  names  from  the  organic  substances  from  which  they 
are  extracted. 

From  Blount  &  Bloxams,  "Chemistry  for  Engineers  and  Manufac- 
turers :" 

"Some  writers  refer  to  them  all  as  tannic  acid  and  distinguish  betw^een 
gallotanic,  quercitanic  acids,  and  so  on ;  it  were  better,  however,  to  reserve 
the  name  tannic  acid  for  the  typical  tannin  of  which  the  constitution  is 
known,  namely,  the  purified  tannin  of  oak  galls  (gallotanic  acid),  which 
may  be  regarded  as  the  typical  tannin." 

The  action  of  tannins  in  a  boiler  is  complex  and  is  still  a  matter  of 
considerable  conjecture.  Ordinary  tannins  or  tannic  acid,  whether  free 
or  combined  with  a  metal  when  subjected  to  temperature  and  pressure 
conditions  of  a  boiler,  go  through  a  series  of  reactions  which  will  result 
in  the  formation  of  one  or  more  of  a  series  of  acids  closely  allied  to 
tannic  acid.  Among  these  are  gallic  acid,  pyrogallic  acid,  quercitanic  acid, 
etc.     These  in  turn   act  on  the  calcium  and  magnesium  salts  present  in 
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the  water  to  form  lannates,  gallatcs,  elc,  of  calcinni  and  magnesium, 
[fydrates  of  these  two  salts  may  also  be  formed. 

Tannic  acid  or  tannates  when  dissolved  in  hard  or  relatively  pnre 
water  tend  to  cause  corrosion,  and  must  not  be  used  in  such  waters  unless 
made  alkaline,  as  by  the  use  of  soda  ash  or  other  alkali  salts. 

British  patent  No.  23,618  of  1909  covers  the  use  of  barium  salts  with 
tannin.  Barium  tannate  is  formed  by  the  action  of  tannin  on  the  barium 
compound.  The  reaction  in  use  in  the  boiler  is  as  follows :  Calcium 
carbonate  plus  calcium  sulphate  plus  barium  tannate  eciuals  barium  sul- 
phate plus  barium  carbonate  plus  calcium  tannate.  All  these  are  non- 
incrusting:    compounds. 

SUGARS. 

Sugar  and  substances  containing  sugar  are  used  in  boilers  because 
they  develop  both  a  mechanical  and  chemical  effect.  The  mechanical 
action  has  been  previously  taken  up.  The  chemical  effect  is  due  to  a 
restilting  increased  solubility  of  lime  and  also  to  the  formation  of  various 
sucrates  of  calcium  and  magnesium. 

A  disadvantage  of  the  use  of  sugar  is  the  possibility  of  decomposition 
with  storage  where  too  warm,  forming  acetic  acid,  which,  while  it  has  a 
strong  anti-scale  effect,  is  sure  to  cause  corrosion. 

•  Molasses  of  a  grade  which  is  by  price  available  to  use  in  boilers  is 
liable  to  contain  more  or  less  sulphuric  acid,  a  chemical  not  to  be  recom- 
mended for  use  in  boilers. 

ANTI-FOAAIING  COMPOUNDS. 

Foaming  of  boilers  results  ordinarily  from  a  concentration  of  alkali 
salts  in  the  water,  the  exact  degree  of  concentration  to  cause  trouble 
depending  on  a  number  of  other  conditions,  such  as  the  amount  of 
suspended  matter  in  the  water,  rate  of  evaporation,  etc.  Unless  the 
alkalinity  of  the  water  entering  the  boiler  is  too  high,  it  is  possible  to 
control  the  concentration  of  the  alkali  salts  by,  blowing-off.  With  some 
waters,  however,  notably  in  the  states  west  of  the  Missouri  River,  this 
practice  would  result  in  the  loss  of  excessive  amounts  of  water  and  a 
large  waste  of  fuel.  Under  such  circumstances,  the  anti-foaming  com- 
pound becomes  a  very  important  factor  in  boiler  operation. 

The  action  of  materials  tending  to  prevent  foaming  is  physical,  not 
chemical,  and  may  be  said,  in  general,  to  consist  in  a  reduction  of  the 
surface  tension  of  the  water.  Oils  have  this  effect,  petroleum  oils  and 
castor  oil  being  commonly  used.     Tannic  acids  are  also  eft'ective. 

Very  little  has  been  written  on  the  subject  of  anti-foaming  agents 
and  the  use  of  other  than  patented  or  proprietary  compounds  seems  to  be 
very  limited. 

EXTENT  OF  USE  OF  BOILER  COMPOUNDS. 

Circular  letters  were  sent  out  to  mechanical  officials  on  about  100 
roads,  inquiring  as  to  the   extent  and   manner  of  use  of   anti-scale  and 
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aiiti-loaiiiiii.n    ii  impKiinds.      I'lt'l}   nine-    n-plics    vvfic    received,    I'loiii    which 
the  foIIowiiiiL'   MiininarN    has  Ixcii  drawn  ;is  to  the  cxlcnt  of  use: 

Roads    rei)orted S«^ 

R(Xids  iisinj^  some  form  of  hoiler  conipomids 42 

Roads   nsint;-  no  h(^iler  compound 16 

IndcHnitc    rephes i 

Of  those  usiiiu  oom])onnds,  extent  of  use  is  as  foHows : 

L'se  experimentally,  or  on  less  than  10  per  cent,  of  engines 12 

Use  on  10  per  cent.,  hut  less  than  50  per  cent,  of  engines 13 

Use  on  50  per  cent.,  hut  less  than  (x>  per  cent,  of  engines 7 

Use  on  yo  per  cent.,  to  100  per  cent,  of  engines 10 

Roads  using  some   form  of  anti-scale   compound yj 

Roads  using  soda  ash   19 

Roads  using  caustic  potash 2 

Roads   using  proprietary   compounds 26 

Roads  using  a  common  chemical  as  well  as  proprietary  compounds.  ...  8 

Roads  using  some  form  of  anti-foaming  compound 20 

Roads  using  proprietary  compounds  exclusively 18 

Roads  using  hoth  common  chemical  and  proprietary  compound 2 

Roads  using  little  or  no  anti-scaling  compound 29 

Of  these  18  report  reasons  as  follows: 

Good  water 9 

Use  of  water-softeners* 5 

No  benefits  4 

METHOD  OF  APPLICATION. 

Boiler  compounds  are  introduced  in  various  ways,  which  may  be 
enumerated  as   follows : 

hi  the  engine  tank,  the  material  being  generally  mixed  up  in  enough 
water  to  partially  suspend  it  and  is  then  thrown  into  the  tank  at  time  of 
filling. 

Into  the  zuorking  boiler  through  feed  pipe.  Oils,  liquids  and  solids 
dissolved  or  suspended  in  water  may  be  introduced  in  this  way;  generally 
by  means  of  a  syphon  attached  to  the  feed  pipe  outside  of  the  injector. 
Special  inspirators  are  sometimes  used. 

In  open  hoiler.  Some  forms  of  proprietary  compounds  are  placed  in 
the  boiler  in  solid  sticks  or  bricks  through  manholes  or  washout  plug 
holes  when  boilers  are  being  refilled  after  washing. 

With  a  chemical-acting  anti-scale  agent,  the  best  method  of  use,  from 
a  theoretical  standpoint,  is  obviously  one  in  which  the  chemical  is  added 
in  exact  proportion  for  the  amount  and  quality  of  water  as  it  is  taken 
into  the  tank  or  boiler.  To  accomplish  this  it  would  be  necessary  to 
modify  the  treatment  of  water  at  each  water  station  according  to  the 
content  of  incrusting  solids.  To  this  end,  compound  for  anti-scale  use 
is  sometimes  given  out  to  enginemen  with  instructions  as  to  the  amount 
to  be  used  in  engine  tanks  at  the  various  water  stations,  but  in  general 
the  practice  has  not  been  a  success.  In  most  cases  such  compounds  as 
are  placed  in  the  tanks  are  applied  only   at  terminals  by  the  attendant 


*No  definite  inquiry  was  made  as  to  the  use  of  wuter-softeners,  so  this 
item  is  not  in  any  way  a  reort  on  water-softeners. 
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who  fills  the  engine  tanks,  the  amount  being  proportioned  as  well  as 
possible  to  suit  average  condition  of  water  on  the  division. 

Where  a  compound  must  be  used  to  prevent  foaming,  the  situation 
is  somewhat  difficult.  In  general,  the  material  is  introduced  in  proportion 
to  the  tendency  to  foam,  as  determined  from  experience  and  observation, 
rather  than  from  a  knowledge  of  the  composition  of  the  water. 

For  this  reason  the  use  of  the  anti-foaming  compound  is  left  much 
more  to  the  judgment  of  the  engineman.  This  applies  both  to  compounds 
put  into  the  tank  and  those  introduced  through  the  injector,  though  in 
the  case  of  the  former  instructions  are  usually  issued,  giving  the  propor- 
tions to  be  used,  but  authorizing  the  engineman  to  use  more  than  the 
specified  amount  if  found  necessary.  Such  instructions  should  always  be 
accompanied  with  instructions   for  regular  and  thorough  blowing-off. 

The  introduction  of  compound  through  the  injector  is  particularly 
advantageous  where  trouble  with  foaming  is  experienced,  because  this 
method  permits  of  a  quick  increase  or  decrease  in  the  proportion  of  com- 
pound in  the  water. 

(4)   RECENT  DEVELOPMENTS  IN  PUMPING  MACHINERY. 

INTRODUCTION. 

The  development  of  the  internal  combustion  engine  and  the  exten- 
sion of  electric  power  lines  throughout  the  country,  providing  means  for 
reduction  of  cost  of  operation  of  stationary  engines,  has  resulted  in  the 
adoption  of  these  agencies  in  numerous  pumping  plants.  The  many  com- 
panies, with  large  investments,  now  engaged  in  perfecting  pumping  units 
which  will  efficiently  utilize  these  sources  of  power,  insure  a  change  in 
the  class  of  the  pumping  station  of  the   future. 

At  the  present  time  most  of  the  pumping  plants  of  the  country  are 
operated  by  steam,  and  in  a  study  of  the  various  types  it  will  be  natural 
to  include  the  steam  pump  as  a  basis  for  comparison  of  efficiency  and 
economy. 

CLASSIFICATION. 

Pumping  machinery  suitable  for  railway  water  supply  is  classified  as 
to  mechanical  action  as  follows : 

(a)  Displacement  pumps: 

/   V      T-.     •  •       i  Power 

(i;     Reciprocatmg  ^  5^^^^^ 

(2)  Air   displacement. 

(3)  Continuous   flow. 

(b)  Impeller  pumps : 

(i)     Centrifugal. 

(c)  Impulse  pumps: 

(i)     Hydraulic  ram. 


Note. — The  Committee  is  indebted  to  various  manufacturing  companies 
for  valuable  assistance  and  information  furnished  in  the  preparation  of 
this  portion  of  the  report. 
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Pimipinjj^  inachiiu'iy,  by  c(miiin»ii  udaptalion  in  railway  service,  may 
1)1'  ilassitied   as   to  power  used   for  drivinj^  as    follows: 

Steam.  Oil    iii^^ine 

Electric  power.  Water    power, 

(iasoline   engine.  Air   lift, 

(ias  engine.  Hydraulic  ram. 

Tninps  which  -aw  opiiatcd  by  these  various  iK)Wcrs,  rcqiiiriny  inde- 
pendent  motors,  arc  known  as  "Power  pumps." 

FK.\TUKES     I)KTKKMININ(J    ClIOK  K    OF     ri,.\NT. 

The  usefulness  of  any  particular  type  of  pumping  plant  is  dependent 
Mi)on  its  adaptation  to  the  work  required.  The  choice  of  the  type  for 
any  particular  location  is  determined  primarily  Ijy  the  source  of  power 
available,  source  and  character  of  water,  quantity  to  be  pumped,  and 
point  of  delivery.  Having  learned  which  kind  of  power  is  available,  th-s 
further  choice  of  the  pump  best  suited  for  the  purpose  is  dependent  upon 
the  economy  of  fuel,  the  efficiency  of  the  pumping  machinery  and  the 
degree   of   success   in   operation. 

ECONOMY   OF  PUMPING   MACHINERY. 

The  economy  of  the  pumping  machinery  depends  on  the  loss  of 
energy,  which  differs  in  each  of  the  various  types,  and  varies  as  between 
the  machines  of  similar  design.  Extreme  care  in  the  design  and  con- 
struction of  all  machines  and  in  the  complete  installation  of  the  water 
plant  to  prevent  loss  of  initial  force  is  necessary  if  maximum  economy  is 
to  be  secured. 

LOSSES. 

The  losses  which  occur  may  be  sub-divided  under  the  following  heads, 
as  classified  by  Turneaure  and  Russel  in  their  work  on  "Public  Water 
Supplies:" 

Generation  Losses. 

Conversion   Losses. 

Transmission    Losses. 

Application    Losses. 

A  further  sub-division  of  these  losses  in  detail,  -covering  the  various 
powers  used  in  pumping,  may  be  found  in  that  work.  Full  consideration 
of  all  such  losses  is  necessary  to  determine  efficiency  of  the  machine. 
Various  types  of  pumping  machines  or  units  which  have  been  lately 
developed  will  be  described  separately  and  results  of  their  operation  in 
railway  water  station  service,  in  so  far  as  that  data  were  procured,  will  be 
given. 

CENTRIFUGAL  PUMPS. 

HISTORICAL. 

The  centrifugal  pump  was  invented  a  little  more  than  200  years  ago 
by  Denis  Papin,  in  Hesse,  Germany,  but  was  not  then,  nor  for  many 
years  afterward,  considered  of  practical  value.     Its  action  is  the  reverse 
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of  the  water  turbine — mechanical  work  being  changed  into  kinetic  energy 
of  water  in  the  former,  whilst  the  reverse  action  takes  place  in  the 
latter.  Its  development  was,  therefore,  the  logical  outcome  of  the  water 
turbine,  the  first  of  which  was  invented  and  built  by  Professor  Segner  in 
1750.  During  eighty  or  ninety  years  following  there  was  but  little  im- 
provement made  upon  Segner's  turbine,  and  not  much  attention  was  given 
the  subject,  though  in  the  year  1818  the  centrifugal  pump,  known  as  the 
Massachusetts,  was  first  developed  in  this  country.  In  1827  interest  was 
awakened  by  Fourneyron's  radial  flow  turbine.  In  1838  Poncelat  and  1843 
Combes  enlivened  the  subject  with  their  theories  of  flow  and  resistances, 
following  which  many  new  types  of  turbines  were  introduced,  notably  the 
axial  flow  turbine  of  Henschel  (1837)  and  Jonval,  the  axial  radial  turbines 
of  Francis  (1849),  and  the  impulse  turbines  of  Zuppinger  (1844), 
Schwammkrug    (1849)    and   Girard    (1851). 

The  great  efficiency  of  the  models  of  centrifugal  pumps  exhibited  by 
Andrews  (1839),  Bessemer  (1845),  Appold  (1848)  and  Gwynne  (1851) 
drew  general  attention  to  the  subject  and  development  soon  reached  the 
state  in  which  it  was  found  at  the  beginning  of  the  present  century. 

DEVELOPMENT. 

These  early  centrifugal  pumps  were  of  the  low  pressure  type,  being 
used  to  raise  large  quantities  of  water  in  comparatively  low  lifts — ap- 
proximately 20  feet. 

During  the  past  twelve  years  great  progress  has  been  made  in  the 
theory  and  design,  so  that  now  there  has  come  into  use  the  high  pressure 
centrifugal  pump  capable  of  delivering  large  quantities  of  water  under 
high  heads,  such  as  are  used  in  certain  mines  where  quantities  of  1,000 
gallons  per  minute  against  more  than  a  500-ft.  head  are  delivered. 

This  indicates  the  great  range  of  their  service  and  explains  why 
nearly  all  the  larger  pump  manufacturers  are  now  building  centrifugal 
pumps.  Further,  it  has  been  found  possible  to  combine  in  a  single  pump 
features  which  will  provide  for  varying  quantities  of  water  and  varying 
heads. 

ADVANTAGES. 

The  advantages  of  centrifugal  pumps  are  the  low  cost,  simplicity  of 
parts,  freedom  from  pulsation  in  operation,  small  floor  space  required, 
their  adaptability  to  drive  by  belt  or  by  direct  connection  to  electric  motor 
or  steam  turbines,  small  amount  of  attention  required  and  small  quantity 
of  oil  needed  for  lubrication. 

CLASSIFICATION. 

Centrifugal  pumps  are  classified  as  high  or  low  pressure  pumps,  the 
dividing  line  between  the  two  types  being  about  30  to  50  ft.  head  of 
water  delivered.     They  are  also  classed  as  horizontal  or  vertical  pumps, 
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according  to  position  of  shaft.  Another  distinction  is  made  between 
two  types  of  pnmps,  namely,  llic  Volnto  and  the  Tnrhine,  the  former 
without  and  the  latter  with  j^nidt-  vanes,  'i'he  guide  vanes  were  found 
to  increase  efficiencies  of  high  pressure  i)umps  and  arc  well  suited  to  that 
class,  though  they  also  increase  the  efficiency  of  the  low  pressure  type 
and  are  generally  used  with  both. 

ENTRANCE  TO   I'UMl'. 

The  centrifugal  pump  has  cither  an  entrance  or  suction  pipe,  de- 
pending upon  manner  in  which  water  is  led  into  it.  Tn  a  pump  with 
entrance  pipe,  the  pump  is  placed  below  the  water  level  and  is,  therefore, 
always  ready  for  service.  Its  inaccessibility  when  cleaning  or  repairs  are 
needed    is   a    serious    disadvantage. 

The  suction  pipe  is  generally  used,  even  though  in  most  cases  priming 
is  necessary  before  it  can  be  operated.  The  pump  can,  however,  be 
thoroughly  drained   and  made  accessible. 

DRIVE. 

There  are  six  methods  commonly  used  in  driving  centrifugal  pump.s, 
viz. :  electric  motor,  gas  engine,  belt,  steam  turbine,  water  turbine  and 
steam  engine.  By  reason  of  their  purely  rotary  motion,  the  electric  motor 
and  steam  turbine  are  best  suited.  The  availability  of  electric  power  and 
adaptation  of  motor  speeds  to  centrifugal  pump  speeds  make  it  the  most 
desirable  power.  The  method  of  drive  depends  on  local  conditions,  how- 
ever, and  in  some  cases  the  belt  drive  can  be  advantageously  used,  while 
in  others,  w-here  large  quantities  of  water  are  to  be  handled  at  a  low 
head  the  slow  speed  of  the  reciprocating  steam  engine  makes  it  a  de- 
sirable  power. 

EFFICIENCY. 

The  efficiency  obtainable  is  influenced  by  the  speed  at  which  pump 
is  to  be  run,  the  head,  the  capacity  and  the  characteristics  desired.  The 
operation  of  the  pump  can  most  readily  be  understood  by  means  of  plotted 
curves  showing  relation  between  the  variables,  the  usual  condition  being 
for  constant  speed  operation.  The  three  curves  developed  indicate  the 
head  developed  at  different  deliveries,  the  power  required  to  drive  the 
pump  at  diflFerent  deliveries,  and  mechanical  efficiency  developed  through- 
out the  range  of  output  or  capacity  of  pump. 

Manufacturers  of  pumps  should  be  furnished  with  exact  detail  relat- 
ing to  possible  variations  in  capacity  antl  head,  as  well  as  all  detail  of 
stated  conditions,  in  order  that  the  highest  efficiency  can  be  determined. 

There  are  in  use  several-  erroneous  methods  of  calculating  centrifugal 
pump  efficiencies,  and  consequent  discrepancies  would  appear  in  giving 
comparison  of  efficiencies  of  pumps  made  by  the  various  manufacturers. 
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The  following  table  gives  the  efficiency  of  centrifugal  pumps  as 
claimed  by  a  leading"  manufacturer,  coxering  those  sizes  applicable  to 
railroad   water   stations: 


Gals,  per  lir. 

( lals.  per  luiu. 

Si 

ze  of  pump. 

Eff.  of  pump. 

8,000 

133 

2V2 

48% 

14,000 

2ZZ 

3 

50% 

20,000 

Z3Z 

3/2 

55% 

30,000 

500 

4 

60% 

40,000 

667 

5 

65% 

50,000 

833 

6 

68% 

The  term  efficiency  as  it  will  be  later  used  in  making  comparisons  of 
the  various  types  of  pumping  machinery  will  indicate  the  value  of  the 
H.P.  of  water  raised  divided  by  indicated  H.P.  of  the  engine,  giving  the 
mechanical  efficiency  of  engine  and  efficiency  of  pump  combined,  enabling 
comparison  of  units  considered.  This  is  usually  called  the  over-all  effi- 
ciency. 

INTERNAL  COMBUSTION  ENGINES. 

DEVELOPMENT. 

The  internal  combustion  engine  has  been  developed  industrially 
during  the  past  fifty  years,  but  has  proven  to  be  more  economic  in  opera- 
tion than  the  steam  engine,  which  has  now  reached  the  highest  stage  of 
its  development  after  a  period  of  one  hundred  and  fifty  years.  This 
greater  economy  results  from  the  direct  transfer  of  heat  into  work  in  the 
internal   combustion   engine. 

In  railway  water  stations  for  many  years  gasoline  had  been  used 
almost  exclusively  in  this  type  of  engine.  During  the  past  few  years, 
however,  the  increased  demand  for  gasoline,  due  to  the  extraordinary 
development  of  the  automobile  and  marine  appliances  using  that  com- 
modity as  a  fuel,  has  resulted  in  such  an  increase  in  price  that  gasoline 
engine  plants  no  longer  show  a  saving  when  compared  with  steam  plants. 
It  has,  therefore,  been  necessary  to  find  some  other  less  expensive  fuel 
to  be  used  as  a  substitute  and  this  emergency  has  been  met  by  making 
use  of  oils  of  lower  grades. 

Manufacturers  have,  therefore,  developed  a  wide  range  of  pumping 
units  which  utilize  a  number  of  these  low  grade  oils  for  fuel,  or  may  be 
operated  by  using  the  more  expensive  oils  should  occasion  demand. 

TYPES    AND    OPERATION    OF    ENGINES. 

The  oil  engines  in  most  common  use  in  railway  water  stations  are  of 
two  types : 

(i)  A  two-cycle  valveless  type  engine  governed  on  the  throttling 
principle,  in  which  ignition  is  accomplished  quite  simply  by  means  of  a 
hollow  hot  ball.    This  hot  ball,  or  ignitor  ball,  requires  heating  by  means 
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of  .1  blow  torch  prior  to  starliiiK,  an  <»pirati<jn  rc(|iiiriij}4  about  fifteen 
miimtcs.  Siibsc(iiiciUly,  however,  the  constant  cxph^sions  during  opera- 
tion of  the  engine  will  maintain  an  igniting  heat.  Tlu'  cycle  of  operation 
follows:  The  air  to  support  combustion  is  drawn  into  the  crank  case  by 
the  upstroke  of  the  piston  through  the  lowest  part  on  the  exhaust  side 
of  the  engine,  and  is  slightly  compressed  by  the  down  stroke  of  the 
piston.  When  the  port  directly  opposite  the  exhaust  is  uncovered,  the 
air  is  forcibly  driven  above  the  piston  toward  tlie  upper  part  of  the  firing 
chamber.  On  the  next  or  upward  stroke,  comi)ression  takes  place,  con- 
lining  the  air  to  the  clearance  space  and  the  ignitor  ball,  at  the  same 
time  mixing  it  with  the  oil  vapor  which  has  been  injected  by  the  oil 
pump.  At  the  top  of  the  compression  stroke,  the  heat  generated  by  the 
compression,  assisted  by  the  heat  in  walls  of  the  cylinder,  head  and  ignitor 
ball,  will  ignite  the  mixture,  causing  the  explosion,  which  will  force  the 
piston  downward  on  its  power  strike.  This  operation  is  repeated  at  every 
revolution. 

Where  liquid  oil  is  injected  into  the  cylinder  iu  the  manner  above 
described,  there  may  be  expected  carbon  trouble  due  to  the  dissension  of 
the  injected  oil  into  volatile  compounds,  such  as  the  heavy  tarlike  oils 
and  free  carbon.  It  is  important  that  the  oil  which  is  injected  be  as  nearly 
gasified  as  may  be  by  the  contact  wMth  the  heated  compressed  air  in  order 
that  complete  combustion,  preventing  formation  of  carbon  in  the  cylinder, 
takes  place. 

(2)  The  four-cycle  type,  wherein  there  takes  place  four  strokes  of 
the  piston  or  two  revolutions  of  the  crank.  On  the  first  or  intake  stroke 
the  fuel  is  drawn  into  the  cylinder,  being  mixed  at  the  same  time  with 
the  proper  amount  of  air,  which  is  either  drawn  in  at  the  same  time  or 
injected  in  by  a  pump.  On  the  compressive  stroke  the  explosive  mixture 
is  compressed.  Ignition  is  then  effected  by  an  electric  spark  or  by  con- 
tact with  hot  surface,  forcing  the  piston  outward  and  by  means  of  con- 
necting rod  transmitting  power  to  the  crank  shaft.  On  the  next  or  fourth 
stroke  of  the  piston,  which  completes  the  cycle,  the  exhaust  valve  is 
opened  an<^  the  burned  gases  are  expelled.     The  action  is  then  repeatd. 

CONVERSION    OF   ENGINES    TO    USE  VARIOUS    OILS. 

A  number  of  gasoline  engines  have  been  converted  into  low  grade 
oil-burning  engines  by  the  installation  of  appliances  for  heating  the  oil 
before  it  enters  the  cylinder.  These  attachments  consist  of  generators, 
or  mixing  chambers,  where  the  oil  is  heated  by  the  exhaust  of  the  engine, 
and  are  made  in  various  sizes  and  types,  both  for  throttling  and  hit-and- 
miss  governors.     Two  methods  of  starting  these  engines  are  employed : 

(i)  By  using  gasoline  for  a  quick  start,  running  the  engine  on 
that  fuel  until  sufficiently  heated  to  permit  changing  to  the  heavier  fuel 
oil  on  wrhich  it  will  subsequently  run  regularly. 

(2)  By  installing  a  pocket  or  retort  in  the  air  inlet  pipe  where  it 
can  be  heated  by  a  torch.  In  this  method  approximately  fifteen  minutes 
are  required  to  start  from  cold  and  get  the  engine  running  regularly. 


WATER    SERVICE.  701 

AUTOMATIC    STOP. 

In  connection  with  the  use  of  cither  type  ol  engine,  an  automatic 
stopping  device  can  be  installed.  This  will  stop  the  engine  when  the 
tank  or  reservoir  is  full,  at  the  same  time  openino"  drain  cocks  to  water 
cylinder  and  pipe  connections. 

These  engines  are  also  equipped  with  self-lubricating  devices,  and  in 
some  instances  a  reserve  supply  is  maintained  in  case  the  other  should 
clog. 

ATTENDANCE. 

Attendance  upon  these  engines  is  therefore  necessary  only  in  start- 
ing, but  it  must  not  be  assumed  that  no  other  inspection  of  the  machine 
is  necessary.  In  fact,  much  of  the  criticism  of  these  engines  has  resulted 
from  the  fact  that  after  installation  the}^  were  almost  wholly  neglected 
until  serious  trouble  occurred  and  heavy  repairs  were  made  necessary. 

KINDS   OF   OIL    USED   FOR    FUEL. 

These  engines  operate  on  the  following  grades  of  fuel : 

(i)     Gasoline.  (4)     Benzine. 

(2)  Gas.  (5)     Kerosene, 

(3)  Naphtha.  (6)     Crude    Oil. 

(7)     Oils  of  lower  grades  as  follows: 

(a)  P'uel  oil. 

(b)  Distillate. 

(c)  Gas  oil. 

(d)  Solar  oil, 

(e)  Stove  oil. 

(f)  Engine   distillate. 

(g)  Diesel   oil. 

Owing  to  the  contention  in  regard  to  the  use  of  these  various  fuels, 
there  is  given  below  a  discussion  by  Engineers  versed  in  the  question  of 
oils  for  use  in  internal  combustion  engines : 

"Crude  oil  occurs  in  a  great  number  of  our  states,  each  locality 
producing  oil  having  characteristics  which  may  be  different  from  those 
of  the  field  immediately  adjoining.  The  base  or  solid  residual  portion 
of  the  Pennsylvania  and  eastern  oils,  in  general,  is  paraiifine ;  that  of  the 
oils  originating  west  of  the  Rocky  Mountains,  asphalt,  and  in  some  lo- 
calities— for  example,  Oklahoma — there  are  mixed  bases. 

"Refineries  are  of  two  general  classes — the  small,  in  which  the  process 
is  not  conducted  with  extreme  accuracy,  and  in  which  the  oil  is  refined 
into  small  number  of  different  products ;  and  the  large  refineries,  in 
which  each  product  is  more  closely  refined,  and  in  which  the  oil  is  broken 
up  into  a  large  number  of  widely  varying  products.  In  brief,  the  process 
of  refining  consists  in  heating  the  original  crude  oil  to  a  definite  tem- 
perature and  catching  in  a  separate  vat  all  those  products  which  distill 
oyer  at  that  temperature ;  then  changing  the  vats,  heating  the  oil  to  a 
higher  temperature  and  catching  the  products  separately  as  before.  This 
process  may  be  conducted  very  loosely,  or  very  accurately,  as  before 
mentioned.  In  the  first  case  the  products  would  not  be  closely  refined, 
but  would  each  be  a  mixture  of  higher  and  lower  grades  whose  average 
gravity  would  be  that  desired,  whereas  in  the  larger  refineries  the  prod- 
ucts are  more  apt  to  be  more  closely  refined  and  to  consist  more  nearly 
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of  distillate  ul   a  (Idinilc  I'liaraclcri^tic   willmni   tlu'  mixliirc  of  higher  and 
lower  products. 

"A  larj^o  n.'fiiK'ry  working  clost'lv  will  olitain  Irmii  kio  per  cent  of 
iTiidc  nil   the  following  products: 

I'.ther    J  per  cent. 

( iasoline    ()  "        " 

XapJitlia    and    hcn/inc 8  " 

Kcro.sene 44  " 

.VJ  degrees  power  distillate 10  " 

Gas  oil    10  " 

Lnbricating  oils  and  petrolatum 15  "        " 

Slops    5  " 

"Jt  is  to  he  noted  that  this  list  does  not  include  'fuel  oil,'  which  is 
a  varying  product  made  as  follows  : 

"There  are  always  some  of  the  higher  refined  products  which  are 
less  salable,  or  less  in  demand  at  a  particular  time  than  others,  and  the 
slops  containing  the  residue  and  base  are  mixed  with  sufficient  of  that 
product  wdiich  is  least  in  demand  to  bring  the  gravity  of  the  mixture  up 
to  a  definite  point,  for  example,  29  degrees,  and  the  mixture  is  called 
'fuel  oil.'  It  may  be  with  one  product  one  week,  and  another  the  next, 
the  only  characteristic  remaining  constant  being  its  gravity. 

"It  should  be  noted  distinctly  that  the  gravity  is  not  a  true  guide  to 
the  usefulness  or  availability  of  an  oil  in  an  oil  engine.  The  only  correct 
guide  is  the  distillation  characteristics  of  a  given  oil.  If  the  oil  is  one 
closely  refined,  its  distillation  characteristics  will  be  constant,  whereas 
if  it  is  merely  a  mixture  of  varying  products,  the  distillation  will  not  be 
uniform.     This  basis  of  test  is  the  only  correct  and  scientific  one. 

"While  the  products  of  crude  petroleum  will  vary  somewhat  in  per- 
centages from  the  above  table,  it  shows  fairly  well  the  average  percentage 
of  each  of  the  products  obtained  and  in  the  order  obtained.  You  can  note 
there  is  a  heavy  demand  for  all  of  the  products  up  to  the  power  distillate. 
There  is  also  a  constant  demand  for  gas  oil  from  plants  manufacturing 
illuminating  gas.  Refiners  have  been  making  road  oil  by  mixing  asphaltum 
with  the  slops,  and  commanding  a  higher  price  for  the  mixture  than  for 
either  the  slops,  gas  oil  or  power  distillate.  The  use  of  oil  for  roads  is 
constantly  increasing,  and  it  is  to  be  expected  within  a  few  years  that 
the  demand  for  this  oil  will  be  such  as  to  raise  quite  materially  the  price 
of  fuel  oil  made  from  the  slops  and  some  other  distillate. 

"The  power  distillate  is  the  product  which  in  all  probability  will 
eventually  be  the  cheapest  for  internal  combustion  engines  for  stationary 
plants.  At  present  its  cost  is  slightly  higher  than  the  cost  for  the  so- 
called  fuel  oil,  but,  owing  to  the  reasons  mentioned,  it  is  the  one  product 
of  distillation  which  will  have  the  least  call  for,  and  is  not  well  adapted 
for  use  in  automobiles,  etc.  The  demand  for  this  will  be  created  by 
stationar}^  plants,  and  it  can  be  seen  that  there  is  a  larger  percentage  of 
this  product  than  of  gasoline.  The  probability  is  that  within  a  very 
short  time  the  power  distillate  will  be  the  cheapest  and  best  fuel  for  in- 
ternal   combustion    engines." 

VERIFICATION   OF   ECONOMICAL  OPERATION. 

Observations  of  tests  of.  these  oil  engines  by  members  of  the  Goni- 
mitte  and  reports  on  other  tests  received  from  various  members  of  this 
Association  have  verified  in  great  part  the  claims  of  simplicity  of  con- 
struction, and  ease  and  economy  of  operation  of  these  units. 


f! 
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ELECTRIC  MOTOR-DRIVKN  PUMPS. 

AVAILABILITY     OF     ELKCTRIC     POWKK. 

The  installation  of  electric  power  plants  for  the  mechanical  facilities 
of  railroad  terminals  and  the  extension  of  electric  power  developments 
by  private  corporations  and  municipalities  have  made  electric  power  so 
widely  available  that  it  is  being  used  to  a  considerable  extent  in  the 
operation  of  many  railway  water  stations. 

Where  current  is  available  from  the  railroad  powerhouse,  it  is  ap- 
parent that  it  would  be  desirable  to  utilize  it  in  the  pumping  station  and 
thus  avoid  installation  of  additional  pumping  facilities. 

In  the  case  of  private,  corporate  or  municipal  ownership  of  plants, 
it  is  often  found  that  the  owners  are  desirous  of  selling  their  power  at 
an  attractively  low  rate,  providing  that  it  is  not  consumed  at  a  time  when 
they  are  operating  near  their  peak  load.  The  operation  of  the  water 
station  may  often  be  regulated  so  as  to  conform  to  these  requirements 
and  thus  secure  an  economical  power  cost.  In  either  situation  it  is  many 
times  possible  to  eliminate  constant  attendance  and  by  use  of  automatic 
controller  for  starting  and  stopping  motors  cause  the  plant  to  be  operated 
automatically,  requiring  attendance  only  for  inspection,  repair  and  lubrica- 
tion of  machinery. 

TYPES    OF    ELECTRIC    POWER    PUMPING    UNITS. 

Leading  manufacturers  of  the  various  types  of  power  pumps  have 
included  in  their  designs  the  combination  of  electric  motor  and  power 
pump,  to  be  driven  either  by  a  belt  or  by  gearing.  Where  floor  space  is 
limited,  or  in  damp  places,  the  belt  drive  is  not  desirable,  and  where  the 
noise  of  the  gearing  is  not  objectionable,  this  form  of  connection  is 
recommended. 

An  outfit  consisting  of  an  electric  motor  connected  through  inter- 
mediate gearing  to  a  triplex  plunger  pump  has  been  found  adaptable  to 
the  working  conditions  and  heads  existing  at  certain  terminals  and  has 
been  in  service  on  a  leading  railroad  at  several  locations,  giving  satis- 
factory results. 

ELECTRIC    MOTORS    WITH    CENTRIFUGAL   PUMPS. 

The  electric  motor  speeds  are  so  well  adapted  to  the  most  desirable 
speeds  for  centrifugal  pumps  that  the  motor  drive  is  most  commonly 
employed.  These  pumps  are  designed  for  direct  connection  to  either 
direct  or  alternating  current  motors.  Where  alternating  current  is  used, 
consideration  must  be  given  to  the  available  speeds  in  designing  the 
pumps.  With  25  cycles  it  is  only  possible  to  use  speeds  which  correspond 
to  synchronous  speeds  of  500,  750  and  1,500  revolutions  per  minute,  except 
in  large  sizes,  where  lower  speeds  can  occasionally  be  used.  The  cen- 
trifugal pump  when  direct  connected  to  a  motor  operates  without  any 
vibration,  giving  a  decided  advantage  over  the  reciprocating  pump  in  that 
heavy  foundations  are  not  required. 
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The  initial  cost  oi  a  centrifugal  innnp  is  less  than  that  ui  a  recipro- 
cating pump,  and  at  the  same  time,  the  motor  for  the  former  will  be 
cheaper  than  for  the  latter  Direct  connected  centrifugal  pumps  require 
high  speed  motors,  whereas  reciprocating  pmnps  re(|uire  slow  speed 
motors. 

CONDITIOXS  (;OVERNlNG  THE  CHOICE  OF  PUMPING  UNIT. 

In  small  puni[)ing  plants,  with  daily  consumption  of  50,000  gallons  or 
less,  it  is  usually  possible  to  eliminate  constant  attendance.  Under  those 
conditions  the  internal  combustion  engine,  using  fuel  oil,  which  has  been 
found  to  operate  satisfactorily,  will  prove  most  economical.  Where  the 
yield  of  water  supply  is  sufficiently  rapid,  economy  in  operation  will 
generally  be  secured  by  installing  a  pump  of  sufficient  capacity  to  deliver 
the  daily  supply  in  a  few  hours.  Periodic  attendance  by  a  capable 
man  will  result  in  more  satisfactory  operation  of  this  type  of  engine. 
In  some  cases  it  is  possible  to  have  one  man  attend  to  three  or  four 
plants,  using  trains  to  go  from  one  station  to  another.  The  fact 
that  power  is  developed  immediately  upon  utilizing  fuel  results  in  further 
economy  for  engines  of  this  type. 

In  the  small  pumping  station,  steam  plants  are  uneconomical  on 
account  of  requiring  skilful  attendants.  The  waste  of  fuel  in  firing  up 
and  in  drawing  or  banking  fire  causes  a  further  loss,  tending  to  make 
such  plants  still  less  desirable. 

Where  natural  gas  is  available  at  25  cents  per  thousand  cubic  feet,  or 
Itss,  it  is  an  economical  fuel. 

In  localities  where  electric  power  is  available  at  a  low  rate,  as  in 
connection  with  terminal  machine  shops  or  office  building  lighting,  electric 
pumping  plant  are  more  economical  than  steam,  gasoline  or  fuel  oil 
engines  unless  the  last  named  is  secured  at  an  exceptionally  low  rate. 
The  electric  plant  has  been  found  to  be  quite  reliable  and  at  such  terminal 
locations  where  the  load  is  rather  constant  a  low  rate  is  assured. 

If  a  rather  constant  delivery  is  required,  resulting  in  a  lower  capacity 
for  the  pump,  it  will  be  found  that  the  triplex  reciprocating  pump  will 
prove  to  be  more  efficient  than  the  centrifugal  pump.  In  this  case  a  slow 
speed  motor  direct  connected  to  the  pump  will  give  the  more  satisfactory 
operation. 

In  connection  with  the  electrical  operation  of  pumps,  a  float  switch 
or  pressure  regulator  for  automatically  controlling  the  motor  in  starting 
or  stopping  should  be  installed  in  order  to  assure  most  efficient  operation. 

Table  i,  headed  "Cost  o£  fuel  in  various  types  of  engines  and  pumps," 
giving  the  cost  of  fuel  per  unit  of  work  done  covering  various  types  of 
engines,  indicates  the  economy  resulting  from  use  of  different  fuels  in 
the  tests  herein  specified. 


WATKK    SI'.kVlCK. 


von 


Table  1  -  Cost  of  Pu«l  for  Various  Types  of  Pxunps  und  Engines 

Type 

Fuel 

B.  H.  P.  Hour 

Eff.  H.r. 

Pump 

Engine 

Kind 

Price 

Fuel  Used 

Cost 

No. 

Cost 
10  hr 

Reciprocating 

Centrifug-al 

Steam  (Slide  Valve) 
Internal  combustion 

II         11 

Electric  motor 
Internal  comoustion 

Bit. Coal 
Gasoline 
111.  Gas 
Nat .  " 
Fuel  Oil 
Elec. 

n 

Gasoline 
Fuel  Oil 

^;2.00  per  ton 
0.16   "  gal 
0.75  M  cu.ft 
0.25  "   "   " 
0.06  per  gal 
0.03  K.W.hr. 
0.03  " 
0.16  per  gal 
0.06  " 

14  lbs. 

1/8  gal. 
12  cu.ft 
8   "  " 
1/8  gal. 
.746  K.W. 
.746   " 
1/8  gal. 
1/8   " 

vO,oi2e 

0.0200 
0.0090 
0.0020 
0.0075 
0.0224 
0 .0224 
0.0200 
0.0075 

40 
50 
50 
50 
50 
50 
50 
50 
50 

?3.15 
4.00 
1.90 
.40 
1.50 
4.48 
4.48 
4.00 
1.50 

Note:   The  last  column,  "Eff.H.P.,  Cost  10  hr."  covers  the  work  required  to 
elevate  400  gal.  per  minute  100  ft.,  tnis  being  eouivalent  to  a 
delivery  of  240,000  gal.  per  day  oi  10  hours  and  is  an  average 
requirement  conaition  of  a  railroad  water  station. 

This  table  has  been  prepared  from  data  secured  from  a  series  of 
tests  of  various  pumping  plants  conducted  by  one  of  the  largest  railroad 
systems  in  the  country,  and  from  specific  information  relative  to  other 
tests  conducted  by  other  railroads,  as  well  as  by  observations  of  tests  by 
members  of  the   Association   and  the   Committee. 

On  the  follow^ing  pages  there  is  given  the  detail  of  data  from  certain 
pumping  stations  chosen  for  test  purposes,  using  gasoline,  coal  and  natural 
gas  as  fuels. 

Cuts  illustrative  of  pumping  units  described  in  the  foregoing  pages 
are  shown  in  Figs,   i  to  3,  which  follow. 

Respectfully  submitted, 

COMMITTEE  ON  WATER  SERVICE. 
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Fig.  2.     Fuel   Oil  Engine  and   Deep  Well  Pump. 


Fig.  3.     Fuel  Oil  Engine  and  Trttlex  Pump. 


Appendix   A. 
CORROSION  TESTS   ON   IRON   AND   STEl-L. 

In  Vol.  15,  Proceedings  for  1914,  pp.  695-703,  inclusive,  the  Com- 
mittee presented  the  results  of  Corrosion  Tests  on  Irr)n  and  Steel,  con- 
ducted by  J.  L.  Campbell,  Vice-Chairman  of  the  Committee.  In 
the  following  tables  the  figures  showing  progressive  corrosion  of  all 
the  samples  of  iron  and  steel  are  shown. 

Attention  is  called  to  the  fact  that  the  progress  of  these  corrosion 
tests  during  the  past  twelve  months  does  not  indicate  that  anything 
new  can  be  added  to  the  report  submitted  to  the  Association  last  year, 
referred  to  above,  except  to  say  that  referring  to  the  analysis  of  the 
ingot  iron  given  on  page  6g8  of  Vol.  15  in  the  second  column  and 
made  by  the  Engineering  Department  of  the  University  of  Illinois,  the 
manganese  is  0.180.  This  appeared  so  much  out  of  line  with  the  analysis 
of  the  manufacturer,  that  the  attention  of  Prof.  A.  N.  Talbot,  of  the 
Universit}-  of  Illinois,  was  called  to  the  discrepancy  and  he  reports  that 
by  a  re-analysis  it  is  found  that  the  manganese  is  0.022,  which  practically 
checks  with  the  manufacturer. 

The  results  of  the  tests  during  the  past  twelve  months  conform  to 
those  of  the  preceding  period  and  reveal  no  marked  comparative  su- 
periority of  any  of  the  samples  of  iron  or  steel  in  resistance  to  corrosion 
under  the  conditions  specified. 
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CORROSION  TESTS 
PAN  No.  1.    CLEAN  SAND. 


Sainplo 
No. 

Loss  in  grams  per  sq.  inch  of  exposed  surfaces  and  edges 

In  3  mo. 

In  G  mo. 

In  9  mo. 

In  12  mo. 

In  15  mo. 

In  18  mo. 

1 

Charcoal  iron 

0  41 
0  42 

0.4.'i 

0.45 
0.43 
0.34 
0.31 

O.flG 
0.86 

0.87 

0.90 
0.87 
0.90 
0.84 

1.35 
1.21 

1.24 

1.25 
1.23 
1.28 
1.21 

1.73 
1  56 

1 .  60 

1.61 
1.61 
1.61 
1.58 

2.21 

2.06 

2.15 

2.10 
2.13 
2.20 
2.13 

2.78 

2 
3 

Carnegie  plain  O.H.  s 

Carnegie  0.4%  copper 

stf>el 

tecl... 
O.H. 

2.57 
2.64 

4 

Carnegie  1.0%  copper 
steel           

OH. 

2.63 

5 

Ingot  iron 

2.69 

6 

No.  3  not  filed 

2.74 

7 

No.  4  not  filed 

2.68 

PAN  No. 

2.     CLAY  SOIL 
Na.  CI.  by  weig 

—  5%  SALT 
It. 

Sample 
No. 

Loss  in  grams  per  sq.  inch  of  exposed  surfaces  and  edges 

In  3  mo. 

In  6  mo. 

In  9  mo. 

In  12  mo. 

In  15  mo. 

In  18  mo. 

1 
2 
3 

4 

Charcoal  iron 

Carnegie  plain  O.H.  steel.. . 
Carnegie  0.4%  copper  O.H. 

steel 

Carnegie  1.0%  copper  O.H. 

steel 

0.13 
0.14 

0.20 

0.14 
0.16 
0.13 
0.14 

0.34 
0.32 

0.44 

0.34 
0.41 
0.35 
0.32 

0.51 
0.53 

0.71 

0.60 
0.66 
0.66 
0.62 

0.85 
0.72 

0.95 

0.84 
0.87 
0.86 
0.85 

1.42 
1.18 

1.52 

1.35 
1.40 
1.41 
1.37 

2.12 
1.76 

2.13 

1.88 

5 
6 

Ingot  iron 

No.  3  not  filed 

1.93 
2.06 

7 

No.  4  not  filed 

1.98 

PAN  No.  3.    WHITE  AND  BLACK  ALKALI  SOILS. 


Sample 
No. 

liOss  in  grams  per  sq .  inch  of  exposed  surfaces  and  edges 

In  3  mo. 

In  6  ino. 

In  9  mo. 

In  12  mo. 

In  15  mo. 

In  18  mo. 

1 
2 

3 

4 

5 
6 

Charcoal  iron 

Carnegie  plain  O.H.  steel... 
Carnegie  0.4%  copper  O.H. 

steel 

Carnegie  1.0%  copper  O.H. 

steel 

Ingot  iron 

No.  3  not  filed 

0.06 
0.06 

0.06 

0.06 
0.07 
0.04 
0.04 

0.13 
0.14 

0.14 

0.15 
0.16 
0.12 
0  10 

0.15 
0.16 

0.17 

0.17 
0.18 
0.18 
0.15 

0.20 
0.20 

0.22 

0.22 
0.23 
0.23 
0.23 

.    0.44 
0.41 

0  49 

0.43 
0.57 
0.49 
0.51 

0.94 
0.80 

0.99 

0.96 
1.08 
1.01 

7 

No.  4  not  filed 

1.01 

PAN  No. 

4.    CINDERS. 

Sample 
No. 

Loss  in  grams  per  sq.  inch  of  exposed  surfaces  and  edges 

In  3  mo. 

In  6  mo . 

In  9  mo. 

In  12  mo. 

In  15  mo. 

In  18  mo. 

1 

2 
3 

4 

Charcoal  iron 

Carnegie  plain  O.H.  steel... 
Carnegie  0.4%  copper  O.H. 

steel 

Carnegie  1.0%  copper  O.H. 

steel 

0.76 
0.89 

0.78 

0.78 
0.71 
0.43 
0.58 

1.23 
1.38 

1.34 

1.21 
1.23 
0.93 
1.18 

1.64 
1.73 

1.70 

1.59 
1.60 
1.29 
1.59 

2.00 
2.09 

2.04 

J. 93 
1.95 
1.72 
1.89 

2.. 50 
2.59 

2.54 

2.39 
2.40 
2.22 
2.40 

3.05 
3.03 

3.04 

2.84 

5 
6 

Ingot  iron 

No.  3  not  filed 

2.90 
2.71 

7 

No.  4  not  filed 

2.83 

PAN  No.  5.    SENT  TO  MR.  FRENCH  OF  C.  Q.  C.  M.  CO.,  DOUGLAS,  TO 
SUSPEND  IN  OVERFLOW  TANK  FROM  WATER  JACKETS. 


Sample 
No. 

Loss  in  grams  per  sq .  inch  of  exposed  surfaces  and  edges 

In  3  mo. 

In  6  mo. 

In  9  mo. 

In  12  mo. 

In  15  mo. 

In  18  mo. 

1 

Charcoal  iron 

1.68 

2.188 

2.83 

3.13 

3.23 

3  69 

2 

Carnegie  plain  O.H.  steel.. . 

1.62 

2.172 

2.76 

3.04 

3.18 

3.66 

3 

Carnegie  0.4%  copper  O.H. 

steel 

1.82 

2.310 

3.06 

3.32 

3.56 

4.06 

4 

Carnegie  1.0%  copper  O.H. 

steel 

1.77 

2.255 

3.02 

3.28 

3.46 

3.86 

5 

Ingot  iron 

1.39 

1.880 

2.65 

2.93 

3.16 

3.66 

6 

No.  3  not  filed 

/ 

No.  4  not  filed  
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REPORT  OF  COMMITTEE  V— ON  TRACK. 

j.  B.  Jenkins,  Chairman;  G.  J.  Ray,  Vice-Chairuuui; 

Geo.  H.  Bremnek,  F.  B.  Oren, 

\\.  M.  Church,  R.  M.   Pearce, 

Garrett  Davis,  H.  T.  Porter, 

J.  M.  R.  Fairbairn,  E.  Raymond, 

T.  H.  HiCKEY,  W.  G.  Raymond, 

K.  T.  PIowsoN,  S.  S.  Roberts, 

L.  J.  F.  Hughes,  L.  S.  Rose, 

T.  T.  Irving,  H.  R.  Safford, 

J.  R.  Leighty,  C.  H.  Stein, 

A.  C.  Mackenzie,  .    A.  H.  Stone, 

P.  C.  Newbegin,  ''W.  T.  Trench. 

Committee. 
To  the  Members  of  the  American  Railway  Engineering  Association: 

Your  Committee  on  Track  respectfully  submits  its  report  to  the 
sixteenth  annual  convention. 

Meetings  of  the  whole  Committee  were  held  at  Chicago  on  May 
23,  October  10  and  December  5,  in  addition  to  the  meetings  held  by  the 
Sub-Committees. 

Four  subjects,  in  addition  to  changes  in  the  subject-matter  of  the 
Manual,  were  assigned  by  the  Board  of  Direction,  and  each  subject  was 
in  turn  reassigned  to  one  of  five  Sub-Committees. 

DOUBLE     SLIP     CROSSINGS,     DOUBLE     CROSSOVERS     AND 

GUARD    RAILS. 
sub-committee  no.  I. 

H.  T.   Porter,  Chairman;  G.  J.  Ray,   V ic e -Chair man ; 

L.  J.  F.  Hughes,  R.  M.  Pearce, 

T.  T.   Irving,  S.  S.  Roberts, 

A.  C.  Mackenzie,  E.  Raymond. 

Your  Committee  submits  drawings  of  typical  layouts  for  Nos.  8,  11 
and  16  double-slip  crossings  with  movable  points,  to  be  operated  by 
interlocking  plant,  together  with  drawings  illustrating  spacing  of  ties  for 
16  ft.  6  in.,  22  ft.  and  Z2>  ft.  switch  points  for  hand-throw  and  inter- 
locking respectively.  ^Attention  is  called  to  the  staggering  of  the  switch- 
points  to  provide  space  for  interlocking  rods. 

Your  Committee  also  submits  drawings  of  typical  layouts  for  Nos. 
8,  II  and  16  double  crossovers  for  tracks  13-ft.  centers. 

Attention  is  called  to  the  un symmetrical  arrangement,  with  the  crotch 
frogs  6  ft.  from  the  center  of  one  track  and  7  ft.  from  the  center  of 
the  other. 

The  object  of  this  arrangement  is  to  properly  guard  the  frog  and 
crossing  points,   which  is   difficult  and  sometimes  impossible  with  a  sym- 
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iiutric.il  rrossiim  when  the  (listiiiucs  hctwrcii  IraiU  crntcrs  aic  hctwceii 
IJ  and    14   II 

With  I  _'  1 1  null  Is  till'  iii)|)fr  hall  oi  tlic  drawing  would  Ijc  used 
tor  hoth  tracks,  and  with  14-ft.  ccnti'is  the  lower  half  wr»nld  be  vised, 
making  syinmetrical  crossings. 

With  centers  nnder  12  ft.  or  between  13  and  14  ft.,  the  upper  half 
of  the  drawing  would  be  used  for  one  track  and  the  distance  from  the 
crotch  frog  to  the  centers  of  the  other  track  and  the  resulting  leads 
would  be  varied  to  suit. 

With  centers  over  14  ft.  or  between  12  and  13  ft,,  the  lower  half 
would  -be  used  for  one  track  and  the  layout  for  the  other  track  varied 
to  suit. 

Thus  with  any  fractional  distance  between  track  centers,  at  least  one 
of  the  two  standards  would  be  used. 

Suggestions  and  criticisms  of  the  foregoing  plans  are  requested. 

Your  Committee  resubmits  for  adoption  the  drawings  of  typical  plans 
of  Nos.  8,  II  and  16  double-slip  crossings,  changing  the  titles  to  read 
'Typical  Layout  for  No.  —  Double-Slip  Crossing." 

Your  Committee  has  made  but  little  progress  in  the  matter  of  guard 
rails. 

RELATION     BETWEEN     WORN     FLANGES     AND     WORN 

SWITCH    POINTS. 

SUB-COMMITTEE    NO.  2. 

Geo.  H.    Bremner,  Chairman;  G.  ].  Ray,   Vice-Chairman ; 

H.   M.  Church,  R.  M.  Pearce, 

T.  T.  Irving,  L.  S.  Rose. 
J.  R.  Leighty, 

Your  Committee  has  continued  the  study  of  the  relations  between 
worn  flanges  and  worn  switch  points,  with  a  view  to  correcting  the 
causes  and  decreasing  the  number  of  derailments  due  to  the  combination 
of  worn  switch  points  and  worn  flanges  on  wheels,  and  has  prepared  a 
tentative  rule  for  removing  worn  switch  points,  which  will  be  used 
mainly  as  a  basis  for  securing  further  information. 

ECONOMICS  OF  TRACK  LABOR. 

SUB-COMMITTEE    NO.  3. 

H.  R.  Safford,  Chairman;  E.  T.   Howson,  V ice-Chairman  : 

Geo.  H.   Bremner,  P.   C.   Newbegin,                                     -^ 

H.  M.   Church,  F.  B.  Oren, 

Garrett  Davis,  S.  S.  Roberts, 

J.  M.  R.  Fairbairn,  ^                 C.  H.   Stein, 

T.  H.  Hickey,  A.  H.  Stone, 

J.  R.  Leighty,  W.  T.  Trench. 
A.  C.  Mackenzie, 
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The  subjects  assigned  to  the  Sub-Committee  for  this  season's  work 
w  ere  : 

(i)     To  continue  the  study  of  equating  track  values. 

(2)     To  continue  the  study  of  extension  of  section  foremen's  duties. 

Pursuant,  therefore,  to  these  instruction.s,  the  Sub-Committee  had 
a  meeting  on  June  3,  1914,  having  previously  formulated  a  request  for 
co-operation  among  the  members  of  the  Association  in  an  efYort  to 
conduct  a  series  of  track  tests  for  the  purpose  of  arriving  at  relative 
values  and  track  characteristics.  This  request  was  in  the  form  of  a 
circular,  copy  of  which  is  attached  hereto,  and  with  it  were  sent  two 
forms,  copies  of  whicli  are  likewise  attached,  marked  Exhibits  "B"  and 
"C,"  respectively. 

One  hundred  and  three  requests  were  made  for  this  assistance,  and 
seventeen  railroads  indicated  their  willingness  to  co-operate  and  have 
arranged  to  collect  the  necessary  data. 

The  tests  will  extend  for  one  year,  and  the  test  sections  have  been 
selected  with  a  view  to  obtaining,  as  far  as  possible,  all  the  various  con- 
ditions entering  into  track  maintenance. 

The  Sub-Committee  therefore  reports  progress  only  in  connection 
with  this  subject,  l)ut  takes  this  opportunity  of  again  urging  the  Track 
Committee  to  emphasize  before  the  Association  the  importance  of  this 
subject,  in  the  hope  that  more  railroads  will  respond  to  our  request. 

With  reference  to  Subject  No.  2:  No  further  information  is  pre- 
sented by  the  Sub-Committee  at  this  time,  but  we  are  watching  the 
experiments  which  are  being  conducted  by  several  railroads  in  connec- 
tion with  this  subject,  and  hope  to  present  during  the  coming  year  some 
further  light  on  the  matter. 

The  Sub-Committee  further  recommends  that  the  following  subjects 
be  taken  up  for  the  work  next  year : 

(a)  Economics  of  the  use  of  motor  cars. 

(b)  Investigation  of  the  desirability  of  w^orking  a  uniform  track 
force  throughout  the  season. 

The  Sub-Committee  further  recommends  that  the  officers  of  the 
Association  communicate  again  with  the  American  Railway  Association, 
strongly  urging  the  adoption  of  December  31  as  the  end  of  the  fiscal 
year,  the  reasons  for  which  have  been  well  put  forward  in  the  discussion 
of  this  matter  at  the  1914  convention. 

CONTOUR    OF    CHILLED    CAR    WHEELS. 
DESIGN    OF     MANGANESE    FROGS     AND     CROSSINGS. 

SUB-COMMITTEE   NO.  4. 

L.  S.  Rose,  Chairman;  G.  J.  Ray,  Vice-Chairman ; 

H.  M.  Church,  W.  G.  Raymond, 

T.  H.  Hickey,  H.  R.  Safiford, 

E.  T.  Howson,  C.  H.  Stein, 

J.  R.  Leighty,  A.  H.  Stone. 

H.  T.  Porter, 


718  TKACK. 

I  lu'  lirst  snhjiit  was  assimu-d  to  llu-  Suh-C'oinniillcc-  to  consider 
jointly  with  a  ooinniittrr  of   llu'  Master  Car   Huildcrs'  Association. 

No  joint  mectinjr  was  lu-ld  with  that  I'oniinittce,  hnt  the  two  com- 
mittees have  heen  in  touch.  Tlie  coniinittee  of  the  Master  Car  Builders' 
Association  is  compiling  statistics  of  breakages  of  flanges  in  order  to 
determine  what  part  of  the  flange  needs  strengthening. 

At  a  joint  meeting  of  the  Sub-Committee  witli  the  Standardization 
Committee  of  the  Manganese  Track  Society  and  Manganese  Steel  l'"f)un(l- 
crs'  Society  and  a  committee  of  the  Association  of  Manufacturers  of 
Chilled  Car  Wheels,  the  questions  of  increased  flanges  on  car  wheels  and 
increased  flangeway  and  of  standard  design  of  manganese  frogs  and  _ 
crossings  were  discussed.  | 

Until  it  is  determined  that  the  increased  flanges^  are  necessary,  your 
Committee  does  not  feel  called  upon  to  take  any  action  looking  to  an 
increase  in  flangeway,  but  will  continue  consideration  of  the  subject 
in  conjunction  with  a  committee  of  the  Master  Car  Builders'  Associ- 
ation. 

Your  Committee  olYers  the  following  tentative  plans  and  specifica- 
tions for  manganese  frogs  and  crossings : 


MANGANESE    TRACK    STANDARDS — SPECIFICATIONS. 
SOLID   FROGS. 

Referring  to  Drawing  No.  i  of  Solid  Frog,  the  minimum  dimensions 
should  be  as  follows : 

a : — Not  less  than  head  of  rail, 
b  : — i^  in. 
c: — I  in. 

d  : — %  in.,  tapered  to  ^  in. 
e  : — %  in. 
f:— 1/2  in. 


I 


g 

— M  in. 

h 

— 2%  in 

J 

•— ^  in. 

1 

—lyi  in 

m 

—Vz  in. 

n 

— I  in. 

0 

— Vs  in., 

p: 

— H  in. 

tapered  to  -H  in. 

q : — Drawings  Nos.  3  and  4.  Place  actual  point  of  frog  at  9^-in. 
spread  of  theoretical  gage  lines  and  chamfer  top  to  ^  in.  wide,  sloping 
the  sides  on  a  bevel  to  give  •}4  i"-  thickness  of  metal  at  5^  in.  below  top; 
then  join  to  bottom  of  groove  with  large  fillet. 

Front  of  point  to  be  sloped  on  an  angle  of  about  45  degrees  and 
curved  or  filleted  to  the  bottom  of  the  throat. 

r : — Not  less  than  %  in.  and  not  more  than  ^  in.  wider  than  the 
throatway. 

s  : — 2^  in. 
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Cross  ril)s  nr  tic  l)ars  aw  ic'coiniiuiidrd  in  tlu'  U  section  through- 
out the  frojii.  riicy  should  \>v  ^)  iu.  in  thickni-ss  and  not  uiorc  than  i8 
in.  apart. 

"Section  4"  to  he  iKjt  less  than   1   in.  thick  at  any  i)oint. 

KAII.-HOLNI)    FKOr.S. 

I^eferring  to  Drawing  No.  2  of  l-Jail-liound  i*Vog.  the  minimum 
dimensions  siiould  he  as  follows: 

a  : — 2  in. 

h  : — i}i  in. 

c  : — 1  in. 

d  :— H  in. 

g:— M  in. 

i : — i}i  in. 

m  : — >4  in. 

q : — Drawings  Nos.  3  and  4.  Place  actual  point  of  frog  at  H  in. 
spread  of  theoretical  gage  lines  and  chamfer  top  to  14  in.  wide,  sloping 
the  sides  on  a  bevel  to  give  3/^  in.  thickness  of  metal  at  ^/i>,  in.  below  top ; 
then  join  to  bottom  of  groove  with  large  fillet. 

Front  of  point  to  be  sloped  on  an  angle  of  about  45  degrees  and 
curved  or  filleted  to  the  bottom  of  the  throat. 

r : — Not  less  than  %  in.  and  not  more  than  14  in.  wider  than  the 
throat  way. 

s: — Not  less  than  4>4  i"-.  measured  between  gage  line  at  ends  of 
rails. 

t : — %  in. 

11 : — -K  in. 

v  : — Not  more  than  2  in.  nor  less  than  i-}4  in. 
w  : — %  in. 

X  :— H  in. 

y : — With  the  head  of  the  rail  narrowed,  the  distance  from  the  gage 
line  of  one  heel  rail  to  the  back  of  the  other  heel  rail  shall  not  be  less 
than'  3K  in. 

The  manganese  steel  shall  be  carried  beyond  the  waist  (or  bend  in 
the  wing  rail)  a  sufficient  distance  to  protect  the  rolled  wing  rail  from 
the  side  blows  of  the  wheel. 

Width  at  top  of  incline  of  heel  block :  Drawing  No.  5.  Minimum 
distance  from  gage  line  of  one  heel  rail  to  back  of  other  heel  rail  shall 
be  4^  in. 

Length  of  slope,  6  in.,  with  ^^  in.  drop. 

Length  of  heel  block,  minimum,  15  in. 

Cored  holes  to  be  not  more  than  %  in.  greater  diameter  than  bolt, 
except  where  a  shearing  strain  comes  on  the  bolt,  and  in  such  places  the 
hole  should  be  not  more  than  1/16  in.  larger  than  bolt. 
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Bolts  for  all  rails  with  a  fishing  section  of  over  3  in.,  measuring 
on  vertical  center  line  of  rail,  should  be  1%  in.  diameter;  for  rails  with 
less  height  of  fishing  section,  down  to  and  including  80-lb.  rails,  bolts 
should  be  1%  in.  diameter. 

SECTIONS  FOR  SOLID  CROSSINGS. 

Two  sections  are  recommended  for  solid  crossings,  Drawing  No.  6 
of  a  plain  box  or  U  shape,  with  the  webs  flush  with  the  outside  edges  of 
the  top  surface,  and  Drawing  No.  7  with  an  overhang  of  tread  and  guard 
to  produce  a  fishing  section  for  use  at  joints  and  where  reinforcing  bars 
are  used. 

The  following  dimensions  are  recommended  : 

Width  of  tread,  4  in. 

Thickness  under  running  surfaces,  not  less  than  i-)4,  in. 

Thickness  under  groove,  not  less  than  i  in. 

Thickness  of  webs,  not  less  than  %  in. 

Thickness  of  flanges  at  outside  edges,  not  less  than  lA  in. 

Throat  of  groove  to  be  lys  in.  deep  and  i)4  i"-  wide  at  point  ^s  in. 
below  tread  surface. 

Width  of  base  flanges  to  be  not  less  than  3^  in.  each. 

Width  of  guard  for  plain  U  section,  1%  in.  minimum. 

Width  of  guard  for  reinforced  section,  1)4  in. 

Overhang  of  head  or  guard  for  fishing  section,  iV^  in.  minimum,  but 
not  less  than  head  of  adjoining  rail. 

Thickness  of  ribs  or  tie  bars  on  plain  U  section,  or  reinforced  sec- 
tion where  no  metal  surrounds  bolt,  ^  in.,  vertical  rib  to  extend  to 
within  14  in.  of  the  bottom  of  the  section. 

Cored  holes  to  be  not  more  than  %  in.  greater  diameter  than  bolts, 
except  at  external  joints,  where  larger  or  oblong  holes  can  be  used  to 
compensate  for  shrinkage  variations. 

Bolts  for  all  rails  with  a  fishing  section  of  over  3  in.,  measured  on 
vertical  center  line  of  rail,  should  be  1%  in.  diameter;  for  rails  with 
less  height  of  fishing  section,  down  to  and  including  80-lb.  rails,  bolts 
should  be  i^  in.  diameter. 

Regarding  the  arms  of  crossings,  it  is  recommended  that  easer 
extensions  should  be  used  in  all  cases,  and  shaping  of  the  arms  to  single 
web-rail  section  is  not  recommended.  The  run-off  of  the  easer  should 
be  as  long  as  possible,  and  a  drop  of  ^  in.  in  a  length  of  12  in.  is  rec- 
ommended where  construction  will  permit.  The  general  dimensions  01 
the  main  sections,  as  far  as  applicable,  are  'to  be  carried  into  the  sec- 
tions at  the  end  joints  and  easer  extensions.  For  internal  joints  of 
crossings,  a  miter  joint  across  the  tread,  or  a  lap  joint,  is  recommended. 
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Ki:VISI()N     Ol'     MANUAL. 

SrH-(()MMITTKK    NO.  5. 

(  iKiinimii : 

DtFlNUluN^. 

(  M.-imial,  pp.  85  and  8(j.) 
t  h.an(;f.s. 

Present. 

CuRVK,  Simple. — A  change  in  di- 
rection by  means  of  a  single  ra- 
dius. 

Curve,  Degree  of.— Tlie  angle 
subtended  by  a   loo-ft.  chord. 


L.  j.   I'.   IIuKJie.s. 


Proposed. 
Curve,    Simple. — An    arc    of    tlic 
circumference  of  a  circle. 


Curve,  Compound. — A  change 
consisting  of  two  or  more  ^mplc 
curves  of  different  radii,  all  in  the 
same  direction,  joining  one  an- 
other at  points  with  common  tan- 
gent. 

Curve,  Reverse. — Two  curves  ni 
opposite  direction  in  a  continuous 
line  joining  at  a  common  tangent 
point. 

Curve,  Easement. — A  curve  of 
regular  varying  radii  connecting  a 
tangent  to  a  simple  curve,  or  con- 
necting two  simple  curves. 


Elevation  (as  applied  to 
curves). — The  amount  which  the 
outer  rail  is  raised  above  the  inner 
rail. 

Frog  Number. — One-half  the  co- 
tangent of  one-half  the  frog  angle. 


Tangent. — Straight  track. 


Curve,  Degree  of. — The  angle 
subtended  at  the  center  of  a  sim- 
ple curve  by  a  lOO-ft.  chord. 

Curve,  Compound. — A  continuous 
change  in  direction  of  alincment  by 
means  of  two  or  more  contiguous 
simple  curves  of  different  degrees 
having  a  common  direction  at  their 
junction  points. 

Curve,  Reverse. — Two  contigu- 
ous simple  curves  in  opposite  di- 
rections, with  a  common  direction 
at  their  junction  point. 

Curve,  Easement.  —  A  curve 
wliose  degree  varies  either  uni- 
formly or  in  some  definitely  de- 
termined manner,  so  as  to  give  a 
gradual  transition  between  a  tan- 
gent and  a  simple  curve  which  it 
connects  or  between  two  simple 
curves. 

Elevation  (of  curves).  —  The 
vertical  distance  that  the  outer  rail 
is  raised  above  the  inner  rail, 
sometimes  called  superelevation. 

Frog  Number. — One-half  the 
cotangent  of  one-half  the  frog 
angle,  or  the  number  of  units  of 
length  in  which  the  spread  is  one 
unit. 

Tangent. — Any  straight  portion 
of  a  railwav  alinement. 


V 


OMISSIONS. 

Omit  the  definition  of  a  curve  which  reads  :  "Curve.— A  change  in 
direction  by  means  of  one  or  more  radii." 

ADDITIONS. 

Connecting  Track.— Two  turnouts  with  the  track  between  the  frogs 
arranged  to  form  a  continuous  passage  between  one  track  and  an- 
other intersecting  or  oblique  track  or  another  remote  parallel  track. 

Crossover.— Two  turnouts  with  the  track  between  the  frogs  arranged 
to  form  a  continuous  passage  between  two  nearby  and  generally  parallel 
tracks. 


TRACK. 

Crossover,  Double. — A  combination  of  two  crossovers  in  opposite 
directions  wliich  intersect  between   the  parallel  tracks. 

Frog. — A  device  used  where  two  rails  intersect  to  permit  engines  and 
trains  on  one  rail  to  cross  the  other. 

Gage  (a  tool). — A  tool  by  which  the  gage  of  track  is  determined. 

Lining  Track. — Shifting  the  track  laterally  to  conform  to  the  estab- 
lished alinement. 

Out  of  Face  (referring  to  track  work). — Work  that  proceeds  com- 
pletely and  continuously  over  a  given  piece  of  track  as  distinguished  from 
work  at  disconnected  points  only. 

Scissors  Crossover. — Sec  "Crossover,  Double." 

Slip  Switch. — A  combination  of  one  or  two  pairs  of  turnouts  and 
a  crossing  where  each  pair  of  turnouts  has  a  common  curved  lead  and 
stock  rail,  and  the  end  frogs  of  the  crossing  serve  for  the  turnouts. 

Spiral  (when  used  with  respect  to  track). — A  form  of  easement 
curve  in  which  the  change  of  degree  of  curve  is  uniform  throughout  its 
length. 

Spiral,  Ten-Chord.  —  An  approximate  spiral  measured  in  ten  equal 
chords  and  whose  change  of  degree  of  curve  is  directly  proportional  to 
the  length  measured  along  the  spiral  by  such  chords. 

Switch. — A  device  consisting  of  two  movable  rails,  necessary  con- 
nections and  operating  parts,  designed  to  turn  an  engine  or  train  from 
a  track  on  which  it  is  running. 

Turnout. — A  track  device  consisting  of  a  switch  and  frog  with 
connecting  and  operating  parts  and  supporting  ties  by  which  engines 
and  trains  may  be  passed  from  one  track  to  another.  A  turnout  begins 
with  the  switch  and  ends  with  the  switch  ties,  or  with  the  frog  where 
long  ties  are  not  used. 

Wye.— A  principal  track  and  two  connecting  tracks  arranged  like 
the  letter  "Y"  with  the  top  closed,  by  means  of  which  engines  or  trains 
may  be  turned. 

STANDARD    RAIL    JOINT. 
(Manual,  p.   86.) 
omissions. 
Omit  (5),  which  reads:    "Its  cost  shall  not  be  prohibitive." 

FROG    BLOCKING. 

(Manual,  p.  87.) 

changes. 
Present.  Proposed. 

Frog  Blocking.— The  wings  and  Blocking.  —  The  wings  and 
throats  of  all  frogs  should  be  throats  of  all  frogs,  switches  and 
blocked  with  metal  or  wood  block-  guard  rails  should  be  blocked  with 
ing,  shaped  to  fit  rail  sections,  to  metal  or  wood  block,  shaped  to  fit 
give  i^  in.  flange  clearance,  and  rail  sections  and  to  give  1%  in. 
be  securely  bolted  to  frog.  vertical    flange    clearance    and    be 

bolted  or  otherwise  secured. 
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TURNOUTS. 

Omit   fv(.r\  tiling   oii    i)agcs   (S<S,  ,S(;,  90  and   (ji    of   ilic    Manual,   except 
the  illustration  on   page  89,  and  substitute  llie   following  therefor: 

NOTATION. 

G  =  Ciage  of  track. 
N  =  Frog  number. 
F  =  I^'rog  angle. 

W  =  PK=  Length  of  wing  rail. 

S  =  AC  =  Length  of  switch  rail. 

H  ^CZ  — Heel  distance. 

/A  ==  Angle  COEi=  Subtended  angle   from   heel  of  switch  to  any  point  on 

the  gage  side  of  the  outer  rail  of  lead  curve. 
t  =  Thickness  of  frog  point. 
t'  =  Thickness  of  switch  point. 
P  =  Theoretical   point   of   frog. 
K  =  Toe   of  frog. 
B  =:  Foot  of  perpendicular   from  actual  point  of   frog  upon  gage  side  of 

opposite  main-track  rail. 
A  =  Point  of  switch  rail. 
C  =  HeeI  of  switch  rail. 
Z  =  Foot  of  perpendicular  from  gage  side  of  switch  rail  at  heel  upon  gage 

side  of  main-track  rail. 
0  =  Center  of  lead  curve. 

a  =  Angle  CAZ  =  Switch  angle. 

L  =  AB=:Lead  distance  measured  along  center  line  of  main  track  from 

actual  point  of  switch  to  actual  point  of  frog. 
R  =  Radius  of  center  line  of  lead  curve, 
D  =  Degree  of  lead  curve. 

U=CEiEKn=Arc  of  outer  rail  of  lead  curve. 

V=:ZiKi  =  Length  of  straight  rail  in  lead. 

Y  =  Perpendicular  ofifset   from  any  point  on  the  curved  lead   rail  to  the 

main-track  rail. 
X  =r  Distance  from  foot  of  such  ofifset  to  point  of  switch  rail. 


FORMULAS. 


a=sm 


L=(S-W)  ^!"#-/j4^  +  (G-f)  cot  H  (F+  a)  +  Nt 
sm3^(F+a) 


R  = 
R  = 


G-H-W  sinF 


2  •  sin  3^  (F-a)  •  sin  J^  (F  +  a) 
G-H-W  •  sinF    _  G 

2 


G 

2 


cos  a -COS  F 
D  =  2"sin 


U 


'(I)      ^       -      -      - 

=  0.017453  •   ^R-f— j-(F-a) 

V  =  L-(W  +  S  +  Nt)  -  -  - 

Y  =  H-f-  (R+7)  ■  cosa-('R+— )•  cos  (M+a) 

X  =  S-(r+-7)-  sin  a  +  (r +— )  '  sin  (/x+a) 


(0 
(4) 
(6) 
(7) 
(8) 

(9) 
(10) 

(II) 
(12) 
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In  (9),  (F-a)  is  expressed  in  degrees  and  decimals  of  a  degree. 
In  (11)  and  (12)  it  is  rcconniiendcd  that  the  value  of  X  and  Y  be 
obtained  for  at  least  three  values  of  ix,  namely,  |U.=  J4  (F-^).  /^=^ 
(F-a)   and  m  =  M    (F-a). 

MAINTENANCE    OF    LINE. 
(Manual,  pp.  94  and  95.) 


CHANGES. 


Present. 
Any  form  of  easement  curve  is 
satisfactory  in  which  the  degree  of 
curve  increases  with  the  distance ; 
in  which  the  rate  of  increase  in 
degree  of  curve  can  readily  be 
changed  to  suit  each  particular 
case,  so  that  the  length  of  ease- 
ment curve  shall  be  the  same  as 
the  distance  in  which  the  outer 
rail  is  raised  from  zero  to  full  ele- 
vation ;  which  can  be  run  in  by  de- 
flection or  ofTset,  with  chords  of 
any  desired  length,  and  which  is  of 
the  general  type  of  the  Searles, 
Crandall,  Holbrook  or  Talbot 
spiral,  or  cubic  parabola. 


Proposed. 

Any  form  of  easement  curve  is 
satisfactory  : 

(i)  In  which  the  rate  of  in- 
crease in  degree  of  curve  can 
readily  be  changed  to  suit  particu- 
lar cases,  so  that  the  length  of 
easement  curve  shall  be  the  same 
as  the  distance  in  which  the  outer 
rail  is  raised  from  nothing  to  full 
elevation. 

(2)  Which  can  be  run  in  by  de- 
flection or  offset  with  chords  of 
any  desired  length. 

(3)  Which  is  of  the  general 
type  of  either  the  Searles  spiral, 
the  cubic  parabola  or  the  Hol- 
brook, Crandall,  Talbot  and  ten- 
chord  spiral. 


SPIRALS. 
(Manual,  p.   100.) 

CHANGES. 


Present. 
In  staking  by  deflections  consid- 
erable convenience  is  sometimes 
found  in  dividing  the  spiral  in  ten 
equal  chords,  conforming  to  the 
theory  upon  which  the  formulas 
are  based.  The  first  deflection  in 
minutes  equals  the  degree  of  the 
main  or  central  curve  times  the 
length  of  chord  in  stations.  For 
example,  for  a  spiral  L  =  500  and 
D  =  4",  si  =  0.5  and  ai  =  4  x  0.5  = 
2  minutes ;  the  remaining  deflec- 
tions are  4,  9,  16,  25,  etc.,  times  the 
initial  deflection. 


Proposed. 

While  any  length  of  chord  may 
be  used  in  staking  the  spiral,  either 
by  offsets  or  deflections,  the  most 
accurate  results  are  obtained  by 
the  use  of  ten  equal  chords,  which 
is  frequently  the  most  convenient 
method  when  through-line  station- 
ing is  not  used. 

If  the  spiral  be  divided  into  ten 
equal  chords  the  first  deflection  in 
minutes  equals  the  degree  of  the 
main  curve  times  the  length  of  the 
chord  in  stations;  e.  g.,  when  L=: 
500  and  D  =  4,  Si^o.5  and  ai  =  4 
times  0.5  =  2  minutes.  The  re- 
maining deflections  are  as  the 
squares  of  the  chord  numbers,  or 
4,  9,  16,  etc.,  times  the  first  deflec- 
tion. 

The  same  limitations  apply  to 
these  deflections  as  well  as  deflec- 
tions derived  from  the  table  of  co- 
efficients, as  apply  to  the  use  of 
formulas   (15)   and   (16). 
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MAlNTIiNANc:!-:    ()l<     SUKFACI':. 
(Manual,  p.   1 13.) 

CHANGES. 

Present.  Proposed. 

In  i?eneral,  as  a  matter  of  safety,  In  gtMicral,   in   determining  speed 

tlio   preference    slionld    be   ^ivcn   U)      consideration    sliould    he    j^iven    t(j 
fast  passenger  traffic.  the   traffic    and   the    elevation    fixed 

to     give     the     greatest     degree     of 
economy  in  train  operation. 

ADDITIONS. 

Where  easement  curves  are  not  used  the  full  elevation  should  be 
maintained  throughout  a  simple  curve  and  throughout  the  sharper  curve 
of  a  compound  curve,  the  elevation  being  attained  or  run  out  on  the 
tangent  and  lighter  curve  respectively  at  a  rate  approximately  one  inch 
in  a  distance  in  feet  equal  to  i-)4  times  the  speed  in  miles  per  hour. 

CHANGES. 

(c)     Proper  Methods  of  Tamping. 

(4)       BROKEN     STONE     OR     FURNACE     SLAG. 

Present.  Proposed. 

Method. — Tamp   15   in.   inside   of  Method. — Tamp   15  in.   inside   of 

rail  to  end  of  tie;  if  possible,  tamp  rail  to  end  of  tie;  if  possible,  tamp 

the  end   of  the  tie  outside   of   rail  end  of  tie  outside  of  rail  first  and 

first   and  allow  train   to  pass   over  allow    train    to    pass    over    before 

before     tamping     inside     of     rail;  tamping   inside   of   rail;    tamp   well 

tamp    well    under    rail ;    tamp    well  under    the    rail ;    tamp    well    under 

under  ties   from   end   of   same;    do  ties    from    end    of    same;    do    not 

not  tamp  center  of  tie;   fill  in  be-  tamp    center    of   tie;    finish    in    ac- 

tween  ties  to  height  of  top  of  tie ;  cordance  with  standard  section, 
bank    ballast    into    shoulder    about 
the  end  of  the  ties  level  with  top 
of  tie. 

MAINTENANCE    OF    GAGE. 

(Manual,  p.   115.) 

CHANGES. 

Present.  Proposed. 

(a)      Methods    used    to    prevent  (a)      Appliances     mid     methods 

spreading  of  track   and  canting  of  used  to  prevent  spreading  of  track 

rails  on  curves:  and  canting  of  rails  on  curves: 

(5)     For  light  traffic,  the  outside  (5)     For  light  traffic,  where  tie- 

of     rails     on     curves     should     be  plates  are  not  used,  the  outside  of 

double-spiked.  both    rails    on    curves     should    be 

double-spiked  when  necessary, 

ADDITIONS. 

(b)   General  (after  paragraph   (5). 

CHANGES. 

Present.  Proposed. 

(8)      Wide    gage,    due    to    worn  (3)      Wide    gage,    due    to    worn 

rail,  within  the  safe  limits  of  wear,  rail,  within  the  safe  limits  of  wear, 

need  not  be  corrected  until  the  ex-  need    not    be    corrected    until    the 

cess  over  the  gage  is  equal  to  one-  excess   over   the   gage    is    equal   to 

half    (H)    in.,   and   should   then  be  one-half  (H)  i"- ;  it  should  be  cor- 

corrected  by  closing  in.  rected   by   closing   in   or   by   inter- 
changing the  low  and  high  rails. 
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WIDENING  GAGE  ON  CURVES. 
(Manual,  p.  ii6.) 


CHANGES. 


Present. 

WIDENING   GAGE   ON    CURVES. 

The  installation  of  frogs  upon  the 
inside  of  curves  is  to  be  avoided 
wherever  practicable,  but  where 
same  is  unavoidable,  the  above  rule 
should  be  modified  in  order  to  make 
the  gage  of  the  track  at  the  frog 
standard. 


Proposed. 
(Under  maintenance  of  gage.) 

(c)  Gage  on  Curves. 
Where  frogs  occur  on  the  inside 
of  curves  the  gage  at  the  frog 
should  be  standard  or  the  flange- 
way  of  the  frog  shouU  be  widened 
to  compensate  for  the  increased 
gage. 


STANDARD    SPECIFICATIONS   FOR   FROGS,   CROSSINGS   AND 

SWITCHES. 

(1912  Supplement  to  Manual,  p.  20.) 

changes. 
Present. 
Bolts. 

13.  Bolts  shall  be  of  double  re- 
fined iron  or  mild  steel.  Bolt  metal 
shall  have  a  tensile  strength  of  not 
less  than  50,000  lbs.  per  sq.  in.  and 
an  elongation  of  not  less  than  15 
per  cent,  in  8  in.  When  nicked 
and  then  broken,  the  fracture  shall 
be  free  from  flaws  and  unwelded 
seams. 


Proposed. 
Bolts. 

13.  Bolts  shall  be  of  double  re- 
fined iron,  mild  steel,  nickel  or 
other  alloy  steel  or  heat-treated 
alloy  steel.  Bolt  metal  of  iron  or 
mild  steel  shall  have  a  tensile 
strength  of  not  less  than  50,000  lbs. 
per  sq.  in.  and  an  elongation  of  not 
less  than  15  per  cent,  in  8  in.  When 
nicked  and  then  broken,  the  frac- 
ture shall  be  free  from  flaws  and 
unwelded  seams. 

Bolt  metal  of  nickel  or  other  al- 
loy steel  or  heat-treated  alloy  steel 
shall  meet  the  respective  require- 
ments  following : 

For  untreated  nickel  or  other  alloy 
steel : 

Elastic  limit.  .Not  less  than  45,000 
lbs.  per  sq.  in. 

Elongation .  . .  Not  less  than  20  per 
cent,  in  2  in. 

Reduction  of  area,  not  less  than 
40  per  cent. 
For    heat-treated     or     other     alloy 

steel : 

Elastic  limit.  .Not  less  than  75,000 
lbs.  per  sq.  in. 

Elongation.  .  .Not.  less  than  15  per 
cent,  in  2  in. 

Reduction  of  area,  not  less  than 
40  per  cent. 

Elastic  limit  shall  be  not  less 
than  50  per  cent,  of  the  ultimate 
strength.  The  elastic  limit,  elonga- 
tion, and  reduction  of  area  may  be 
determined  from  a  finished  bolt  or 
from  a  test  piece  3^  in.  x  2  in. 
turned   from   a   finished   bolt. 
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Suhslitutf  tlu-  (Iraw'iiKs  for  1 1'.  i6'  ()" ,  22  aixl  3.^'  switclu-s.  as  shown, 
for  tin-  drawings  of  switclics  ou  \)\)  ,^0,  .?i  and  ,^j.  Snpplcnicni  to  Manual. 
K/l  J. 

sPF.riFirA  rioN's  i-or  track  holts. 

I'MVSKAL    rkOl'KiniKS    AM)    TESTS. 

(1013   Supplcnicnt,   j).   26.) 

(  HANCKS. 

Present.  I*  10  posed. 

The  elastic   limit,   elongation   and  The   clastic   limit,   elongation   and 

reduction  of  area  may  he  deter-  reduction  of  area  may  he  deter- 
mined on  a  test  piece  ^  in.  x  2  in.  mined  on  a  finished  bolt  or  on  a 
turned  from  a   finished  holt.  test  piece  ^^2  in.  x  2  in.  turned  from 

a  finished  holt. 

CONCLUSIONS. 

Your  Committee  recommends  : 
Receiving  as  information  : 

(i)  Drawings  of  typical  layout  of  Nos.  8,  11  and  16  double  slip 
crossings,  movable  points  to  be  operated  by  interlocking  plant. 

(2)  Drawings  of  spacing  of  ties  for  switches  to  be  operated  by  hand 
and  by  interlocking  plant  when  No.  i  rod  is  used  as  lock  rod. 

(3)  Drawings  of  typical  layout  of  Nos.  8,  11  and  16  double  cross- 
overs. 

Receiving  as  a  progress  report: 

The  report  on  Economics  of  Track  Labor. 
For  adoption: 

(i)  That  it  is  very  desirable  that  there  be  defined  standards  for  the 
manufacture  of  manganese   frogs  and  crossings. 

(2)  That  drawings  Nos.  1,  2,  3,  4,  5,  6  and  7  and  specifications  for 
solid  frogs,  rail-bound  frogs  and  sections  for  solid  crossings,  Manganese 
Track  Standards,  appear  to  be  satisfactory  and  that  they  be  placed  in 
general  use  as  representing  minimum  sections,  but  that  they  be  not  in- 
corporated in  the  Manual   for  the  present. 

(3)  That  all  frog,  crossing  or  other  track  structures  manufactured 
in  accordance  with  these  designs  and  specifications  be  stamped  wath  the 
manufacturer's  name  ^ahd  the  initials  "^L  T.  S.."  signifying  Manganese 
Track  Specifications. 

For  adoption  and  publication  in  the  Manual: 

(i)  Drawings  of  typical  layout  of  Nos.  8,  11  and  16  double  slip 
crossings  to  be  operated  by  hand  as  representing  good  practice  for  hand- 
thrown  double  slip  crossings. 

(2)     The  recommended  revision  of  the  Manual. 

Your  Committee  recommends  for  next  year's  work : 

(i)     Typical  plans  for  guard  rails,  double  slip  crossings  to  be  operated 

by  interlocking,  typical  layouts  of  Nos.  8.  11  and  16  double  crossovers  and 

specifications   for  crossings. 

(2)     Study    the    relation    between    worn    lianges    and    worn    switch 

points,  with  a  view  to  correcting  the  causes  and  decreasing  the  number 
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of  derailments  due  to  the  combination  of   worn   switch   jjoints   and   worn 
flanges  on  wheels. 

(3)  Continue  the  study  of  economics  of  track  lahor. 

(4)  Confer  with  the  Wheel  Committee  of  the  Master  Car  Builders' 
Association  on  the  question  of  increased  flangeway  to  provide  for  wider 
flanges. 

Respectfully  submitted, 

COMMITTEE  ON  TRACK. 


Appendix   A. 
EXHIBIT  "A." 

AMERICAN     RAILWAY     ENGINEERING     ASSOCIATION. 

Committee   V — Track. 

B.  &  O.  Building,  Baltimore,  Md.,  June  i8,  1914. 
Dear  Sir: 

One  of  the  subjects  assigned  to  the  Track  Committee  of  the  American 
Railway  Engineering  Association  by  the  Board  of  Direction,  and  consid- 
ered as  one  of  the  most  important  matters  in  connection  with  the  proper 
handling  of  track  work,  is  the  Economics  of  Track  Labor,  and  one  of 
the  principal  phases  of  this  subject  is  that  of  equating  track  values. 

The  value  of  a  proper  basis  for  equating  track  values  is  twofold : 

1.  It  establishes  a  proper  basis  for  measuring  the  efficiency  of  the 
Section  Foreman. 

2.  It  establishes  a  more  accurate  method  for  equitably  apportioning 
allowances  for  track  maintenance. 

Both  of  these  features  are  of  paramount  importance  in  the  proper 
handling  of  Maintenance  of  Way  expenditures,  due  to  the  rapidly  in- 
creasing cost  of  labor  and  material  and  the  fact  that  the  efficiency  of  the 
foremen  and  labor  is  not  what  it  should  be,  and  there  is  need  for  some- 
thing that  will  increase  the  efficiency  of  the  men,  the  first  step  toward 
which  is  to  more  accurately  measure  their  service. 

To  arrive  at  a  fair  and  accurate  foundation  for  such  a  study,  it  is 
necessary  to  secure  detailed  data  of  the  relative  cost  of  maintenance  of 
various  portions  of  the  track  structure  in  comparison  with  the  cost  of 
maintaining  one  mile  of  main  track  as  a  unit.  The  Committee  is  en- 
deavoring to  secure  the  co-operation  of  a  number  of  roads  in  selecting 
certain  main  and  branch  line  sections  of  ordinary  track,  section  length,  on 
which  the  actual  records  of  cost  will  be  accurately  kept  and  reported  to 
the  Committee.  Such  sections  should  preferably  be  those  on  which  only 
routine  maintenance  work  will  be  done,  as  this  study  is  intended  primarily 
to  cover  maintenance  charges  only,  and  all  additions  and  betterments  on 
the  section  under  observation  should  be  reported  in  detail  separately. 

The  attached  sheet  outlines  the  general  characteristics  of  the  section, 
and  the  sample  monthly  record  sheet  shows  the  scope  of  the  work  out- 
lined, which  it  is  desired  should  extend  over  a  period  of  one  year,  be- 
ginning July  I,   1914. 

In  selecting  sections  more  satisfactory  results  can  be  secured  if  those 
are  chosen  where  the  Supervisor  and  Foreman  will  give  this  their  sym- 
pathetic support. 

There  are  also  attached  to  this  letter  two  forms.  One  providing  for 
the  distribution  of  labor  cost  for  twelve-month  period,  classifying  this 
expense  in  accordance  with  the  items  that  would  be  important  in  analyzing 
various  conditions  which  enter  into  track  expense.  The  other  form  is 
descriptive  and  is  for  the  purpose  of  showing  the  physical  conditions 
existing  on  each  test  section. 

After  the  section  has  been  selected,  a  record  sliould  be  taken  of  the 
physical  conditions  and  the  Section  Foreman  instructed  to  distribute  his 
time  in  accordance  with  the  attached  sheet. 

The  number  of  sections  selected  for  test  is  left  to  the  judgment  of 
the  road  conducting  them.     It  is  felt  by  the  Committee  that  an  ordinary 
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track  section  is  sufficient  for  one  test,  but  tliat  each  road  ought  to  make 
several  tests  in  order  to  cover  the  various  important  conditions  which 
affect   maintenance  expense. 

The.  Committee  appreciates  that  some  extra  attention  is  necessary  to 
insure  the  tests  giving  the  best  results,  but  feels  that  the  value  of  the 
matter  warrants  this  special   consideration. 

The  Committee  would  request  that  you  send  in  at  the  end  of  each 
month  a  copy  of  distribution  sheet  to  the  Secretary  of  the  Association, 
Mr.  E.  H.  Fritch. 

Will  you  kindly  advise  at  once  if  we  maj'-  expect  your  co-operation, 
so  that  plans  may  be  made  immediately  to  begin  the  collection  of  data  on 
July  I. 

Yours  truly, 

(Signed)     Jenks  B.  Jenkins,  Chairman. 
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Exhibit    C. 

S  TA  ri'l.M  i:.\'l'    <i|'   CIlAltACriOKlSTICS   Oh'   TI'IS'I"    TKACK. 

1  Kailioad  

J.  Oivision  

3  Distrirl    i 

4  Station  

-v  Mile  Post to  Mile  Post 

<>.  Double  or  single  track  ...  

7.     Main  or  Branch  Line 

9     VVci);lit  and  section  of  rail '. 

9.     Character  and  age  of  rail  in  main  track 

10.  Average  age  of  rail  in  main  track 

1 1 .  Character  and  age  of  ballast  in  main  track 

1 2     Character  and  age  of  ballast  in  side  track 

l.V     Average  life  of  ballast  in  main  track 

14.  Depth  of  ballast  under  tic 

1 5.  Condition  of  ballasr 

16.  Percentage  of  track  anchored 

17.  Percentage  of  track  tie  plated 

IS  .'\vcrage  number  of  tics  per  mile  of  main  track 

19.  Average  number  of  tics  renewed  per  mile  of  main  track  per  year  for  past  ten  years 

20.  Kind,  character  and  average  age  of  tics  in  main  track 

21.  Number  of  miles  of  main  track 

Passing  tracks 

Yard  tracks 

Industrial  tracks 

Number  of  feet  of  curves 

Of  each  degree , 

Number  of  feet  of  straight  track 

Degrees  of  curvature  per  mile 

Miles  of  grade  of  less  than  .6  per  cent 

/.verage  rate  of  such  grades 

Miles  of  grade  of  .6  per  cent,  and  over 

Average  rate  of  such  grades 

25.  Number  of  miles  of  embankment 

26.  Number  of  miles  of  excavation 

27.  Character  of  roadbed 

28.  Number  of  highway  crossings 

29.  Number  of  cattle-guards 

30.  Character  of  drainage • 

31.  Estimated  ton  miles  per  year 

32.  Total  train  miles  per  year,  including  light  engines 

Number  per  year 


22.     Number  of  miles  of  side  track 


23.     Alinement 


24.     Grades 


33.  High  speed  freight  trains] 

I  Average  speed 

f  Number  per  year. 

34.  High  speed  passenger  trams  i 

I  Average  speed  . . . 


35.    Area  of  right-of-way 

r6.     Area  of  station  grounds   

37.  Area  of  platforms  and  sidewalks  to  be  cleaned 

38.  Number  of  railroad  crossings  

39.  Number  of  interlocking  plants  

40.  Number  of  switch  and  signal  lamps  maintained 

41.  Number  of  main  track  switches 

42.  Number  of  side  track  switches 

43.  Number  of  yard  switches   '. 

44.  Number  of  industrial  switches   

Mean  January  temperature 

Mean  July  temperature 

45.  Temperatures  Average  number  of  thaws  per  winter 

.\verage  annual  precipitation  (rain  and  snow). 
,\verage  winter  snowfall 
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REPORT  OF  COMMITTEE  VI— ON  BUILDINGS. 
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G.  W.  Andrews, 
J.  P.  Canty, 
D.  R.  Collin, 
W.  H.  Cook  MAN, 
C.  G.  Delo, 

W.    T.    DORRANCE, 


(i.  11.  Gilbert,   I' icc-Chairman ; 

C.  H.  Fake, 

K.  A.  Harrison, 

A.  T.  Hawk, 

H.  A.  Lloyd, 

P.  B,  Roberts, 

W.  S.  Thompson, 

Committee. 


To  the  Members  of  the  American  Railway  Engineering  Association : 

Your  Committee  on  Buildings  respectfully  submits  herewith  its 
annual  report : 

(a)  REVISION  OF  MANUAL. 

PASSENGER     STATIONS     WITH     ONE     GENERAL     WAITING 

ROOM. 

See  Fig  i.    ♦ 

The  use  of  one  general  waiting  room  for  a  passenger  station  (with- 
out reference  to  separate  waiting  rooms  for  colored  people)  is  recom- 
mended as  good  practice  for  the  following  reasons  : 

(i)  It  permits  the  general  waiting  room  to  be  properly  propor- 
tioned. 

(2)  It  permits  proper  development  of  a  retiring  room  for  women, 
with  private  entrance  to  the  lavatory. 

(3)  It  readily  admits  of  the  other  rooms  being  properly  propor- 
tioned. 

(4)  It  permits  ease  of  access  from  the  agent's  ofifice  to  the  trains,  to 
the  baggage  room  and  to  the  waiting  room. 

(5)  It  permits  the  ticket  office  to  be  of  proper  size  and  location  for 
general  office  purposes. 

(6)  It  admits  of  the  station  being  contracted  in  size  without  detri- 
ment to  facilities. 

(7)  It  ofifers  economy  in  heating. 


T 
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^  I   Womcn» 
>  I      Ko»m 


0% 


m  Cberi\    Waiting    R#of 

4\% 


^DIVISION   OF   FLOOR   AREA   RECOMMENDED   FOR    PASSENGER    STATIONS    WITH    ONE 

general    WAITING    ROOM. 

Note. — ^  indicates  material  clianges  from  present  version  in  the  Manual. 
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HNGINI'.    IIOUSI.;    DKSJC.N. 

(  Appliiahli-   to    \i-w    I  louses. ) 

(i)    roRM. 

(a)      Tlic  circular   form   is  i)rcl'cral)lc. 

(I))  At  points  wlurc  not  more  than  three  or  four  locomotives  arc 
housed  at  one  time,  and  where  it  is  more  economical  to  provide  a  "Y" 
track  than  a  turntable,  or  where  it  is  not  necessary  to  turn  locomotives,  a 
rectangular  house,  either  with  through  tracks  or  with  switches  at  one 
end  only,  may  be  desirable. 

(c)  At  shops  where  a  transfer  table  is  used,  a  rectangular  engmc 
house  served  by  the  transfer  tal)Ie  may  be  desirable. 

(2)      TURNTABLE. 

♦  (a)  i'he  turntable  should  be  long  enough  to  balance  the  engine 
when  the  tender  is  empty. 

♦  (b)     A  deck  turntable  is  preferable  to  a  through  table. 

♦  (c)  At  important  terminals,  turntables  are  most  economically  op- 
erated by  mechanical  means.  Where  few  and  light  engines  are  turned, 
hand  operation  may  be  desirable. 

Where  electric  power  can  be  obtained  at  a  reasonable  cost,  an  elec- 
tric tractor  is  the  most  efficient  means  for  operating  a  turntable,  the  cost 
of  power  is  cheaper,  and  it  is  superior  in  continuity  of  service  and  main- 
tenance. The  first  cost  is  approximately  the  same  as  an  air  motor  of 
equal  power  and  size. 

Power  wires  arc  brought  to  table  by  either  the  overhead  or  the 
underground  method.  Overhead  device  has  the  advantage  of  accessi- 
bility for  inspection  and  repair.  Special  care  must  be  taken  to  properly 
protect  collector  head  from  weather  and  gases  and  support  collector 
rigidly  (framework  supporting  same  should  be  fastened  to  steel  frame 
of  table  and  not  to  ties,  and  must  be  securely  braced)  ;  the  wires  should 
be  large  enough  to  keep  them  from  breaking  from  sleet  and  should  be 
supported  to  framework  supporting  collector.  Any  play  at  table  multi- 
plies at  collector  head.  Wires  should  be  brought  to  pole,  close  to  curb 
of  turntable,  keeping  lines  as  far  distant  from  nearest  wall  of  round- 
house as  possible,  to  minimize  the  danger  of  destruction  by  fire. 

When  the  underground  system  is  properly  installed,  its  advantages 
are  that  all  exposed,  non-current  carrying  parts  are  permanently  grounded, 
including  the  circular-track  rail  (the  only  part  of  system  to  repair  is 
collector  head)  ;  non-interference  from  weather  if  turntable  pit  is  prop- 
erly drained. 

The  disadvantages  are:  the  wire  is  not  so  easily  repaired,  and  is 
much  more  difficult  to  originally  install,  as  they  must  be  properly  pro- 
tected from  water,  and  cannot  be  successfully  laid  in  a  fill  or  on  ground 
where  settlement  or  shifting  takes  place.  Where  turntable  pit  cannot  be 
well  drained,  it  cannot  be  used  with  success.  It  has  the  advantage  of 
protecting  power  to  run  table  in  case  of  fire  to  roundhouse,  especially  in 
one  of  a  nearly  complete  circle. 
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Compressed  air  tractors  are  fre()nently  used. 

Ordinarily  the  power  costs  much  more  thau  electricity  and  is  not 
so  reliable.  At  points  having  no  power  plant  the  locomotive  to  he 
turned  furnishes  the  compressed  air;  in  this  case  an  auxiliary  supply 
should  be  maintained  by  providing  small  air  tank  secured  to  the  turn- 
table for  operating  it  before  or  after  the  engine  is  placed. 

(d)  The  deck  on  turntable  should  be  wide  enough  to  provide  a 
walk  on  each  side  and  be  protected  with  hand  rails. 

(3)  TURNTABLE    PIT. 

♦  (a)     The  turntable  pit  should  be  well  drained  and  preferably  paved. 

♦  (b)  The  circle  wall  should  be  of  concrete  or  brick,  with  a  wood 
coping  not  less  than  six  (6)  inches  thick. 

♦  (c)  The  circle  rail  should  preferably  bear  directly  on  concrete 
base.  The  use  of  wood  ties  and  tie  plates  supported  by  masonry  is 
desirable  under  some  conditions. 

♦  (d)  Easy  access  to  the  interior  of  a  turntable  for  the  oiling  of 
bearings,  painting  and  inspection  should  be  provided  in  the  design  of 
the  turntable  pit,  unless  ample  provision  is  made  in  the  turntable  itself. 

(4)  DOOR    OPENINGS. 

♦  The  clear  opening  of  entrance  doors  should  not  be  less  than  thir- 
teen (13)  ft.  in  width  and  sixteen  (16)   ft.  in  height. 

(5)      DOORS. 

♦  Doors  should  be  easily  operated,  fit  snugly,  be  easily  repaired  and 
maintained,  and  should  admit  of  the  use  of  small  doors. 

(6)    TRACKS. 

♦  (a)  Lead  tracks  to  the  turntable  should  line  up  with  tracks  of 
the  engine  house  where  possible. 

♦  (b)  Tracks  should  be  on  a  level  grade  and  should  be  provided 
with  stop  blocks. 

♦  (c)  Special  fastenings  of  the  track  rails  at  the  circle  wall  and  on 
the  turntable  are  desirable  to  prevent  movement  of  the  rails,  to  give 
good  bearing  and  to  lessen  the  damage  from  derailed  wheels. 

(7)    POSITION   OF   LOCOMOTIVE. 

In  a  circular  house  the  locomotive  should  stand  normally  with  the 
tender  toward  the  turntable. 

(8)    LENGTH    OF   HOUSE. 

♦  The  length  of  stall  along  center  line  of  track  should'  be  at  least 
fifteen  (15)  ft.  greater  than  the  over-all  length  of  the  locomotive,  to 
provide  a  walkway  behind  the  tender,  a  trucking  space  in  front  of  the 
pilot  and  a  certain  distance  in  which  to  stop  the  locomotive  or  to  move 
it  to  bring  side  rods  or  other  parts  into  convenient  positions. 

(9)     MATERIALS. 

♦  (a)  The  material  used  in  construction  of  the  house  should  be 
non-corrosive,  unless  proper  care  be  taken  to  prevent  corrosion. 

♦  (b)  The  additional  security  against  interruption  to  traffic  from  fire 
warrants  serious  consideration  of  the  use  of  a  fireproof  roof,  and  divid- 
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Ill);   till    rii.uiiu-   li(iii>c  iiild   units  ol'   iipi)!' >\itn;ilrly    lo  st.'iUs  by   the   use  of 
division  walls  built  of  fireproof  material. 

♦  (c)  When  the  roof  is  of  reinforced  concrete  the  columns  and 
roofbcams  should  he  of  the  same  material. 

♦  (d)  l\ein  forced  concrete  should  he  used  for  tin-  walls  only  where 
special  conditions  reduce  its  cost  helow  that  of  brick  or  plain  concrete, 
and  should  not  be  used  for  that  portion  of  the  wall  directly  in  line  of 
track  where  engine  is  liable  to  run  into  it. 

(  10 )  i:n(;ixk  imts. 
Engine    pits    should    be    not   less    than   (o    ft.    in    length,    with    convex 
floor,  with  drainage  toward  the  turntable.     The  walls  and  floors  may  be 
of   concrete.      Proper   provision    should   be    made    for  the   support   of  the 
jacking  timbers. 

(  II  )     SMOKK    JACKS. 

The  smoke  jacks  should  be  fixed.  The  bottom  opening  should  be 
not  less  than  forty-two  (42)  in.  wide,  and  long  enough  to  receive  the 
smoke  from  the  stack  at  its  limiting  positions,  due  to  the  adjustment  of 
the  driving  wheels  to  bring  the  side  rods  in  proper  position  for  repairs. 
The  bottom  of  the  jack  should  be  as  low  as  the  engines  will  allow,  and 
it  should  be  furnished  with  a  drip  trough.  The  slope  upward  should  be 
gradual  to  the  flue.  The  area  of  the  cross-section  of  the  flue  should 
be  not  less  than  seven  (7)  sq.  ft.,  and  the  jack  should  be  made  of  non- 
combustible  material.  (This  design  of  jack  applies  to  all  houses  where 
regulations  will  permit.  In  some  cities,  where  smoke  abatement  laws  are 
in  force,  special  design  of  jacks  are  necessary.) 

(12)    FLOORS. 

The  floor  should  be  of  permanent  construction.  It  should  be  crowned 
between  pits. 

(13)     DROP    PITS. 

Drop  pits  should  be  provided  for  handling  truck,  driving  and  trailer 
wheels. 

(14)    HEATING. 

(a)  Heat  should  be  concentrated  at  the  pits.  The  outlets  should  be 
fitted  with  dampers,  so  that  heat  can  be  cut  ofif  while  men  are  working 
in  the  pit. 

(b)  The  general  temperature  of  the  engine  house  should  be  kept 
between  50  and  60  degrees. 

(c)  The  recommended  method  for  heating  is  by  hot  air  driven  by 
fans  through  permanent  ducts,  which  should  be  under  the  floor  where 
practicable.  The  fresh  air  supply  should  be  taken  from  the  exterior  of 
the  building  and  no  recirculation  allowed.  It  should  be  delivered  to  the 
pits  under  the  engine  portion  of  the  locomotive.  It  should  be  heated 
as  far  as  possible  by  exhaust  steam,  supplemented,  as  required,  by  live 
steam. 
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(15)      WINDOW    LIGHTS. 

♦  (a)  The  disadvantages  of  skyliglits  are  so  mucli  greater  than  their 
advantages  as  to  make  them  undesirahle. 

(b)  Windows  in  the  outer  walls  should  be  made  as  large  as  prac- 
ticable with  the  largest  glass  or  light  area  consistent  with  the  requisite 
strength.  In  general,  the  lower  sill  should  be  not  more  than  four  feet 
from  the  floor,  and  only  sufficient  space  left  between  pilasters  and  sides 
of  window  frames  and  girders  and  window  heads  to  properly  secure  the 
window  frames.  Windows  or  transoms  as  large  as  practicable  should  be 
provided  over  all  doors  where  locomotives  enter.  Window  lights  in 
doors  are  objectionable  on  account  of  difficulty  of  maintenance. 

(16)      ELECTRIC    LIGHTING. 

General  distribution  of  illumination  should  be  provided  between  pits 
by  arranging  a  Runiber  of  lights  to  avoid  shadows  and  to  give  good 
light  for  workmen  at  the  sides  of  the  locomotives.  There  should  be 
plugged  outlets  for  incandescent  lamps  in  each  alternate  space  between 
pits. 

(17)      PIPING. 

(a)  The  engine  house  should,  be  equipped  with  piping  for  air,  steam 
and  water  supply,  and  where  desired,  piping  for  a  washout  and  refilling 
system  should  be  installed.  Where  this  system  is  installed,  the  blowoff 
lines  should  be  led  to  a  central  reservoir;  where  it  is  not  used,  the 
blowoff  lines  should  be  led  outside  the  house. 

(b)  The  steam  outlet  should  be  located  near  the  front  end  of  the 
boiler.  The  blowoff  pipe,  the  air,  the  washout  and  refilling  water  and 
the  cold-water  connections  should  be  near  the  front  end  of  the  firebox. 
Connections  need  only  be  provided  in  alternate  space  between  stalls. 

(18)      TOOLS. 

There  should  ordinarily  be  facilities  provided  for  hand  tools  and 
for  the  location  of  a  few  machine  tools,  preferably  electrically  driven. 

(19)      HOISTS. 

Hoists  with  differential  blocks  are  generally  used  for  handling  heavy 
repair  parts,  and  suitable  provision  should  be  provided  for  supporting 
them. 

LOCOMOTIVE    COALING    STATIONS. 

♦  (i)  To  properly  compare  the  relative  economy  of  locomotive 
coaling  stations,  the  cost  per  ton  of  handling  coal  should  include  charges 
for  interest  and  depreciation  on  the  investment,  charges  for  maintenance 
and  operation  and  a  charge  for  the  cost  of  such  actual  storage  as  is 
required  in  the  daily  operation  of  the  coaling  station  itself.  The  addi- 
tional seasonal  storage  required  in  certain  parts  of  the  country  to  be 
considered  as  a  separate  proposition.  Most  of  these  charges  are  included 
in  accounts  prescribed  by  the  Interstate  Commerce  Commission  in  the 
"Issue   of    1914,"    effective   July    i,    1914.     The    classification   of    "Invest- 
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niciit  in  Road  and  EciiiipinoiU"  shows  an  account,  "I'liel  Stations,"  cover- 
ing all  llie  investment  except  tlie  cost  of  required  tracks  and  right-of 
way.  The  classification  of  "Operating  Expenses"  prescribes  an  account, 
"Fuel  Stations,"  covering  essentially  repairs  to  coaling  stations;  an 
account,  "I'uel  Station  Depreciation,"  permitting  charges  for  estimated 
depreciation,  and  accounts  "Fuel  for  Yard  Locomotives"  and  "Fuel  for 
Train  Locomotives,"  which  include  in  the  cost  of  fuel  all  the  costs  of 
operation  of  the  plant  itself.  These  prescribed  accounts  do  not  include 
the  cost  of  switching  cars  onto  trestle  or  coaling  tracks,  nor  the  cost 
of  using  cars  for  storage  purposes,  all  of  which  should  be  included  in 
figuring  the  cost  per  ton  of  handling  coal. 

(2)  Provision  should  be  made  for  fire  protection,  the  avoidance  of 
damage  to  the  coal  and  its  delivery  in  the  best  possible  condition. 

(3)  The  use  of  self-clearing  cars  should  be  made  possible,  and 
ordinarily  it  should  also  be  possible  to  shovel  from  flat-bottomed  cars. 

(4)  Storage  for  emergency  purposes  and  fireproof  construction 
are,  in  general,  to  be  recommended.  In  some  cases  duplicate  machinery 
is  desirable. 

(5)  It  is  not  possible  to  give  absolute  limits  between  which  different 
types  of  coaling  arrangements  are  recommended  for  use.  Each  installa- 
tion must  be  considered  as  an  individual  problem.  Before  the  selection 
of  a  type  of  coaling  station  can  be  based  upon  the  least  cost  per  ton  of 
handling  coal,  consideration  must  be  given  to  the  extent  to  which  invest- 
ments in  permanent  structures  and  the  adoption  of  fixed  track  arrange- 
ments are  warranted,  and  consideration  should  be  given  to  price  of 
materials,  cost  and  character  of  labor,  possible  track  arrangements, 
amount  of  coal  desired,  fire  protection,  power  and  attendance  and  shifting 
service  available  and  the  cost  of  maintenance. 

(a)  Where  the  quantity  of  coal  handled  is  small,  particularly  at 
terminal  points  where  locomotives  lie  over  night,  it  is  recommended  that 
the  locomotives  be  coaled  either  directly  from  cars  or  by  handling  from 
cars  to  an  elevated  platform  provided  with  a  jib  crane  and  one-ton 
buckets,  and  from  these  buckets  to  the  locomotive. 

♦  (b)  A  locomotive  crane  with  suitable  buckets  is  desirable  at  ter- 
minals under  certain  conditions,  particularly  where  other  work  can  be 
economically  performed  by  the  locomotive  crane. 

♦  (c)  For  terminals  larger  than  those  previously  described,  the 
type  of  coaling  station  which  should  be  selected  as  most  desirable  is  de- 
pendent entirely  upon  local  conditions.  Where  it  is  required  that  coal  be 
delivered  to  not  more  than  two  tracks,  and  where  the  necessary  ground 
space  is  available,  a  coaling  station  of  the  trestle  or  gravity  type,  with  ap- 
proximately five  (5)  per  cent,  incline  approach,  where  coal  in  cars  is  placed 
on  top  of  the  trestle  by  locomotives,  the  coal  being  stored  in  bins  from 
where  it  is  placed  on  the  locomotives  by  gravity,  is  recommended.  Where 
it  is  required  to  deliver  coal  to  more  than  two  tracks,  or  where  the 
ground  space  for  a  trestle  type  is  not  available,  a  mechanical  type  is 
recommended. 
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OIL    HOUSES. 

(i)  Oil  houses  at  terminals  should  be  separated  from  other  build- 
ings. ||     ;    ;  »; 

(2)  Oil  houses  should  be  fireproof  and  the  storage  in  large  houses 
should  preferably  be  either  underground  or  in  the  basement, 

(3)  Oils  that  are  stored  in  sufficient  quantities  should  be  delivered 
to  the  tanks  in  the  house  direct  from  tank  cars.  For  oils  that  are  stored 
only  in  small  quantities,  provision  should  be  made  for  delivery  to  storage 
tanks  from  barrels  by  pipes  through  the  floor. 
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(4)  The  delivery  system  from  the  storage  tanks  to  the  faucets 
should  be  such  that  the  oil  can  be  delivered  quickly  and  measured  auto- 
matically. The  delivery  should  also  be  such  that  there  will  be  a  mini- 
mum of  dripping  at  the  faucet  and  that  the  dripping  may  drain  back  to 
the  storage  tanks. 

(5)  Openings  for  ventilation  should  be  provided  above  the  level  of 
the  top  of  the  tanks. 

(6)  Lighting,  when  required,  should  be  by  electricity  and  heating  by 
steam. 

♦  (7)  For  fire  protection  purposes  a  live-steam  line  should  be  run 
to  the  oil  storage  space,  controlled  by  a  valve  outside  the  house. 
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SKCTION    TOOL    HOUSE. 
Class  A. 

House,  14XJ0  ft.,  with  long  diiucnsioii  parallel  to  track;  house  to 
have  sliding  door  8  ft.  in  clear  at  extreme  end  on  track  side  to  permit 
the  storing  of  handcar. 

Class  B. 

Hoiise,  12x18  ft.,  with  long  diniension  parallel  to  the  track;  house 
to  have  sliding  door  8  ft.  in  clear  at  extreme  end  of  track  side  to  permit 
the  storing  of  handcar. 

Class  C. 

House,  10x14  ft.,  with  the  short  dimension  parallel  to  the  track,  with 
double  swinging  doors,  swinging  out  on  the  end  nearest  the  track. 

Building  to  be  on  wooden  posts,  unless  the  location  can  be  perma- 
nent, in  which  case  brick  or  concrete  piers  may  be  substituted. 

ROOFINGS. 

In  selecting  a  roofing  there  should  be  considered : 

(i)  Chance  of  leaks  due  to  character  of  construction. 

(2)  Probable  life,  including  chance  of  damage  by  the  elements  and 
by  wear  from  other  causes. 

(3)  Fire-resisting  value. 

(4)  Cost  of  maintenance. 

(5)  First  cost. 

The  important  materials  may  be  classified  as  follows : 

Bituminous  substances,  applied  with  felts  made  of  rags,  asbestos 
or  jute. 

Clay  and  cement  products  and  slate. 

Metals. 

They  are  laid  in  two  general  types — that  for  a  flat  roof,  cemented 
together,  as  a  coal-tar  pitch-and-gravel  roof  or  as  an  ordinary  tin  roof, 
and  that  for  a  steep  roof,  laid  shingle  fashion. 

BITUMINOUS    MATERIALS. 

The  common  bituminous  materials  are : 

Coal-tar  pitch   (the  heavier  distillates  of  bituminous  coal). 

Various  asphalts   (bitumens  found  naturally  in  the  solid  state). 

Various  petroleum  products. 

Various  animal  and  vegetable  residues. 

Values. 

Their  peculiar  value  lies  in  the  fact  that  they  are  practically  insoluble 
in  water;  that  they  are  elastic,  adhesive  and  comparatively  stable. 

Coal-tar  Pitch. 

Coal-tar  pitch  is  easily  affected  by  heat  and  cold,  is  not  acted  upon 
at  all  by  water,  is  easily  worked,  and  if  properly  protected  is  very  stable. 
It  should  ordinarily  be  used  as  it  comes  from  the  still,  "straight  run," 
of  a  consistency  suitable  to  the  climate  and  to  proper  appHcation. 
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Water  Gas-tar  Pitch. 

Water  gas-tar  pitch,  a  by-product  in  the  manufacture  of  water  gas, 
which  is  enriched  by  gas  from  petroleum  oils,  resembles  coal-tar.  It  is 
inferior  to  coal-tar  for  roofing  purposes,  and  materials  made  from  it 
should  only  be  accepted  in  the  low-priced  products.  It  has  more  value  as 
a  saturant  of  felts  than  as  a  coating. 

Asphalts. 

The  asphalts  are  unsuitable  for  use  in  their  natural  state.  They 
are  ordinarily  fluxed  with  products  of  petroleum. 

Petroleums. 

The  petroleums  found  in  this  country  vary  considerably,  and  grade 
roughly  in  quality,  according  to  location  from  East  to  West.  The  Cali- 
fornia oils,  with  their  asphaltic  base,  furnish  materials  especially  valuable 
for  roofing. 

Blown   Oils. 

The  blowing  of  air  through  a  heated  still  of  certain  petroleum 
products  produces  "blown  oils,"  which,  while  somewhat  lacking  in  adhe- 
sive properties,  are  not  easily  susceptible  to  atmospheric  changes  and  are 
valuable  especially  for  roofing  coatings. 

Combinations. 

A  single  asphalt  fluxed  with  a  single  oil  is  for  most  purposes  a 
crude  and  unsatisfactory  material.  To  secure  the  best  results  for  any 
desired  purpose,  several  oil  and  asphaltic  substances  must  ordinarily  be 
compounded.  This  requires  skill  and  experience.  Those  properly  made 
are  for  certain  conditions  invaluable,  particularly  for  ready  roofing,  for 
which  tar-  products  are  not  suited. 

The  asphalt  and  petroleum  products  are  not  so  readily  affected  by 
heat  and  cold  as  is  coal-tar  pitch,  and  lesser  amounts  of  them  are  neces- 
sary to  get  good  results.  They  are  more  expensive,  require  more  skill 
in  handling,  and,  when  protected,  some  at  least  are  to  some  extent  liable 
to  lose  their  life  by  drying  out  of  the  oil  fluxes.  Unprotected,  they  do 
much  better  than  does  coal-tar. 

FELTS. 

The  bituminous  substances  are  used  with  felts  whose  qualities  con- 
siderably afifect  the  roofing.  The  ordinary  felt  is  made  of  rags,  mainly 
cotton.  "Wool  felt"  is  a  misnomer.  Asbestos  felts,  as  compared  with 
the  rag  felt,  act  less  as  a  carrying  medium  for  the  bitumens,  but  rather 
as  a  protection  to  the  layers  of  bitumen.  They  are  not  suited  for  use 
with  coal-tar  pitch,  but  are  not  injured  by  hot  asphalt.  They  are  more 
expensive  than  rag  felts,  but  have  some  peculiar  and  valuable  qualities. 
Burlap  made  from  jute  decays  easily  when  not  protected.  It  is  used  in 
a  few  ready  roofings  with  rag  felts  to  increase  their  tensile  strength,  the 
need  of  which  is  not  generally  agreed  to. 
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IIUIIT-IU'    KOOFS. 

The    hiliuninous    roofings    roiiic  ready    t«i    lay,    or   can    he    hiiih    up   on 

the  roof,  iisiiiy  layers  n\  saturated  f(lt,  mopped  with  iiiteh  and  properly 
protected. 

The   hiiill  up   roof   is   especially  valuble    for   flat   surfaces.      Jt   can   he 

made  as  licavy  as  desired,  and  if  properly  laid  and  of  good  materials 
gives  a  roofing  which  hy  long  experience  has  heen  shown  to  be  economical 
and  efficient. 

When   Most  Economical,  Tile  or  Brick  Protection. 

Where  the  roof  is  to  he  subjected  to  wear,  and  where  the  character 
of  the  construction  warrants  the  expense,  flat  tiles  or  brick  shoidd  be 
used  as  a  protective  coating  to  the  roofing  instead  of  gravel  or  slag. 

Coal-tar   in    Preference  to   Asphalt. 

For  the  Mat  roof  built  under  average  conditions,  coal-tar  pitch  is 
recommended  in  preference  to  asphalt  products.  It  is  more  easily 
handled,  requiring  less  skill,  and,  while  more  material  is  necessary,-  it 
is  still  cheaper,  and  in  our  opinion  more  certain  results  can  usually  be 
expected  from  its  use  when  laid  by  the  average  contractor.  The  large 
amount  of  material,  while  heavy,  has  insulating  value.  Good  results, 
however,  can  be  expected  from  built-up  roofs  using  good  asphalt  com- 
pounds, where  laid  by  skilled  w'orkmen. 

Built-up  Roofs  on  Steeper  Slopes  Difficult. 

When  the  slope  of  the  roof  is  over  three  inches  to  liie  foot,  the 
application  of  a  built-up  roof  becomes  more  difficult  for  both  coal-tar 
and  asphalt,  it  being  harder  to  get  even  mopping,  and  there  is  more 
chance  of  accident  for  the  men.  The  desirable  straight-run  coal-tar  pitch 
cannot  be  used,  it  being  necessary  to  add  some  stififening  material,  which 
is  supposed  to  somewhat  afifect  the  life  of  the  pitch.  This  must  not  be 
done  except  under  supervision  skilled  in  such  work,  and  especial  care 
must  also  be  taken  in  the  selection  and  application  of  the  stone  or  slag 
coating. 

Ready  Roofing. 

Built-up  roofs  with  a  ready  roofing  for  the  coating  sheet  are  pro- 
posed by  various  manufacturers.  They  should  have  their  best  value  for 
steep  slopes. 

Advantages  of  Coal-tar  Pitch. 

The  advantages  of  a  coal-tar  pitch  built-up  roofing  are  such  that  it 
is  recommended  that  where  a  permanent  roof  is  desired,  and  where  the 
character  of  the  structure  allows,  the  building  be  so  designed  as  to 
allows  its  use.  A  flat  roof  makes  an  economical  structure  and  has  small 
fire  hazard.  A  pitch  of  from  one-half  to  one  inch  to  the  foot  is  better 
than  anything  steeper. 

Life  of  Roof. 

With  proper  materials  and  application,  a  life  of  from  fifteen  to 
twenty  years  can  be  expected  with  a  flat  roof. 
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Flashings — Avoiding  Cheapness. 

No  contracts  should  be  made  for  a  built-up  roof  without  a  complete 
and  positive  specification  including  flashings,  and  the  contract  prices 
should  not  be  less  than  those  of  the  materials  specified,  plus  a  reasonable 
amount  to  cover  the  cost  of  lajnng  and  profit. 

Inspection. 

Thorough  inspection  of  workmanship  and  material  is  recommended. 

READY   ROOFING. 

Better  for  Steeper  Slopes. 

The  ready  roofing  has  better  value  for  the  steeper  roofs  than  for 
those  of  small  pitch.  It  averages  much  cheaper  than  the  built-up  types. 
Most  kinds,  to  get  a  fair  life,  require  occasional  recoating.  For  flat 
slopes  they  are  hard  to  lay  absolutely  tight,  and  they  are  not  ecpnomical 
for  a  permanent  structure,  but  on  slopes  of  from  three  inches  to  the 
foot  up  their  use  is  more  justifiable. 

Recommended  for  Temporary  and    Inexpensive  Buildings. 

Ready  or  prepared  roofings  are  recommended  for  use  on  small,  tem- 
porary and  other  buildings,  where  the  cost,  considering  maintenance  of 
more  expensive  roofings,  is  not  justified.  They  are  also  of  value  for 
steep  slopes,  where  a  built-up  coal-tar  cannot  be  used,  and  for  locations 
where  the  skilled  labor  necessary  for  a  built-up  roof  is  not  available. 
The  steeper  the  slope  the  greater  their  relative  value  and  the  wider  their 
economical  field. 

Heavier  Varieties,  Longer  Life. 

The  heavier  varieties  are,  m  general,  the  more  desirable  because  of 
their  chance  for  longer  life  and  their  greater  fire-resisting  value.  In 
making  selections  the  reliability  of  the  manufacturer,  service  tests  and 
the  cost  should  be  governing  factors. 

Ready   Roofing   Shingles. 

On  the  steeper  slopes  the  use  of  ready  roofing  shingles,  properly 
reinforced  so  as  to  prevent  curling  up  at  the  corners  and  fraying  on  the 
exposed  edges  and  laid  shingle  fashion,  is  growing.  They  are  supposed 
to  give  better  results  than  the  rolled  goods,  but  cost  more.  They  would 
seem  at  least  to  be  worthy  of  investigation. 

SLATE    AND   TILE. 

Slate  makes  a  good  roof  if  of  good  quality  and  properly  watched. 
It  breaks  easily  and  cannot  be  walked  on  without  danger  to  the  slate. 

Tile  of  good  quality  gives  good  results.     It  is  not  so  tight  as  slate,  but 
does  not  break  easily.     It  has  architectural  value,   and  its  use  is  grow- 
ing with  improvement  in  the  product  and  in  the  variety  of  colors. 
Six  Inches  per  Foot  Slope  or  Over.  ,     - 

,  Slate  and  tile  of  suitable  quality,  properly  protected  and  fastened, 
can  be  recommended  on  roofs  with  a  pitch  of  six  inches  to  the  foot  or 
over,   where   expense   is  not  the   governing   feature,   and   where  they  aid 
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in  prodncitiK  the  disircd  architectural  effect,  except  that  where  there  is 
much  chance  of  driving  snow,  eij^ht  inches  to  the  foot  shouhl  he  the 
rtattest  slope  allowed. 

ASBESTOS    SH1N(,IJ:S. 

Shingles  of  asbestos  and  Portland  cement  are  of  value.  They  have 
some  elasticity  and  can  be  laid  tighter  than  slate.  They  come  in  a 
variety  of  shapes  and  colors  and  can  be  laid  in  various  patterns. 

WOOD    SHINGLES. 

Wood  shingles  are  not  desirable  for  a  railroad  structure  on  account 
of  fire  hazard. 

CEMENT    TILE. 

Small  cement  tile  are  not  considered  of  much  value,  being  brittle. 
Large  cement  tile,  reinforced,  laid  without  sheathing  directly  on  the  pur- 
lins, are  in  use  on  shops  and  freight  houses  and  seem  to  have  consider- 
able merit.  Glass  can  be  introduced  into  them,  avoiding  the  expense  of 
skylights.  The  Committee  is  not  ready  to  recommend  them  for  plastered 
or  heated  buildings  or  offices,  where  an  occasional  slight  leak  would  be 
disastrous. 

METALLIC   ROOFINGS. 

Metallic  roofings  with  steel  as  a  base  are  not  recommended  for  gen- 
eral use  on  permanent  buildings. 

Continual   Maintenance. 

They  require  continual   maintenance.     Galvanizing  of  steel  seems  to 
be  well  worth  the  expense.     Tests  of  lead-covered   steel   sheets  indicate 
good  results. 
Unheated   Buildings. 

Large  sheets  of  corrugated  galvanized  steel  can  sometimes  be  used 
economically  where  the  building  is  not  to  be  heated. 

Metallic   Shingles. 

Small  metallic  shingles  of  either  copper,  tin,  galvanized  steel  plate 
or  specially  pure  iron  are  not  recommended  for  general  use.  They  are 
very  light  in  weight,  but  serve  a  purpose  in  the  dry  climate  of  the 
Southwest. 

Pure  Iron   Base. 

In  using  metals  every  effort  should  be  made  to  secure  those  of  good 
quality.  The  pure  irons  have  value.  Their  virtues  have,  perhaps,  been 
overstated,  but  they  are  not  expensive,  and  experience  seems  to  indi- 
cate considerable  economy  by  their  use  as  a  substitute  for  wrought-iron 
and  steel. 

GENERAL. 

Thorough    Workmanship. 

In  the  laying  of  all  roofings  thoroughness  in  preparation  of  flashings 
and  work  around  openings  is  of  vital  importance. 

To  get  a  satisfactory  roof  there  must  be  a  stable  structure.     Careful 
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attention  must  be  given  to  the  design  of  gutters,  and  with  some  types,  par- 
ticularly, there  must  be  systematic  inspection  and  regular  repairs.  In 
buymg  a  roof  its  fire-resisting  qualities,  to  a  considerable  extent  depend- 
ing on  the  quantity  of  material  as  well  as  its  quality,  are  of  great  impor- 
tance. A  building  covered  with  a  heavy  coal-tar  pitch  and  gravel  roof- 
ing is  a  better  fire  risk  than  one  covered  with  corrugated  steel  sheets  or 
with  a  light  ready  roofing. 

Guarantees  Unreliable. 

The  practice  of  depending  merely  upon  guarantees  in  selecting  roof- 
ings cannot  be  trusted  to  secure  proper  results. 

Saving  in  First  Cost. 

The  annoyance  and  indirect  expense  occasioned  by  leaky  and  short- 
lived roofs  are  rarely  compensated  for  by  any  possible  saving  in  first 
cost. 

PRINCIPLES    COVERING    DESIGN    OF    INBOUND    AND    OUT- 
BOUND   FREIGHT    HOUSES. 

Economical    Handling. 

The  economical  handling  of  less-than-carload  freight  at  terminals 
is  a  problem  that  is  giving  a  great  deal  of  concern.  The  cost  of  handling 
a  ton  of  freight  a  mile  by  trains  is  known  (approximately),  but  it  is 
almost  impossible  to  figure  the  cost  per  ton  mile  for  trucking  and 
handling  of  unclassified  freight  at  the  freight  house.  To  quote  from 
an  article  in  Engineering  News,  March  3,  1910,  by  Charles  Whiting 
Baker :  "The  cost  of  terminal  handling  in  all  cities  is  so  great  compared 
with  the  cost  of  moving  a  train  or  a  vessel  when  started  on  its  journey 
that  the  latter  can  be  ignored."  Freight  house  design  should  receive 
serious  consideration. 

Frame  Building. 

In  outlying  districts,  where  fire  hazard  is  not  great,  business  not 
large  and  the  building  laws  will  permit,  frame  freight  houses  having  wood 
floors  on  joists,  studding  covered  with  wood  sheathing  or  metal  siding, 
and  wood  rafters  and  sheathing  covered  with  appropriate  roofing,  are 
fairly  satisfactory  and  cost  less  than  any  other  type.  Floor  for  this  type 
should  ordinarily  be  designed  to  carry  250  lbs.  per  sq.  ft. 

Floor  Ventilation. 

With  such  construction  there  should  be  ventilation  beneath  the  floor. 
x\ccess  to  the  space  under  the  house  should  be  prevented  to  avoid  the 
accumulation  of  rubbish  and  increased  fire  hazard. 

Filled   Floor. 

Even  where  a  frame  house  is  to  be  used  it  is  better  practice  to  use 
a  fill  between  masonry  foundation  walls,  eliminating  some  fire  hazard 
and  decreasing  maintenance  charges. 

Fireproof  Building. 

Where  the  laws  prohibit  frame  structures,  the  value  of  freight 
stored  is  considerable,  and  it  is  necessary  to  build  freight  houses  of  so- 
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callid  lircprodf  niati-rial.  Moors  should  be  placed  on  a  fill  between 
foundation  walls,  and  the  exterior  walls  should  be  of  masonry  or  steel 
frame  covered  with  metal  siding.  Roof  trusses,  framing,  etc.,  can  be  of 
wood  covered  with  appropriate  roofinj;,  but  to  proxidc  better  fire  protec- 
tion fireproof  coustructif)n  should  be  used. 

Fire   Walls — Areas   Between. 

Fire  walls  of  brick  or  other  uon-coinbustible  material  should  be 
located  so  as  to  conform  to  the  re(|uirements  of  the  underwriters.  The 
strictest  practice  limits  the  area  between  fire  walls  to  5,oco  sq.  ft.  This 
especially  applies  to  houses  with  no  outside  platform.  In  wide  houses 
this  locates  the  walls  rather  close  together  for  economical  operation. 
Fire  walls  should  in  no  case  be  more  than  200  ft.  apart. 

Doors  in  Fire  Walls. 

Doors  in  fire  walls  should  be  as  limited  in  number  as  possible.     No 

one-door    opening    should    exceed  in    area    80    sq.  ft.,  and    all    openings 

should  be  equipped  with  automatic  fire  doors. 

Cover  Each  Side  of  Fire  Wall   in   Non-Fireproof  Buildings. 

Where  non-fireproof  construction  is  used,  the  construction  at  the 
endis  of  fire  walls  should  be  fireproof  for  a  distance  of  at  least  five  (5) 
feet  on  either  side  of  the  fire  wall.  This  is  especially  desired  where 
there  are  overhanging  roofs. 

Width. 

Where  but  a  single  house  is  needed,  a  width  of  from  30  to  40  ft.  is 
good  practice. 

Separate    Inbound   and   Outbound    Houses. 

Wlien  the  amount  of  freight  handled  is  sufficient  to  justify  it,  sepa- 
rate houses  for  inbound  and  outbound  freight  are  desirable.  When 
these  are  provided  the  outbound  house  should  be  narrow,  not  more  than 
30  ft.  wide,  and  the  inbound  40  to  60  ft.  wide,  it  being  considered  expen- 
sive operation  where  a  house  is  in  excess  of  60  ft.  in  width. 

Platforms. 

A  platform  8  to  10  ft.  wide  along  the  track  side  of  the  house  avoids 
the  necessity  of  considering  the  location  of  doors  in  spotting  cars  on 
the  track  next  to  the  house,  and  also  eliminates  the  necessity  of  keep- 
ing an  isleway  inside  the  house  on  the  track  side.  It  should  be  at  least 
8  ft.  wide  to  give  sufficient  room  for  hand  trucks  to  pass,  and  where 
electric  trucks  are  used  the  platform  should  be  at  least  12  ft.  wide. 

Distance   to   Center   Line   of  Track. 

The  distance  from  the  center  of  the  nearest  track  to  the  face  of 
the  platform  or  freight  house  should  not  be  less  than  5  ft.  9  in.  where 
tracks  are  on  tangents.  The  alternative  of  spacing  tracks  at  least  7  ft 
from  platforms  is  usually  expensive  at  important  terminals. 

Distance   Platform  to  Top  of  Rail. 

The  top  of  rail  should  be  not  more  than  4  ft.  below  the  floor  or 
platform  level  at  the  track  edge,  where  refrigerator  cars  are  not  to  be 
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handled   in   any  quantity.     With   occasional    refrigerator   cars    the   doors 
can  be  opened  before  the  cars  are  set. 

For  Refrigerator  Cars. 

Where  refrigerator  cars  are  to  be  handled  regularly,  the  height 
should  not  be  more  than  3  ft.  8  in.,  this  conforming  to  the  recommenda- 
tion of  the  M.  C.  B.  Association.  (See  Proceedings  for  191 1,  Vol.  45,  p. 
728.)  Many  roads  are  building  cars  that  are  lower  than  the  maximum 
figures  given  above,  and  each  road,  in  deciding  the  height  of  platform 
above  the  top  of  rail,  should  take  into  consideration  the  sizes  of  cars  that 
predominate  on  its  line. 

Roof  Over  Platform. 

The    platform    should    be    protected    by    an    overhanging    roof,    not 
greater  than  the  width  of  the  platform  and  at  least  10  ft.  above  the  plat- 
form level. 
Roof  Over  Cars. 

Where  state  laws  permit,  protection  over  the  cars  is  often  used. 
This  should  be  at  least  17  ft.  above  the  top  of  rail,  and  should  preferably 
extend  to  within  18  in.  of  the  middle  of  the  car.  This  will  allow  walking 
on  the  top  of  cars. 

Eaves  Above  Driveway. 

On  account  of  lightweight  merchandise  being  piled  high  on  trucks,  it 
is  desirable  to  have  the  edge  of  the  eaves  at  least  14  ft.  above  the  level 
of  the  driveway,  where  local  conditions  will  permit.  -.  ■•  r ' 

Height  of  Doors. 

As  all  freight  trucked  into  the  house  and  cars  must  pass  through  the 
car  door,  the  height  of  the  freight-house  door  need  be  little  greater  than 
the  car  door.  All  doors  should  be  at  least  8  ft.  high.  On  the  team  side 
a  greater  height  might  at  times  be  convenient. 

Roof  Over  Teams. 

There  should  also  be  an  overhanging  roof  or  other  protection  on  the 
team  side  to  protect  goods  while  being  unloaded,  the  overhang  to  be  at 
least  4  ft.  and  preferably  more,  12  ft.  at  least  being  needed  to  give  pro- 
tection from  a  driving  rain. 

Freight   House   Without   Outside   Platforms. 

Freight  houses  without  outside  platforms  may  be  desirable  in  some 
localities,  especially  in  northern  climates,  where  there  is  considerable 
snow  and  sleet,  as  these  houses  can  be  entirely  closed,  except  for  that 
part  of  the  house  where  the  freight  is  being  received  or  loaded.  At. 
some  points,  where  ample  track  room  is  not  available,  the  elimination  of 
the  outside  platform  possibly  gives  better  results. 

With  this  type  it  is  necessary  to  leave  more  trucking  space  inside  the 
house,  longitudinally  the  full  length  of  the  building.  With  the  .house, 
congested  with  freight  it  is  difficult  to  keep  the  isleways  from  being 
crowded  up,  making  it  almost  impossible  to  get  through  with  a  truck 
that  is  loaded  with  any  large  packages.  This  causes  delay  and  con- 
fusion. 
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Floor  Above  Street  Grade. 

On  tlic  street  side  tlie  lloor  of  the  inbound  house  shouUl  be  from 
.^  to  4  ft.  above  the  street  grade,  depending  on  the  type  of  trucks  in  use. 
At  the  outbound  house  the  height  should  not  exceed  3  ft. 

Slope  of  Floor. 

To  assist  trucks  the  floor  of  the  inbound  house  should  be  sloped 
toward  the  street  approximately  i  in.  in  8  ft.,  this  being  for  the  house 
proper.  An  outside  platform  on  the  track  side  should  slope  approxi- 
mately I  in.  toward  the  tracks  for  draining. 

For  the  outbound  house  the  floor  should  slope  from  the  street  to 
the  edge  of  the  platform  alongside  of  the  car  not  more  than  i  in.  in  8  ft. 

Doors. 

Several  kinds  of  doors  are  satisfactory — counterbalance  lift  (either 
folding  or  not),  rolling  shutters  and  parallel  sliding. 

It  is  advantageous  to  have  as  much  door  opening  on  the  team  side 
as  possible.  With  all  types  of  doors  except  the  last,  all  of  the  house  can 
be  opened  except  for  the  space  occupied  by  posts. 

With  the  parallel  sliding  doors  not  more  than  half  of  the  space  can 
be  opened  up.    This  is  not  objectionable  on  the  track  side. 

Continuous   Doors  Where   No   Platform. 

Without  the  outside  platform  continuous  doors  should  be  used,  so 
that  an  opening  can  be  obtained  at  any  point  opposite  a  car  door. 

Panel   Length. 

Where  an  outside  platform  is  provided,  a  door  in  each  panel  is 
sufficient.  Considering  the  average  length  of  cars  and  economy  in  fram- 
ing, 22  ft.  is  a  good  panel  length. 

No  Posts. 

It  is  advantageous  to  have  the  floor  entirely  free  from  posts,  but 
in  houses  approaching  50  ft.  in  width  the  saving  made  by  using  posts 
becomes  considerable  and  great  enough  to  ofifset  the  advantages  due  to 
their  omission. 

Natural    Light. 

Natural  light  should  preferably  be  provided  in  the  side  walls  above 
the  doors.  Skylights  in  the  roof  are  expensive  to  maintain  and  ineffective, 
as  is  also  glass  in  canopies,  or  on  any  plane  approaching  the  horizontal. 

Artificial    Light. 

Artificial  light  is  needed  for  operation  at  night  and  during  the  late 
afternoon  in  the  winter,  and  wherever  possible  electricity  should  be 
used,  with  wires  run  according  to  the  specifications  of  the  National  Board 
of  Underwriters.  One  or  more  lines  of  lights  should  be  run  the  full 
length  inside  the  house,  and  one  line  over  outside  platforms. 

Push   Plugs  for  Cars. 

Another  circuit  should  be  run  along  the  face  of  the  platform  wall 
parallel  to  the  track,  with  outlet  boxes  not  over  44  ft.  on  centers,  with 
socket  arrangement  for  push  plug  for  use  in  attaching  an  extension  cord 
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to   hang   inside   the   car   to   provide   light    for   loading  on    dark   days   and 
evenings  during  the  winter  season. 

The  type  of  lights  will  depend  somewhat  on  the  height  of  the  ceiling. 
All  lights  should  be  stationary  and  operated  in  circuits  from  conveniently 
located  panel-boards.  The  circuits  should  be  carefully  planned,  so  as  to 
allow  maximum  economy  in  use  of  lights. 

Fire   Protection. 

Where  water  pressure  is  available  there  should  be  provided  for 
fighting  fire  standpipes  and  hose  racks  not  more  than  150  ft.  apart.  By 
putting  them  on  the  fire  and  end  walls  they  are  thought  to  be  more 
accessible  and  less  liable  to  be  blocked  by  freight  than  if  located  at 
other  points,  but  by  putting  them  about  44  ft.  from  the  end  of  each 
section  fewer  hose  connections  are  necessary  to  cover  the  entire  station. 
As  there  is  no  heat  in  the  house,  the  valve  controlling  the  water  supply 
should  be  located  below  the  frost  line  and  controlled  by  a  stem  with 
a  hand  wheel  above  the  floor.  The  valve  should  be  located  in  a  pit,  so  as 
to  be  readily  accessible  for  repair  or  renewal.  It  should  be  drained  into 
the  pit,  and  this  in  turn  be  connected  to  the  sewer.  A  2^-in.  standpipe 
of  wrought-iron  should  be  run  up  to  approximately  8  ft.  above  the 
floor,  and  to  this  should  be  attached  a  hose  rack,  equipped  with  50  ft.  of 
2-in.  linen  hose. 

Red   Light. 

In  houses  where  electricity  is  available  there  should  be  over  each 
hose  rack  a  small  red  light  to  designate  the  location  of  the  fire-fighting 
apparatus,  this  light  to  be  kept  burning  at  all  times. 

Chemical   Extinguishers. 

Chemical  extinguishers  should  be  provided  in  addition  to  the  hose 
and  standpipes.  As  they  are  put  out  of  service  by  freezing,  some  pro- 
vision should  be  made  for  replacing  them  or  keeping  them  warm.  Tanks 
containing  a  solution  of  calcium  chloride  are  used  successfully. 

Watchman's  Clock. 

Where    a    watchman    is    needed,    watchman's    clock    system,    with    a 
registering   clock    in    the    freight    office   and    stations    located    at   various 
places  throughout  the  freight  houses,  should  be  installed. 
Scales. 

;  t'5n  outbound  houses  sufficient  scales  should  be  provided  so  that  all 
the  freight  can  be  weighed.  From  50  to  80  ft.  apart  is  good  practice. 
In  inbound  houses,  where  little  of  the  freight  is  weighed,  scales  should 
be  placed  at  least  one  in  each  section.  The  scales  should  have  a  mini- 
mum capacity  of  four  tons.  A  successful  dial  scale  expedites  the 
handling  of  freight. 
Checkers'  Stalls. 

Stalls  for  checkers  should  be  located  at  least  one  in  each  section. 
These  should  be  approximately  4  ft.  6  in.  by  4  ft.  6  in.,  with  a  shelf 
along  the  back  and  drawers  beneath.  Sometimes  they  are  left  entirely 
open  in   front,  and   sometimes  are  closed  up  and  heated,   depending  on 
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local  conditions.  Sonic  roads  make  tlicii'  checkers'  stalls  portable,  so 
as  to  allow  lliein  to  he  nio\  ed  in  case  of  a  special  congestion  of  freight 
at  certain  points,  hnt  this  is  not  ordinarily  considerefl  nccc^^Mrx-. 

O.,  S.  and   D.  Room. 

Jn  inhound  houses  a  room  should  he  pros  ided  to  house  "over,  sli<jrt 
and  damaged  freight,"  this  to  be  enclosed  so  that  it  can  be  kept  locked, 

Repair   Room. 

Jn  large  layouts,  i)articularly  where  there  is  considerable  transfer 
business,  a  room  -should  be  provided  for  repairing  broken  packages,  such 
as  crates,  boxes,  barrels,  etc. 

Offices. 

,  In  large  houses  a  separate  office  should  be  provided  for  the  fore- 
man.   If  this  can  be  an  elevated  structure  it  will  save  floor  space. 

In  large  houses  the  general  office  for  the  clerks  and  the  private 
office  lot  the  agent  should  be  provided  by  a  second  story  over  the  in- 
bound house,  and  in  the  second  story  should  also  be  a  space  for  files 
and'  stationery  cases,  toilets  and  locker  facilities  for  clerks.  This  all 
should,  as  far  as  possible,  be  in  view  from  the  desks  of  the  agent  or 
chie:^  clerk.*  The  Cashier  and  his  clerk  should  ordinarily  be  located  on 
the  first  floor. 

Where  possible  it  is  preferable  to  have  the  clerks'  and  agerif's  offices, 
the  toilet  rooms,  etc.,  for  the  freight  handlers  and  draymen,  the  room 
for  "over,  short  and  damaged  freight"  and  the  cooperage  room  for 
repairing  broken  packages,  etc.,  all  in  one  section.  In  the  larger  ter- 
minals provision  may  be  wanted  to  care  for  perisliable  freight,  and  when 
it  is  provided  it  should  also  be  located  in  this  section; :4niTy: 

Heating   Plant  and   Freight  Handlers'  Toilets. 

The  basement  should  house  the  heating  plant,  with  room  for  coal, 
and  is  sometimes  a  good  place  for  toilets  for  the  freight  handlers  and 
draymen  and  for  locker  and  lunch  rooms  for  the  freight  handlers. 

Transfer  Platform. 

Where  both  outboiind  and  inbound  houses  are  arranged' jn  the  same 
layout  a  transfer  platform  is  usually  included.  One  of  the  best  designs 
for  covering  these  platforms  is  a  butterfly  shed,  with  the  posts  located  in 
the  center  of  the  platform.  Where .  this  design  is  used  the  platform 
should  not  be  less  than  12  ft.  wide,  to  provide  room  for 'trucks  between 
the  posts  and  the  cars. 

Ramped  Extensions  for  Bulky  Material. 

For  loading  and  unloading  agricultural  implements  and  other  large, 
bulky  packages,  platforms  should  be  built,  usually  as  extensions  to  the 
inbound  and  outbound  houses,  with  ramps  on  the  ends  of  the  plat- 
frrms.  The  extension  platforms  should  be  at  least  8  ft',  wide,  and  if 
possible  16  ft.  wide,  especially  if  covered.  A  stub-end  track  butting 
against  a  platform  with  a  ramp  is  valuable. 
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Cranes. 

Where  no  gantry  crane  is  provided  in  the  freight  yard,  a  stifif 
leg  or  pillar  crane  should  be  provided  on  the  end  of  the  extension  plat- 
form. 

Downspouts. 

It  is  not  good  practice  to  put  downspouts  inside  the  house,  and  in 
placing  them  outside  they  should  be  properly  protected. 

Fenders. 

On  the  team  side  of  all  freight  houses  a  fender  should  be  provided 
to  protect  the  v^alls  from  the  wagon  wheels.  A  good  type  is  one  made  up 
of  an  8-in.  by  lo-in.  timber  set  on  brackets,  with  a  spacer  or  separator 
to  keep  the  timber  approximately  2  in.  away  from  the  wall,  so  that  dirt 
will  filter  through  and  not  collect  on  the  fender. 

Storage. 

In  large  cities  it  is  frequently  advisable  to  build  the  inbound  houses 
eight  to  ten  stories  high,  using  the  ground  floor  for  handling  freight  and 
the  balance  of  the  structure  for  storage,  to  be  leased  to  shippers.  Most 
of  the  material  stored  will  not  be  affected  by  heat  or  cold,  but  provision 
should  be  made  for  cold  and  warm  storage  where  conditions  warrant. 

SHOP     FLOORS. 
Requirements. 

The  essential  requirement  of  a  shop  floor  is  a  good,  hard-wearing 
surface  that  is  level,  smooth,  easy  on  the  feet,  easy  to  truck  loads  over 
and  capable  of  carrying  heavy  loads.  Different  typical  types  of  con- 
struction of  shop  floors  are  illustrated  by  the  following  diagrams  : 

Fig.  I  is  a  type  of  floor  in  general  use,  one  that  is  best  adapted  for 
blacksmith  shops  and  foundries.  It  is  made  by  filling  in  the  space 
between  foundation  walls,  preferably  with  sand  or  gravel,  and  bringing 
the  filling  up  to  the  required  grade,  thoroughly  compacting  it  as  it  is 
placed.  The  filling  should  be  well  flooded,  rolled  and  tamped.  A  five  to 
ten-ton  roller  should  be  used  where  possible. 

Scmening 
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Fig.  I.    Cinder  or  Gravel  Floor,  Especially  Suitable  for  Blacksmith 
Shop,  Foundry  and  Boiler  Shops. 

The  minimum  depth  of  the  finished  floor  should  be  8  in.,  and  if 
the  top  surface  of  the  ground  is  soft  it  should  be  removed  below  this 
depth.    For  a  top  wearing  surface,  hard,  screened  cinders  or  stone  screen- 
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iiigs  sliould  be  used  to  a  depth  of  ahout  2  in.,  and  this  sh(jiihl  l)e  thor- 
oiigldy  wet  down  and  rolled  to  a  firm,  hard  surface.  Where  clay  is  avail- 
able it  often  can,  with  advantage,  he  mixed  with  the  top  surface  and 
rolled  into  place.  This  makes  a  hard  and  more  compact  surface. 
Crude  oil  also,  when  mixed  with  the  top  surface,  tends  to  harden  it  and 
helps  to  prevent  the  wearing  stirfacc  from  becoming  broken  up. 

This  type  of  floor  is  often  used  where  an  inexpensive  floor  is 
required,  or  where,  on  account  of  a  heavy  fill  inside  of  foundation  walls, 
a  more  expensive  floor  would  fail  on  account  of  settlement. 

This  type  is  not  well  adapted  for  trucking,  and  often  an  industrial 
track  about  two  feet  wide,  with  small  push-cars  or  a  close-planked  run- 
way, may  be  desirable  where  the  most  material  has  to  be  moved.  Spe- 
cial foundations  are  necessary  for  all  machinery. 

-  Plank  Floor  on  Cinder  or  Gravel. — This  type  of  floor,  illustrated 
by  Fig.  2,  is  often  found  desirable  where  a  heavy  fill  inside  of  founda- 
tion walls  is  required,  where  settlement  may  occur  and  where  the  type 
of  floor  shown  in  Fig.  i  would  not  answer,  on  account  of  the  volume 
of  trucking  required  or  on  account  of  the  necessity  of  gathering  up  and 
saving  scrap  material,  as  in  a  machine  shop. 
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Temporary  Floor. 
Fig.  2.    Plank  Floor  on  Cinder  or  Gravel. 

It  consists  of  planking,  spiked  to  sleepers  resting  on  the  filled 
material  between  the  foundation  walls.  The  filling,  preferably  sand  or 
gravel,  should  be  settled  as  mentioned  in  connection  with  Fig.  i,  and 
should  be  brought  up  to  within  9  in.  of  the  finished  floor  grade.  On 
this  should  be  placed  6  in.  of  cinders,  gravel  or  other  material  of  a 
porous  nature,  in  the  top  surface  of  which  4-in.  by  6-in.  sleepers  are 
embedded,  spaced  about  3  ft.  centers.  They  should  be  laid  with  run- 
ning broken  joints.  This  makes  a  fairly  good  working  surface,  which 
will  last  at  least  four  years,  at  which  time  all  settlement  should  have 
taken  place  in  the  filling,  and  a  better  type  of  floor  can  be  used.  Long- 
leaf  yellow  pine  will  last  longer  than  short-leaf  yellow  pine,  but  will 
cost  more.  Fir  and  hemlock  will  longer  resist  decay  than  will  short- 
leaf  yellow  pine,  but  they  will  not  wear  as  long  and  are  not  as 
good  as  long-leaf  yellow  pine.  Special  care  should  be  taken  to  have  the 
sleepers  and  plank  thoroughly  seasoned.  For  this  reason  it  often  is 
advantageous  to  get  the  lumber  early  on  the  site  of  the  work,   stack  it 
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and  allow  it  to  season.  Additional  life  may  be  obtained,  if  desired,  by 
creosoting  the  sleepers,  or  both  sleepers  and  plank.  A  cinder  bed  under 
the  sleepers  will  give  a  little  longer  life  than  sand  or  gravel. 

Special  Foundations. 

Special  foundations  are  necessary  for  all  machinery  and  where  jack- 
ing is  done. 

Wood  Block  Floors. — Wood  block  floors,  shown  in  Fig.  3,  are  often 
used  and  have  these  advantages : 

They  can  be  easily  repaired,  are  easy  to  work  and  truck  on  and 
do  not  damage  falling  tools.  They  need  a  concrete  base  to  distribute 
heavy  loads  which  may  bear  on  a  few  blocks  only. 

The  filling  between  foundation  walls  is  done  as  in  Fig.  i,  and  includes 
a  6-in.  bed  of  compacted  cinders.  On  the  cinders  is  laid  a  6-in.  coursfe 
of  1 :3 :5  concrete.  Steel  reinforcement  may  often  be  placed  in  the  con- 
crete to  advantage,  particularly  over  soft  spots  in  the  filling,  or  where 
heavy  loads  are  apt  to  be  placed.  The  reinforcement  should  be  placed 
either  near  the  top  or  bottom  surface  of  the  concrete,  depending  upon 
local  conditions.     Sand  should  be  spread  over  the  concrete  and  brought 
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Fig.  3.    Wood  Block  Floor. 


with  a  board  or  template  to  a  uniform  thickness,  which,  when  com- 
pacted, will  amount  to  one  inch. 

On  the  sand  bed  place  the  wood  blocks,  which  should  be  of  an 
even  thickness  of  at  least  4  in.  The  blocks  should  be  cut  across  the 
grain  so  that  they  can  be  laid  with  the  ends  of  the  fiber  exposed  to 
wear.  They  should  be  uniform  in  width,  but  may  be  variable  in  length, 
although  blocks  of  a  uniform  length  can  be  laid  quicker  and  more 
cheaply. 

Wood  blocks  should  be  creosoted  and  can  be  made  from  any  mate- 
rial suitable  for  such  treatment.  Generally,  however,  the  blocks  are  of 
short-leaf  yellow  pine,  although  long-leaf  yellow  pine  blocks  give  the 
greatest  wear. 

The  blocks  should  be  laid  with  the  fiber  vertical,  and  with  close 
joints,  with  at  least  a  2-in.  lap.  Expansion  strips  i  in.  in  thickness 
should  be  placed  every  50  ft.  across  building  and  at  the  sides  of  the 
building,  or  at  any  break  in  the  floor  surface.     The  blocks   should  be 
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tanipccl  or  rolled  to  an  on  en  smfacc,  joints  lillcd  to  within  I  in.  of 
top  surface  with  ."^and,  and  the  balance  of  the  joints  filled  with  No.  2 
street  pitch. 

Immediately  after  placinj,^  the  pilch  there  should  he  spread  hot,  dry 
sand  or  gravel  over  the  blocks  to  take  up  surplus  pitch. 

Creosoted  Planks. 

Creosoted  planks  are  sometimes  used  in  place  of  the  concrete  1)ase. 
The  resulting  floor  is  not  nearly  as  good  as  one  with  a  concrete  base  and 
is  generally  equally  costly. 

Special   Foundations. 

Special  concrete  foundations  are  necessary  for  heavy  machinery,  but 
for  small  machinery  the  foundations  may  be  built  up  from  the  con- 
crete base  of  a  size  as  may  be  required  for  the  setting  of  the  machine. 

Scrap    Lumber    Made    into    Blocks. 

Scrap  lumber  (oak  and  yellow  pine)  is  often  used  for  shop  floor 
blocks.     The   mill   can   take   cuttings   and   condemned   lumber   and   saw   it 
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Fig.  4.    Floor  on  Concrete  Base. 

up  at  odd  times.  Consequently  such  blocks  cost  practically  nothfng  for 
material  and  very  little  for  labor.  Such  floors  are  often  laid  directly  on 
filling  or  on  plank,  but  they  do  not  last  over  four  or  five  years,  and  care 
must  be  taken  to  provide  more  expansion  joints  than  with  creosoted 
blocks. 

Hexagonal  Blocks. 

Hexagonal  blocks  are  sometimes  used.  They  should  be  not  less 
than  5  in.  nor  more  than  7  in.  deep,  and  all  blocks  for  one  job  should 
be  of  the  same  size.  Blocks  of  this  type  have  no  particular  advantage, 
except  that  they  are  more  stable,  as  they  have  more  friction  on  the  side 
surfaces  and  are  not  so  easily  tipped  up  at  the  corners. 
Expensive. 

A  wood-block  floor  with  a  concrete  base  is  generally  fully  as  expen- 
sive as  any  good  type  of  floor,  and  often  has  to  be  relaid,  due  to  buck- 
ling. 

Asphalt  Block  Floors. — Asphalt  blocks,  about  4  in.  by  12  in.  by  4 
in.,  are  sometimes  used  to  advantage,  as  they  come  on  the  job  all  ready 
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and  can  be  laid  like  wood  blocks  or  like  brick.  They  do  not  need  expan- 
sion joints,  nor  does  the  laying  of  them  require  any  skilled  supervision. 
They  do  not  heave;  they  stay  smooth  and  wear  slowly,  without  chip- 
ping, except  that  where  there  is  continuous  dripping  of  oil,  as  directly 
under  a  vise,  they  soften  and  wear  faster  than  at  other  points.  They  can 
be  more  easily  taken  up  and  repaired  than  other  types. 

PLANK    FLOOR    ON    CONCRETE. 

Expensive. 

Fig.  4  shows  a  wooden  floor  with  a  concrete  base.  It  is  a  good 
type  of  floor,  as  it  gives  a  fine  surface,  either  to  work  on  or  to  truck 
over.    However,  it  is  expensive. 

The  filling  and  concrete  base  should  be  placed  as  for  a  wood  block 
floor.  Fig.  3,  except  that  in  the  top  surface  of  the  concrete  there  should 
be  embedded  4  in.  by  6  in.  creosoted  sleepers.  On  these  sleepers  should 
be  laid  2-in.  plank,  dressed  to  even  thickness  and  width.  This  should  be 
laid  with  running  broken  joints.  On  the  planks  should  be  laid  a  top- 
wearing  surface  of  i^  by  3^  D.  &  M.  maple  flooring,  with  ends  matched, 
laid  parallel   to  the   direction  of  the  maximum   trucking,   and  with    run- 
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Fig.  5.    Tar- Rock  Floor. 

ning  broken  joints.  The  flooring  should  be  end  matched  and  bored  for 
nailing,  for  which  there  is  little,  if  any,  extra  cost.  A  square-edged 
floor  may  be  used.  It  costs  less,  but  is  not  quite  so  smooth  and  will 
require  attention  to  maintain  a  good  surface.  It  is  especially  desirable 
that  the  2-in.  plank  should  be  thoroughly  seasoned,  and  for  this  rea- 
son it  should  be  brought  on  the  site  of  the  work  early,  stacked  and 
allowed  to  season. 

Life. 

This  type  of  floor  should  ordinarily  last  from  ten  to  twelve  years, 
and  generally  fails  from  dry  rot  to  the  sleepers  and  the  under  floor. 
Additional  life  may  be  obtained  by  creosoting  the  sleepers  and  under- 
floor  and  by  giving  the  top  surface  of  the  finished  floor  a  good  mop- 
ping of  hot  linseed  oil,  which  also  tends  to  lessen  buckling. 

Foundations  for  Machinery. 

Light  machinery  may  be  lag-screwed  directly  to  this  floor,  and  only 
heavy  machinery  need  be  provided  with  special  concrete  foundations, 
extending  lower  than  the  concrete  subfloor. 

Wood  Floor  Set  in  Tar  Pitch.— Fig.  5  shows  a  wooden  floor  with 
a  concrete  base,  the  wooden  subfloor  being  set  in  a  top  coat  of  pitch 
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and  sand  spread  over  the  concrete.  Either  Portland  cement  concrete  or 
a  tar  concrete  can  be  used  as  a  foundation.  Tliis  is  a  more  permanent 
type  of  floor  than  that  shown  under  Fig.  4,  unless  in  the  latter  case  both 
the  sleepers  and  the  undcr-plank  be  crcosoted. 

Where  Portland  cement  concrete  is  used  it  should  be  laid  as  shown 
in  Fig.  4.  Where  the  tar  concrete  is  used,  on  the  compacted  filling  between 
foundation  walls  there  is  laid  4  in.  of  coal-tar  concrete.  The  foundation 
for  this  concrete  should  consist  of  4  or  6  in.  of  screened  gravel  or 
crushed  stone,  none  of  which  should  exceed  2}/2  in.  in  longest  dimen- 
sions or  be  less  than  Y\  in.  size,  mixed  with  special  subfloor  tar  (mini- 
mum amount  stated  below),  so  that  it  will  compact  under  a  roller  after 
being  spread  evenly  in  place.  It  shall  then  be  rolled  until  the  stones  do 
not  creep  under  the  roller.  The  tar  for  this  course  may  be  heated  to 
not  more  than  200  degrees  Fahrenheit,  and  in  cold  weather  the  stone 
shall  be  slightly  heated,  so  the  tar  will  mix  with  the  stone  and  the  stone 
spread  evenly.  The  roller  used  for  this  work  should  weigh  not  less 
than  300  pounds  to  each  foot  in  length.  The  amount  of  tar  used  in  the 
foundation  shall  not  be  less  than : 

6  gals,  for  each  cu.  yd.  of  2^  in.  to     i  in.  crushed  stone. 
9  gals,  for  each  cu.  yd.  of  2^  in.  to  ^  in.  crushed  stone. 

7  gals,  for  each  cu.  yd.  of  coarse-screened  gravel. 
10  gals,  for  each  cu.  yd.  of  fine-screened  gravel. 

If  the  mixing  is  done  w^ith  a  machine,  25  per  cent,  less  tar  will  be 
required. 

The  top  coat  over  the  concrete  should  consist  of  a  fine  sand  thor- 
oughly mixed  with  specially  prepared  tar  in  the  proportion  of  not  less 
than  50  nor  more  than  60  gallons  of  tar  to  each  cubic  yard  of  sand. 
The  sand  should  be  thoroughly  dry  before  mixing,  and  neither  tar  nor 
sand  should  be  hotter  than  225  degrees  Fahrenheit  when  being  mixed 
together.  If  they  are  hot  enough,  so  a  thick  white  smoke  arises  from  the 
mixture,  five  gallons  more  of  tar  for  each  yard  of  sand  should  be 
required.  This  mixture  should  be  spread  evenly  i^  to  i^  in.  (so  it  will 
compact  to  i  in.)  thick  over  the  foundation,  leveled  with  a  straight  edge 
and  followed  closely  with  the  plank. 

The  top  coat  mixture  may  be  tested  as  follows : 

If  10  to  20  cu.  in.  of  the  mixture  at  a  temperature  of  175  degrees  to 
200  degrees  Fahrenheit  be  placed  in  a  tight  vessel  to  a  depth  of  not  less 
than  I  in.  and  "patted,"  it  should  be  deemed  that  the  mixture  contains 
sufficient  tar  if  tar  shows  on  the  surface. 

Two-inch  plank  should  be  laid  on  the  soft  material,  and  bedded  on  it 
by  hammering  until  the  proper  stability  is  obtained  and  the  plank  brought 
to  a  proper  level  and  toe-nailed  together.  If,  after  hammering,  any 
plank  is  below  the  proper  level,  the  plank  should  be  taken  up  and  more 
of  the  top  coat  spread  on. 

In  order  to  insure  the  use  of  seasoned  plank,  it  is  desirable  that  the 
plank  should  be  on  the  premises  as  long  as  practicable  before  being  laid 
and  stacked,  so  that  they  will  have  the  best  opportunity  of  seasoning, 
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and  covered  with  boards  to  protect  from  rain.     If  green  plank  are  used 
and  covered  with  a  hardwood  floor  dry  rot  may  result. 

Foundation. 

Cinders  make  a  foundation  in  every  way  as  good  as  stone,  but  they 
require  at  least  15  gallons  of  this  special  tar  to  the  cubic  yard  and  far 
more  rolling  to  properly  compact  them. 

Sand  may  also  be  used  for  the  foundation,  but  at  least  20  gal.  of 
tar  will  be  required  to  each  cubic  yard,  and  different  special  tar  must 
be  used.  The  sand  will  also  need  to  be  heated  before  the  tar  will  mix 
with  it  properly.  If  desired,  either  a  cinder  or  sand  foundation  may  be 
compacted  with  a  rammer  instead  of  a  roller. 

Machinery  Foundation. 

Light  machinery  may  be  attached  to  this  floor  without  additional 
foundation,  but  for  heavy  machinery  special  concrete  foundation  will 
have  to  be  provided. 

Concrete  Floor. — Fig.  6  makes  a  cheap  and  fairly  permanent  floor, 
is  easy  to  truck  over,  is  easily  cleaned,  is  sanitary,  and  has  the  advantage 
that  no  special  foundations  have  to  be  provided,  except  for  the  heavier 


EXPAn5/0/S  JV/ATT-, 


Top  Oe  IV£AIZJMj-  3UBF-AC£r 


Fig.  6.    Concrete  Floor. 


types  of  machinery.  Light  machinery  is  simply  bolted  to  the  floor.  In- 
dustrial tracks  may  be  easily  and  cheaply  installed  in  the  floor  with  the 
head  of  the  rail  flush  with  the  top  surface.  This  floor,  however,  easily 
damages  falling  tools,  it  is  hard  to  work  on,  and  quite  easily  becomes 
worn  in  spots. 

Fill. 

In  making  it,  fill  in  as  for  the  other  types  of  floors  and  over  the 
filling  spread  about  6  in.  of  hard-screened  cinders  properly  compacted. 
Then  lay  a  concrete  floor  7  in.  thick  of  the  same  concrete  proportions 
given  in  connection  with  Figs.  3,  4  and  5,  with  the  exception :  that  the 
top  or  finished  surface  should  be  composed  of  one  part  Portland  cement 
and  one  to  two  parts  torpedo  sand,  troweled  smooth  to  a  sidewalk  finish 
before  the  base  has  taken  its  initial  set.  Provision  must  be  made  for 
expansion  by  putting  in  slabs  not  over  8  ft.  by  16  ft.  alternately  with 
small  V-points. 
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Screenings,  Top. 

Somctitncs  gratiile  screenings  are  nscd  instead  of  torpedo  sand  to 
t;ive  additional   wearing  life.     The  cost  is  somewhat  increased. 

Porous. 

Ordinary  concrete  lloors  are  porous  and  constant  wear  results  in 
granulation  and  abrasion,  starting  holes  which  rapidly  increase  in  size 
and  gradually  make  the  floors  useless.  The  heavy  wear,  trucking  and 
constant  hard  usage  make  them  wear  unevenly  and  break  up. 

Concrete  Floor  with  Special  Finish. — Fig.  7  shows  a  concrete  floor 
with  a  special  top  finish.  It  is  designed  to  be  more  lasting  than  the 
usual  concrete  floor,  as  the  special  top  is  designed  to  stand  harder  wear, 
and  to  keep  floor   surface   from  becoming  rough. 

There  are  several  special  materials  on  the  market  that  are  used  for 
the  top  finish  which  give  good  results. 

The  special  surfaces  generally  consist  of  some  mineral  powder  mixed 
with  other  substances.  When  applied,  the  particles  of  this  powder  ex- 
pand,  filling  the   porous   places   in   the   concrete   and   gives   a   surface   of 
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Fig.  7.     Special  Surface  on  Concrete  Floor. 

flint-like  hardness,  making  a  dustproof,  wear-resisting  and  waterproof 
floor.  One  advantage  is  that  this  topping  can  be  applied  after  the  base 
is  set  without  materially  hurting  its  efficiency.  These  special  top  dress- 
ings may  also  be  used  to  advantage  in  patching  old  damaged  concrete 
floors    without   renewing   them. 

Asphalt  Floor. — Fig.  8  is  considered  to  be  an  ideal  floor  for  shops, 
if  properly  laid  with  the  correct  materials  and  mixtures.  Experienced 
supervision  must  be  employed  to  get  the  best  results.  Similar  floors  are 
still  in  service  and  in  fair  condition  after  having  been  laid  25  years. 

Floors  of  this  type  will  outwear  others  several  times.  They  give 
the  qualities  which  are  desirable  in  a  floor,  and  are  without  the  objec- 
tionable features  which  have  been  mentioned  in  connection  with  other 
floors.  They  are  easy  to  walk  on  and  truck  over,  and  the  more  the 
traffic  the  more  dense  and  durable  they  become.  They  do  not  grind 
away  material  under  truck  traffic,  they  do  not  easily  wear  uneven,  do  not 
easily  crack  or  disintegrate,  are  noiseless  and  dustless,  and  can  be  kept 
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clean  by  broom  or  mop,  or  occasionally  by  flushing  with  a  hose.  They 
are  sanitary,  water  and  fireproof,  and  are  easily  repaired.  The  filling 
and  concrete  subfloors  arc  laid  the  same  as  for  other  types  of  floors. 
The  top  of  the  concrete  should  be  drawn  out  under  a  straight-edge 
struck  off,  but  not  troweled. 

Mj^stic  blocks  should  be  delivered  on  the  ground  plainly  marked 
with  name  of  the  brand,  and  broken  up  before  placed  in  the  mastic 
boiler.  Asphalt  flux  should  then  be  added  and  both  allowed  to  cook 
until  the  mastic  blocks  are  entirely  melted.  Washed  torpedo  gravel, 
torpedo  sand,  crushed  limestone  or  granite,  in  the  proper  percentage  to 
give  the  required  hardness,  should  then  be  added,  and  thoroughly  mixed 
into  the  mass  by  iron  stirring  rods,  and  the  temperature  of  the  mixture 
brought  to  450  degrees  Fahrenheit.  The  material  must  be  constantly 
stirred  to  prevent  burning,  and  then  removed  from  the  kettles  in  all-iron 
wheelbarrows  or  oak  buckets,  and  taken  to  the  work  as  required. 

The  gravel  or  stone  must  be  thoroughly  dry  before  being  put  into 
the  mastic  and  should  be  clean,  well-graded  material,  which  contains  no 
particles  larger  than  would  pass  through  a   ^-in.  mesh. 
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Fig.  8.    Rock  Mastic  Floor. 


Native   bitumens    do   not    give   as   good   results    as    do   the    imported 
mastics.  :  - 
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BRICK   FLOOR.  ■'•'»'     • 

Fig.  9  shows  a  brick' floor  with  a  concrete  base;.  Siich  floors  are 
easily  repaired,  easily  cleaned,  sanTtary,  fairly  cheap,  but  are  hard  to 
tr,uck  over,  hard  for  men  to  work  on  and  hard' on  falling  tools.  The 
filling,  concrete  base  and  one-inch  sand  cushion  are 'placed  as  for  a 
wood  block  floor.  Over  this  is  laid  the  brick  floor.  The  bricks  should  be 
vitrified,  repressed  pavers  laid  edgeways  and  carefully  tamped  or  rolled 
to  insure  an  even  top  surface.  The  intervening  spaces  between  bricks 
should  be  filled  with  Portland  cement  and  sand  of  a  one-to-one  mixture, 
and  poured  as  a  thin  grout,  followed  up  with  a  stiffer  mixture,  and 
eovetfed  over-  with  sand.  Expansion  joints  are  necessary,  as  for  creo- 
soted  blocks,  but  the  joints  need  not  be  so  large. 


766 


IJUILDJNGS. 


Foundation    for    Machinery. 

Special  loundations  for  marhiiu'iN  must  l»i-  proxidcd,  as  with  a  creo- 
sott'd    block    lloor. 

SI'K(  JKK.ATIONS    l-OK    WOOD    l{I,0(  K    M.OOK. 

Wood  blocks  for  freight  house  floors,  if  treated  with  creosote,  should 
not  have  a  sufficiently  heavy  treatment  to  cause  the  surplus  oil  to  work 
to  the  surface;  otherwise  there  is  liability  of  freight,  such  as  flour,  coflPee, 
etc.,  in  bags,  being  ruined.  The  zinc  treatment  would  be  preferable,  in 
that  there  is  no  odor  or  surplus  fluid. 

For  shops,  engine  houses,  etc.,  the  regular  street  block  will  be  satis- 
factory. 

In  procuring  bids  on  paving  blocks,  the  manufacturers  should  be 
required  to  give  a  specification  outlining  the  method  and  amount  of 
treatment  given,  to  guide  the  engineer  in   his  selection. 

SPECIFICATION    FOR    ASPHALT    MASTIC    FLOORS. 

For  asphalt  mastic  floors,  each  manufacturer  bidding  should  be  re- 
quired   to    give   a    definite    specification,    showing    in    detail    the    material 
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Fig.  9.    Paving  Brick  Floor. 

entering  into  the  mixture ;  and,  in  addition  to  this,  should  be  made  to 
guarantee  the  material,  for  a  period  of  five  (5)  years,  not  to  buckle, 
crack  or  disintegrate ;  and  the  material  should  be  of  proper  consistency 
so  that  in  warmer  months  of  the  year  it  will  not  become  soft  enough  to 
corrugate,  and  in  the  winter  time  it  will  not  crack. 

The  railroad  company  reserves  the  right  to  take  up  a  small  piece, 
approximately  one  foot  square,  for  test  to  determine  whether  or  not  the 
specifications  have  been  complied  with. 

(B)  REST  HOUSES. 
Purpose. 

Rest  houses  are  built  to  furnish  hotel  accommodations  for  trainmen 
held  at  terminals  away  from  home.  The  need  of  these  houses  is  in- 
creasing with  the  construction  of  large  terminals  away  from  the  centers 
of  the  towns.     With  them  the  men  can  be  given  clean  and  satisfactory 
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accommodations,  are  kept  out  of  temptation,  are  in  better  condition  for 
their  work,  and  are  close  at  hand  when  wanted.  The  success  of  the 
house  is  dependent  very  largely  upon  the  manager.  With  a  man  having 
the  requisite  ability  and  enthusiasm,  the  house  and  its  associations  can 
be  made  attractive  and  to  have  a  valuable  influence. 

Railroad  Y.  M.  C.  A. 

The  Railroad  Y.  M.  C.  A.,  which  operates  many  of  the  houses,  is 
able  to  help  find  good  managers  and  through  its  experience  to  assist  in 
getting  good  results.  Its  methods,  which  put  part  of  the  management 
upon  the  men,  usually  work  successfully.  A  house  built  for  their  use  is 
not  different  from  what  will  give  good  results  if  run  directly  by  the 
railroad.  We  are  indebted  to  some  of  their  officers  for  assistance  in 
preparing  this  report. 

Site. 

Too  often  proper  attention  is  not  given  to  getting  a  desirable  site, 
the  fact  being  overlooked  that  the  extra  cost  of  such  a  site  may  be  a 
very  small  part  of  the  total.  Questions  of  freedom  from  smoke  and 
noise,  of  accessibility  for  supplies,  water  supply  and  sewage  disposal,  the 
chance  of  using  exhaust  steam  from  a  shop  heating  plant  for  heating,  an 
attractive  outlook  and  the  convenience  of  the  men  using  it  are  all-im- 
portant. 

Sewage. 

Where  a  sewer  is  not  accessible,  a  septic  tank  for  treatment  of 
sewage  is  desirable. 

Requirements  of  Design. 

The  design  of  the  rest  house  must  vary  with  the  character  of  the 
traffic  in  which  the  men  to  be  accommodated  are  engaged.  At  some 
points  the  taking  care  of  regular  boarders,  such  as  shopmen,  switchmen 
and  telegraph  operators,  and  the  average  length  of  lay-over  of  the  road- 
men must  be  considered. 

Entrance. 

There  should  be  but  one  public  entrance.  The  entrance  lobby  should 
be  a  room  large  enough  to  serve  as  a  center  for  the  activities  of  the 
building,  and  to  contain  an  office  for  the  manager. 

Attractiveness. 

Especial  effort  should  be  made  to  have  it  attractive  and  give  a  pleasing 
j'lrst  impression. 

Register  and  Sales  Counter. 

There  should  be  a   counter  where   a  register   can  be  kept,  and   also 
-pace  provided  for  the  sale  of  necessary  articles. 
Office  With  View. 

The  office  should  have  room  for  a  desk,  where  necessary  clerical  work 
an  be  done.  It  should  be  located  so  that  the  attendant  can  have  the 
ullest  possible  view  of  the  reading  and  amusement  rooms  and  of  the 
lining  room. 
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Private  Office. 

A  private  ofticc  for  tlic  manager  is  sometimes  tliought  necessary,  hut 
in  smaller  houses  this  can  be  avoided. 

Check    Room   and   Safe. 

There  should  be  a  check  room  and  ,a  safe  for  valuables. 
Lockers. 

Lockers  aliowinj^  the  storage  of  articles  to  be  left  in  the  house 
between  trips  are  also  desirable.  To  them  the  men  should  have  access, 
and  they  can  usually  be  put  in  the  basement. 

Bedrooms. 

No  provision  is  ordinarily  made  for  using  the  bedrooms  except  for 
sleeping  purposes. 

Counter  Lunch  for  Freight  Trainmen. 

For  the  house  serving  mostly  freight  trainmen,  tables  are  not  neces- 
sary in  the  dining  room,  and  a  counter  gives  in  many  ways  more  satis- 
factory results.  It  is  easier  and  cheaper  to  serve,  and  less  space  is  re- 
quired.   The  roadmen  ordinarily  prefer  the  counter. 

Tables  for  Regulars  and  Passenger  Men. 

Where  there  is  a  considerable  proportion  of  regular  boarders  or  pas- 
senger men  there  should  be  tables  in  addition  to  the  counter. 
Tablecloths. 

Tablecloths  are  very  hard  to  keep  in  an  attractive  condition,  and 
sometimes  the  tables  are  used  without  cloths.  However,  some  of  the 
Y.  M.  C.  A.  men  think  that  a  table  set  with  a  cloth  is  worth  the  cost,  in 
that  it  has  a  restraining  home  influence. 

Counter. 

The  counter  top,  as  a  rule,  is  3  ft.  i  in.  above  the  floor,  but  some 
counters  are  built  approximately  30  in.  above  the  floor — the  same  as  a 
table — and  in  counters  of  this  height  it  allows  the  men  to  sit  and  place 
their  feet  on  the  floor  instead  of  having  to  use  a  foot-rail. 

Impervious  Top. 

The  top  should  have  an  impervious  surface  without  cracks  and  open- 
ings where  dirt  and  vermin  can  lodge,  and  the  whole  counter  should  be 
so  constructed  that  the  top  will  project  approximately  12  in.,  so  that  a 
man  can  sit  close  to  the  counter  without  striking  his  knees. 

Open  Under  Counter  at  Floor. 

A  space  of  at  least  6  in.  should  be  left  between  the  floor  and  bottom 
of  the  counter  to  admit  of  thorough  cleaning. 

U-Shaped  Counter. 

It  is  usually  better  to  have  the  counter  U-shaped  (with  the  waiters 
in  the  center),  rather  than  around  the  sides  of  the  room,  with  the  attend- 
ants working  between  it  and  the  w^all.  This  allows  quicker  service.  For 
the  ordinary  house  the  counter  should  be  so  located  that  ready  access  can 
be  had  for  the  attendant  at  the  counter  to  the  desk  at  the  office.    At  the 
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smaller  houses,  particularly,  this  will  allow  for  cutting  down  of  the  force 
to  one  man  at  night. 

Stools. 

At  the  lunch-counter  metal  stools  with  revolving  wood  tops  and  a 
large  flaring  base  that  can  be  securely  fastened  to  the  floor  are  recom- 
mended.   They  should  be  spaced  not  less  than  27  in.  on  centers. 

Chairs. 

Metal  chairs,  with  wood  seats,  are  recommended  at  tables. 

Kitchen. 

Planning  of  the  kitchen  is  a  very  important  matter. 

Light  and  Ventilation.  ; 

It  should  be  light  and  have  good  ventilation. 

Fan. 

In  a  large  kitchen  an  exhaust  fan  is  desirable.  This  will  pull  from 
the  rest  of  the  house  and  will  keep  cooking  odors  out  of  the  building. 

Range  Hoods. 

There  should,  in  any  event,  be  hoods  over  the  range  to  carry  ofif 
odors,  and  the  chimney  should  have  a  flue  for  this  purpose. 

Plan. 

The  kitchen  should  be  so  planned  that  there  will  be  a  minimum  of 
interference  between  the  waiters  and  the  cooks  and  dish-washers. 

Separate  Waiters  from   Kitchen   Help. 

The  waiters  can  often  be  kept  separate  from  the  kitchen  help  by  the 
tables.  The  food  should  ordinarily  move  directly  from  the  storeroom  and 
ice  box  to  the  ranges  and  serving  and  steam  tables. 

Shelf  Room. 

Ample  shelf  room  for  dishes  and  stores  must  be  planned  for.  While 
for  cleanliness  it  seems  desirable  to  keep  the  kitchen  as  free  from  shelves 
and  cupboards  as  possible,  it  is  economical  to  have  supplies  and  utensils 
accessible;  but  a  separate  storeroom  makes  it  harder  to  supervise  the 
help,  giving  a  convenient  place  for  loafing.  ' 

No  Outside  Entrance  to  Storeroom. 

If  a  storeroom  is  provided,  it  should  not  have  an  outside  entrance, 
as  it  is  practically  impossible  to  keep  it  locked,  and  this  encourages 
thieving. 

Ice  Box. 

Too  often  sufficient  room  is  not  allowed  for  the  ice  box.  There 
should  be  no  skimping  in  providing  ample  refrigeration,  as  without  it 
there  is  a  chance  for  considerable  loss.  The  location  of  the  ice  box  is 
important. 

Outside  Ice  Door. 

It  should  have  an  outside  opening  for  the  ice.  Adequate  drainage 
should  be  provided. 
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Steam  Tables. 

Stiaiu  tahk's  should  he  provided  wlicrc  practicable,  even  in  tiic  small 
houses.  They  save  fuel,  are  cleanly  and  for  many  articles  give  better 
results  than  a   ranRe. 

Pastry  Room. 

With  a  separate  i)astry  room  in  the  larger  houses  the  work  can 
then  he  done  without  interference  with  the  regular  work  and  with  more 
cleanliness.  In  a  small  house  such  an  arrangement  would  require  more 
help,  and   is  not  ordinarily   desired. 

Cool  Room. 

In  the  basement  a  cool  room  is  desirable  so  that  large  quantities  of 
vegetables   can  be   bought  at  one  time. 

Coal  Storage. 

In  the  basement  there  should  be  provided  ample  room  for  the  stor- 
age of  coal  for  ranges  and  for  the  heating  plant,  where  impossible  to 
locate  the  plant  outside  of  the  main  building.  Frequently  a  bin  large 
enough  to  take  a  carload  is  desirable.  A  small  metal  coal  bin  should  be 
provided  near  the  kitchen  range. 

Heat. 

It  is  good  practice  to  locate  the  house  so  that  heat  can  be  had  from 
a  shop  power  plant.  With  a  vacuum  heating  system  steam  can  be  eco- 
nomically piped   for  at  least  half  a  mile  under   favorable  conditions. 

Sleeping   Rooms. 

Sleeping  rooms  should  be  cut  off  from  the  rest  of  the  house  so  that 
odors  from  the  dining  room  and  kitchen,  and  noise  and  smoke  from  the 
lounging  rooms  and  office  are  kept  out.  Doors  at  the  head  or  foot  of 
the  stairways  are  ordinarily  necessary.  This  also  allows  a  more  eco- 
nomical use  of  heat. 

Small   Rooms. 

Small  sleeping  rooms  are  preferable  to  dormitories,  and  for  economy 
of  space  rooms  8  by  lo  ft.  are  recommended.  This  size  will  accommodate 
two  beds.     Chairs  and  coat  hooks  should  be  provided. 

Ventilation. 

Ventilation  for  the  sleeping  rooms  should  be  provided  by  transoms 
over  the  doors ;  as  a  substitute  an  opening  of  approximately  two  inches 
at  the  top  and  bottom  of  the  doors  can  be  used. 

Roof  Ventilation. 

Ventilation  over  the  ceiling  of  the  top  floor  is  very  desirable  to 
avoid  excessive  heat  in  the  sleeping  rooms  in  hot  weather. 

Partitions  Above  Floor  and  Below  Ceiling. 

Partitions  are  sometimes  stopped  about  a  foot  from  the  floor  and  a 
foot  or  two  from  the  ceiling.  This  puts  control  of  ventilation  and 
heating  of  the  sleeping  rooms  in  charge  of  the  manager,  but  gives  a 
house  which  is  hard  to  keep  clean,  and  the  half-open  rooms  cannot  be 
fumigated    or    swept    without    disturbing    occupants    of  ^  adjacent    rooms. 


BUILDINGS.  771 

Noisy  men  in  one  room  may  disturb  everybody  else  on  the  same  floor. 
With  full  partitions,  occupants  of  rooms  are  able  to  adjust  heat  and 
ventilation  to  suit  themselves.  Some  houses  with  open  partitions  have  a 
screen  between  the  partition  and  the  ceiling  and  floor  to  keep  intruders 
out. 

Outside  Windows. 

Every  sleeping  room  should  be  provided  with  an  outside  window. 

Table  and  Locker. 

If  regular  boarders  are  to  be  provided  for,  the  room  should  be 
furnished  with  a  table  and  locker. 

Double-deck  Beds. 

Double-deck  beds  are  being  used,  and  while  they  are  economical  in 
space,  they  are  not  as  desirable  as  single  beds.  Under  average  conditions 
beds  for  about  75  per  cent,  of  the  number  to  be  provided  for  daily  are 
necessary. 

Recreation    Rooms. 

The  amount  of  room  for  amusement,  reading,  etc.,  is  to  be  deter- 
mined by  the  character  of  the  service  for  which  provision  is  made.  It  is 
important  that  no  skimping  be  done  in  this  respect  if  full  value  is  to  be 
had  from  the  house. 

It  seems  to  be  the  generally  accepted  opinion  that  open  rooms  con- 
nected together  with  wide  openings  are  better  than  reading  and  amuse- 
ment rooms  separate  from  the  lobby.  The  men  can  be  kept  under  the 
eye  of  the  manager  easily,  and  the  number  who  want  quiet  is  not  or- 
dinarily great,  although  in  a  big  house  provision  for  them  may  be  desir- 
able. Provision  for  bowling  alleys,  pool  tables  and  other  games  in  addi- 
tion to  the  reading  room  are  desirable,  bowling  alleys  to  be  located 
where  the  noise  will  be  least  objectionable. 

Porch. 

A  big  porch  adds  much  to  the  comfort  of  the  house ;  as  a  general 
proposition  it  should  not  be  located  on  the  street  side,  as  some  men  are 
likely  to  make  unbecoming  remarks  to  passersby. 

Foot  Rest. 

A  foot  rest  of  3-in.  gas  pipe,  about  ten  inches  out  from  the  porch  rail 
and  about  two  feet  from  the  floor,  supported  by  brackets,  makes  a  good 
foot  rest  and  saves  wear  on  the  paint. 

Toilet  Room  Floors. 

The  toilet  room  floors  should  be  of  composition  or  tile. 

Breakage  of  Fixtures. 

Much  damage  has  been  done  by  leakage  from  shower  baths  on  the 
upper  floors  and  especial  care  should  be  taken  to  prevent  this. 

Separation  of  Fixtures. 

For  sanitary  reasons  the  baths  and  washroom  should  be  separate 
ifrom  the  other  fixtures. 
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Omission  of   Urinals. 

Urinals  an-   llii    hardist   fixtiins   U)  keep  clean,   and,   as  a  rule,   they 
should  be  omitted  and  water-closets  with  cr)untcrl)alanccd  scats  provided. 

Slop  Sinks. 

At  a  convenient  location  on  each  sleeping  l1o(;r  a  slop  sink  should  be 
provided. 

Toilet  on  Each  Sleeping  Floor. 

There  preferably  should  be  toilet  rooms  and   baths  on  each   sleeping 
floor. 
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Arrangement  for  Shower  Baths  in  Rest  Holtses. 


General   Toilet. 

On  the  first  floor  or^  in  the  basement  there  should  also  be  toilet 
facilities,  including  wash  bowls.  In  connection  wuth  these  facilities  baths 
are  desirable  for  those  who  do  not  wish  assignment  to  a  sleeping  room. 
It  is  preferable  to  have  them  convenient  to  the  lockers. 
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Few  Tubs. 

Very  few  tubs  should  be  used,  as  it  is  ahnost  impossible  to  keep 
them  and  the  floor  underneath  properly  cleaned,  but  there  are  some  men 
who  prefer  the  tub  to  the  shower. 

Individual  Showers. 

Individual  showers  where  provided  should  be  arranged  as  illustrated 
by  attached  sketch. 

Linen  Closets. 

Linen  closets  should  also  be  provided  on  the  sleeping  room  floors, 
and  ample  room  for  storage  in  connection  with  the  office  is  also  desirable. 
Dark  spaces  not  available  for  sleeping  rooms  can  be  thus  utilized. 

Lecture  Room. 

A  room  which  can  be  used  for  lectures  and  assemblies  of  various 
kinds  is  sometimes  quite  desirable,  especially  where  it  is  possible  to  make 
some  effort  for  entertainment  of  the  men.  Such  rooms  are  also  at 
times  valuable  for  the  railroad  officers  in  handling  investigations  and 
instruction  classes,  the  rest  house  being  often  a  desirable  place  for  such 
work.  However,  it  has  been  found  by  experience  at  some  houses  that 
such  rooms  were  not  used  often  enough  to  warrant  their  cost  and  that, 
where  necessary,  a  part  of  one  of  the  amusement  rooms  could  temporarily 
be  shut  off. 

Emergency  Hospital. 

Consideration  should  be  given  to  the  provision  of  a  small  emergency 
hospital. 

Quarters  for  Manager  and  Family. 

In  many  localities  suitable  quarters  for  the  manager  and  his  family 
are  necessary  in  the  building. 

Separate  Toilet  for  Women. 

Where  there  is  a  possibility  of  women  being  employed,  the  house 
should  be  so  designed  that  sleeping  quarters  and  toilet  facilities  can  be 
furnished  for  them  separated  from  the  rest  of  the  building. 

Provide  for  Expansion. 

In  planning  the  house  it  is  always  well  to  make  provision  for  expan- 
sion. A  very  large  majority  of  the  houses  already  built  have  had  to  be 
increased  in  size  or  are  badly  in  need  of  it. 

Lighting. 

Electricity  should  be  used  for  lighting  even  if  a  separate  plant  for 
providing  it  is  necessary.  It  is  cleaner  and  the  danger  from  fire  is  much 
less  when  it  is  used. 

Fire   Protection   and   Safety  Appliances. 

Fire  extinguishers,  fire  escapes,  fire  gongs  and  all  the  best  appliances 
for  fire  prevention  should  be  used.  A  fireproof  building  is  to  be  strongly 
recommended.  In  frame  houses  the  kitchen  should  always  be  built  with 
a  view  to  fire  protection. 
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Sanitary   Floors. 

If  a  wooden  structure'  is  luccssars ,  sonu:  sanitary  Moors  can  1)c 
provided,  but  with  a  brick  or  concrete  buildinjj;  their  use  can  be  more 
extended  and  other  improvements,  such  as  a  sanitary  base,  can  be  more 
easily  provided. 

Fireproof  Cost. 

A  fireproof  structure  will  cost  api)roximately  50  ikt  cent,  more  than 
a  wooden  building. 

Sanitation   Made  Easy. 

No  reasonable  expense  should  be  spared  in  making  it  easier  to  keep 
the  house  sanitary.  The  houses  ordinarily  get  shabby  very  easily  and 
materials  and  colors  should  be  selected  which  will  wear  well.  Where 
plastered  walls  are  used  in  the  game  rooms,  lobbies  and  halls,  it  is  de- 
sirable to  have  the  walls,  for  a  height  of  four  feet,  painted  with  dark 
paint. 

Environs. 

Provision  should  be  made  for  pleasing  exterior  surroundings — walks, 
shrubs  and  perhaps  also  provision  for  croquet  and  quoits. 

(C)    METHOD  OF  HEATING  FOR  MEDIUM-SIZED   STATIONS. 

Methods  of  Heating. 

There  are  four  general  methods  of  heating  medium-sized  stations : 
stoves,  hot  air,  steam  and  hot  water. 

In  small  stations  where  there  is  but  one  waiting  room,  or  two  waiting 
rooms  contiguous  and  adjoining  the  office  on  one  side,  a  single  stove  can 
be  used  for  heating  both  office  and  waiting  room  or  rooms. 

Stoves  in  Partitions. 

The  stove  is  placed  in  the  partition  so  that  about  half  of  it  is  in  the 
waiting  room,  and  the  half  with  the  fire  door,  ash  door  and  damper  in 
the  office. 

Protection  Against  Fire. 

The  partition  about  the  stove  and  for  several  feet  from  it  to  be  of 
wire  grillwork. 

Separate  Stoves. 

Where  the  waiting  room  is  not  too  large,  such  a  plant  is  satis- 
factory and  represents  about  the  cheapest  installation  that  will  provide 
comfort  in  cold  weather.  Where  the  waiting  room  is  large  or  where 
two  waiting  rooms  are  separated  by  the  office,  another  stove  is  necessary 
or  a  central  heating  plant  required. 

Large  Stoves  Economical. 

Stoves  of  large  size  are  more  desirable  than  small  ones,  as  they 
give  greater  economy  in  fuel  consumption  and  require  less  attention. 
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Stoves   Hazardous. 

Stoves  are  hazardous  at  best.  In  placing  a  stove,  care  should  be 
laken  to  place  it  at  a  safe  distance  from  wood  walls  or  partitions  and  if 
the  clearance  is  restricted,  metal  shields  with  air  space  should  be  provided 
to  deflect  the  heat. 

Metal  Mat. 

On  wood  floors  a  metal  mat  or  pan  should  be  placed  under  the  stove 
and  project  far  enough  in  front  of  it  to  catch  any  coals  that  may  fall 
out  of  the  fire  or- ash  doors  should  they  be  left  open. 

Smoke  Pipe  Through   Partitions. 

Stove-pipes  should  not  pass  through  the  ceiling.  If  it  is  necessary 
for  the  pipe  to  go  through  a  wood  partition,  it  shoidd  be  protected  by  a 
double  metal  ventilated  thimble  of  fireproof  construction  around  the  pipe. 

Central  Heating  Plant. 

While  accurate  figures  are  not  available,  it  is  the  opinion  of  the 
Committee,  obtained  after  careful  observation,  that  in  stations  in  cold 
climates  where  more  than  two  rooms  are  to  be  heated  and  where  an 
agent  and  operator  are  on  duty  i8  or  more  hours  per  day,  that  a  central 
heating  plant  is  more  economical,  cleaner,  constitutes  a  less  fire  hazard 
and  requires  less  attention  than  stoves. 

Hot  Water  and  Steam. 

The  plant  may  be  of  the  hot  water,  steam  or  hot  air  type.  There  is 
little  choice  between  hot  water  and  steam ;  each  has  some  advantages 
over  the  other. 

Hot  Air. 

Hot  air  is  doubtless  the  least  desirable  of  the  three.  Care  should 
be  taken  in  installation  that  the  boiler,  where  hot  water  or  steam  is  used, 
is  of  ample  size. 

Full-Size  Boiler. 

For  stations  in  northern  climate,  the  boiler  should  be  rated  at  about 
two-thirds  its  advertised  capacity. 

Liberal  Radiation. 

A  very  liberal  ratio  of  radiating  surface  to  cubic  contents  of  room 
heated  should  be  used. 

Closed  System — Hot  Water. 

Where  supervision  can  be  depended  upon  in  care  of  the  plant,  it  is 
sometimes  desirable  in  hot  water  heating  to  use  the  closed  system,  so 
that  the  water  may  be  raised  to  a  higher  temperature  before  boiling. 

Damper  Regulators. 

Thermostats  or  damper  regulators,  properly  designed  for  the  kind  of 
mstallation  used,  are  recommended  as  fuel  savers — they  should  be  auto- 
matic in  operation. 

Hot  Air  Furnaces — Advantages  and   Disadvantages. 

The  advantages  of  heating  by  hot  air  furnace,  as  compared  with 
stoves,    are,    in    general,    its    greater    convenience    and    cleanliness    and 
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greater  economy  of  fuel  and  its  less  cost  of  installation  as  compared  with 
heating  hy  hot  water  or  steam.  Its  main  disadvantages  are  due  to  the 
fire  risk  when  hot  air  furnaces  arc  carelessly  handled,  and  to  its  unsatis- 
factory results  when  a  building  is  so  large  and  has  so  many  rooms  that 
long  air  ducts  are  required.  The  principal  ()l)jecti()n  to  heating  with  hot 
air  is  that  on  windy  days  it  is  impossihlc  to  mainl.'iin  heat  in  all  parts  of 
a  large  room. 

Advantages  of   Hot   Water. 

The  advantages  of  heating  by  hot  water  compared  with  heating  by 
steam  are  mainly  the  less  consumption  of  fuel,  and  the  less  cost  of 
maintenance  of  the  plant,  and  the  greater  ease  with  wdiich  an  even  tem- 
perature is  maintained;  and  in  the  spring  and  fall,  when  a  small  amount 
of  heat  is  required,  it  can  be  readily  secured  by  a  hot  water  plant  with- 
out overheating  the  building.  Steam  radiators  will  not  begin  to  get  warm 
imtil  the  fire  in  the  heater  is  sufficient  to  give  some  steam  pressure, 
whereas  any  increase  in  the  temperature  of  the  water  in  a  hot  water 
heater  will  at  once  cause  the  circulation  of  the  water  in  the  radiators. 

Advantages   of  Steam. 

The  advantages  of  heating  by  steam  compared  with  heating  by  hot 
water  are  that  the  original  cost  of  the  plant  is  at  least  20  per  cent,  less 
and  that  after  steam  is  raised  the  building  is  more  quickly  heated  than 
with  hot  water,  and  that  there  is  less  liability  of  damage  to  the  radiators 
if,  through  neglect,  the  system  is  allowed  to  free?:e. 

Signal  Towers,   Etc. — Hot  Air  From  Stoves. 

For  heating  interlocking  towers  and  similar  buildings,  when  not 
larger  than  about  500  square  feet,  a  hot  air  furnace  made  from  an  ordi- 
nary cast-iron  coal  stove  enclosed  in  a  well-made  case  of  about  No.  22 
or  No.  24  galvanized  iron  is  satisfactory.  A  space  of  six  inches  to  a  foot 
is  left  between  the  stove  and  the  casing  and  a  little  more  than  a  foot 
above  the  top  of  the  stove  where  the  case  converges  into  a  hood.  Two 
hot  air  pipes,  ten  to  twelve  inches  diameter,  lead  from  the  hood  to  the 
register  above.  This  method  of  heating  towers  gives  sufficient  heat  and 
keeps  the  floor  warm,  but  has  been  fonnd  to  be  objectionable  on  account 
of  danger  of  fire  caused  by  overheated  stoves. 

Low  Pressure  Steam. 

A  more  satisfactory  arrangement  is  to  place  a  small  stove  on  the  sec- 
ond floor  of  the  tower,  or  to  use  a  low  pressure  steam  heating  system. 

Chimney. 

The  chimney  should  be  well  built  of  fireproof  material  and  lined  with 
fire  clay  or  terra  cotta  flue  lining.  It  should  start  from  the  ground  and 
be  built  so  that  it  will  not  interfere  v^^ith  the  mechanism  of  the  inter- 
locking machine.  It  is  usually  found  best  to  build  the  chimney  outside 
instead  of  inside  the  tower. ' 

Larger  Buildings. 

For  towers  or  buildings  larger  than  500  sq.  ft.,  hot  water  or  steam 
should  be  used. 
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Storing  Coal. 

The  practice  of  storing  station  coal  in  freiglit  and  baggage  rooms  is 
undesirable.  A  coal  house,  detached  from  the  station  building,  is  prefera- 
ble. For  small  stations  a  coal  box,  holding  from  3  to  5  tons,  is  recom- 
mended. It  should  have  sloping  roof  to  shed  rain,  be  locked  and  be 
located  near  the  freight  or  baggage  room  end  or  back  of  the  station,  but 
not  attached  to  the  building. 

Coal  Bin   Under  Platform. 

For  a  combination  station,  where  the  freight  platform  is  raised,  a 
bin  may  be  built  under  the  platform.  In  territory  where  coal  that  is 
liable  to  ignite  from  spontaneous  combusion  is  used,  it  should  be  pref- 
erably of  concrete  construction  with  reinforced  slab  on  top,  metal  coal 
hole  cover,  and  door  placed  at  the  outside. 

CONCLUSIONS. 

Stations  with  one  or  two  waiting  rooms,  and  an  office,  can  be  heated 
satisfactorily  and  economically  by  the  use  of  stoves,  especially  where  it 
is  not  necessary  to  maintain  an  even  temperature  throughout  the  entire 
day.  The  danger  of  fire  from  the  use  of  stoves  should  be  guarded  against 
as  much  as  possible. 

Where  two  or  more  waiting  rooms  separated  by  an  office  are  to  be 
heated,  a  single  central  heating  plant,  preferably  in  the  basement,  is 
recommended  as  being  the  most  economical  and  satisfactory.  For  such 
a  heating  plant  a  hot  water,  steam  or  hot  air  furnace  may  be  used.  The 
hot  air  furnace  constitutes  a  greater  fire  risk  than  either  the  steam  or  hot 
water  heater.  An  even  temperature  is  more  easily  maintained  by  hot 
v;ater  than  by  steam,  but  a  station  is  more  quickly  heated  with  a  steam 
system  than  with  a  hot  water  system.  The  pipes  and  radiators  of  a  hot 
water  system  must  be  kept  above  a  freezing  temperature. 

METHODS    OF    LIGHTING    MEDIUM-SIZED    STATIONS. 

Electricity. 

Where  current  can  be  obtained  at  reasonable  cost  electricity  should 
be    used    for    lighting.      In    wiring    stations,    the    rules    and    regulations 
recommended    by   the    National    Board    of    Fire    Underwriters    should   be 
I  followed. 

\  Gas. 

Where  electric   current   cannot  be   obtained,   gas  may  be  used.     The 

I  principal  hazard   from  gas  lighting  comes   from  the  gas  where  open  jet 

I  is  used.     A  mantle  is  preferable  and  recommended.     The  fixtures  should 

:  be  stationary. 

i 

i  Heat   Deflector. 

'         If  the  jets  or  mantles  are  less  than  three  feet  from  combustible  ceiling 

I  overhead,  a  heat  deflector  suspended  at  least  4  inches  below  ceiling  should 

be  provided. 
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Shut-off  Valve. 

All  gas  connections  to  building  should  have  a  shut-off  valve  in  the 
service  pipe  at  entrance  to  building  or  at  curb  line. 

Pressure   Regulator. 

Where  natural  gas  is  used,  pressure  regulator  to  guard  against 
varying  fluctuations  in  pressure  should  be  provided. 

Oil. 

In  small  towns  v^^here  neither  electricity  nor  gas  can  be  had,  the 
most  available  source  of  light  is  usually  from  kerosene  oil. 

Metal   Lamps. 

Well-made  metal  lamps  only  should  be  used.  But  a  small  quantity 
of  oil  should  be  kept  in  the  building,  and  the  supplies  should  be  carefully 
safeguarded. 

Metal-Lined  Cabinet. 

A  metal  or  metal-lined  cabinet  is  desirable,  with  a  metal  receptacle 
for  the  oily  waste. 

Acetylene. 

There  are  several  types  of  acetylene  installations  that  are  approved 
by  the  Underwriters,  and  these  provide  a  very  effective  lighting  system, 
which  requires  very  little  labor  and  will  provide  a  better  light  than  oil 
at  a  cost  about  equal  to  gas  lighting,  where  gas  is  selling  for  eighty  cents 
per  thousand.  The  fixtures  for  the  acetylene  installation  are  similar  to 
a  gas  installation. 

Sufficient  Light. 

There  should  be  sufficient  light,  and  it  should  be  properly  distributed 
so  that  there  will  be  no  dark  corners,  for  where  dark  corners  appear  you 
can  always  find  an  insanitary  condition  existing. 

Platforms. 

On  side  platforms  and  island  platforms,  where  no  shelter  sheds  are 
provided,  lamp  posts  should  be  provided  about  80  to  100  feet  apart,  de- 
pending on  the  kind  of  illumination  used. 

Shelter  Sheds. 

Where  shelter  sheds  are  used,  the  light  should  be  preferably  placed 
in  the  ceiling,  one  to  each  panel,  or  approximately  20-foot  centers,  using 
proportionately  smaller  light  units. 

Sketches. 

Sketch  attached  will  give  a  general  idea  of  the  character  of  the  post 
used,  with  fittings   for  various  kinds  of  illumination. 

CONCLUSIONS. 

Electricity  is  the  safest,  most  satisfactory  and  desirable  method  of 
lighting,  and  should  be  installed  in  all  stations  where  reliable  current  is 
available  at  reasonable  cost. 
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SANITAin'    PKOX'ISIONS    FOR    MEDIUM-SIZI- 1)    STATIONS. 

Tlicrt'  arc  frw  items  in  railway  operation  nir)rc  annoying  than  keep- 
ing the  small  and  nuMlinm  si/.cd  station  neat  and  clean.  To  facilitate 
sanitary  stations,  the  building  should  be  designed  to  that  end.  All  difFer- 
cnt  planes  should  be  connected  by  curves. 

Angles. 

All  beads  and  angles  tliat  may  collect  dirt  and  protect  disease  gemis 
should  be  avoidefl. 

Floor  Surface. 

In  frame  stations  the  wearing  surface  of  the  floor  should  be  compo- 
sition, laid  on  top  of  a  single  layer  of  T.  &  G.  flooring. 

Composition. 

A  better  wearing  surface  would  be  to  place  a  false  floor  about  two 
inches  below  the  top  of  the  joists,  beveling  off  the  joists  and  laying 
approximately  four  inches  of  cinder  concrete,  and  on  this  concrete  lay 
vitrified  tile. 

Tile. 

These  tiles  are  made  in  various  colors — the  ones  mostly  recommended 
are  dark  red  and  gray. 

Vitrified   Brick. 

Where  solid  fill  can  be  had,  vitrified  brick,  laid  in  pattern  on  (approxi- 
mately) a  4-in.  concrete  base,  provides  a  very  satisfactory  floor. 

Foundation   Walls  Up  to  Sill  of  Windows. 

In    frame    stations    with   masonry    foundations,    the    foundation   walls, 
may  be  brought  up  to  the  window  sill,  and  when  cement  floors  with  hard 
plaster  base    and   walls   are   used,   the   same   end   is   effected   at  but   little 
extra  cost. 

Woodwork  Plain. 

All  woodwork  should  be  closely  fitted  and  plain  in  detail. 

Window  Ventilation. 

For  waiting  rooms  and  offices,  sufficient  ventilation  may  be  had  from 
windows  and  doors,  but  it  is  desirable  to  hang  the  window  sash  with 
balance  weights,  and,  in  niany  cases,  to  place  transoms  over  the  door. 

Sunlight. 

Sunlight  is  the  greatest  disinfectant,  and  the  more  of  it  the  design  of 
the  building  admits,  the  easier  it  will  be  to  secure  sanitary  stations. 

Operation  Made  Easy. 

The  designer  should  keep  in  mind  that  when  his  own  work  is  finished 
the  station  agent's  begins,  and  the  easier  he  can  make  it  for  the  janitor 
or  agent  to  keep  the  place  clean,  the  nearer  will  sanitary  stations  be 
approached. 
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Protecting   Pipes  from    Frost. 

Care  must  be  taken  in  installing  water-closets  in  freezing  climates 
to  have  all  water  pipes  protected  from  frost.  Means  of  draining  the 
system  are  necessary.  In  general,  when  the  work  is  installed  in  accord- 
ance with  good  practice  in  that  particular  latitude  or  locality,  trouble 
from  freezing  will  not  be  great  if  reasonable  care  is  taken  of  the  building. 

Water-Closets. 

Where  connection  with  water  under  pressure  and  sewers  can  be 
made,  water-closets  in  the  stations  should  be  provided.  They  should  be 
plain,  durable  and  carefully  installed  by  the  best  practice. 

Septic  Tanks. 

Where  water  under  pressure  is  available,  but  connection  with  sewer 
cannot  be  had,  septic  tanks  may  be  used,  and  are  recommended  in  small 
towms  where  drainage  is  practicable  and  at  not  too  great  a  distance 
from  the  station.  The  capacity  of  a  septic  tank  should  be  more  than 
equal  to  the  daily  volume  of  sewage.  The  tank  preferably  should  be 
covered,  and  in  cold  climates  protected  from  freezing. 

Contamination  of  Water  Supply. 

The  tank  should  be  located  where  there  is  no  liability  of  its  over- 
flow contaminating  wells,  springs  or  other  drinking  water,  for  while  the 
overflow  is  clear  and  limpid,  many  deadly  germs  and  Ijaccilli  are  not 
eliminated. 

Septic  tanks  do  not  require  a  great  deal  of  attention.  The  bacteria 
in  the  scum  live  upon  the  solids  of  the  sewage,  so  that  a  large  part  of 
the  solids  pass  off  either  in  gas  or  in  solution  in  the  overflow\  No  disin- 
fectant should  be  allowed  to  enter  the  sewage  that  is  discharged  into  a 
septic  tank,  for  the  disinfectant  will  kill  the  bacteria  that  live  upon  and 
destroy  the  organic  matter  in  the  tank. 

Flushing  Out  Sludge. 

The  remaining  solids  must  be  washed  or  flushed  out  of  the  tank 
occasionall3\  Suitable  openings  with  valves  are  left  in  the  tank  for  this 
purpose. 

In   addition   to    septic  tanks,   there   are   other   methods    for   disposing 
of  toilet  waste. 
Chemical  Treatment. 

Several  methods  of  chemical  treatment  of  toilet  waste  are  being 
exploited.  One  apparatus  is  of  water-closet  appearance  in  outward 
form,  but  the  fecal  matter,  instead  of  going  into  a  sewer,  is  caught 
in  a  tank  of  from  twenty  to  a  hundred  or  so  gallons  in  size.  This 
tank  contains,  perhaps,  lo  per  cent,  of  its  capacity  of  water,  to  which 
has  been  added  a  strong  disinfectant  or  solvent.  After  the  tank  has 
been  partly  or  nearly  filled,  it  is  taken  out  and  trucked  to  a  convenient 
place  and  contents  emptied  or  buried.  The  seats  and  covers  of  these 
closets  are  made  practically  air-tight  by  use  of  specially  made  gaskets  and 
a  ventpipe  leads  out  from  the  closet  to  a  chimney  or  through  the  roof, 
so  that  but   little   odor  escapes   into   the  building. 
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Incineration. 

Closet  inciiu  r.iiors  are  also  to  be  had.  They  liavc  (the  same  as  the 
chemical  treatment)  the  advantage  of  destroying  all  germs,  whether 
dangerous  or  not.  They  arc  more  expensive  to  install  and  operate,  and 
require  more  attention  than  the  chemical  closets.  There  is  also  some 
greater  fire  ha/ard  where  installed  in  the  station  hiiilding,  but  they  have 


Front  View. 
Single- Seated  Sanitary  Privy. 

the  advantage  of  totally  destroying  all  refuse  placed  in  them,  and  there 
is  no  objectionable  residue  left  to  be  carried  or  carted  away. 

Privy. 

A  last  resort  is  the  privy,  and  as  there  are  perhaps  more  installations 
of  this  type  than  any  other,  they  should  receive  attention,  and  be  built 
to  keep  flies  from  making  a  breeding  place  out  of  them. 


II 
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Sketch — Wire  Screens. 

The  sketch  at  the  end  of  this  article  shows  holes  for  ventilation, 
covered  with  wire  screen,  and  scats  provided  with  lids. 

The  excreta  is  caught  in  an  iron  kettle,  and  this  should  be  dosed 
with  chemicals  made  for  the  purpose,  and  then  buried. 

They  should  be  located  at  least  25  ft.  from  the  station,  preferably 
on  the  same  side  of  the  main  track ;  and  at  combination  stations  they 
should  preferably  be  located  at  the  freight  end. 

Janitor. 

In  general  the  station  agent  or  operator  cannot  be  expected,  nor  will 
he    give    the   care    necessary   to    such    equipment.     A    porter,   janitor    or 


(Make  tig-ht  felt  joint  on  four  edges  of  flap  door.) 

Rear  and  Side  View. 

Single-Seated  Sanitary  Privy. 

employe  especially  assigned  to  such  work  will  be  required.  He  may 
look  after  the  toilets  of  a  number  of  stations,  and  let  him  who  is  re- 
sponsible for  the  porter's  or  janitor's  work  keep  in  mind  that  insanitary 
sanitation   is   dangerous,   unsatisfactory  and   disgusting. 


CONCLUSIONS. 

Where  water  and  sewers  are  available,  water  closets  should  be  pro- 
vided in  the  building. 
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Wlierc  water  is  available,  hut  no  scwtr,  tlu-n  water  closets  in  the 
Itiiildiiii^  slionld  be  connected  to  septic  tank. 

W'lierc  neither  water  nor  scwcr  is  available,  chemical  cl(jsct  or  in- 
cinerator shonid  be  nsed  in  preference  to  a  privy,  which  should  only  be 
used  as  a  "last  resort." 

In  all  stations  different  ])lanes  should  he  connected  b\  (.nr\r^,  al! 
heads  and  angles  tliat  may  collect  dirt  and  protect  disease  germs  should 
be  avoided;  and  sufficient  artificial  light  should  be  provided,  as  dark- 
places  are  tlie  ones  that  collect  dirt  and  filth. 

Respectfully  submitted, 

COMMITTEE  ON  BUILDINGS. 


REPORT  OF  COMMITTEE  XI— ON  RECORDS  AND 

ACCOUNTS. 

\V.  A.  Christian,  Chainnaii;  M.  C.  Byers,  Vice-Chairman; 

V.  J.  Bachelder,  H.  C.  Phillips, 

W.  S.  Danes,  J.  H.  Reinholdt, 

Lester  Bernstein,  R.  C.  Sattley, 

G.  D.  Hill,  '  Guy  Scott, 

Huntington  Smith,  H.  M.  Stout, 

Henry  Lehn,  Frank  Taylor, 

J.  H.  Milburn,  J.  L.  Vollintine, 

J.  W.  Orrock,  W.  D.  Wiggins, 

J.  C.  Patterson,  Committee. 

To  the  Members  of  the  American  Railway  Engineering  Association: 

The  Board  of  Direction  assigned  the  following  subjects  to  your  Com- 
mittee : 

(i)  Make  a  comprehensive  study  of  the  forms  in  the  Manual, 
adopted  a  number  of  years  ago,  and  bring  forms  up  to  date. 

(2)  Continue  the  study  of  reports  required  by  Federal  and  State 
Railway  Commissions. 

(3)  Continue  the  study  of  a  feasible  and  useful  subdivision  of 
I.  C.  C.  Classification  Account  No.  6,  with  a  view  to  securing  uniformity 
of  labor  costs. 

The  following  Sub-Committees  were  appointed  to  deal  with  the  sev- 
eral subjects  assigned: 

Sub-Committee  (i)  :  G.  D.  Hill,  Chairman;  F.  J.  Bachelder,  W.  S. 
Danes,  J.  H.  Milburn,  J.  W.  Orrock,  J.  C.  Patterson,  H.  C.  Phillips,  Guy 
Scott,  W.  D.  Wiggins. 

Sub-Committee  (2)  :  W.  A.  Christian,  Chairman ;  M.  C.  Byers,  J.  L. 
Vollintine. 

Sub-Committee  (3)  :  Henry  Lehn,  Lester  Bernstein,  Huntington 
Smith,  J.  H.  Reinholdt,  R.  C.  Sattley,  H.  M.  Stout. 

The  Committee  held  a  joint  meeting  with  the  representatives  of  the 
Committee  on  Signals  and  Interlocking  on  April  29,  in  accordance  with 
the  instructions  of  the  fifteenth  annual  convention,  for  the  purpose  of 
reconciling  differences  between  the  symbols  recommended  by  the  Com- 
mittee on  Signals  and  Interlocking  and  those  of  the  Committee  on 
Records  and  Accounts. 

A  meeting  of  the  General  Committee  was  held  in  Chicago,  January 
22,  the  following  members  being  present :  G.  D.  Hill,  J.  H.  Milburn, 
H.  C.  Phillips,  Guy  Scott,  J.  L.  Vollintine,  Huntington  Smith,  H.  M. 
Stout. 
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riic   following  report  is  respect  fully  suhinilted  : 

(i)     RF.VISTON    OF    MANUAL. 

The  Sub-Comniittcc  appointed  to  deal  with  revision  of  the  Manual 
and  the  study  of  the  forms  in  the  Manual,  subdivided  the  work  as  fol- 
lows : 

(i)     Bridge  forms. 

(2)  Track  forms. 

(3)  Construction   forms. 

(4)  Accounting  forms. 

(5)  Record  forms. 

The  following  revision  of  tiie  respective  forms  is  recommended  : 
(i)     Bridge  Forms: 

Form  701,  Maintenance  of  Way  Department  Tool  Report,  column  i, 
insert  list  of  tools  standard  with  the  road  using  the  form. 

Form  702,  Bridge  Inspection  Report,  insert  list  of  numbers  of  the 
structures  to  be  inspected,  the  inspector  to  check  off  the  different  items  of 
the  structure  inspected. 

Form  704,  General  Bridge  Inspection  Report,  add  footnote  reading 
as  follows : 

"This    report    to    be    signed    also    by    those    composing    inspection 
party." 
(4)   and  (5)     Accounting  and  Record  Forms: 

For  the  present  no  changes  are  recommended  in  Form  1107,  Applica- 
tion for  Expenditures;  Form  1108,  Authority  for  Expenditures;  Form 
1 109,  Appropriation  for  Expenditures;  Form  mo,  Monthly  Report  of 
Expenditures  on  Authorization;  Form  mi.  Record  Cost  of  Work;  Form 
2000,  Register  of  Title  Deeds,  and  Form  2001,  Contract  and  Lease  Rec- 
ord, pending  final  promulgation  of  corresponding  forms  now  under  con- 
sideration by  the  Interstate  Commerce  Commission. 

Form  1900,  Right-of-Way  Maps,  to  be  revised  to  conform-  to  the 
requirements  and  specifications  of  the  Interstate  Commerce  Commission. 

(2)      FEDERAL     AND     STATE     RAILWAY     COMMISSION 

REPORTS. 

In  connection  with  reports  required  by  State  and  Federal  Commis- 
sions, the  Committee  feels  that  it  may  say  that  in  connection  with  the 
valuation  of  railway  property  there  is  rather  a  diminution  of  the  activities 
of  State  Commissions  and  a  tendency  on  their  part  to  await  the  valua- 
tion now  in  progress  by  the  Interstate  Commerce  Commission,  and  the 
Committee  commends  this  tendency  as  making  for  more  satisfactory 
results  and  avoiding  conflicting  statements.  There  have  been,  to  the 
Committee's  knowledge,  no  new  forms  for  State  appraisals  issued  since 
the  last  meeting  of  the  Association. 
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The  Committee  has  nothing  to  add  to  its  previous  report  on  the 
same  subject,  wherein  it  is  stated  they  collected  a  lot  of  forms  and  found 
that  most  of  them  are  similar  to  the  requirements  of  the  Interstate  Com- 
merce Commission. 

The  forms  of  the  Interstate  Commerce  Commission,  while  gradually 
taking  shape,  are  not  yet  so  complete  as  to  enable  a  review  of  them.  In 
view  of  this  centralization  of  authority,  the  Committee  feels  that  noth- 
ing further  can  be  done  on  its  part. 

(3)     SUB-DIVISIONS   OF   I.  C.  C.    CLASSIFICATION    ACCOUNT 

No.  6. 

Since  this  subject  was  assigned  to  the  Committee,  the  Interstate 
Commerce  Commission  have  issued  a  new  classification  of  operating 
expense  accounts.  It  went  into  effect  on  July  i,  1914,  and  in  that  new 
classification  former  Account  No.  6  has  been  divided  into  two  parts,  as 
follows : 

No.  202,  Roadway  Maintenance. 

No.  220,  Track  Laying  and   Surfacing. 
The   splitting   of   this    account   into   two   parts    perhaps    reduces    the 
necessity   of    further   sub-dividing   the   two   new  accounts.     However,   in 
the  event  that  this   further  sub-djvision  is  desired,  the  following  sub-di- 
visions are  submitted  for  consideration  of  the  Association : 

Account  202,  Roadway  Maintenance : 

(A)  Care  of  Roadbed; 

(B)  Bank  Protection; 

(C)  Clearing  and  Cleaning  Roadway  and  Track; 

(D)  Watching  Roadway  and  Track; 

(E)  Flood  Damage; 

(F)  Work  Train  Service. 

Account  220,  Track  Laying  and  Surfacing: 

(G)  Renewing  Track  Material; 

(H)     Maintenance  of  Line  and   Surface; 

(I)      Other  Expenses; 

(J)      Work  Train  Service. 
The  application  of  the  sub-divisions  above  mentioned  to  the  various 
divisions  of  these  two  accounts,  as  shown  in  the  I.  C.  C.  Classification, 
would  be  as  follows :  - 

NO.  202.     ROADWAY    MAINTENANCE. 

Care  of  Roadbed:  The  cost  of  blasting  rocks;  constructing  and 
cleaning  tile  ditches,  open  ditches  and  drains  ;  crowning  track  ties  with 
retaining  earth ;  filling  borrow  and  cattle  pits ;  landscape  gardening  along  J^ 
roadway;  oiling  roadbed;  removing  dangerous  rocks;  removing  slides; 
restoring  roadbed,  cuts,  fills  and  embankments  to  standard  width ;  sloping 
cuts;  sodding  roadway; 

building   temporary  tracks   around   slides   and   washouts ;    keeping  tracks 
clear  and  repairing  subgrade  in  case  of  washouts ;   removing  temporary    JJ 
tracks  around  slides  and  washouts ;  repairing  roadbed  damaged  by  wash- 
outs. 
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( JKNKKAi,    C  i.KAMNC  :       I  lu'    lo.sl    of    ciitliiiK,    rcinoviiiK    and    disixisiiiR 

of  brush,  grass  and   weeds   from  the  right-of-way;   plowing  and  (hgging 

Q    tiri'giiards  ;  dressing  ballast  and  cutting  sod  lines;  removing  miscellaneous 

^    scrap,  drift,  cinders,  dirt  and  other  material  from   right-of-way  and   from 

road  and  terminal   tracks    (including  tracks  at   stations,  engine  yar»ls  and 

car  yards),  and  cleaning  streets  used  as  roadways. 

Watciii.nc   Koadwav  :     The   cost   f)f   extinguishing   fires   on   right-of 
3    way  and  adjacent  thereto,  and  of  walking,  watching  and  patrolling  tracks   D 
and  right-of-way. 

Bank   Pkotkitiox  :      Cost   of  protecting  hanks   hy   repairing  retaining 
A     walls,    riprap,   piling,   piers,    dikes,    breakwaters   and   revetments,    and   by   |> 

changing  the  channels  of  streams  to  prevent  cutting,  washing  and  slidin><    ** 
of  embankments. 

e  Train   Service:     The  cost  of  work-train  service  in   connection  with    v 

work  pertaining  to  roadway  maintenance.  ' 

/»  Track    Changes:      The   cost    of    roadway    work    in    connection    with    A 

taking  up  and  relocating  tracks. 

Other    Expenses  :      The    cost    of    roadway    work    not    provided    for 
7    elsewhere,  such  as  official  roadway  inspection  train  service  and  premiums   A 
in  connection  with  roadway  maintenance. 

NO.  220.     TRACK     LAYING     AND     SURFACING. 

•j  Applying   Ballast:     The   cost   of   labor   expended   in   preparing   the    p 

roadbed  and  applying  ballast  for  repairs  of  tracks. 


Applying  Ties  :     The  cost  of  labor  expended  in  unloading,  distribut- 
Q    ing  and  applying  ties  for  repairs  of  tracks  ;  in  gathering  up  and   dispos- 
ing of  the  ties  released ; 
and  in  respacing  ties. 

Applying    Rails:      The    cost    of   labor   expended    in   unloading,    dis- 
o    tributing,   cutting,   slotting,   drilling,   adzing   for   and   laying   rails    for   re- 
pairs  of  tracks ;  in  gathering  up  and  loading  rails  released ; 
and  in  adjusting  for  expansion  and  contraction  of  rails. 
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Applying  Other  Track  Material  :     The  cost  of  labor  expended  in 
4    unloading,   distributing  and  applying  other  track  material  for  repairs  of    G 
tracks,  and  the  cost  of  gathering  up  and  loading  the  material  released. 

Track   Maintenance:     The  cost  of  labor  expended  in  alining,   sur- 
c    facing,  gaging  and  shimming  tracks  ;   in  tightening  track  bolts  and  track   g 
spikes ;   in   restoring  rails,   ties   and   ballast   in   case   of   washouts,    derail- 
ments and  wrecks,  and  in  taking  up  tracks. 

Train  Service:     The  cost  of  work-train  service   (except  work  trains 
6    distributing    ballast    material)     in    connection    with    work    pertaining    to   J 
track  laying  and  surfacing. 

rj  Track  Changes  :     The  cost  of  track  work  (exclusive  of  the  cost  of  O 

track  material)  in  taking  up  and  relocating  tracks. 

Other  Expenses  :     The  cost  of  track  laying  and  surfacing  work  not 
Q    provided   for   elsewhere,    and    expenses,   such    as    repairing   and    replacing 
rail  rests,  official  track  inspection  train  service,  and  premiums  in  connec- 
tion with  track  repairs. 
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Numbers  on  the  left  indicate  I.  C.  C.  classification  sub-divisions; 
letters  on  right  indicate  sub-divisions  under  which  the  whole,  or  portions 
of,  the  I.  C.  C.  sub-divisions  are  classified. 

CONVENTIONAL  SIGNS. 

The  Committee  submits  herewith  for  approval  additional  symbols 
relating  to  "Rail,"  "Ballast,"  and  "Electrified  Lines."  These  symbols 
have  been -incorporated  provisionally  in  the  pamphlet  issued  during  the 
summer  of  1914,  and  are  now  in  use  by  railway  companies  in  the  work 
of  preparing  maps  and  profiles  to  comply  with  the  Government  valua- 
tion act : 


KAIL 


Earth 

Sand 

Cinders 

Gran.  Slag 

Screen  i  ng3 

Bumf-    Clay 

Chat^ 

Grave  I 

Slag 

Broken  Stone 


BALLAST. 


ELECTRIFIED  LINES. 


Third  Rail 


Jumpers 


Feeder 


-'^-'M -V^xl. 


Running  Rail  or  C.L. of  Track 
*orC.L.ofTracl< 


-^orC.L.i 


RurrningHail  i->vn ■■vn. 

or 

ffunn/ngRail  or  C.L.  of  Tracts 
Feeder. 


-^r^7 


'hird  Rail 


Switch 


Overhead  Rail  or  Wire 


(3tate  Kind ) 
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RECOMMENDATIONS    FOR     NEXT    YEAR'S     WORK. 

(i)  The  Committee  feels  that  there  might  be  a  profitable  field  for 
investigation  and  advocating  the  use  of  small  forms  on  cardboard  or 
other  suitable  material  for  use  of  field  men  in  making  daily  reports,  to 
the  end  that  supervision  may  l)e  facilitated  and  efiiciency  encouraged. 

(2)  'Continue  the  study  of  feasible  and  useful  sub-divisions  of  Inter- 
state Commerce  Commission  Classification  Accounts  202  and  220,  with  a 
view  to  securing  uniformity  of  labor  costs,  separating  the  items  in  accord- 
ance with  such  forms  as  are  promulgated  by  the  Interstate  Commerce 
Commission  during  the  year. 

(3)  Investigation  of  methods  of  reproducing  maps  and  profiles  on 
drawing  linen  for  permanent  record. 

Respectfully  submitted, 
COMMITTEE    ON    RECORDS    AND    ACCOUNTS. 


I 


REPORT  OF  SPECIAL  COMMITTEE  ON  STRESSES 
IN  RAILROAD  TRACK. 


A.  X.  Talbot,  Chairman; 

A.  S.  Baldwin, 

J.  B.  Berry, 

G.  H.  Bremner, 

John  Brunner, 

W.  J.  Burton, 

Chas.  S.  Churchill, 

W.  C.  Gushing, 

Dr.  p.  H.  Dudley, 

H.  E.  Hale, 

RoBT.  W.  Hunt, 


W.  M.  Dawley,  y ic e -Chairman; 

J.  B.  Jenkins, 

Geo.  W.  Kittredce, 

P.  M.  LaBach, 

C.  G.  E.  Larsson, 

William  McNab, 

G.  J.  Ray, 

A.  Reichmann, 

E.  Stimson, 

F.  E.  Turneaure, 
J.  E.  Willoughby, 

Cotnmittee. 


To  the  Members  of  the  American  Railway  Engineering  Association: 

The  Special  Committee  on  Stresses  in  Railroad  Track  presents  the 
following  report  of  progress : 

The  Committee  was  formed;  by  action  of  the  Board  of  Direction 
November  20,  1913.  A  similar  committee  was  created  by  the  Board  of 
Direction  of  the  American  Society  of  Civil  Engineers  November  12,  1913. 
By  action  of  these  two  bodies  the  two  committees  have  the  authority  to- 
co-operate,  and  this  co-operation  is  being  carried  on.  The  Board  of  Di- 
rection of  the  American  Society  of  Civil  Engineers  made  an  assignment 
of  funds  for  the  work  of  the  Committee  March  4,  1914,  and  a  contribu- 
tion toward  the  expenses  of  the  tests  was  later  received  by  the  American 
Railway  Engineering  Association  from  the  United  States  Steel  Corpora- 
tion. Funds  having  been  provided  sufficient  to  make  a  beginning,  the 
initial  meeting  of  the  Committee  was  held  in  Chicago  March  18,  1914,  at 
which  there  was  a  general  discussion  of  the  field  of  work  of  the  Com- 
mittee and  of  the  way  in  which  the  work  should  be  undertaken.  A  Sub- 
Committee  was  appointed  to  report  on  the  methods  of  organization  and 
scope  of  work  of  the  Committee.  At  a  meeting  of  the  Committee  held  at 
Baltimore,  June  3,  1914,  the  report  of  this  Sub-Committee  was  presented, 
discussed  and  adopted.  Three  Sub-Committees  were  appointed :  (a) 
Executive;  (b)  Tests,  and  (c)  Ways  and  Means.  The  program  of  testing 
was  referred  to  the  Sub-Committee  on  Tests,  and  it  was  decided  that  the 
first  work  should  include  the  development  of  instruments  and  methods 
for  tests  on  track,  and  that  the  preliminary  tests  on  track  should  include 
observations  of  the  equilibrium  depression  curve  of  the  track  under  static 
load  (the  measurement  to  include  rail,  ties,  ballast  and  roadbed)  ;  and 
also  measurements  of  the  distribution  of  strains  in  the  rail.  The  general 
plan  of  carrying  on  the  work  was  referred  to  the  Executive  Committee. 
E.  H.  Fritch  was  elected  Secretary  of  the  Committee. 
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I  )iirin!^  till-  MiiniiHT  and  fall  l»lall^  Iuim-  hci-ii  (k'vcl(»|)i-(l  and  a  bcK'"- 
iiiiiK  mack'.  The  work  has  included  (a)  a  study  of  the  problem;  (]>)  de- 
xelopment  of  instruments  and  methods  of  carrying  on  the  tests  and  try- 
inj4  these  out  in  field  and  laboratory,  and  (c)  static  tests  on  railroad  track 
with  heavy  locomotives  and  with  sinjj^le  concentrated  load.  These  tests 
were  made  on  the  track  of  the  Illinois  Central  Railroad,  near  Champaign, 
111.  The  Sub-Committee  on  Tests  considered  the  results  of  the  first  of 
these  field  tests  and  adopted  a  general  plan  of  prcjcednre  for  the  static 
tests.  A  test  party  was  organized  and  a  start  was  made  on  the  field 
tests,  and  these  tests  were  carried  on  until  unfavorable  weather  inter- 
fered with  the  work.  The  work  of  computation,  making  records  and 
developing  apparatus  has  since  been  continued.  Enough  experience  has 
been  gained  to  show  that  the  methods  used  are  practicable.  During  the 
winter  it  is  expected  that  some  laboratory  tests  will  he  made  on  ballast 
and  on  rail  joints.  Preliminary  arrangements  have  been  made  for  tests 
on  the  Baltimore  &  Ohio  Railroad  and  on  the  Delaware,  Lackawanna  & 
Western  Railroad.  It  is  plantied  to  carry  on  the  test  work  during  the 
coming  season. 

The  Engineering  Experiment  Station  of  the  University  of  Illinois  is 
co-operating  with  the  Committee  on  this  work  through  the  use  of  its 
laboratories  and  its  stafif,  especially  through  the  assistance  of  Prof.  H.  F. 
Moore,  in  the  development  of  apparatus  and  methods  of  tests.  It  is  ex- 
pected that  this  co-operative  work  will  be  of  great  assistance  to  the 
Committee. 

The  Committee  has  found,  as  it  expected,  that  the  problem  assigned 
to  it  is  a  very  complicated  one,  indefinite  in  many  ways  and  containing 
many  variables  which  must  be  eliminated  or  their  influence  determined. 
The  experimental  work  will  involve  much  tedious  and  painstaking  work, 
and  it  is  felt  that  results  of  value  ma}^  be  obtained  only  a^ter  prolonged 
work  on  the  problem.  The  Committee  feels  that  encouraging  progress  has 
been  made,  and  enough  has  been  done  to  warrant  the  expectation  that  on 
some  parts  of  the  problem  at  least  information  of  value  will  be  obtained. 

Respectfully  submitted, 
COMMITTEE  ON  STRESSES  IN  RAILROAD  TRACK. 


REPORT  OF  COMMITTEE  VIII— ON  MASONRY. 

F.  E.  ScHALL,  Chairman;  F.  L.  Thompson,  V ice-Chairman; 

K.  Armour,  Richard  L.  Humphrey, 

J.  C.  Beye,  J.  H.  Prior, 

C.    W.    BOYNTON,  R.    A.    RUTLEDGE, 

H.  A.  Cassil,  G.  H.  Scribner,  Jr., 

T.  L.  Condron,  Job  Tuthill, 

J.  K.  Conner,  J.  J.  Yates, 

L.  J.  HoTCHKiss,  Committee. 

To  the  Members  of  the  American  Railway  Engineering  Association: 

The  Committee  on  Masonry  during  the  past  year  held  one  meeting 
of  the  whole  Committee  on  October  14,  1914,  at  Chicago,  111.  Members 
of  the  Sub-Committees  met  at  different  points,  but  most  of  the  commit- 
tee-work was  carried  on  through  correspondence  by  Sub-Committees. 

The  following  Sub-Committees  have  been  appointed  to  investigate 
the  subjects  assigned  by  the  Board  of  Direction  : 

Sub-Committee   "A" — "Examination   of  Manual  and  recommendation   for 
changes" : 
J.  H.  Prior,  Chairman;  J.  C.  Beye,  C.  W.  Boynton. 
Sub-Committee   "B" — "Complete   report  on  principles   of  design  of  plain 
and  reinforced  retaining  walls  and  abutments" : 
T.   L.   Condron,   Chairman ;    C.   W.   Boynton,   L.  J.   Hotchkiss,  J.   H. 
Prior,  G.  H.  Scribner,  Jr. 

Sub-Committee  "C" — "Collect   data  concerning  cost  and  method  of  con- 
structing  concrete  piles,   and   make   recommendation   as   to   their 
use": 
F.  L.  Thompson,  Chairman ;  J.  C.  Beye,  H.  A.  Cassil,  J.  K.  Conner, 
R.  A.  Rutledge. 
Sub-Committee  "D" — "Report  on  cost,  appearance  and  wearing  qualities 
of  various  methods  of  surface  finish  for  concrete"  : 
Job  Tuthill,  Chairman ;  R.  Armour,  Richard  L.  Humphrey,  J.  J.  Yates. 

Joint  Committee  on  Standard  Specifications   for  Cement: 

F.  E.  Schall,  R.  Armour,  J.  K.  Conner,  H.  A.  Cassil,  J.  J.  Yates. 

Joint  Committee  on  Concrete  and  Reinforced  Concrete : 

The  personnel  of  representatives  of  the  American  Railway  Engineer- 
ing Association  to  that  Committee  was  not  defined  by  the  Board  of  Di- 
rection for  the  ensuing  year. 

REVISION  OF  MANUAL. 

The  Supplements  to  the  Manual  issued  for  1912  and  1914  cover  the 
additions  that  are  to  be  made  in  the  Manual. 

In  the  specifications  for  reinforced  concrete  structures,  paragraph  9, 
working  stresses  for  high  carbon  steel  in  tension,  should  be  changed  from 
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17,000  lbs.  to  lO.ooo  lbs.  i)cr  sq.  in.,  to  agree  with  the  requirements  of  the 
specifications  for  iron  and  steel  structures. 

Under  the  head  of  "Definitions"  it  is  recommended  to  make  the  fol- 
lowing addition : 

"L.MTANtE* — A  sediment  from  cement  of  concrete  deposited  in  water,  or 

of  concrete,  when  water  is  worked  to  the  surface. 
"Tremie" — A  cylindrical  or  other  form  of  tube,  with  sloped  top  or  pocket 

used  for  depositing  concrete  in  water. 

PRINCIPLES   OF   DESIGN    OF   PLAIN   AND    REINFORCED   RE- 
TAINING WALLS  AND  ABUTMENTS. 

This  Committee  will  not  present  a  report  at  this  time;  no  special 
new  developments  have  taken  place  since  the  presentation  of  the  report 
of  the  Committee,  and  no  funds  being  available  for  making  tests  of  earth 
pressures  on  retaining  walls  and  abutments. 

With  reference  to  tests  for  earth  pressures,  your  Chairman  re- 
ceived a  communication  from  Dr.  J.  A.  Holmes,  Director  of  the  United 
States  Bureau  of  Mines,  inviting  the  Masonry  Committee  to  act  in  a 
consulting  capacity,  in  conjunction  with  other  engineering  organizations, 
and  a  committee  of  United  States  Government  Engineers  appointed  by 
Dr.  Holmes  to  investigate  earth  movements,  pressures,  etc.  The  Board 
of  Direction  having  been  advised  of  the  above  communication,  assigned 
F.  L.  Thompson,  J,  J.  Yates  and  F.  E.  Schall  to  act  in  a  consulting  ca- 
pacity for  this  Association,  understanding  that  no  financial  obligation  be 
assumed  by  this  organization. 

Dr.  J.  A.  Holmes,  Director  of  United  States  Bureau  of  Mines,  under 
date  of  November  11,  1914,  advises  that  on  account  of  existing  financial 
conditions  no  special  appropriation  for  carrying  on  this  investigation  was 
obtained  from  the  National  Congress,  but  that  some  preliminary  work 
may  be  accomplished  with  such  funds  as  are  available,  and  your  Chairman 
has  agreed  to  meet  the  Government  representatives  assigned  to  this  work, 
at  the  call  for  a  meeting. 

COST  AND   METHOD   OF   CONSTRUCTING   CONCRETE   PILES 
AND  RECOMMENDATIONS  AS  TO  THEIR  USE. 

This  Committee  has  collected  a  large  amount  of  information  and  a 
progress  report  is  presented  herewith,  requesting  that  the  subject  be  re- 
assigned for  the  coming  year. 

APPEARANCE     AND     WEARING     QUALITIES     OF     VARIOUS 
METHODS  OF  SURFACE  FINISH  FOR  CONCRETE. 

This  Committee  has  collected  valuable  and  interesting  information 
on  the  subject,  a  progress  report  is  presented  herewith,  understanding 
that  the  subject  will  be  reassigned  for  the  coming  year. 
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JOINT  COMMITTEE  ON   CONCRETE  AND   REINFORCED  CON- 
CRETE. 

The  Committee  held  two  meetings  during  this  year,  at  which  the  re- 
organization of  the  Joint  Committee  was  thoroughly  discussed  and  the 
financial  aspect  of  the  Committee  considered.  At  the  meeting  held  June 
3,  1914,  Sub-Committees  for  the  investigation  of  certain  phases  of  rein- 
forced concrete  work  were  appointed,  your  Chairman  being  on  the  per- 
sonnel of  two  of  the  Sub-Committees.  By  instructions  from  the  Board  of 
Direction,  further  attendance  at  the  Joint  Committee  meetings  is  not 
desirable. 

COMMITTEE  C-i,  STANDARD  SPECIFICATIONS  FOR  CEMENT, 
AMERICAN  SOCIETY  FOR  TESTING  MATERIALS. 

Meetings  of  this  Committee  were  held  on  April  28  and  July  r,  1914; 
at  the  first  meeting,  special  committees  on  "Accelerated  tests  of  the  con- 
sistency of  volume  of  cements"  and  on  standard  screen  scale  and  method 
of  standardizing  sieves  were  appointed. 

At  the  meetings  of  this  Committee  reports  were  received  that  the 
Conference  Committee  on  "Standard  Specifications  for  Cement"  was 
making  progress  and  expected  to  reach  a  satisfactory  conclusion  at  an 
early  date,  but  so  far  this  has  not  been  accomplished. 

The  Sub-Committee  on  Accelerated  Tests  met  on  July  i,  1914.  and 
discussed  the  question  of  these  tests  from  various  points  of  view ;  the 
Committee  expected  to  obtain  some  valuable  information  on  this  subject 
from  abroad,  but  by  reason  of  the  disturbed  conditions  of  the  European 
countries  little  information  may  be  expected  from  that  source ;  the  Com- 
mittee so  far  has  not  undertaken  to  make  any  tests. 

NEXT  YEAR'S  WORK. 

It  is  recommended  that  the  subjects  of  cost  and  method  of  construct- 
ing concrete  piles,  and  the  cost,  appearance  and  wearing  qualities  of  sur- 
face finish  of  concrete  be  reassigned  for  further  examination  and  report. 
It  is  also  recommended  that  the  subject  of  certain  typical  designs  of 
foundations  for  piers,  abutments,  retaining  walls  and  arches  in  various 
soils  and  depth  of  water  (not  including  pneumatic  foundations)  be  as- 
signed for  investigation  and  report. 

Respectfully  submitted, 

COMMITTEE  ON  MASONRY. 
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CONCRETE  PILES,  COST,  METHOD  OF  CONSTRUCTION  AND 
RECOMMENDATION  FOR  THEIR  USE. 

SUB-COMMITTEE  "c." 

The  Committee  secured  a  large  amount  of  information  from  tlie 
membership  of  the  Association,  in  response  to  a  circular  letter  sent  out 
in  June,  1914.  A  summary  of  the  replies  is  shown  in  the  two  tables 
appended. 

The  concrete  piles  generally  used  are  of  the  reinforced  type,"^  though 
in  several  cases  plain  concrete  piles  have  been  used. 

The  piles  are  usually  of  i6-in.  short  diameter,  whether  square  or  oc- 
tagonal. The  Santa  Fe  Railway  Company  vary  the  short  diameter,  using 
the  formula  D  =  7  in.  -|-  J4  in-  L,  where  L  equals  length  of  pile  in  feet. 

Concrete  piles  are  used  both  tapered  and  straight  section,"  the  latter 
type  being  more  commonly  used. 

A  large  variance  is  shown  in  the  amount  of  steel  reinforcement  used, 
both  longitudinal  and  transverse.  The  greater  portion  of  the  piles  have 
^-in.  rods  for  transverse  reinforcement,  whether  spiralled  or  hooped. 
Steel  mesh  is  used  in  a  few  cases  and  in  one  case  additional  steel  rein- 
forcement is  used  in  the  head  of  the  pile. 

The  Chicago,  Burlington  &  Quincy  Railroad  is  one  of  the  roads  that 
uses  steel  mesh  for  reinforcement. 

The  cost  of  the  concrete  piles-  at  point  of  manufacture  varies  consid- 
erably; this  is  probably  due  in  a  large  measure  to  the  method  of  book- 
keeping, or  as  to  what  is  considered  a  proper  charge  against  the  actual 
cost  of  the  piling ;  the  number  of  piles  manufactured  and  the  available 
plant  and  labor  for  manufacturing  the  piles  are  also  factors  that  may  in- 
fluence the  cost. 

The  variation 'in  the  cost  i5er  linear  foot  of  pile  as  given  in  the  at- 
tached table  is  also  due"^  to  the  use  of  diflFerent  quantities  of  steel  rein- 
forcement, some  ro^ds  using  a  design  providing  considerably  more  steel 
than  others.  For  instance,  the  cross-sectional  area  of  steel  used  by  the 
Burlington  runs  4.25  lbs.  per  linear  foot,  Illinois  Central  12.5  lbs.  per 
linear  foot,  and  the  Milwaukee  17.5  lbs.  per  linear  foot. 

The  cost  of  driving  the  piles  also  varies  considerably,  but  this  should 
be  expected,  as  the  nature  of  the  spoil,  the  accessibility  of  the  work,  the 
traffic  conditions  and  the  number  of  piles  driven  at  a  given  structure  aflfect 
the  cost  of  driving  to  a  certain  extent.  Thirty-five  cents  per  linear  foot, 
however,  seems  to  be  a  fair  average  cost  under  ordinary  conditions. 
This  cost  includes  handling  costs,  which  vary  from  10  to  12  cents  per 
linear  foot. 

Several  of  the  answers  received  show  that  it  costs  little  more  to  drive 
concrete  than  wooden  piling. 
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In  some  of  the  replies,  the  Engineers  of  the  railroads  that  have  not 
used  concrete  piling  generally  would  not  commit  themselves  on  the  mat- 
ter, others  stated  that  they  had  considered  using  concrete  piling  in  several 
cases,  but  that  wooden  piling  was  found  to  be  more  economical  under  the 
conditions  met  with. 

The  general  opinion  seems  to  be  that  in  cases  where  there  is  perma- 
nent moisture  and  no  danger  of  future  drying  out,  wooden  piling  is  the 
cheaper;  where  the  linesbf  permanent  moisture  is  low,  concrete  piling  is 
the  most  economical.       > 

No  Eastern  railroac^  seem  to  have  used  concrete  piling  for  bridge 
bents.  Several  of  the  Western  railroads  have  used  concrete  piling  to  a 
considerable  extent  and  found  it  to  be  good  and  permanent  construction. 

In  many  cases,  concrete  piling  has  been  used  for  supporting  small 
abutments,  where  placed  on  embankments,  as  this  type  of  construction 
is  more  economical  on  account  of  the  saving  in  the  cost  of  expensive 
high  abutments. 

The  Committee  has  not  found  the  time  to  fully  analyze  the  large 
number  of  replies  receiv^,  and  therefore  is  not  in  a  position  to  submit 
definite  recommendations  or  conclusions  on  this  subject. 

The  foregoing,  in  conjunction  with  the  two  summaries  of  replies,  are 
submitted  as  a  progress  report,  understanding  that  the  subject  will  be 
continued  for  next  year,  for  the  further  investigation  of  the  different 
designs  of  piles,  and  to  submit  a  complete  report  with  certain  typical 
designs  of  concrete  piles,  their  cost  and  recommended  use. 
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Appendix    B. 

COST,  APPEARANCE  AND  WEARING  QUALITIES  OF  VARIOUS 
METHODS  OF  SURFACE  FINISH  FOR  CONCRETE. 


A  careful  review  of  the  current  literature  on  this  subject  was  made 
and  the  Committee  found  a  marked  lack  of  reliable  information.  A  cir- 
cular letter  of  inquiry  was  therefore  sent  to  the  members  of  the  Associa- 
tion and  others  interested.  Fifty-two  replies  we^e  received,  many  of 
which  contain  excellent  information.  A  summary  ojf  these  is  made  a  part 
of  this  report,  and  a  number  are  quoted  that  contaiii  information  covering 
generally  the  methods  in  use  and  specifications  and  typical  recommenda- 
tions. , 

The  Sub-Committee  feels,  however,  that  the  subject  requires  further 
study,  and  that  it  is  not  in  a  position  to  make  final  recommendations.  The 
Committee  presents  this  report  as  information. 

A  review  of  the  answers  received  gives  the  following  methods  as  most 
generally  used.  Each  method  has  been  numbered  for  reference  the  same 
as  in  the  tabulated  summary  of  replies. 

(l)       SPADINGj    TO    WORK    THE    COARSE    AGGREGATE    AWAY    FROM    THE    FORM    TO 
BRING  THE  MORTAR  AGAINST  IT. 

This  method  is  the  one  generally  used,  and  where  decorative  treat- 
ment is  not  necessary  furnishes  the  best  finish  at  the  least  expense.  The 
surface  is  generally  smooth  and  nearly  impervious  to  moisture,  and  its 
wearing  qualities  are  equal,  if  not  superior,  to  those  of  any  other  method. 

(2)       COATING  WITH   A   WASH  OF  CEMENT. 

A  wash  of  usually  one  part  of  cement  and  one  part  of  sand  is  applied 
with  a  brush  after  the  forms  are  removed.  This  fills  up  the  pores  and 
covers  the  small  inequalities  and  wood  grain  marks  and  gives  a  smooth 
surface  of  even  finish  and  uniform  color.  This  film  of  mortar,  however,  is 
liable  to  become  checked  and  hair-cracked  and  often  scales ;  for  this  reason 
it  is  not  generally  used. 

(3)      RUBBING. 

There  are  several  methods  of  treatment,  as  follows : 

(a)  The  forms  are  removed  as  early  as  practicable,  prominent  joint 
marks  chipped  ofif,  and  the  surface  thoroughly  wet  and  rubbed  with  a  ce- 
ment mortar  or  carborundum  brick. 

(b)  After  the  forms  are  removed,  the  surface  is  rubbed  with  wooden 
floats,  keeping  the  surface  well  flushed  with  water  during  the  rubbing 
and  thoroughly  washing  after  the  rubbing  is  completed.  The  earlier  the 
rubbing  is  done  the  better  the  results.  The  rubbing  removes  most  of  the 
inequalities,  fills  the  pores  and  small  cavities,  and  gives  the  surface  a  uni- 
form finish  and  appearance,  and  does  not  flake  or  scale. 

(4)       REMOVING  THE  OUTSIDE    MORTAR   TO   EXPOSE  THE  COARSE   AGGREGATE. 

There  are  several  methods  of  accomplishing  this  result,  all  dependent 
on  the  use  of  a  surface  finish  or  coating  at  least  one  (i)  inch  thick,  com- 
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posed  of  prepared   aggregate,  which   coating  is  deposited  as  the  placing 
of  the  concrete  proceeds. 

(a)  Wash  the  surface  immediately  after  the  forms  are  removed, 
exposing  the  aggregate,  which  is  usually  done  by  scrubbing  with  stiff 
brushes  of  either  bristle  or  wire,  and  water,  rinsing  the  surface  clean, 
keeping  it  moist  and  protected  from  the  sun  for  about  three  (3)  days. 

(b)  Treat  the  surface  with  an  acid,  usually  commercial  hydrochloric 
and  nitric.  The  acid  attacks  the  cement  and  exposes  the  aggregate.  The 
amount  of  dilution  of  the  acid  is  usually  obtained  by  experiment  and 
varies  with  the  age  of  the  concrete. 

(c)  Removing  the  outer  skin  by  means  of  a  sand  blast :  This 
method  has  not  generally  proven  successful,  as  it  is  very  difficult  to  ob- 
tain a  uniform  surface. 

(5)       TOOLING   THE   SURFACE  OF   THE   CONCRETE,   AFTER  THE  FORMS    HAVE  BEEN 
REMOVED,  BY   MEANS  OF  CRANUALL,  BUSH-HAMMER  OR  OTHER  TOOLS. 

This  method,  applied  to  the  extent  of  cutting  slightly  into  the  aggre- 
gate, produces  a  very  attractive  surface,  and  it  is  the  experience  of  many 
engineers  that  for  work  in  which  the  best  possible  appearance  is  desired, 
bush-hammering  provides  the  desired  results  at  a  minimum  cost.  The 
best  results  are  produced  with  spaded  surfaces  or  those  composed  of  spe- 
cial aggregate. 

(6)       SCORING. 

Scoring  the  surface  by  means  of  a  system  of  horizontal  and  vertical 
"V"  shaped  battens  placed  on  the  forms  to  break  up  the  flat  appearance, 
to  make  a  line  designating  the  completion  of  the  day's  work,  to  indicate 
expansion  joints  or  to  produce  the  effect  of  courses. 

(7)       METAL  FORMS. 

Forms  of  metal  or  wooden  forms  lined  with  metal  give  a  smoother 
surface  than  bare  wood.  The  spading  is  done  in  the  same  manner  as 
with  wooden  forms  to  push  the  aggregate  back  from  the  face.  In  doing 
this  an  excess  or  thin  skin  of  rich  mortar  is  brought  to  the  surface  of  the 
concrete,  and  is  liable  later  to  develop  checks  and  hair-cracks  and  become 
unsightly. 

The  attached  table  gives  a  summary  of  the  answers  received  to  the 
circular  letter,  the  numbers  being  in  reference  to  the  methods  described 
in  the  report. 

Abstracts  of  replies  received  in  answer  to  the  following  circular  let- 
ter issued  by  the  Committee : 

(i)  What  methods  of  finishing  surfaces  of  concrete  work  have  you 
used?    Give  specifications  for  each  method  used. 

(2)  State  object  desired  in  finishing  and  results  obtained  as  to  ap- 
pearance and  wearing  qualities. 

(3)  State  the  cost  of  the  work  per  square  foot  (labor  and  material) 
for  each  method. 

(4)  Please  state  your  opinion  as  to  the  best  manner  of  finishing  a 
concrete  structure.  Do  you  believe  the  concrete  surface  should  be  left 
untreated,  or  should  it  be  tooled,  scraped  or  treated  with  an  acid? 

(5)  Is  it  your  experience  that  where  the  natural  surface  of  concrete 
is  treated  it  is  more  susceptible  to  discolorations  from  smoke  and  the 
weather? 

(6)  Remarks. 
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A.  W.  Bud,  Consulting  Jingitwcr,  Nnu  York,  N.  V.: 

"(i)  (a)  Rice  watrr  wash:  One  (i)  barrel  lime  slacked,  making 
3  barrels  slacked  -|  25  lbs.  salt,  f  10  lbs.  rice,  boiled  and  strained.  .Add 
chrome  and  ochre  to  give  desired  lint  and  pnt  on  like  whitewash;  it  will 
not  rub  off. 

"(b)  Carborundum  wheels:  CarlK)rundum  wheels  on  a  mandrel 
driven  by  electric  motor  will  duplicate  6  cut  work  or  4  cut  work.  If 
worked  on  concrete  3  to  6  days  old  can  be  done  very  rapidly. 

"(2)      (a)   Gives  uniform  surface  of   pleasing  appearance. 

"(b)  Ciives  a  cut  stone  appearance,  not  imitation  stone,  but  artificial 
stone,  removes  surface  defects,  gives  square  arrises  and  brings  out  color 
of  ingredients. 

"(3)  (a)  About  the  same  cost  as  ordinary  whitewash,  but  more 
uniform  and  attractive  in  appearance  and  will  not  rub  off. 

"(b)   About  Vi  or  y^  the  cost  of  tool  dressing. 

"(4)  Bridge  masonry  in  country  generally  left  untreated.  For  ordi- 
nary work  in  towns  I  prefer  rice  water  wash,  bor  buildings  in  towns  of 
first  class  I  would  dress  trim,  corners  and  arrises  with  carborundum 
wheels. 

"(5) 

"(6)  I  have  not  used,  but  should  expect  good  results  from  sand  blast 
finish." 

C.  H.  Cartlidge,  Bridge  Engineer,  Chicago,  Burlington  &  Quincy  Railroad: 

"Replying  to  your  inquiry  regarding  finishing  of  concrete  surfaces, 
attached. 

"In  the  beginning  of  our  concrete  work  in  1889,  it  was  our  practice 
to  face  the  concrete  against  the  form  boards  by  working  the  grout  against 
the  forms.  A  great  deal  of  rough  lumber  was  used  in  the  early  work,  and 
as  we  enlarged  the  use  of  concrete,  we  tried  to  improve  its  appearance  by 
depositing  the  mortar  against  the  form  and  filling  in  back  of  it  with  con- 
crete. Another  method  was  to  leave  the  concrete  rough  and  plaster  it. 
In  the  25  years  that  have  elapsed  since  these  experiments,  it  has  become 
evident  that  the  original  method  is  by  far  the  best  of  the  three,  and  that 
the  more  nearly  homogeneous  the  concrete  can  be  maintained  the  better 
will  be  the  wearing  qualities  of  the  surface  and  even  of  the  concrete  it- 
self. In  later  work  we  have  adopted  the  same  principle,  but  have  used 
surfaced  forms,  even  lining  them  with  sheet  steel  to  obtain  smoother  sur- 
face. The  writer  believes  that  this  gives  the  best  results  for  the  cost,  but 
at  the  same  time  there  is  formed  by  this  process  a  thin  skin  of  rich  mor- 
tar or  grout  against  the  form  and  on  the  outer  surface  of  the  work,  and 
this  checks  up  with  minute  cracks  and  in  the  end  will  probably  be  more 
or  less  unsightly.  It  is  true  that  these  cracks  are  very  small  and  there  is 
not  the  tendency  for  the  film  of  rich  mortar  to  scale  off,  which  is  ex- 
hibited in  every  case  in  the  thicker  mortar  facing  used  in  earlier  work. 
In  1900  an  experiment  was  made  with  bush-hammering  some  concrete 
which  had  been  faced  in  the  most  careful  manner  by  spading  against  the 
form ;  a  portion  only  of  the  work  done  at  that  time  was  bush-hammered, 
so  that  there  is  an  excellent  chance  to  judge  of  the  relative  merits  of  the 
two  finishes.  As  the  result  of  this  it  is  the  writer's  opinion  that  for  work 
in  which  the  best  possible  appearance  is  desired  bush-hammering  provides 
the  desired  result  at  a  minimum  cost.  In  a  good  deal  of  the  work  fin- 
ished by  spading  against  the  forms  improvement  on  the  surface  obtained 
was  made  by  rubbing  with  carborundum  brick;  this  gives  a  good  surface 
and  pleasing  appearance  temporarily,  but  it  has  been  found  that  it  is  diffi- 
cult to  obtain  a  uniform  texture  by  this  means  and  that  exposure,  while 
it  does  not  affect  the  material  itself,  causes  the  washing  away  of  the  fine 
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particles  of  concrete  ground  off  by  the  carl>orunclum,  and  the  work  is 
really  not  very  much  better  than  ordinary  spade  finish  work,  unless  the 
grinding  is  carried  to  an  extreme.  The  writer  has  had  no  experience 
whatever  with  finishes  obtained  by  washing  with  acids  or  by  the  use  of 
sand  blasting.  Considerable  experience  with  plastering  leads  to  the  belief 
that,  while  it  is  not  impossible  to  make  a  good  finish  thereby,  it  is  very 
expensive  and  extremely  difficult,  with  the  chances  all  against  a  good  job. 

"With  regard  to  the  cost :  The  cost  of  the  spade  finish  is  practically 
nothing;  it  takes  little  more  labor  to  confine  the  greater  part  of  the  pud- 
dling to  the  concrete  on  the  outside  than  it  does  to  have  the  same  men 
do  all  the  puddling  m  the  middle  of  the  mass.  The  cost  of  bush-hammer- 
ing will  run  from  Y^  cent  to  2  cents  per  sq.  ft.,  depending  on  the  age  of 
the  concrete,  amount  of  work,  accessibility  of  work,  etc. 

"With  regard  to  your  question  No.  5 :  It  is  evident  that  the  rougher 
the  completed  surface,  the  darker  it  will  naturally  become  by  exposure, 
smoke  and  weather,  as  every  indentation  must  receive  and  retain  some 
coloring  matter  from  the  smoke.  On  the  other  hand,  such  a  thing  as  an 
absolutely  plain  surface  is  a  practical  impossibility.  There  will  be  slight 
waves,  small  ridges,  etc.,  left  by  the  seams  in  their  forms  and  their  slight 
distortion,  and  where  a  spade  finish  alone  is  used  the  contrast  between  the 
dark  markings  in  the  seams  and  the  lighter  places  in  the  smooth  surface 
is  disagreeable  in  effect,  while  by  bush-hammering  an  effect  of  uniformity 
of  texture  is  obtained,  which  is  much  more  pleasing  to  the  eye.  The  bush- 
hammering  has  also  the  effect  of  cutting  away  the  rectangular  markings 
of  the  face,  which  are  particularly  objectionable  from  the  standpoint  of 
appearance. 

"As  a  conclusion,  the  writer  believes  that  the  best  and  most  economic 
finish  for  concrete  is  obtained  by  bush-hammering,  and  where  the  process 
is  carried  to  such  an  extent  as  to  expose  the  aggregate  and  slightly  to  cut 
into  it,  very  beautiful  results  may  be  obtained." 

W.   C.  Gushing,  Chief  Engineer  of  Maintenance   of   Way,  Pennsylvania 

Lines  West  of  Pittsburgh: 

"(i)  (a)  Acid  treatment  at  Columbus,  O.,  1909-10.  In  1909  surface 
was  rubbed  with  carborundum  bricks  until  aggregate  was  exposed,  and 
washed  thoroughly  with  solution  of  muriatic  acid  to  remove  all  lime.  In 
1910  surface  was  rubbed  with  emery  wheels  operated  by  electric  power, 
and  then  treated  with  the  acid  solution. 

"(b)  Float  finish,  at  Pittsburgh,  Pa.,  in  1912,  and  at  Cincinnati,  O.. 
in  1913  and  1914.  Forms  removed  as  soon  as  possible  and  ridges  chipped 
off.  Surface  then  sprinkled  with  water  and  rubbed  well  with  pine  wood 
floats.  Surface  kept  well  flushed  with  water  during  rubbing  and  washed 
down  with  water  after  rubbing  was  completed. 

"(c)  Rubbed  finish,  at  Indianapolis,  in  1914.  As  soon  as  forms 
were  removed  the  surface  was  first  rubbed  with  carborundum  brick  to 
remove  rough  spots ;  then  rubbed  with  mortar  brick  made  of  one  part  ce- 
ment and  two  and  one-half  parts  sand. 

"(2)  (a)  At  Columbus,  acid  treatment  was  used  in  work  on  con- 
crete encasement  of  bridge  girders  and  columns  in  city  streets  where 
ornamentation  was  desired.  The  acid  treatment  finish  was  used  to  avoid 
the  occurrence  of  hair  cracks,  checking  and  efflorescence  in  surface  of  the 
concrete,  and  was  successful. 

"(b)  At  Pittsburgh  and  Columbus,  a  smooth  and  nice-appearing  face 
was  desired  at  the  minimum  cost,  and  the  same  was  obtained.  The  sur- 
faces of  the  copings  and  parts  most  exposed  to  action  of  weather  have 
hair-cracked  and  checked  slightly,  but  greater  part  of  work  is  wearing 
well. 
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"(c)  At  Indianapolis,  the  masonry  abuts  streets  atid  a  neat  finish  was 
desired. 

"(3)  (S')  At  Cohinibus,  cost  in  1909,  with  nihl)iiig  done  hy  manual 
labor,  12  cents  per  sq.  ft.  Cost  in  1909,  with  rubbing  done  l)y  electric 
power,  6  cents  per  sq.   ft. 

"(b)  At  Pittsburgh,  average  cost  of  float  finish  was  about  4  cents 
per  sq.  ft. 

"(c)   At  Cincinnati,  average  cost  of  float  finish  was  3  cents  per  sq.  ft. 

"(d)   At  Indianapolis,  the  cost  to  Contractor  was  about: 

"Plain  walls,  4^  cents  per  sq.  ft. 

"Paneled  portals,  6^  cents  per  sq.  ft. 

"Octagonal  columns,  7  cents  per  sq.  ft." 

George    W.    Kittredge,   Chief   Engineer,   New   York   Central   &  Hudson 

River  Railroad: 

"(i)  (a)  On  the  face  and  back  of  all  concrete  structures  above 
foundations,  fine  stone  forks  or  spades  shall  be  used  to  work  the  coarser 
part  of  materials  back  into  the  mass,  to  allow  the  mortar  or  finer  parts 
to  occupy  the  space  adjacent  to  the  forms  in  order  to  secure  a  smooth, 
even  surface.  Immediately  after  the  forms  are  removed,  surfaces  that 
are  to  be  exposed  in  the  finished  structure  shall  have  all  projections  and 
irregularities  carefully  removed  and  all  cavities  neatly  filled  with  mortar. 
Unless  otherwise  required,  the  faces  shall  then  be  rubbed  to  a  smooth, 
uniform  finish,  with  a  flat  stone  or  other  acceptable  device,  using  as  little 
mortar  as  possible.  Enough  i  :2  cement  and  sand  mortar  shall  be  used 
to  fill  the  pores,  but  no  "plastering"  will  be  permitted.  For  a  period  of 
ten  days  after  the  surfaces  are  thus  finished,  they  shall  be  protected  by 
moist  canvas  or  other  suitable  material.  When  so  indicated  on  the  draw- 
ings, surfaces  shall  be  tooled  or  treated  by  sand  blast. 

"The  following  specification  is  used  in  the  Electric  Zone :  'The  outer 
exposed  surfaces  of  concrete  work  shall  be  made  dense  and  as  impervious 
to  water  as  possible,  by  carefully  working  the  coarser  materials  back  from 
the  face  of  the  form  by  means  of  a  shovel,  bar  or  other  tool,  so  as  to 
bring  a  layer  of  mortar  to  the  face,  or  by  depositing  next  to  the  form 
and  simultaneously  with  the  concrete  a  i  in.  layer  of  facing  mortar.  The 
rear  faces  of  all  structures  shall  have  the  finer  portions  of  the  mixture 
worked  to  the  face  by  means  of  spading  with  shovel,  bar  or  other  tool, 
so  as  to  secure  a  dense,  impervious,  smooth  surface  that  will  exclude 
water.  Any  holes  or  voids  remaining  after  the  removal  of  the  form  shall 
be  struck  smooth  with  pointing  mortar.  The  molds  shall  be  removed 
from  the  face  of  the  concrete,  and  the  exposed  surface  is  then  to  be 
rubbed  to  a  smooth  or  sandpaper  finish  with  carborundum  brick  or  other 
suitable  device.  In  no  case  shall  the  imprint  of  any  joint  of  the  mold  or 
of  the  grain  of  the  wood  be  visible  on  any  exposed  surface  of  the  con- 
crete. If  any  defective  work  is  found,  such  work  must  be  cut  out  and 
replaced  by  rich  concrete  or  mortar  in  such  proportions  and  in  such  man- 
ner as  directed  by  the  Engineer.  It  is  important  to  obtain  uniformity  of 
surface  and  color  in  the  exposed  portions  of  the  work,  and  all  work  shall 
be  finished  free  from  discolorations,  streaks,  cracks,  checks  and  other  im- 
perfections injuring  the  appearance  or  the  life  of  the  work.  To  obtain 
this  result  the  same  kind  and  quality  of  material  shall  be  used  throughout 
the  structure.  The  exposed  surfaces  of  all  bridge  seats  and  copings  shall 
be  floated  and  troweled  smooth  and  hard  and  true  to  line  and  grade.' 

"The  general  field  practice  for  finishing  surfaces  in  the  Electric  Zone 
is  to  remove  the  forms  while  the  concrete  is  still  green,  and  float  the  sur- 
faces with  a  wooden  float  and  clean  water,  until  the  board  marks  are  re- 
moved and  a  uniform  surface  is  obtained.  When  the  concrete  is  harder, 
as  in  reinforced  structures,   where  it  is  advisable  to  leave  the  forms  in 
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plage  for  a  longer  time,  a  cement  brick,  made  of  one  part  cement  and  two 
parts  sand,  is  used,  with  clean  water,  applied  with  a  brush.  When  the 
concrete  has  become  very  hard,  a  carbonmdum  brick  is  used  instead  of  a 
cement  brick.  Additional  mortar  or  cement  is  not  applied,  except  where 
there  are  open  or  porous  places,  the  idea  being  to  rub  down  the  body  of 
the  concrete  rather  than  to  add  thereto  in  order  to  avoid  'plasteriiig,' 
which  in  time  is  liable  to  peel  off.  Structures  finished  by  above  methods 
may  be  viewed  at  Yonkers,  White  Plains,  Ossining  and  at  various  other 
points. 

"Other  methods  for  finishing  concrete  surfaces  have  been  used  par- 
ticularly in  connection  with  building  work.  Our  General  Standard  Specifi- 
cations for  First-Class  Passenger  Stations  and  minor  buildings  provide  as 
follows : 

"  'Smooth  Concrete  Facing.  Where  concrete  is  shown  marked  or  spe- 
cified as  "Faced,"  such  surfaces  shall  be  painted  with  one  thin  coat  of  pure 
cement  and  water*  of  the  consistency  of  cream,  appHed  with  a  brush. 

"  'Rough  Concrete  Facing.  Where  concrete  is  specified  on  the  plan  as 
"Rough  Faced,"  such  surfaces  shall  have  a  full  depth  of  at  least  lYz  in. 
of  concrete  deposited  simultaneously  with  the  backing,  and  made  with 
selected  gravel  pebbles,  crushed  marble  or  crushed  granite,  as  selected 
by  the  Engineer,  that  will  pass  over  a  No.  3  sieve,  meshes  ^  by  ^-in., 
and  through  a  No.  i  sieve,  meshes  I  by  i-in.,  set  at  an  angle  of  45  degrees. 
The  forms  shall  be  removed  from  this  surface  before  the  concrete  is  set 
hard,  and  the  face  shall  be  brushed  with  wire  brushes  until  the  stones 
have  clean  faces  and  project  ^-in.  from  the  cement  binder.' 

"A  good  example  of  the  rough  facing  can  be  seen  on  the  Scarsdale 
Passenger  Station. 

"The  following  clause  is  given  in  specification  for  our  standard  brick- 
freight  house  and  the  former  Schenectady  improvement : 

"  'After  the  molds  are  removed,  any  open  or  porous  places  shall  be 
neatly  stopped  with  pointing  mortar,  and  if  so  directed  by  the  Engineer, 
the  exposed  face  of  the  work  shall  be  washed  with  neat  Portland  cement 
to  give  a  uniform,  smooth  finish  to  the  exposed  surfaces.' 

"The  specifications  for  the  Buffalo  grade  crossing  improvement, 
dated  March,  1907,  contain  the  following  clause  for  granolithic  face : 

"  'The  network  of  walls,  abutments,  piers  and  copings  shall  have  a 
granolithic  surface  i  part  Portland  cement,  2  parts  sand  and  2  parts  grano- 
lithic grit  made  into  a  stiff  mortar.  Granolithic  concrete  shall  be  granite, 
trap  rock  or  limestone,  crushed  to  pass  a  No.  i  sieve  and  screened  of  dust. 

"  'For  vertical  surfaces  the  mixture  shall  be  deposited  against  the 
face  forms  to  a  least  thickness  of  2  in.  by  skilled  workmen  as  the  placing 
of  the  concrete  proceeds,  and  thus  form  a  part  of  the  body  of  the  work. 
Care  must  be  taken  to  avoid  the  occurrence  of  air  spaces  or  voids  on  the 
surface.  The  face  forms  shall  be  removed  as  soon  as  the  concrete  shall  be 
sufficiently  hardened,  and  any  voids  that  may  appear  shall  be  filled  with 
the  mixture.  The  surface  shall  then  be  immediately  washed  with  water 
until  the  concrete  is  exposed  and  rinsed  clean  and  protected  from  the  sun 
and  kept  moist  for  3  days. 

"  'For  bridge  seat  courses,  pedestals  or  column  bases  and  copings  and 
other  horizontal  surfaces,  the  granolithic  mixture  shall  be  deposited  on 
the  concrete  to  a  least  thickness  of  1^/2  in.  immediately  after  the  concrete 
has  been  tamped  and  before  it  has  set.  and  shall  be  troweled  to  an  even 
surface,  and  after  it  has  set  sufficiently  hard  shall  be  washed  until  the 
grit  is  exposed.' 

I        "(b)  Sidewalks,  Platforms  and  Floors. 

'         "The  usual  method  in  the  Electric  Zone  for  surface  finish  of  train 
platforms  and  sidewalks  is  to  trowel  the  surface  thoroughly  and  then 
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apply  a  dot  rolkr.  In  many  instances  the  sidewalks  arc  loft  plain,  wit'.i 
the  dot  roller  omitted.     The  nsual  specifications  are  as  follows: 

"  'The  top  course  shall  be  carefully  floated  smooth  anrl  true  to  grade, 
and  after  the  first  set  takes  place  shall  not  be  disturbed  by  further  ruWiing. 
After  the  concrete  has  set  it  shall  be  kept  covered  and  moistened  by 
sprinkling  for  a  week.  To  prevent  slipping  of  pedestrians  in  icy  weather, 
the  top  surface  shall  be  roughened  by  means  of  small  prick  marks/ 

"With  sidewalks  laid  on  steep  grades  the  top  surface  is  sometimes 
made  with  a  stippled  surface  to  prevent  slipping,  under  the  following 
specification : 

"  'Where  the  walk  is  on  grades  of  8  per  cent,  or  over,  the  top  surface 
adjacent  to  the  edge  of  the  walk  and  to  expansion  joints  shall  be  floated 
smooth  for  a  distance  of  i  in.  from  the  edge  or  joint  with  a  smoothing 
iron.  The  surface  within  this  smooth  portion  shall  be  slightly  crowned 
and  the  surface  stippled  with  a  coarse  broom.' 

"A  walk  of  this  character  has  been  laid  on  the  east  approach  to 
Broadway  bridge,  Ossining. 

"The  specifications  for  Buffalo  grade  crossing  improvement  specified 
the  following  for  cement  walks  for  bridges  over  highways : 

"'The  exposed  surface  shall  be  composed  of  i^  parts  of  cement  to 
one  part  of  coarse  sand  and  2  parts  of  granite  sand.  It  shall  have  a 
thickness  of  at  least  i  in.  and  shall  be  "Brushed"  finished  with  a  bristle 
brush.' 

"Plain  concrete  floors  and  combination  floors  of  granolithic  or  car- 
borundum are  usually  finished  in  the  same  manner  as  sidewalks,  except 
that  the  dot  roller  is  omitted.    The  usual  specification  is  as  follows : 

"  'Simultaneously  with  the  bottom,  to  secure  a  thorough  bonding, 
lay  the  top  dressing  of  surfacing  mortar  or  granolithic  according  to  finish 
specified.  Top  dressing  of  surface  mortar  shall  be  i  in.  in  thickness  and 
of  granolithic  i^  in.  The  top  dressing  shall  be  floated  to  a  true  and 
even  surface  by  means  of  steel  floats,  and  marked  off  into  squares  of 
about  3  ft.  by  3  ft.,  or  as  shown.  If  any  patterns  are  shown,  they  shall  be 
accurately  ruled  out.  Where  so  specified  in  the  description,  the  top  dress- 
ing shall  be  colored  as  directed.' 

"Granolithic  walks  have  been  placed  at  the  Yonkers  Passenger  Sta- 
tion. 

"A  specimen  of  protected  walk  and  steps,  w^ith  carborundum  top 
dressing,  has  been  laid  at  Hastings,  on  the  south  side  of  the  passenger 
station. 

"(2)  The  object  of  finishing  is  to  improve  the  appearance  and 
wearing  qualities  of  structures.  When  the  float  finish  is  given,  the  sur- 
face becomes  dense  and  more  impervious  to  moisture.  The  tooled 
finishes  are  used  principally  for  artistic  purposes,  or  when  required  by 
local  municipal  authorities.  It  is  our  experience  that  smooth  finishes 
are  less  liable  to  catch  dirt  and  become  discolored  than  tooled  surfaces. 

"The  surfaces  of  sidewalks  and  platforms  are  roughened  to  prevent 
slipping.  The  stippled  surface  has  not  been  used  on  walks  with  grades 
of  less  than  8  per  cent.,  as  it  is  quite  rough  and  rather  hard  on  shoes, 
and,  as  on  flat  grades,  the  surface  would  tend  to  hold  water. 

"Floors  are  finished  to  increase  density,  wearing  quality  and  appear- 
ance. Carborundum  mixed  with  the  surface  mortar  has  been  used  to 
prevent  slipping,  and.  has  proved  fairly  satisfactory. 

"Cement  or  granolithic  floors  will  not  stand  hard  trucking,  as  in 
baggage  rooms,  without  considerable  wear  and  dust.  They  should  be 
troweled  hard,  in  order  to  make  them  as  durable  as  possible.  They  are 
generally  cold. 

"(3)  The  cost  of  finishing  surfaces  with  a  wooden  float  while  con- 
crete is  green  is  about  ic  per  square  foot.    After  the  concrete  has  hard- 
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ened  somewhat,  and  the  use  of  a  cement  or  a  carborundum  brick  is  nec- 
essary, the  cost  is  increased  to  about  2c  per  square  foot.  The  cost  of 
troweling  and  using  a  dot  roller  on  walks  and  platforms  is  about  i'/2C  to 
2c  per  square  foot. 

"The  above  average  prices  are  for  all  labor  and  material,  including 
any  scaffolding  required.  I  have  no  record  of  actual  prices  of  other 
methods  of  finishing  surfaces. 

"(4)  As  a  general  proposition,  I  think  the  best  manner  of  finishing  a 
concrete  structure  is  by  the  wooden-float  method,  as  it  leaves  the  con- 
crete in  a  more  natural  state,  is  cheaper  and  has  a  better  appearance  in 
the  long  run. 

"Application  of  cement  on  the  surface  or  the  use  of  a  cement  brick 
generally  makes  a  white  finish,  which  is  more  susceptible  to  discoloration 
and  liable  to  wear  away  unevenly. 

"I  think  concrete  surfaces  should  be  finished  in  above  manner  when- 
ever they  are  exposed,  or  where  it  is  desired  to  obtain  as  much  density 
as  possible  for  waterproofing  purposes.  I  do  not  think  surfaces  should 
be  tooled,  scraped  or  treated  with  an  acid,  except  where  the  surfaces  have 
been  specially  prepared  and  artistic  finishes  are  required.  Concrete  walks 
and  platforms  troweled  and  surfaces  roughened  where  they  are  exposed 
to  weather,  I  think,  give  the  best  result.  Floors  usually  require  special 
consideration. 

"(5)  I  think  surfaces  finished  smooth  are  less  susceptible  to  dis- 
coloration from  smoke  and  the  weather  than  when  untreated.  However, 
tooled  surfaces,  I  think,  have  the  opposite  effect." 

R.  H.  Ford,  Engineer  Track  Elevation,  Rock  Island  Lines: 

"(i)  (a)  Painting  concrete  placed  in  cold  weather  with  a  one-to- 
one  cement  and  sand  grout,  mixed  with  water  to  a  creamy  fluid. 

"(b)  Thoroughly  wetting  the  concrete  face  and  rubbing  with  car- 
borundum brick. 

"(2)     To  fill  visible  voids  and  give  uniform  surface. 

"(3)  Costs  taken  from  actual  cost  sheets,  where  the  record  has 
been  carefully  kept  and  given  per  hundred  square  feet.  (Form  asks  for 
cost  per  square  foot.) 

By  method   (a) — Material,  2c ;  labor,  38c;  total,  40c. 
By  method   (b) — Material    and   supplies,   2c ;    labor,   $3.00;    total, 
$3-02. 
"(4)      (a)    We  are  making  an  extended  investigation  of  the  best  and 
cheapest  method  of  finishing  concrete,  and  the  answer   to  this   question 
must  be  considered  tentative.     So   far,  however,   I  am   strongly  in   favor 
of  the  rubbing.     The   item  of  expense  can  be   reduced  immeasurably  by 
the  application  of  power.     The  prices  given  above  are  based  entirely  upon 
manual  labor. 

"(b)  Our  investigations  so  far  are  not  sufficient  to  determine  this 
question.  It  is  my  opinion,  however,  based  upon  information  which  we 
have,  that  painting  is,  as  a  rule,  undesirable.  We  have  been  very  suc- 
cessful, however,  on  some  work  that  was  done  two  years  ago  with  this 
method.  I  attributed  it,  however,  to  the  fact  that  the  surface  was 
rough  and  porous,  and  that  the  painting  was  done  while  the  concrete 
was  comparatively  green.     I  do  not  believe  in  treating  it  with  acid. 

"I  believe  that  there  is  a  large  field  for  investigation  in  this  particu- 
lar line. 

"(5)  I  do  not  think  that  finished  concrete  (in  the  sense  above  used) 
IS  more  susceptible  to  discolorations  than  unfinished  concrete,  although  it 
may  have  that  appearance.  This,  however,  I  think,  is  due  to  the  fact  that 
the  contrast  is  much  more  sharp  on  the  finished  work  than  on  the 
unfinished. 
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"The  al)()vc'  information  is  based  upon  our  investigations  and  studies 
of  the  work  that  this  company  is  doing  on  track  clcvaticjn  in  Chicago, 
extending  over  the  past  14  years,  and  compared  with  an  enormous 
amount  of  simihir  work  being  done  by  all  other  roads  for  the  last  10 
years.  A  critical  analysis,  however,  is  being  made  on  all  work  of  this 
character,  whicii  is  now  being  done  by  the  Rock  Islanrl  Company,  as 
unusual  opportunity  is  now  afforded  for  these  studies  from  the  fact  that 
the  matter  is  entirely  within  the  hands  of  the  railway  company,  both  in 
design  and  execution." 

L.  D.  Hadwen,  Engineer  of  Masonry  Construction,  Chicago,  Milwaukee 
&  St.  Paul  Railway: 

"(i)  We  have  used,  in  addition  to  the  ordinary  surface  obtained  by 
spading,  a  surface  finish  obtained  by  using  a  sand  blast,  as  was  done  at 
Columbus  depot. 

"A  treatment  of  the  surface  with  dilute  acid  to  remove  the  surface 
mortar,  as  was  done  in  the  Missoula  depot  foundation. 

"A  brushed  surface  to  remove  the  mortar  and  show  the  rough 
aggregate. 

"Removal  of  ihe  mortar  skin  by  bush-hammering. 

"Treatment  of  the  mortar  surface  obtained  by  spading,  chiseling  off 
board  marks  and  rubbing  the  entire  surface  with  emery. 

"A  special  mortar  surface  was  formerly  obtained  by  the  use  of  a 
steel  gage  with  angle-irons  fixed  to  create  a  space  about  i^  in.  deep 
between  the  form  surface  and  the  body  of  the  concrete.  This  space  was 
filled  in  with  mortar  and  the  gage  removed.  This  method  is  unnecessary, 
as  an  equally  good  mortar  surface  can  be  obtained  by  spading  the  aggre- 
gate back.  The  use  of  this  practice,  in  order  to  place  specially  pre- 
pared material  of  different  composition  from  the  balance  of  the  con- 
crete to  form  a  special  surface  for  the  finish,  is  undesirable,  and  there 
is  danger  of  the  surface  material  being  of  different  composition  from 
the  balance,  eventually  checking  and  losing  its  bond  with  the  body  of 
the  wall. 

"In  building  the  Miles  City  depot  foundation,  the  forms  were  lined 
with  building  paper  with  a  view  to  getting  a  smooth  finish,  free  from 
all  board  marks.  The  wrinkling  of  this  paper  caused  a  wavy  finish  and 
the  surface  approximating  that  of  bridge  stone,  but  this,  in  my  esti- 
mation, has  produced  a  freak  appearance  and  is  not  a  desirable  finish. 

"Whitewashing  surfaces  with  a  liquid  grout,  or  with  a  cement  wash,  is 
contrary  to  our  practice  and   undesirable.     It  is  only   a  matter  of  time   | 
before  any  such  wash  wall  check  and  scale. 

"Some  experiments  have  been  made  with  coloring  matter,  both  lamp- 
black and  ochre,  with  the  idea  of  getting  a  surface  of  a  definite  tint.  The 
addition  of  any  coloring  ingredient  to  an  aggregate  is  to  be  deprecated, 
because  it  is  very  difficult  to  insure  uniformity  in  the  mixture,  and  the 
result  is  liable  to  be  a  surface  that  is  blotchy. 

"(2)  The  general  object  on  most  structures  is  to  obtain  a  uniform 
surface  with  a  dense  coat  impervious  to  moisture,  and  as  good  results 
as  any  can  be  obtained  by  careful  spading  without  any  special  treatment 
of  the  surface.  For  wearing  surfaces,  such  as  floors  with  heavy  truck- 
ing, the  use  of  a  special  aggregate  may  be  desirable.  On  some  of  our 
shop  floors,  granite  screenings  have  been  used  for  this  purpose  to 
give  a  granitoid  surface.  We  have  also  used  finely  divided  iron  in 
some  experimental  sections  of  freight  house,  and  a  hard-wearing  sur- 
face seems  to  be  obtainable  by  incorporating  such  material  or  other 
patented  preparations  in  the  w^earing  coat.  Except  where  especially 
dustless  floors  are  desired,  it  does  not  appear  necessary  to  go  to  addi- 
tional expense  for  this  purpose. 
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Retaining  Wall,  with  Washed  Granolithic  Face. 
Philadelphia  &  Reading  Railway. 
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"(3)  It  is  difficult  to  separate  the  actual  cost  of  finishing  the  con- 
crete surface  from  the  balance  of  the  cost  of  concreting,  but  the  cost 
of  tooling  the  board  cracks  and  rul)bing  down  a  concrete  surface  on 
ordinary  subway  work,  using  emery,  will  run  about  V2  cent  per  sq.  ft. 
The  cost  of  sand  blasting  depends  on  whether  there  is  enough  work 
to  justify  the  installation  of  a  plant,  and  at  Columbus  was  about  2  cents 
per  sq.  ft. 

"(4)  The  best  manner  of  finishing  a  concrete  structure,  in  my 
estimation,  is  to  use  an  ordinary  spaded  surface,  and  where  special 
finished  work  is  desired,  is  to  use  special  care  in  the  construction  of 
the  forms  to  get  close  joints  and  true  surfaces,  and  after  the  removal 
of  the  forms  to  go  over  the  work  and  chisel  off  any  joint  marks  and  then 
rub  down  the  surface  with  emery  to  secure  uniform  tint.  Where  appear- 
ance is  important,  concrete  structures  should  be  designed  with  panels  to 
break  up  the  large  dead  surfaces;  the  use  of  delicate  mouldings  and  orna- 
mentation should  be  avoided. 

"(5)  In  general,  the  smooth,  natural  surface  of  concrete  will  be 
less  liable  to  discoloration  than  any  form  of  treated  surface. 

"(6)  A  great  deal  of  effort  is  often  made  to  remove  board  marks 
and  the  marks  in  the  grain  of  the  wood  on  finished  concrete  structures. 
Personally,  to  me  the  appearance  of  slight  marking  from  the  boards  is 
more  pleasing  than  the  dead  surface  which  shows  absolutely  no  joints. 
This  is  noticeable  where  an  opportunity  occurs  of  comparing  work  built 
with  steel  forms  and  work  built  with  wooden  forms,  the  latter  being 
less  lifeless  in  appearance.  The  treatment  of  a  concrete  surface  should 
not  give  the  impression  that  it  is  an  effort  to  conceal  the  mode  of  con- 
struction of  the  work." 

William  Hunter,  Chief  Engineer,  Philadelphia  &  Reading  Railway: 

"(i)     The  following  methods  have  been  used: 

"(a)     Plain  spaded  face. 

"(b)  Washed  surface,  with  face  coating  of  (i)  pebbles,  (2)  granite 
or  trap  rock  grit. 

"(c)  Patent  hammered  surface,  with  face  coating  of  granite  or  trap 
rock  grit. 

"(d)  Sand-blasted  surface,  with  face  coating  of  granite  or  trap 
rock  grit. 

"(e)     Use  of  metal-lined  forms. 

"In  all  of  the  above  we  have  used  a  system  of  horizontal  scoring  to 
break  the  surface  and  to  make  a  line  designating  the  end  of  the  day's 
work.    The  specifications  for  the  above  follow : 

"(a)  Spaded  Face: — 'All  other  showing  surfaces  shall  be  prepared 
by  keeping  the  stone  well  back  from  the  face,  as  the  concrete  is  placed, 
by  "spading,"  thus  bringing  the  mortar  against  the  face.  After  the 
forms  are  removed,  the  surfaces  shall  be  pointed  where  necessary,  and 
washed  with  neat  cement  applied  with  a  brush.  Plastering  the  face  after 
removing  the  forms  shall  not  be  permitted.' 

"(b)  Washed  Surfaces: — 'Washed  surfaces  shall  be  composed  of 
I  part  cement,  2  parts  coarse  sand  or  gravel  and  2  parts  granolithic  grit, 
made  into  a  stiff  mortar.  Granolithic  grit  shall  be  granite  or  trap  rock 
crushed  to  pass  ^/4-in.  sieve  and  screened  of  dust.  For  vertical  surfaces 
the  mixture  shall  be  deposited  against  the  face  forms  to  a  least  thickness 
of  I  in.,  by  skilled  workmen,  as  the  placing  of  the  concrete  proceeds,  and 
thus  form  a  part  of  the  body  of  the  work.  Care  shall  be  taken  to  prevent 
the  occurrence  of  air  spaces  or  voids  in  the  surface.  The  face  forms  shall 
be  removed  as  soon  as  the  concrete  has  sufficiently  hardened  and  any 
voids  that  may  appear  shall  be  filled  up  with  the  mixture. 
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'*  'The  surface  shall  then  be  immediately  washed  with  water  until  the 
grit  is  exposed  and  rinsed  clean  and  protected  from  the  sun  and  kept 
moist  for  3  days.  For  horizontal  surfaces  the  granolithic  mixture  shall 
be  deposited  on  the  concrete  to  a  least  thickness  of  V/z  in.  immediately 
after  the  concrete  has  been  tamped  and  before  it  has  set,  and  shall  be 
troweled  to  an  even  surface,  and  after  it  has  set  sufficiently  hard,  shall 
be  washed  until  the  grit  is  exposed. 

"  'All  concrete  surfaces  exposed  to  the  street  shall  be  marked  off  into 
courses  in  such  detailed  manner  as  may  be  directed  by  the  Chief  Engi- 
neer.' 

"The  same  specification  applies  to  the  use  of  selected  pebbles. 

"(c)  Patent  Hammered:  'Showing  faces  of  concrete  shall  have  a 
granolithic  finish,  prepared  by  depositing  with  the  concrete,  a  front  sur- 
face of  at  least  i  in.  in  thickness,  composed  of  i  part  cement,  2  parts  sand 
and  2  parts  clean  granite  or  trap  rock  grit  The  surface  shall  be  scored 
and  patent  hammered ;  when  exposed  to  running  water,  floating  ice,  etc., 
ihe  face  coating  shall  be  2  in.  thick. 

"'(d)  A  sand  blast  surface  is  prepared  as  in  "c,"  and  the  sand  blast 
is  used  in  place  of  the  patent  hammer  to  give  a  surface  finish.  This  has 
not  proved  successful  in  our  experience,  as  it  is  very  difficult  to  obtain  a 
uniform  surface.' 

"(e)  Metal  Lined  Face:  The  same  specification  for  the  granolithic 
grit,  as  in  'b,'  excepting  that  no  washing  is  done,  and  upon  the  removal 
of  the  forms,  the  imperfections  of  the  surface  are  touched  up. 

"(2)  The  object  desired  is  to  have  the  surface  presentable  and  uni- 
form in  color,  as  well  as  durable.  A  reasonable  score  breaks  up  a  large 
surface,  hides  construction  marks  and  the  washing  or  other  treatment, 
because  uniform  in  color  and  texture. 

"(3)  It  has  been  our  experience  that  the  cost  of  patent  hammering 
varies  from  5  to  7  cents  per  sq.  ft.  We  have  had  no  contra-ct  prices 
on  the  question  of  washing,  but  our  experience  would  indicate  an  increase 
in  price  over  the  plain  spaded  work  of  about  25  cents  per  cu.  yd.  We 
have  no  figure  which  would  show  the  cost  per  superficial  foot  for  this  class 
of  work. 

"(4)  The  best  manner  of  finishing  concrete  structures  depends  on 
conditions  in  which  the  location  of  the  construction  plays  a  very  im- 
portant part.  For  structures  which  are  not  readily  seen,  it  would  be  ill- 
advised  to  use  any  other  than  a  spaded  surface,  or  such  surface  as  can 
be  obtained  by  the  use  of  metal-lined  forms.  If,  however,  the  work  is  in 
such  a  location  as  to  be  readily  visible,  and  exposed  to  the  public,  we  be- 
lieve that  the  best  for  really  satisfactory  results  is  by  the  use  of  a  grano- 
hthic  surface,  scored  and  patent  hammered,  or  a  face  coating  of  pebbles, 
washed  and  scored." 

Jos.  O.  Osgood,  Chief  Engineer,  Central  Railroad  of  New  Jersey: 

"(i)  At  the  time  of  depositing  the  concrete,  the  surfaces  to  be  ex- 
posed are  thoroughly  spaded  next  to  the  forms  and  the  coarser  aggregate 
worked  back  in  the  concrete,  leaving  a  surface  of  cement  mortar  next  to 
the  forms.  .  After  the  concrete  has  sufficiently  hardened,  the  forms  are 
removed.  The  surface  to  be  finished  is  then  thoroughly  wet  with  a  brush 
and  rubbed  with  a  coarse  carborundum  brick,  forming  a  lather.  This 
process  is  continued  until  the  form  marks  are  sufficiently  removed.  The 
lather  is  then  washed  off  and  the  concrete  surface  again  wet.  A  float 
finish  is  then  applied  with  a  brush  consisting  of  a  liquid  grout  of  the  same 
mixture  as  the  concrete  and  rubbed  into  the  face  with  a  wooden  float. 
In  many  cases  where  it  is  only  desirable  to  remove  the  form  marks,  the 
liquid  grout  finish  is  omitted. 
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"(2)  The  surface  obtained  by  the  use  of  carhonindum  stone  is  com- 
paratively smooth  and  even  colored  and  form  marks  are  indistinguishable 
from  a  short  distance.  The  floated  finish  of  grout  develops  a  surface 
with  a  sanded  appearance.  Both  of  the  above  surfaces  weather  satisfac- 
torily and  are  used  extensively  for  the  finish  of  piers  and  abutments  of 
bridges  where  the  surface  finish  is  not  subjected  to  close  inspection. 

"(3)  The  cost  of  the  above  finishes  depends  upon  the  amount  of 
scaffolding  necessary,  including  scaffolding  and  supervision;  the  cost  runs 
frorn  i  cent  to  3  cents  for  the  rubbing  with  the  carborundum  stone.  In- 
cluding the  float  finish,  the  cost  is  from  2  cents  to  4  cents  per  sq.  ft. 

"(4)  In  structures  where  the  appearance  of  the  surface  of  the  con- 
crete is  not  important  and  it  is  not  necessary  to  provide  decorative  feat- 
ures, the  above  methods  are  satisfactory.  It  is  practically  impossible, 
however,  to  remove  all  of  the  form  marks  by  these  methods,  and  if 
this  is  desired,  some  other  method  of  treating  the  surfaces  should  be 
used,  preferably  tooling.  We  do  not  believe  that  the  surfaces  should  be 
treated  with  acid. 

"(5)  Surfaces  of  concrete  which  have  been  treated  by  any  process, 
by  means  of  which  the  surface  is  roughened  and  the  aggregate  exposed, 
soon  present  a  very  dirty  appearance,  due  to  the  collection  of  dust  on  the 
projections.  For  outdoor  structures,  a  smooth  finish  of  concrete  presents 
a  much  neater  appearance." 

Arthur  Ridgway,  Assistant  Chief  Engineer,  Denver  &  Rio  Grande  Rail- 
road: 

''(i)  In  our  own  work  we  have  made  use  of  but  three  methods  of 
finishing,  viz. : 

"(a)   Leaving  the  natural  surface  made  by  the  forms. 

"(b)   Rubbing  down  the  surface  with  carborundum  blocks. 

"(c)  Rough  cast  finish  made  by  throwing  various  mixtures  of  ce- 
ment and  aggregate  onto  the  surface. 

"(2)  Aside  from  aesthetic  considerations,  there  would  be  no  object 
in  making  any  change  in  surface  left  by  forms  (except  for  waterproofing 
or  wearing  qualities),  as  I  believe  that  finish  to  be  the  most  durable  and 
satisfactory  from  a  practical  standpoint.  Of  course,  in  the  case  of  hori- 
zontal surfaces,  to  stand  abrasive  action,  a  coat  of  mortar  can  be  applied 
to  surface  before  the  mass  sets,  with  satisfactory  results. 

"In  case  of  other  surface  work,  which  had  been  poured  in  forms  and 
set,  we  should  not  attempt  to  apply  a  trowel  coat  if  it  could  be  avoided, 
but  have  sometimes  gone  over  an  imperfect  surface  with  a  coat  of  mortar 
and  immediately  scraped  all  material  from  surface,  leaving  voids  filled. 

"We  have  about  arrived  at  the  conclusion,  even  from  the  point  of 
view  of  appearance,  about  the  best  results  are  obtained  by  spending  the 
money  available  in  careful  workmanship  in  erecting  forms  and  thorough 
spading  of  the  concrete  against  them.  It  is  a  perfectly  natural  way  to 
use  the  material  at  hand,  and  in  accordance  with  accepted  principles  of 
design  should  give  artistic  results.  We  have  made  some  efforts  to  so 
arrange  the  joints  in  forms  as  to  give  character  and  design  to  the  result- 
ing lines  left  on  the  structure.  This  would  apply,  of  course,  to  the  larger 
masses,  such  as  bridge  abutments,  portals  of  tunnels,  etc. 

"We  have  only  tried  rubbing  down  the  surface  in  one  case,  that  of 
Fourth  South  Street  Viaduct  in  Salt  Lake  City,  and  results  were  not 
satisfactory,  so  that  only  a  portion  of  the  work  was  completed.  The 
forms  were  rather  well  fitted  and  I  think  that  the  natural  surface  is  more 
satisfactory  in  this  case.  We  use  the  dash  coat  on  plastered  surfaces, 
such  as  depot  and  other  walls,  and  it  is  satisfactory  on  account  of  appear- 
ance, stability,  resistance  to  defacement  by  marking  with  crayons,  and 
because   cracks   are  not   so   apparent  on   a   surface   of   this   texture.     We 
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have  never  used  a  cement  gun  for  this  v^ork,  but  believe  it  would  be 
satisfactory. 

"(3)  It  would  be  hard  to  say  as  to  cost  of  producing  a  good  sur- 
face by  careful  form  1)uilding  and  spading,  but  it  is  obvious  that  better 
results  can  be  obtained  at  less  cost  than  by  other  methods.  The  cost  of 
rubbing  down  with  abrasives  would  hardly  be  less  than  5  cents  per  sq.  ft. 
at  the  time  forms  would  ordinarily  be  removed.  The  cost  of  a  dash  coat 
should  not  be  more  than  15  to  25  cents  per  sq.  yd.  aside  from  scaffolding. 

"(4)  Strictly,  we  think  the  best  method  is  the  natural  surface,  as 
stated  above.  It  may  be  that  the  material  is  not  adapted  for  use  as  a 
finish  where  great  refinement  in  detail  is  desired,  but  much  depends  on  the 
experience  and  intelligence  of  the  mechanics  employed  in  any  particular 
case.  Surfaces  having  a  fine,  smooth  finish  are  not  durable  on  account 
of  surface  shrinkage  of  the  material  and  consequent  hair  cracks.  This 
has  been  overcome  by  prolonged  and  careful  tempering  of  the  finish  coat, 
but  the  process  is  as  yet  not  generally  understood. 

"Some  good  results  have  been  obtained  by  tooling  and  acid  treat- 
ment, but  at  a  considerable  cost  and  great  care  in  selection  of  aggregate. 

"'Good  results  have  been  obtained  by  careful  mixing  of  a  fine  screened 
lime  or  other  stone  with  a  small  amount  of  cement  of  such  consistency 
that  the  screenings  show  against  the  forms,  as  in  several  neighborhood 
houses  in  south  parks  in  Chicago. 

"(5)  There  is  no  question  that  removing  the  natural  surface  of  any 
concrete  renders  it  more  porous  and,  therefore,  more  susceptible  to  dis- 
coloration from  smoke,  etc.,  though  this  depends  to  some  extent  on  char- 
acter and  richness  of  the  mixture. 

"(6)  In  general,  ordinary  mass  and  reinforced  concrete  used  on 
railway  structures  can  be  made  to  satisfy  all  reasonable  practical  and 
aesthetic  considerations  with  little  other  work  than  the  careful  building 
of  forms  and  proper  attention  to  placing  the  material.  One  advantage 
of  this  work  is  that  it  is  now  generally  understood  by  mechanics  and  can 
be  obtained  anywhere  without  undue  attention  or  high-class  supervision, 
which  cannot  be  said  of  the  more  complicated  methods  of  treatment." 

F.  L.  Stuart,  Chief  Engineer,  Baltimore  &  Ohio  System: 

"(i)  Two  methods:  One,  rub  surface  upon  removal  of  forms; 
second,  bush-hammer  the  entire  surface. 

"Under  method  No.  i,  where  forms  can  be  promptly  removed,  ex- 
cellent finish  may  be  had  by  rubbing  the  fresh  concrete  with  a  wooden 
block,  using  enough  water  to  keep  the  surface  saturated  while  rubbing 
is  being  done.  When  surface  has  become  hard,  after  general  irregularities 
have  been  removed  with  chisel  or  bush-hammer,  entire  surface  may  be 
rubbed  with  cement  or  carborundum  bricks,  the  surface  being  kept  thor- 
oughly saturated  with  water.  To  insure  uniformity  of  color,  grout  wash 
may  be  applied  while  the  rubbing  is  being  done. 

"Under  method  No.  2,  the  entire  surface  may  be  dressed  with  bush- 
hammers,  operated  by  hand  or  by  air,  all  form  marks  and  other  irregu- 
larities being  removed,  except  the  construction  joints.  This  method  is 
not  desirable,  however,  unless  the  concrete  is  very  dense  and  of  excellent 
quality,  for  the  reason  that  exposure  will  result  in  final  damage  to  the 
surface. 

"(2)  The  purpose  of  treating  the  surface  of  concrete  is  to  improve 
the  appearance  of  the  work.  The  wearing  qualities  will  not  be  affected 
favorably  or  adversely  by  being  finished  according  to  method  No.  i. 
The  surface  may  be  seriously  affected  where  method  No.  2  is  resorted  to; 
especially  if  the  quality  of  the  concrete  is  not  first  class.  Concrete  which 
has  been  dressed  or  bush-hammered  is  less  impervious  to  moisture,  which 
in  freezing  weather  will  cause  the  surface  to  scale. 
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"(3)  The  cost  o^  finisliin^-  the  surface  by  method  No.  i  depends 
largely  on  the  care  exercised  in  casting.  Jf  the  surface  is  reasonal)ly 
smooth  and  the  rubbing  is  done  promptly  before  it  becomes  hard,  the 
cost  should  not  exceed  i  cent  per  sq.  ft.  The  cost  of  bush-hammering 
will  vary  from  3  cents  to  sVj  cents,  depending  on  how  the  same  is  done. 

"(4)  In  our  opinion,  the  surface  of  a  concrete  structure,  where  the 
forms  have  been  properly  constructed,  should  not  be  treated,  except  to 
remove  the  lipping  caused  by  the  joints  in  the  forms.  The  natural  sur- 
face with  good  forms,  and  when  properly  spaded,  we  believe  will  be  more 
durable  if  left  untreated. 

"(5)  From  recent  examination  of  several  large  structures,  where 
certain  portions  were  treated  and  others  left  untreated  and  which  have 
been  exposed  to  the  weather  for  periods  ranging  from  four  to  eight  years, 
it  was  found  that  the  natural  surface  of  the  concrete  is  not  as  susceptible 
to  discoloration  from  smoke  and  weather  as  surfaces  that  have  been  bush- 
hammered,  the  same  being  true  in  the  case  of  discoloration  due  to  seep- 
age of  water  through  construction  joints  or  porous  portions  of  the  struc- 
ture. 

"(6)  In  our  judgment,  the  surface  of  poor  concrete  should  not  be 
treated,  as  the  surface  obtained  in  casting  is  more  impervious  to  moisture 
than  if  treated.  The  absorption  of  moisture  and  its  liability  of  freezing 
may  in  time  injure  poor  concrete  seriously." 
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REPORT  OF   COMMITTEE   XVII— ON  WOOD 

PRESERVATION. 

Earl  Stimson,  Chairman;  E.  11.  Bowser,  Vice -Chair  man; 

H.  B.  Dick,  E.  A.  Sterling, 

C.  F.  Ford,  C.  M.  Taylor, 

Dr.  W.  K.  Hatt,  C.  H.  Teesdale, 

V.  K.  Hendricks,  Dr.  H.  von  Schrenk, 

George  E.  Rex,  T.  G.  Town  send. 

Committee. 
To  the  Members  of  the  American  Railway  Engineering  Association: 

Of  the  subjects  assigned  by  the  Board  of  Direction  to  your  Com- 
mittee for  study,  report  is  submitted  on  the  following  : 

(i)     The  use  of  coal  tar  in  creosote. 

(2)  Water  in  creosote. 

(3)  Compilation  of  information  from  service  tests  and  reports  of 
inspections  of  sections  of  test  track. 

Two  meetings  of  your  Committee  were  held  in  Chicago — the  first  on 
November  18,  1914,  those  attending  being  E.  H.  Bowser,  C.  F.  Ford,  V. 
K.  Hendricks,  Dr.  H.  von  Schrenk,  C.  H.  Teesdale,  C.  M.  Taylor  and 
Earl  Stimson,  Chairman ;  the  second,  on  January  20,  1915,  those  attend- 
ing being  C.  F.  Ford,  V.  K.  Hendricks,  George  E.  Rex,  E.  A.  Sterling, 
C.  M.  Taylor,  C.  H.  Teesdale,  Dr.  H.  von  Schrenk,  T.  G.  Townsend  and 
Earl  Stimson,  Chairman. 

(i)  THE  USE  OF  COAL  TAR  IN  CREOSOTE. 

Developments  in  the  wood-preserving  industry  during  the  past  year 
have  fully  justified  the  recognition  given  to  the  practice  of  using  refined 
coal  tar  in  creosote,  as  considered  by  the  Committee  on  Wood  Preserva- 
tion in  last  year's  report.  The  supplemental  report  on  this  subject,  which 
was  presented  by  Dr.  Hermann  von  Schrenk,  covers  the  general  ground 
so  thoroughly  that  there  is  nothing  new  along  this  line  to  be  added,  ex- 
cept that  the  practice  of  using  a  solution  of  refined  coal  tar  and  creosote 
has  become  more  permanently  established. 

Commercial  and  economic  conditions  make  advisable  the  conservation 
of  the  creosote  supply.  One  of  the  most  feasible  means  of  augmenting 
the  available  output  of  domestic  creosote  is  by  the  proper  addition  of  re- 
fined coal  tar.  This  practice  has  been  followed  for  some  years,  and 
there  is  every  indication  that  it  will  be  increased  in  the  future.  It  fol- 
lows, therefore,  that  a  thorough  mutual  understanding  between  the  treat- 
ing plants  and  the  consumer  is  desirable. 

It  is  further  apparent  that  a  solution  of  refined  coal  tar  in  creosote, 
properly  mixed  and  filtered,  is  superior  to  an  ordinary  mixture  of  refined 
coal  tar  with  distillate  oil,  and  does  not  reduce  the  depth  of  penetration. 
In  fact  the  filtration  process  removes  much  of  the  free  carbon  and  re- 
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duces  the  viscosity  of  the  Hnid,  with  the  result  that  the  oils  are  thoroughly 
incorporated  into  an  entirely  homogeneous  product.  The  use  of  such  a 
solution  will  make  for  economy  and  encourage  the  preservation  of  consid- 
erable timber,  which  would  otherwise  be  used  untreated  owing  to  the  in- 
adequate supply  and  high  cost  of  creosote. 

Your  Committee  last  year  recommended  certain  precautions  in  case 
a  creosote-coal  tar  solution  was  used,  but  made  no  recommendations  as 
to  the  advisability  of  the  refined  coal  tar  addition.  It  is  still  unnecessary 
to  recommend  regarding  the  advisability,  nor  can  comparative  service 
results  between  straight  creosote  and  that  to  which  refined  coal  tar  has 
been  added,  be  stated.  The  fact  remains,  however,  that  the  practice  is 
firmly  established  andi  widely  followed.  Hence,  your  Committee  feels 
justified  in  making  recommendations  which  will  protect  the  railway  com- 
panies as  fully  as  possible  against  unsatisfactory  material  or  improper 
mixtures. 

To  this  end  we  recommend  for  adoption  and  insertion  in  the  Manual 
the  following  specification  for  a  creosote-coal  tar  solution,  and  would 
emphasize  that,  while  it  is  not  a  specification  which  is  strictly  accurate 
in  a  technical  sense,  it  meets  all  practical  requirements : 

"The  oil  shall  be  a  pure  coal-tar  product,  consisting  only  of  coal-tar 
distillates  and  oils  obtained  by  the  filtration  of  coal  tar.  It  shall  contain 
no  admixture  of  crude  tar. 

"Water  shall  not  exceed  2  per  cent. 

"Specific  gravity  at  38  degrees  Centigrade  shall  not  be  less  than  1.03, 
nor  more  than  i.io. 

"Matter  insoluble  on  hot  extraction  with  benzol  shall  not  exceed 
2  per  cent. 

"The  specific  viscosity  (Engler)  at  82.3  degrees  Centigrade  (180  de- 
grees Fahrenheit)  shall  be  not  more  than  1.170  for  200  cc.  No  variation 
above  this  standard  shall  be  allowed.  The  term,  'Specific  Viscosity,'  in 
this  case  shall  mean  the  number  of  seconds  found  for  the  sample  tested, 
divided  by  the  number  of  seconds  for  water  at  20  degrees  Centigrade, 
given  in  the  official  certificate  for  the  viscosimeter  used. 

"On  distillation  by  the  standard  method  of  the  American  Railway 
Engineering  Association,  it  shall  yield  the  following  fractions  based  on 
dry  oil: 

Not  more  than  i  per  cent,  at  170  degrees  Centigrade. 
Not  more  than  5  per  cent,  at  210  degrees  Centigrade. 
Not  more  than  30  per  cent,  at  235  degrees  Centigrade. 

"The  residue  at  355  degrees  Centigrade  shall  not  exceed  26  per  cent." 
The  quality  of  the  coal  tar  used  is  an  important  factor,  and  as  a 
further    protection   to   the    consumer,   your    Committee    recommends    for 
adoption  and  insertion  in  the  Manual  the  following: 

(i)  That  the  refined  coal  tar  used  be  subject  to  inspection  or  analy- 
sis by  the  railway  company  at  any  time,  such  examination  to  be  permitted 
upon  request  prior  to  the  mixing  of  the  solution.     This  is  for  the  reason 
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that  determination  of  the  quality  of  the  coal  tar  after  its  addition  to  the 
creosote  Is  difficult,  if  not  impossible. 

(2)  That  in  case  the  railway  company  makes  its  own  solution  of 
coal  tar  and  creosote,  using  crude  tar  for  this  purpose,  it  specify  clearly 
as  to  the  quality  of  the  tar. 

In  last  year's  report,  your  Conmiittee  submitted  for  the  information 
of  the  Association  six  precautions  to  be  followed  in  the  use  of  coal  tar 
in  solution  with  the  creosote.  Your  Committee  desires  to  modify  these 
precautions  as  follows : 

No.  2 — Change  to  read  : 

"That  the  coal  tar  may  be  added  to  the  creosote  at  treating  plants 
when  suitable  facilities  for  properly  mixing  the  solution  are  available ; 
otherwise  the  solution  be  mixed  by  the  manufacturer,  but  subject  to  the 
inspection  or  supervision  of  the  railway  company." 

No.  3 — Change  to  read,  so  that  the  permissible  amount  of  coal  tar  added 
may  be  increased  to  a  maximum  of  25  per  cent,  of  the  mixture. 
The  precautions  will  then  be  as  follows : 

(i)  That  there  be  a  distinct  understanding  between  all  concerned 
that  a  mixture  is  specified  and  used. 

(2)  That  the  coal  tar  may  be  added  to  the  creosote  at  treating 
plants  when  suitable  facilities  for  properly  mixing  the  solution  are  avail- 
able; otherwise  the  solution  be  mixed  by  the  manufacturer,  but  subject 
to  the  inspection  or  supervision  of  the  railway  company. 

(3)  That  under  no  circumstances  should  the  coal  tar  added  consti- 
tute more  than  25  per  cent,  of  the  mixture. 

(4)  That  the  coal  tar  and  creosote  be  thoroughly  mixed  at  a  tem- 
perature of  approximately  180  degrees  Fahrenheit  before  being  applied  to 
the  timber,  and  that  the  mixing  be  done  in  tanks  other  than  the  regular 
working  tanks,  and  that  the  tanks  containing  the  mixture  shall  be  heated 
and  agitated  thoroughly  each  time  before  any  oil  is  transferred  to  the 
working  tanks. 

(5)  That  only  low-carbon  coal  tar  be  used,  the  amount  of  free  car- 
bon not  to  exceed  5  per  cent. 

(6)  That  in  treating  with  the  mixture  the  temperature  of  the  solu- 
tion in  the  cylinder  be  not  less  than  180  degrees  Fahrenheit. 

Your  Committee  recommends  the  adoption  of  these  precautions  as 
modified,  and  that  they  be  inserted  in  the  Manual. 

(2)     WATER  IN  CREOSOTE. 

One  of  the  most  important  questions  which  arises  almost  daily  in 
connection  with  the  treatment  of  timbers  with  creosote  is  the  question 
of  admixture  with  certain  percentages  of  water.  Your  Committee  has 
thought  it  advisable  to  present  the  following  information  with  reference 
to  this  subject: 

(i)  How  does  water  get  into  creosote?  A  certain  amount  of  water 
becomes  mixed  with  creosote  during  the  process  of  manufacture.     The 
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Committee  is  indebted  to  an  official  of  one  of  the  large  coal-tar  distilling 
companies  for  tlu-  following  information  as  to  how  water  may  get  into 
creosote  during  the  process  of  matin  facture : 

During  the  distillation  of  the  tar,  where  steam  is  sometimes  used  for 
agitating  the  stills,  some  of  this  steam  vapor  is  condensed  with  the  creo- 
sote in  the  condensing  coils,  and  goes  with  the  oil  through  the  receiving 
tanks  into  the  collecting  tanks,  and  finally  into  the  storage  tanks,  there 
being  no  possible  way  of  separating  the  water  from  the  oil  during  its  prog- 
ress to  the  storage  tank,  as  water  present  in  small  quantities  does  not 
separate  by  gravity  except  on  long  standing. 

When  steam  is  not  used  for  agitation,  air  is  generally  used,  and  this 
air,  of  course,  carries  some  moisture  which  condenses  in  the  oil,  although 
the  amount  of  water  introduced  in  this  way  would  be  much  less  than 
where  there  is  steam  agitation.  In  this  connection,  we  might  say  that 
the  use  of  steam  agitation  is  limited,  and  most  of  the  plants  are  now 
using  ajr. 

A  minor  source  of  water  is  that  water  is  contained  in  some  crude 
tars. 

Water  may  enter  the  condensing  worm  where  the  vapor  pipe  passes 
through  the  condensing  tank.  The  usual  arrangement  consists  of  250-3C0 
ft.  of  3-  or  4-in.  pipe  passing  through  an  open  tank  containing  water. 
This  worm  is  usually  built  in  the  form  of  a  square  coil  with  elbows,  and 
these  fittings  may,  of  course,  become  leaky,  and  permit  the  entrance  of 
water  into  the  coil.  Should  any  serious  leak  develop,  it  would  be  soon 
detected,  but  minor  leaks  would  not  be. 

Use  of  steam  pipes  inside  of  oil  lines :  Sometimes  the  lines  leading 
from  the  stills  to  the  storage  tanks  and  from  the  storage  tanks  to  the 
shipping  point  are  equipped  with  inside  steam  pipes  to  prevent  choking  or 
blocking  of  the  pipes  with  naphthalene  in  cold  water.  Of  course,  this 
steam  pipe  is  apt  to  leak,  and  such  a  leak  would  not  be  detected  until  it 
became  serious. 

The  storage  tanks  in  which  the  oil  is  kept  from  the  time  it  is  made 
until  the  time  it  is  shipped,  are  almost  always  equipped  with  steam  coils, 
and  it  is  customary  to  keep  the  oil  warm  during  cold  weather.  These 
heating  coils  sometimes  develop  leaks. 

None  of  the  foregoing  constitutes  a  regular  source  of  introducing 
water  into  the  oil,  excepting  the  use  of  steam  for  agitation,  and  as  stated, 
this  is  no  longer  common  practice.  However,  water  is  almost  sure  to 
get  into  the  oil  in  greater  or  less  degree  from  some  of  the  foregoing 
causes. 

It  is  also  possible  that  in  running  hard  pitch  a  certain  amount  of  de- 
composition takes  place  with  the  formation  of  water,  but  your  Commit- 
tee does  not  believe  this  to  be  worthy  of  consideration  from  a  practical 
standpoint. 

(2)  Where  creosote  oil  is  shipped  in  tank  cars,  water  may  get  into 
the  oil  in  the  cars  through  leaky  steam  coils.     Where  it  is  transferred  in 
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vessels,  a  certain  amount  of  sea  water  may  get  in  through  leaky  scams 
or  bulkheads. 

(3)  At  the  treating  plant  water  may  get  into  the  oil  during  the 
process  of  treatment  in  one  of  two  ways,  either  through  leaky  steam  coils 
in  the  cylinders  or  storage  tanks,  or  from  the  timber  itself.  While  the  data 
concerning  the  actual  quantities  of  water  which  may  get  into  the  oil  during 
treatment  from  the  timber  itself  are  meager,  it  is  a  matter  of  general 
observation  that,  particularly  during  the  early  months  of  the  year  (espe- 
cially in  Northern  states),  when  timber  is  wet  due  to  winter  exposure,  or, 
as  is  frequently  the  case,  covered  with  snow,  the  water  percentage  in  the 
oil,  as  used  in  treatment,  rises.  So,  for  instance,  in  1913,  at  one  of  the 
Northern  plants,  the  average  sample  of  oil  (obtained  by  taking  daily  sam- 
ples and  mixing  these  in  a  large  container)  for  April  had  5  per  cent, 
water  in  it.  During  the  next  two  weeks,  or  early  in  May,  the  water  per- 
centage in  the  average  sample  dropped  to  1.4  per  cent,  and  during  the 
last  two  weeks  in  May  it  dropped  to  i  per  cent,  A  number  of  individual 
determinations  were  made  during  May  to  determine  whether  water  went 
into  the  oil  from  timber.  It  was  found  that  during  one  run,  the  difference 
in  the  water  content  at  the  beginning  of  the  run  and  at  the  end  of  the 
run  was  0.6  per  cent.  more.  At  another  treating  plant,  in  the  spring  of 
1914,  the  first  average  sample  contained  5.2  per  cent,  water,  which  dropped 
to  I  per  cent,,  or  less  at  the  end  of  the  month.  At  another  plant,  during 
the  first  weeks  of  April,  the  water  percentage  equaled  6  per  cent.,  which 
dropped  to  i  per  cent,  by  the  end  of  the  second  week  in  May.  In  all  of 
these  cases  there  was  a  very  heavy  rainfall  during  April,  and  early  in  May 
there  were  seven  days  of  rain.  Just  as  soon  as  a  number  of  days  of  good, 
sunny,"  dry  weather  occurred,  the  water  percentage  in  the  oil,  as  actually 
used  in  treatment,  dropped  immediately.  In  none  of  these  cases  was 
there  any  leakage  in  the  steam  coils,  and  in  no  case  was  live  steam  ad- 
mitted into  the  cylinder. 

(4)  Where  ties  or  timbers  are  steamed  as  a  part  of  the  treating 
operations,  a  certain  amount  of  water  may  get  into  the  creosote  from  the 
condensed  water  forming  on  the  timbers  and  from  some  of  the  water 
which  comes  out  of  the  timbers  during  the  pressure  and  vacuum  periods. 

(5)  Another  point  at  which  water  comes  into  creosote  is  in  storage 
tanks  which  have  no  roof.  Such  storage  tanks  usually  have  to  be  pro- 
vided with  what  is  known  as  a  water  seal.  Experience  has  shown  that 
no  distinct  dividing  line  forms  between  water  and  creosote,  and  the  re- 
sult is  that  the  upper  2  or  3  ft.  of  oil  in  the  storage  tanks  are  more  or 
less  mixed  with  water. 

The  actual  determination  of  the  percentage  of  water  contained  in  a 
tank  car  or  storage  tank  is  a  comparatively  simple  matter  after  a  sample 
has  been  obtained.  The  accuracy  of  the  determination  will  depend  largely 
upon  the  method  with  which  the  sample  is  taken.  Where  it  is  possible  to 
obtain  a  drip  sample,  this  method  is  to  be  preferred,  provided  the  sampling 
continues  for  the  entire  period  of  the  emptying  of  a  tank  car.  This  is, 
however,   frequently   impossible,   particularly   where   a   considerable   per- 
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centage  of  water  is  suspected,  and  where  it  is  not  desirable  to  empty  the 
tank  car.  It  is  also  impossible  to  use  the  drip  sampling  in  the  case  of 
storage  or  working  tanks. 

Various  schemes  have  been  used  for  obtaining  an  average  sample 
where  the  drip  sample  is  not  possible.  One  of  these  consists  in  construct- 
ing a  thief,  composed  of  a  long  tin  or  zinc  tube  3  or  4  in.  in  diameter 
and  18  to  24  in.  long,  weighted  at  the  bottom.  This  tube  has  a  cover  in 
which  a  small  round  hole  is  cut.  The  tube  is  dropped  rapidly  to  the 
bottom  of  the  tank  car  and  then  is  pulled  up  slowly  through  the  oil  at 
such  a  rate  of  speed  that  when  it  reaches  the  surface  of  the  oil  it  is  full. 
A  little  practice  will  enable  the  operator  to  gage  the  rate  of  filling  with 
a  fair  degree  of  accuracy. 

Another  method  consists  in  taking  a  cross-section.  For  this  purpose 
a  glass  or  metal  tube  about  2  ft.  long  is  usually  used,  set  in  metal  collars, 
with  a  valve  at  the  bottom.  The  tube  is  lowered  into  the  oil  with  the 
valve  open,  and  when  in  position  the  valve  is  closed  and  the  tube  pulled 
out.  An  exact  measurement  is  made  of  the  depth  of  the  immersion.  The 
per  cent,  of  water  is  determined  in  this  column  and  the  actual  amount 
of  water  for  the  number  of  gallons  represented  by  the  section  is  deter- 
mined.   , 

In  a  storage  tank  with  parallel  vertical  sides,  the  number  of  gallons 
for  every  inch  of  depth  is  fairly  constant,  and  it  is  a  comparatively  easy 
matter  to  determine  the  actual  number  of  gallons  on  the  basis  of  the 
number  of  inches  in  a  sample  column  taken.  Where  a  sample  column  is 
taken  from  a  tank  car,  it  will  be  necessary  to  have  an  exact  calibration 
of  the  tank  car,  that  is,  the  number  of  gallons  per  inch  from  the  dome 
down  will  have  to  be  known  before  a  determination  of  the  number  of 
gallons  found  can  be  arrived  at.  A  slight  assumption  is  necessary  in 
figuring  the  water  percentage  in  tank  cars,  and  while  probably  not  quite  cor- 
rect, is  as  close  an  approximation  as  can  be  obtained  in  practical  condi- 
tions. This  assumption  is  that  all  of  the  water  contained  in  the  oil,  as 
represented  by  the  cross-section,  is  situated  at  the  top  of  the  column. 
For  example :  If  a  section  is  taken  2  ft.  down  in  the  tank  car  from  the 
base  of  the  dome,  and  if  it  is  found  that  this  section  contains  50  per  cent. 
water,  that  is,  that  there  is  i  ft.  of  water,  it  is  assumed  that  this  i  ft.  is 
the  upper  i  ft.  in  the  tank  car.  It  will  obviously  make  a  very  consider- 
able diflFerence  in  the  number  of  gallons  whether  the  upper  foot  or  the 
second  foot  in  the  car  is  measured.  The  assumption. referred  to  is  con- 
sidered reasonable  in  view  of  the  fact  that  water  will  usually  settle  out  to 
a  very  large  degree,  even  in  a  tank  car  which  has  been  loaded  only  a 
comparatively  short  time. 

The  sampling  tubes  used  are  of  various  types.  Your  Committee  finds, 
however,  that  most  of  these  are  defective,  because  the  section  taken  fre- 
quently does  not  represent  the  actual  section,  due  to  the  fact  that  the 
opening  at  the  bottom  diflfers  in  area  from  the  area  of  the  cross-section 
tube  itself.  Where  such  a  tube  is  used  (and  it  is  believed  that  this  method 
has  considerable  advantage  over  the  tubular  thief  with  a  hole  in  the  top), 


WOOD   PRESERVATION. 


831 


Sampling  Tube. 


832  WOOD    PRESERVATION. 

the  greatest  care  should  be  taken  to  have  the  opening  at  the  base  of  the 
glass  tube  ccjlial  to  the  cross-section  of  the  tube  itself.  Such  a  tube  is 
herewith  illustrated.  Actual  tests  made  with  this  tube  show  a  compara- 
tively small  factor  of  error,  and  your  Committee  suggests  that  a  tube 
made  somewhat  along  the  lines  of  the  one  illustrated  will  be  found  very 
satisfactory.  This  particular  tube  is  made  of  thin  sheet  metal,  but  thick 
enough  to  make  a  tight  fit  with  the  metal  plug  at  the  bottom. 

Where  water  has  gotten  into  the  oil  beyond  a  certain  limit,  every  ef- 
fort should  he  made  to  reduce  the  quantity.  This  may  be  accomplished  by 
allowing  the  oil  to  settle  in  the  tank  car  or  storage  tank,  and,  after  stand- 
ing for  a  number  of  days,  the  water  should  be  syphoned  off.  Tf  an  ex- 
amination of  the  oil  still  shows  excessive  water,  the  oil  should  be  heated 
and  allowed  to  stand  for  a  further  period.  It  frequently  happens  that, 
in  spite  of  long  standing,  much  of  the  water  cannot  be  separated  in  this 
manner.  Tn  some  cases  the  boiling-out  process  has  been  adopted,  that  is. 
the  oil  is  put  into  the  treating  cylinder  and  heated  until  most  of  the  water 
has  been  boiled  away.  Where  an  eflRcient  condenser  system  is  used  there 
will  be  only  a  minimum  loss  of  oil. 

A  third  means  of  separating  water  from  oil  has  recently  been  sug- 
gested, namely,  the  use  of  centrifugal  pumps,  after  the  pattern  of  the 
centrifugal  apparatus  used  in  sugar  mills.  Unfortunately,  the  capacity  of 
these  machines  is  as  yet  very  small,  not  exceeding  300  gallons  per  hour. 

While  it  is  desirable  to  use  as  water-free  oil  as  possible,  the  Com- 
mittee finds  that  this  is  not  always  possible.  There  should  be  a  number  of 
well-defined  rules  in  connection  with  the  water  allowance,  however,  and 
your  Committee  recommends  the  adoption  and  insertion  in  the  Manual 
of  the  following  as  indicative  of  good  practice : 

(i)  Allowable  Limits  of  Water:  The  use  of  creosote  in  treatment 
containing  up  to  3  per  cent,  water  is  permissible.  Where  the  quantity  ex- 
ceeds 3  per  cent,  proper  allowance  shall  be  made,  but  under  no  circum- 
stances shall  timbers  be  treated  with  oils  having  more  than  6  per  cent, 
water, 

(2)  Measurement  of  Oil:  In  all  cases  where  water  separates  from 
the  oil  in  the  tank  or  car,  the  water  should  be  taken  off  to  as  great  an 
extent  as  practicable  and  the  oil  measurement  then  should  be  made  from 
the  point  of  separation  between  the  remaining  water  and  oil  as  nearly 
as  this  can  be  determined.  This  refers  to  the  physical  process  of  meas- 
urement. 

(3)  Sampling  of  Oil  for  Water  Content:  In  sampling  oil  a  drip 
sample  should  be  used  in  taking  samples  from  cylinders  during  treat- 
ment, and  an  approved  cross-section  tube  should  be  used  for  taking  sam- 
ples from  tanks  or  tank  cars. 

(4)  Storage  Tanks:  All  storage  tanks  should  have  a  watertight 
roof. 
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(3)     RECORD  OF  SERVICE  TESTS. 

The  tabulated  record  of  the  service  of  the  ties  in  the  several  sections 
of  test  track  on  the  railroads  reporting  such  tests,  which  has  become  a 
permanent  feature  of  this  Committee's  yearly  report,  is  again  presented, 
revised  to'show  the  status  of  the  tests  at  the  latest  inspection. 

As  some  of  the  service  tests  covered  by  this  tabulation  are  now  of 
considerable  age,  it  seems  desirable  to  supplement  the  tabulation  with  a 
more  detailed  history  of  these  tests.  With  this  in  view  inspections  were 
made  by  members  of  your  Committee  of  such  of  these  tests  as  are  of 
eight  or  more  years'  duration. 

While  most  of  the  tests  are  not  yet  complete  and  final  conclusions 
cannot  be  reached,  the  reports  on  these  inspections  may  be  interesting, 
as  well  as  instructive. 

Your  Committee  wishes  to  take  this  opportunity  to  thank  the  officers 
of  the  various  railroads  reporting  these  tests  for  courtesies  they  have 
shown  the  members  of  the  Committee,  in  furnishing  them  the  data  for 
the  tabulation  and  reports  and  the  opportunity  to  make  the  inspections. 

Both  these  reports  and  the  tabulation  will  be  found  as  Appendix  B 
to  this  report. 

REVISION   OF   MANUAL. 

Your  Committee  has  no  recommendations  to  make  for  changes  in 
the  Manual. 

'THE   EFFECT    OF   THE    STRUCTURE    OF   WOOD    UPON    ITS 

PERMEABILITY." 

Dr.  Irving  W.  Bailey,  of  the  Bussey  Institution  of  Applied  Biology, 
Harvard  University,  has  favored  your  Committee  with  a  most  excellent 
paper,  "The  Effect  of  the  Structure  of  Wood  Upon  Its  Permeability," 
which  is  presented  to  the  Association  as  Appendix  A  to  this  report. 

CONCLUSIONS. 

It  is  recommended  that  the  following  be  adopted  by  the  Association 
and  inserted  in  the  Manual : 

(i)  The  Use  of  Coal  Tar  in  Creosote: 

(a)  The  Specification  for  a  Creosote-Coal  Tar  solution   (p.  826). 

(b)  Paragraphs  i  and  2,  referring  to  the  quality  of  the  coal  tar 
to  be  used  in  the  solution  (p.  826). 

(c)  The  six  precautions  to  be  followed  in  the  use  of  coal  tar  in 
solution  with  creosote  (p.  827). 

(2)   Water  in  Creosote  : 

The  four  rules  relating  to  the  water  allowance  in  creosote  (p.  832). 
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OUTLINE   OF   WORK  FOR   1915. 

Your  Committee  recommends : 

(r)     Continue  the  study  of  the  relation  of  water  to  creosote. 

(2)  Derive  conclusions  from  the  results  of  exposure  tests  of  ma- 
terial tested  with  water  gas  tar  oil. 

(3)  Report  on  methods  of  accurately  determining  tKe  absorption 
of  creosote. 

(4)  Continue  the  compilation  of  service  test  records,  with  detailed 
reports  of  inspections  by  members  of  the  Committee  of  ties  in  track  treated 
by  the  various  processes. 

(5)  Study  the  relations  of  amount  of  preservative  and  depth  of 
penetration  to  the  resistance  of  the  material  against  decay. 

Respectfully  submitted, 

COMMITTEE  ON  WOOD  PRESERVATION. 
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THE    EFFECT    OF    THE    STRUCTURE    OF    WOOD    UPON    ITS 

PERMEABILITY.     NO.  i— THE  TRACHEIDS  OF 

CONIFEROUS  TIMBERS. 

By  Irving  W.  Bailey, 
Bussey    Institution   of   Applied    Biology,    Harvard   University. 

In  treating  timber  with  preservatives,  the  Engineer  is  frequently 
confronted  by  results  that  cannot  be  explained  satisfactorily.  This  is  due 
to  the  extremely  complex  chemical  and  physical  factors  involved,  and 
the  minute  and  somewhat  intricate  structure  of  wood.  The  following 
article  was  written  at  the  suggestion  of  several  Engineers,  in  order  to 
provide  data  which  may  be  of  some  value  to  those  who  are  endeavoring 
to  formulate  the  basic  principles  that  control  the  penetration  of  preserva- 
tives. 

The  wood  in  a  living  tree  performs  a  number  of  important  func- 
tions. It  conducts  large  quantities  of  aqueous  solutions  (sap)  from  the 
roots  to  the  leaves,  the  living  cells  of  the  cambium,  and  inner  bark,  pro- 
vides a  strong  rigid  stem  that  lifts  the  foliage  to  a  position  where  it  can 
secure  desired  amounts  of  air  and  light,  and  serves  as  a  reservoir  where 
food  substances  can  be  stored  and  further  elaborated.  The  structure  of 
wood  has  been  evolved  to  fulfill  these  functions,  and  consists  of  two 
distinct  types  of  tissues.  The  so-called  tracheal  elements  are  water- 
conducting  and  strengthening  cells,  and  are  devoid  of  living  contents. 
The  parenchymatous  cells,  on  the  other  hand,  are  living  elements  which 
are  active  in  storing  and  elaborating  food  substances,  and  in  facilitating 
local  interchanges  of  aqueous  solutions.  '  The  most  important  function 
of  wood  is  that  of  conducting  large  quantities  of  water  from  the  roots 
to  the  leaves.  Therefore,  tracheal  elements  form  the  ground  mass  or 
bulk  of  the  woody  tissue,  through  which  are  scattered  the  parenchyma, 
or  living  cells.  In  the  less  complex  woods  the  same  tracheal  units  serve 
as  water-conducting  and  mechanical  elements,  but  in  those  that  are  more 
highly  organized  a  division  of  labor  takes  place,  and  certain  elements  act 
principally  as  conductors  of  water,  whereas  others  have  almost,  if  not 
entirely,  ceased  to  serve  in  that  capacity. 

It  will  be  advisable  to  confine  the  present  discussion  to  the  simplest, 
less  highly  specialized  types  of  tissues,  such  as  those  which  occur  among 
our  common  "softwoods,"  e.  g.,  pine,  spruce,  hemlock,  cedar,  etc.,  and 
to  consider  the  more  highly  differentiated  structure  of  "hardwoods"  in  a 
subsequent   publication. 

The  tracheal  or  water-conducting  system  of  "softwoods,"  conifers* 
is  made  up  of  extremely  small  units  or  cells  that  are  technically  known  as 


♦American    conifers    are    the    pines,   spruces,   firs,   hemlocks,   cedars,    cy- 
press,  redwood,   Douglas  fir,   larches  and  yew. 
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traihcids,  and  commonly  called  "fibers."  These  elements,  which  re- 
semble minute  tubes  with  closed  tapering  ends,  Fig.  i,  are  from  one  to 
several  millimeters  long  and  a  few  hundredths  of  a  millimeter  wide,  and 
contain  an  elongated  cavity  or  lumen.  The  walls  of  these  tiny  tubes  are 
composed  of  two  principal  layers,  a  thin  outer  coat,  the  so-called  primary 
ivoll,  and  a  much  thicker  inner  layer  or  secondary  imll,  which  differs 
from  it  in  chemical  composition.  The  primary  wall  is  firmly  attached  to 
the  secondary  wall,  and  the  individual  units  or  "fibers"  are  firmly  ce- 
mented together  with  their  long  axes  arranged  parallel  to  the  main  axis 
of  the  tree.  Owing  to  their  tenuity  and  the  staining  qualities  of  the  sub- 
stance that  binds  them  together,  the  primary  walls  of  adjacent  elements 
are   usually  indistinguishable.     Photos   5,  7,    12. 

The  exact  behavior  of  this  complex  mass  (of  minute  elongated  cavities 
separated  by  several  layers  of  woody  substance)  as  a  water-conducting 
medium  has  been  the  subject  of  considerable  discussion  among  plant 
physiologists.  Thus,  Sachs*  maintained  for  many  years  that  the  "sap" 
traveled  primarily  through  the  molecular  spaces  in  the  cell  walls.  This 
theory  was  subsequently  disproved  by  Elfving,t  Scheit,$  and  others  who 
adopted  the  simple  method  of  blocking  the  cell  cavities  with  various  sub- 
stances and  subsequently  testing  the  permeability  of  the  wood.  In  this 
way  they  were  able  to  demonstrate  conclusively  that  the  thick  secondary 
walls,  although  hygroscopic,  are  relatively  impervious  to  rapidly  moving 
columns  of  water. 

If  the  "sap"  travels  through  the  cell  cavities,  and  the  walls  are 
impervious,  there  must  be,  obviously,  some  provision  for  enabling  the 
fluids  to  pass  from  one  cell  cavity  to  adjoining  ones.  Therefore,  the 
"fibers"  are  provided  with  numerous  valve-like  openings  or  bordered  pits 
in  the  secondary  walls,  Fig.  i.  These  openings,  which  are  designed  to 
facilitate  the  rapid  movement  of  water  through  the  stem  of  the  tree, 
are  somewhat  complicated,  and  it  is  essential  to  examine  their  structure 
and  distribution  with  considerable  care. 

A  circular  area  of  the  secondary  wall  surrounding  a  minute  opening 
or  pit  orifice  is  embossed  or  pulled  away  from  the  primary  wall,  forming 
a  saucer- shaped  blister  which  projects  into  the  cavity  of  the  cell.  In 
surface  view,  Fig.  2,  this  area  forms  a  halo  or  border  (Br.)  about  the 
opening  in  the  secondary  wall.  The  bordered  pits  of  adjacent  cells  are 
exactly  opposite  one  another  and  form  a  row  of  lense-shaped  cavities, 
Fig.  4,  Photos  8,  II,  which  communicate  with  the  cavities  or  lumens  of 
the  two  adjacent  cells  by  means  of  the  openings  in  the  secondary  walls. 
Communication  between  the  two  cells  is  interrupted,  however,  by  the 
primary  walls.  Fig.  2,  which  in  this  region  become  very  thin  and  form  a 
delicate  membrane  (Me.)  which  divides  the  lens-shaped  cavity  into  two 
planoconvex  cavities.  The  dividing  membranes  possess  a  circular  thick- 
ened area  (Ts.)  called  the  torus,  which  acts  as  a  valve.     Before  sufficient 


*Sachs,    Julius,    "Ueber   die   Porositat  des    Holzes,"    Wiirzburg   Arbeiter, 

tElfving-,  Fr.,  "Ueber  die  Wasserleitung-  im  Holze,"  Bot.  Zeit.,  Oct.,  1882. 
tScheit,  Max,   "Die  Wasserbewegung  im  Holze,"  Bot.  Zeit.,  March,  1884.  J| 
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pressure  can  be  brought  to  bear  upon  the  delicate  membrane  to  rupture 
it,  the  torus  is  forced  to  one  side  or  the  other,  Fig.  2,  sealing  more  or 
less  effectively  one  of  the  openings  in  the  secondary  walls.  The  necessity 
for  these  delicate  and  complicated  valve-like  structures  is  seen  when  it  is 
taken  into  consideration  that  water,  in  passing  from  the  roots  to  the 
leaves  of  a  tall  tree,  must  pass  through  an  enormous  number  of  minute 
cells  which  are  less  than  a  centimeter  in  length.  Not  only  must  the 
aqueous  solutions  pass  through  a  large  number  of  cells,  but  at  times  must 
do  so  comparatively  rapidly.  The  bordered  pit  is  designed,  therefore,  to 
expose  a  relatively  large  surface  of  very  thin  permeable  membrane  with- 
out seriously  imparing  the  strength  and  rigidity  of  the  secondary  wall. 

Plant  physiologists  and  anatomists  have  assumed  that  the  cell  cavi- 
ties of  conifers  are  entirely  enclosed  in  the  thin  primary  walls.  In  the 
region  of  the  bordered  pits  the  primary  walls  were  known  to  be  extremely 
thin,  but  were  considered  to  be  unperforated.  Furthermore,  it  has  been 
stated  that  the  pit  membranes,  although  very  permeable  to  aqueous  solu- 
tions, are  impervious  to  finely  divided  solids,  undissolved  gases  and 
heavy  or  viscous  fluids,  and  more  or  less  impervious  to  light  oils.  Two 
years  ago  the  writer  conducted  a  series  of  experiments  to  test  the  ac- 
curacy of  these  conclusions  in  regard  to  the  structure  and  behavior  of 
bordered  pits  and  pit  membranes.*  In  order  to  determine  whether  the 
pit  membranes  were  unperforated,  water  containing  finely  divided  particles 
of  carbon  was  used.  Obviously,  such  an  injection  mass  can  penetrate 
only  where  actual  openings  exist  in  the  cell  walls.  It  was  significant, 
therefore,  to  find  that  the  carbon  suspension  passed  through  sticks  of 
freshly  cut  green  sapwood  (pine,  larch,  hemlock,  spruce,  cedar)  under 
slight  hydrostatic  pressure.  Subsequent  study  of  the  injected  material 
showed  clearly  that  the  dark-colored  fluid  passed  from  cell  cavity  to  cell 
cavity  through  the  bordered  pits,  Photos  8,  11,  demonstrating  conclusively 
that  the  pit  membranes  were  not  entire.  Eventually,  by  improved  meth- 
ods of  cutting  and  staining  very  thin  sections  (3/25,000  of  an  inch)  of 
wood,  minute  openings  in  the  pit  membranes  of  Sequoia  and  larch.  Photo 
9,  were  made  visible  under  the  microscope. 

It  may  be  asked  in  view  of  the  perforated  structure  of  the  pit  mem- 
branes why  it  is  that  gases  cannot  be  forced  easily  through  long  pieces 
of  green  wood.  This  is  due  to  capillary  or  surface  tension  phenomena 
combined  with  the  valve-like  behavior  of  the  bordered  pits.  If  there  is 
an  aqueous  solution  on  both  sides  of  the  pit  membrane  shown  in  Fig.  2, 
and  the  molecules  or  minute  particles  of  water  are  set  in  motion  by  a 
slight  pressure,  they  are  able  to  pass  rapidly  from  one  cell  to  the  other 
through  the  perforations  in  the  pit  membranes.  If  air  is  forced  into 
either  of  the  cells,  the  water  will  be  driven  into  the  adjoining  cells 
until  the  air  comes  into  contact-  with  the  pit  membrane.  As  soon  as  this 
happens  the  surface  tension  of  the  water  in  the  minute  openings  of  the 


*Bailey,  I.  W.  The  structure  of  the  pit  membranes  in  the  tracheids 
of  conifers  and  its  relation  to  the  penetration  of  gases,  liquids,  and  finely 
divided  solids  into  green  and  seasoned  wood.  For.  Quar.  Vol,  XI,  No.  1, 
March,  1913, 
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Fig.  I. 

Two  isolated  water  conducting  elements,  "fibers"  or  tracheids.  The 
"fibers"  are  lying  with  their  much-pitted  radial  walls  uppermost.  (a) 
tracheid   from    the  springwood,    (b)    tracheid   from   the  summerwood. 
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Fig.  2. 

<A)  Piece  of  radial  wall  of  a  "fiber,"  showing  a  bordered  pit  in  surface 
view.  Part  of  the  dark-colored  torus  or  thickened  portion  of  the  pit  mem- 
brane may  be  seen  through  the  opening  in  the  wall.  This  pit  orifice  Is 
surrounded  or  bordered  by  the  embossed  portion  of  the  secondary  wall, 
(B)  Section  cut  through  (A)  at  a-b,  showing  embossed  wall  seen  in  (A) 
and  that  of  cell  directly  under  it.  The  membrane  and  torus  occupy  a 
median  position.  (C)  Section  showing  the  valvelike  action  of  the  torus, 
(br)   bordered   area,    (me)    membrane,    (ts)    torus. 
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Fig.  3. 

(a)  Bordered  pits  of  thick-walled  cells  of  summerwood,  showing  slight 
overhang  of  secondary  walls,  thick  membrane  and  poorly  developed  valve- 
like  characters. 

(b)  Half-bordered  pit  between  water-conducting  element  or  tracheid 
and  parenchyinatous  cell.  Note  absence  of  bordered  area  on  the  side  of 
the  living  cell  and  absence  of  torus. 

(c)  Simple  pit  between  two  cells  with  living  contents.  Note  absence 
of  valvelike  action. 
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Fig.  4. 

thr-  ^o^f.itudinal  section  through  radial  walls  of  the  overlapping  ends  of 
uiiee  adjacent  tracheids  or  "fibers."  Note  the  concentration  of  bordered 
pits  Which  facilitate   the   flow  of   the  ascending   currents   of   "sap." 


842  \\u(.)iJ  i'KMSi:u'\'  \'rir>\ 

tiUMnhratU'  n-sisls  tlic  furlluT  pfiifliJitinii  of  tin-  air.  Wlu-ii  additional 
l-rossiirc  is  applii-d  to  force  the  vvatci"  from  the-  pirforations,  the  mem- 
hrani*  is  forced  to  one  side  and  the  torus,  or  thickened  portion,  seals 
more  or  less  elfectixeiy  tht'  openinj^  in  the  secondary  wall,  I'holos  2,  3,  4, 
If  a  very  short  piece  of  wood  is  used,  so  that  the  air  has  to  penetrate  one 
or  two  membranes  oidy,  it  is  sometimes  possible  to  pnm|)  air  through 
j^reen  wood.  On  the  other  hand,  if  there  are  mimerous  membranes  to  be 
cncoimtered.  surface  tensions  and  the  valve-like  action  of  the  tori 
effectively  prevent  the  penetration  of  air  even  under  considerable  pressures. 
Since  at  certain  times  of  the  year  there  are  positive  or  negative  pressures 
in  the  stem  of  the  tree,  this  valve-like  action  of  the  tori  undoubtedly 
assists  in  retardin<>  the  entrance  of  air  into  the  vvatcr-conductini^  passages, 
and  preventing  the  rupture  of  the  delicate  portions  of  the  pit  membranes. 

As  might  naturally  be  expected,  the  water-conducting  system  varies 
in  different  plants  and  in  different  parts  of  the  same  tree,  depending  upon 
the  amount  of  water  that  has  to  be  transported  to  the  leaves  during  the 
various  seasons  of  the  year.  In  general,  those  species  whose  leaves 
transpire  comparatively  limited  quantities  of  water,  possess,  in  conse- 
quence, a  less  highly  perfected  water-conducting  system,  with  smaller 
cells,  smaller  cavities,  and  fewer  and  more  minute  pits.  Similarly,  the 
wood  of  any  given  individual  varies  at  different  seasons  of  the  year  and 
at  different  ages  in  its  development.  During  the  life  cycle  of  an  average 
specimen  the  dimensions  of  the  tracheids  increase  rapidly  for  a  number 
of  years,  then  more  slowly  until  a  maximum  is  reached,  and  finally 
decrease  after  the  plant  reaches  maturity.*  These  marked  variations  in 
the  size  of  the  water-conducting  elements  must  have  an  important  effect 
upon  the  movements  of  the  "sap"  in  the  stem.  For  example,  it  is  obvious 
that  a  shorter  "fiber"  length  multiplies  greatly  the  number  of  lateral  move- 
ments, through  bordered  pits,  that  must  be  made  by  the  "sap"  in  traveling 
a  given  length  of   stem. 

As  is  well  known_,  the  so-called  annual  rings  or  layers  of  growth  of 
trees  are  due  to  the  fact  that  the  elements  formed  during  the  early  part 
of  the  year  are  larger  and  have  thinner  walls  and  larger  cavities,  Photos 
I,  5,  Fig.  I,  than  those  formed  during  the  later  part  of  the  growing  sea- 
son. The  so-called  autumn,  or  summerwood,  possesses  very  thick  walls, 
comparatively  small  cavities  and  minute  pits.  Fig.  i.  In  other  words, 
the  first-formed  elements  are  designed  primarily  to  conduct  water,  whereas, 
in  the  elements  formed  during  the  last  of  the  growing  season,  the 
strength  and  rigidity  of  the  cells  are  emphasized  at  the  expense  of  their 
water-conducting  function.  The  valve-like  action  of  the  tori  is,  ap- 
parently, not  so  well  developed  and  efficient  in  its  action  in  the  small, 
often  rudimentary,  bordered  pits  of  the  heavy  walled  cells  of  the  summer- 
wood,  Fig.  3.  Thus  the  niembranes  are  not  infrequently  thicker  and  less 
pliable,  the  tori  smaller  in  proportion  to  the  size  of  the  pit  orfices,  and 
the  embossed  or  bordered  areas  of  the  secondary  walls  less  extensive. 


*Shepard,  H.  B.,  and  Bailey,  I.  W.      Some   observations   on   the  variation! 
in   length    of   coniferous   fibers.      Proc,  Soc.  of  Am.  For.,  Vol.  IX,  No.  4,  1914. 
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The  distribution  and  orientation  of  bordered  pits  have  an  important 
bearing  upon  the  movement  of  water  in  the  stem  of  a  tree.  Of  course, 
the  more  rapid  ascending  current  of  "saj)''  is  (hie  to  the  elongated  char- 
acter of  the  cell  cavities,  l)Ut  is  undoubtedly  assisted  in  many  cases  by 
the  fact  that  the  bordered  pits  are  more  numerously  developed  toward 
the  overlapping  ends  of  the  "fibers,"  Fig.  4.  Elfving  .showed  (juite  con- 
clusively that  in  the  yew  the  lateral  or  horizontal  movement  of  water  is 
much  less  rapid  in  crossing  the  annual  rings  than  it  is  in  circulating 
through  them  around  the  stem.  This  difference  is  due  to  the  fact  that 
the  bordered  pits  are  almost  invariably  absent  on  those  surfaces  of  the 
cells  of  the  springwood,  which  are  placed  perpendicular  to  the  radii  of 
the  stem,  Photo  5.  A  limited  number  of  extremely  minute  bordered  pits 
occur  upon  the  tangential  walls  of  the  last  few  rows  of  very  dense  cells 
of  the  summerwood,  Photo  12.*  These  pits,  which  are  present  in  all  of 
our  common  conifers  except  the  hard  pines,  have  been  considered  to 
function  in  providing  the  living  cells  of  the  cambium  and  inner  bark  with 
water  during  the  beginning  of  the  growing  season.  They  are,  therefore, 
of   local    significance    only. 

The  more  marked  tendency  for  water  to  circulate  horizontally  around 
the  rings  rather  than  across  them  is  offset,  to  some  extent  at  least,  by 
the  so-called  medullary  rays,  Photo  i.  These  structures  are  thin,  narrow 
bands  or  sheets  of  tissue  that  are  thrust  between  the  vertical  water- 
conducting  elements.  Photo  11,  and  extend  horizontally  from  the  center 
of  the  stem  to  the  inner  bark.  Photo  i.  They  are  composed  largely  of 
parenchyma,  or  cells  with  living  contents,  and  function  in  the  storage 
and  elaboration  of  raw  food  materials,  which  are  sent  down  to  them, 
through  the  inner  bark,  from  the  leaves.  The  ray  cells  communicate 
with  the  vertical  water-conducting  elements  on  either  side  of  them,  and 
with  each  other  by  means  of  small  pits  in  their  side  walls,  Photos  6,  11, 
Fig.  5.  These  pits,  however,  do  not  possess  the  valve-like  action  of  the 
bordered  pits  of  the  water-conducting  tracheids  or  "fibers,"  since  they 
are  not  provided  with  tori  and  bordered  areas.  Those  which  com- 
municate between  the  living  cells  of  the  rays  and  the  vertical  water- 
conducting  elements  are  called  half-bordered  pits,  since  only  the  opening 
on  the  "fiber"  side  is  embossed  or  pulled  away  from  the  primary  wall, 
and  those  between  ray  cells  simple  pits,  Figs.  3,  5.  The  rays  remove 
water  from  the  vertical  water-conducting  elements  and  also  carry  it 
slowly  in  a  horizontal  direction  toward  the  inner  bark.  Fig.  5.  This 
horizontal  current,  however,  is  comparatively  sluggish,  since  the  cells 
are  filled  with  living  contents,  and,  owing  to  their  short  length,  possess 
in  a  given  distance  a  relatively  large  number  of  pitted  cross-walls  that 
must  be  penetrated.  In  the  pines,  spruces,  larches,  hemlocks  and  Douglas 
fir  the  rays  are  provided  with  horizontally  disposed  water-conducting 
tracheal  elements  or  ray  tracheids,  Fig.  5.  The  latter  resemble  the  living- 
cells  of  the  rays  as  regards  their  dimensions,  but  communicate  with  the 
main  vertical  "fibers"  and  with  each  other  by  means  of  minute  bordered 
pits. 
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Ill  till'  trunk  of  a  tree  not  all  of  the  water-conducting  cells  remain 
fnnctional.  riie  heartwood  or  i)li\  sioloj^ically  dead  portion  of  the  tree 
has  ceased  to  he  active  in  conducting  "sap"  to  the  leaves,  and  luerely 
serves  in  its  capacity  of  affording  a  strong-  ri,t>id  stem  that  elevates  the 
crown  to  a  position  where  it  can  secure  desired  amounts  of  light  and  air. 
The  (lifTerence  in  color,  which  is  usually  noticeable  between  sapwood  and 
heartwood.  is  due  to  the   fact  tliat,  in  the  process  of  the  transformation 


(Sr) 
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Fig.  5. 

Long-itudinal  radial  section  through  wood,  showing  ray  crossing  vertical 
water-conducting  cells  or  "fibers."  The  water  ascending  through  the  un- 
derlying summerwood  and  springwood  cells  passes  into  the  ray  cells  through 
the  small  pits  which  are  shown  in  surface  view.  The  two  rows  of  cells 
in  the  center  of  the  ray  are  the  ray  parenchyma.  The  marginal  cells  with- 
out contents  are  the  ray  tracheids  or  horizontal  water- conducting  elements, 
(sr)    tracheids   of   summerwood,    (sg)    tracheids   of  springwood. 


of  the  former  into  the  latter,  living  cells,  which  are  scattered  among  the 
water-conducting  elements,  secrete  various  substances,  such  as  resins, 
gums,  pigments,  etc.  These  substances  not  only  block  the  cavities  of  the 
parenchyma  more  or  less  effectively,  but  become  diffused  through  the 
wood,  saturating  the  cell  walls,  and  frequently  obstructing  the  pits  and 
even  the  cavities  of  the   "fibers."     In  the   heartwood,  particularly  in  the 
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springwood  and  the  more  open  thinner  walled  types  of  summerwood,  the 
thickened  portions  of  the  pit  membranes  (tori)  are  not  uncommonly 
cemented  over  the  pit  orifices,  Photo  3,  Fig.  2,  or  firmly  jammed  into 
them,  Photo  4.  It  is  also  true  that,  in  the  majority  of  cases,  as  the  cells 
become  further  and  further  removed  from  the  region  of  the  bark  there 
is  a  marked  decrease  in  the  amount  of  water  and  increase  in  the  amount 
of  air  contained  in  the  cell  cavities. 

STRUCTURE  AND  PENETRATION. 

Having  outlined  the  more  important  structural  characters  of  the 
water-conducting  elements  of  coniferous  trees,  it  will  be  advisable  to 
discuss  their  effect  upon  the  phenomena  of  injection.  There  is  every 
reason  to  suppose  that  the  cell  walls  are  at  least  as  impervious  to  rapidly 
moving  currents  of  preservatives  as  they  are  to  the  ascending  current  of 
"sap."  Therefore,  the  assumption  will  be  made  that,  in  the  preservative 
treatment  of  "softwood"  timbers,  the  cell  cavities  are  the  principal  chan- 
nels through  which  the  toxic  fluids  are  injected.  After  treated  timber 
has  been  removed  from  the  pressure  cylinder,  the  creosote  does  not 
remain  in  situ.  Numerous  adjustments  take  place  within  the  timber.  The 
cell  walls  continue  the  absorption  of  creosote,  a  slow  process  by  which 
the  lighter  fractions  of  the  oil,  in  the  cavities  of  injected  cells,  are  gradu- 
ally transferred  to  the  walls  of  cells  which  are  less  favorably  situated. 
Thus,  although  the  absorption  of  fluids  by  the  secondary  walls  is  ad- 
mitted to  be  important,  it  is  considered  to  be  of  secondary  significance 
in  this  discussion,  since  it  is  largely  dependent  upon  the  presence  of 
preservatives  in  the  cell  cavities,  and  proceeds  extremely  slowly  when 
the  latter  are  not  injected.  If  the  penetration  of  preservatives  takes 
place  primarily  through  the  cell  cavities,  the  structure  of  the  water- 
conducting  elements  or  tracheids,  especially  that  of  the  bordered  pits  and 
pit  membranes,   is   of   fundamental   importance. 

HEARTWOOD   vs.    SAPWOOD. 

One  of  the  most  striking  phenomena  of  injection  is  the  impenetrabil- 
ity of  heartwood  as  compared  with  the  behavior  of  sapwood.  This  is 
due,  undoubtedly,  to  the  clogging  of  the  bordered  pits  by  various  sub- 
stances which  are  formed  during  the  process  of  the  transformation  of 
sapwood  into  heartwood.  The  cavities  of  the  bordered  pits  may  be 
actually  filled  with  resins  and  other  hardened  secretions,  or  the  tori  or 
thickened  portion  of  the  pit  membrane  may  be  more  or  less  closely 
cemented  over  the  openings  in  the  secondary  walls  or  firmly  jammed  into 
them,  Photos  3,  4.  More  rarely  the  cell  cavities  themselves  may  be  ob- 
structed by  various  secretions.  The  effectiveness  of  this  clogging  of  the 
heartwood  will  depend  not  only  upon  the  amount  and  location  of  the 
deposits,  but  also  upon  their  solubility  at  different  temperatures  and  in 
different  preservatives.  Clogging  may  also  occur  in  the  sapwood.  For 
example,  mechanical  injuries  and  pathological  conditions  often  induce 
the    living    cells    to    secrete    various    substances    which    become    diffused 
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tlirou.uli  \\\v  wood.  Ill  addition,  at  certain  seasons  of  tin-  year  the  livinj^ 
cells  or  i)arenchynia  may  pour  into  the  ascending  current  of  "sap"  larj^c 
(piantitics  of  elaborated  food  substances.  As  tbe  water  evaporates  during 
tlic  drying  of  timber  tliat  lias  been  cut  at  sucb  a  time,  these  substances 
become  more  and  more  concentrated,  and  are  finally  deposited  in  the 
cavities  of  the  cells  and  ])its.  or  cenunt  the  tori  over  the  openings  in  the 
secondary   walls. 

SUM  MKU  WOOD    vs.    .SI'RI  NCJVVOOl). 

The  dirterence  in  the  penetration  of  creosote  into  the  dense  summer- 
wood  and  more  porous  springwood  of  coniferous  timbers  is  a  second 
well-known  phenomenon  of  injection  which  is  dependent  in  large  meas- 
ure upon  the  structure  of  the  water-conducting  cells  or  "fibers."  At  first 
sight  it  appears  to  be  somewhat  surprising  that  the  porous  portion  of 
the  annual  ring  is  more  resistant  to  penetration  than  the  dense  summer- 
wood  whose  mechanical  functions  have  been  emphasized  at  the  expense 
of  their  water-conducting  capacity.  However,  the  structure  of  the  bor- 
dered pits  and  pit  membranes  and  their  valve-like  action  appear  to  throw 
considerable  light  upon  the  paradoxical  behavior  of  the  two  types  of 
tissue.  In  the  heartwood,  there  is  a  strong  tendency  for  the  thickened 
portions  of  the  pit  membranes  to  become  cemented  over  or  firmly  jammed 
into  the  bordered  openings  in  the  secondary  walls.  This  is  not  true, 
however,  of  the  very  dense  fibers  formed  at  the  end  of  the  year's  growth, 
for  the  membranes  are  commonly  not  even  deflected  from  their  original 
median  position.  Similarly,  in  the  sapwood  and  those  portions  of  the 
heartwood  where  the  tori  have  not  been  cemented  to  the  walls,  the  valve- 
like action  of  the  bordered  pits  in  resisting  the  penetration  of  the  oil  is 
most  effective  in  the  larger  and  more  perfectly  formed  bordered  pits  of 
the  springwood.  Furthermore,  the  perforations  in  the  pit  membranes 
may  be  smaller  and  less  numerous  in  the  springwood  than  in  the  denser 
portions  of  the  annual  layer  of  grow^th.  In  this  connection  it  is  interest- 
ing to  note  that  the  springwood  of  Sequoia  and  larch,  which  are  said  by 
Teesdale*  to  be  as  permeable  as  the  summerwood,  possess  unusually 
large   perforations   in  the  pit   membranes. 

There  are  a  number  of  physical  factors  at  work  which  appear  to 
have  an  important  bearing  upon  the  problem  of  the  relative  permeability 
of  springwood  and  summerwood.  In  seasoned  timber  the  dense  bands  of 
summerwood  conduct  heat  much  more  rapidly  than  do  the  more  porous 
portions  of  the  annual  ring.  This  tends  to  drive  the  air  in  the  small 
cavities  of  the  thick-walled  cells  into  the  larger  ones  of  the  springwood, 
and  combined  with  the  greater  capillary  forces  which  occur  in  the  minute 
cavities  of  the  summerwood,  to  produce  a  deeper  and  more  rapid 
penetration  of  the  dense  tissue.  The  greater  volume  of  air  in  the  spring- 
wood  appears  to  retard  the  penetration  of  creosote,  and  by  its  expansion, 
w^hen  the  pressures  in  the  cylinders  are  reduced,  to  expel  a  portion  of 
that  which  has  penetrated.     This  is  shown  by  the  fact  that  the  creosote 


*Teesdale,    C.    H.      Relative    resistance    of   various   conifers    to    injection 
with  creosote.     Bui.  U.   S,  Dept.  Agri.   No.  101,  1914. 
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may  sometimes  be  found  in  the  pits  when  the  cell  cavities  are  entirely 
empty.  The  bordered  pits  retain  the  creosote  just  as  they  retain  water 
after  it  lias  been  dried  or  drained  out  of  the  cavities  of  the  cells.  Under 
such  circumstances  the  dense  cells  of  the  suminerwood  also  tend  to  retain 
their  creosote,  owing-  to  greater  forces  of  capillarity.  It  should  be  noted, 
however,  that  in  many  cases  the  comparative  color  of  the  springwood 
and  summerwood  may  be  deceptive  in  a  discussion  of  penetrance.  What, 
for  example,  will  be  the  effect  of  a  so-called  empty-cell  treatment  upon 
the  color  of  the  wood?  If  the  creosote  has  penetrated  the  cavities  of 
the  spring  and  summer  cells,  and  subsequently  been  forced  out  of  both, 
the  absorption  of  oil  by  given  volumes  of  cell  wall  substance  may  be 
very  similar,  yet  the  color  of  the  summerwood  will  be  very  dark  and 
that  of  the  springwood  very  light.  The  light  color  of  the  springwood  is 
due  to  the  comparatively  limited  amount  of  woody  substance  in  its  thin 
secondary  walls,  and  to  the  quantity  of  air  contained  in  its  relatively 
large  cell  cavities. 

GREEN    vs.    SEASONED    TIMBER. 

The  subject  of  the  relative  permeability  of  green  and  seasoned  timber 
has  received  considerable  attention  from  Engineers  and  business  men.  A 
very  commonly  accepted  view  at  present  is  that  which  may  be  expressed 
in  the  following  words  :*  'Tn  fresh  green  wood  of  all  species  the  cells 
of  all  kinds  (except  the  resin  ducts  and  the  vessels)  are  completely  closed 
by  the  continuous  primary  wall,  and  gases  cannot  be  forced  through 
this  enclosing  membrane  even  at  extreme  pressures.  Water  may  percolate 
through  this  membrane,  as  through  a  filter,  but  this  action  must  be  com- 
paratively slow  even  under  high  pressures.  .  .  .  Whenever  wood 
seasons  (beyond  its  fiber  saturation  point),  whether  naturally  or  by 
artihcial  means,  narrow  microscopical  slits  occur  in  the  walls  of  the 
fibers  and  tracheids  which  render  them  penetrable  to  gases  and  liquids. 
These  slits  do  not  reunite  when  the  wood  is  resoaked,  although  they  may 
close  up  somewhat.  The  greater  the  degree  of  dryness,  the  more  penetra- 
ble the  wood  becomes.  .  .  .  Steaming  opens  up  these  slits  in  the  cell 
walls,  but  they  are  not  as  numerous  nor  as  wide  as  in  air-dried  material." 

This  hypo-thesis  strengthens  the  position  of  those  impregnatioa 
experts  who  claim  that  timber  must  be  carefully  air-dried  to  secure  a 
rapid,  thorough  penetration.  Furthermore,  it  apparently  explains  the 
value  of  preliminary  steaming  under  pressure  in  kiln-drying  green  lum- 
ber. It  indicates  the  reason  why  wood  dried  and  then  resoaked  is  often 
weaker  than  the  original  material,  why  the  failure  of  resoaked  beams 
resembles  that  of  dry  beams,  etc. 

There  are,  however,  certain  fundamental  objections  to  these  con- 
clusions : 

(i)  As  has  been  shown  above,  the  cells  in  green  wood  are  not 
entirely  enclosed  in  the  primary  walls,  since  the  pit  membranes  are  com- 
monly perforated. 


*Tiemann,  H.  D.  The  physical  structure  of  wood  in  relation  to  its  per- 
meability by  preservative  fluids.  Bui.  120,  American  Railway  Engineering  and 
Maintenance    of   Way    Association. 
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(2)  It  has  been  shown  thai  .uiccn  wood  which  is  saturated  with 
water  is  not  entirely  impervious  to  undissolved  gases  and  oils. 

(3)  Jn  a  careful  investigation  of  the  distribution  of  "slits"  in  100 
specimens  of  thoroughly  seasoned  wood  the  writer*  found  these  struc- 
tures in  only  10  per  cent,  of  the  specimens. 

(4)  The  so-called  "slits"  or  cracks  when  present  are  confined  to  the 
ihick-walled  elements  of  the  summerwood.  Yet  air  passes  more  rapidly 
and  easily  through  the  cells  of  dry  springwood  than  those  of  dry  summer- 
wood. 

(5)  The  ''slits"  when  present  are  confined  to  the  secondary  walls. 
The  primary  walls  remain  unruptured,  preventing  effectively  the  pene- 
tration of  gases  and  oils  from  one  cell  cavity  to  adjoining  ones  by  the 
"slits"  in  the  secondary  walls,  Fig.  7.  This  can  be  demonstrated  experi- 
mentally by  injecting  the  cells  with  a  solution  containing  finely  divided 
particles  of  carbon  held  in  suspension.  The  penetration  of  the  carbon 
mass  takes  place  entirely  through  the  bordered  pits,  and  does  not  pass 
from  cell  to  cell  through  the  cracks  or  "slits"  in  the  secondary  walls. 

(6)  Resoaked,  seasoned  w^ood  frequently  is  as  impervious  to  air  as 
green,  unseasoned  material. 

(7)  In  those  portions  of  coniferous  trees  which  are  called  upon  to 
resist  compression  the  inner  portions  of  the  secondary  walls  are  com- 
posed of  fine  spiral  reinforcements.  These  structures,  in  seasoned  tim- 
ber, may  easily  be  mistaken  for  drying  cracks  or  "slits." 

It  is  evident,  therefore,  that  the  so-called  "slit  hypothesis"  cannot 
be  accepted  as  conclusive.  In  endeavoring  to  secure  a  more  satisfac- 
tory explanation  for  the  differences  in  the  behavior  of  green  and  sea- 
soned material,  much  valuable  assistance  can  be  secured  by  studying  the 
effects  of  surface  tension  phenomena.  A  green  piece  of  wood  which  is 
thoroughly  saturated  with  water  will  vary  in  its  penetrability  to  aqueous 
solutions  of  copper  sulphate,  corrosive  sublimate,  etc.,  depending  upon 
the  method  used  in  injecting  the  preservatives.  If  the  solutions  are 
forced  in  at  one  end  of  the  specimen  they  will  flow  through  the  wood, 
driving  the  water  out  at  the  opposite  end.  On  the  other  hand,  if  the 
wood  is  immersed  in  the  preservative  and  pressure  applied  from  all  sides 
the  water  is  held  in  the  wood  and  the  solutions  can  penetrate  only  by 
the  slow  process  of  transfusion.  If  gases  are  used  instead  of  aqueous 
solutions,  the  surface  tension  of  the  water  in  the  fine  capillary  tubes,  the 
small  pit  orifices  and  the  extremely  minute  perforations  in  the  pit  mem- 
branes resist  the  penetration  of  the  air.  As  the  pressure  used  increases, 
the  valve-like  action  of  the  pit  membranes  and  tori  seal  more  or  less 
effectively  the  openings  in  the  secondary  walls,  Fig.  2,  Photos  2,  3,  4. 
In  a  similar  manner  the  water  resists  the  penetration  of  oils  and  other 
viscous  substances. 

The  air  which  fills  seasoned  timber  hinders  the  penetration  of- 
aqueous    solutions    when    the    Boucherie    system    is    used.      On    the    other 


*Bailey,  I.  W.  The  validity  of  certain  theories  concerning  the  penetra-,J 
tion  of  gases  and  preservatives  into  seasoned  wood.  For.  Quar.,  Vol.  XI,  |<r.j 
No.    1,   March,    1913. 
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hand,  its  rapid  contraction  and  expansion,  with  variations  in  pressure, 
seem  to  facilitate  the  penetration  of  oils  and  salt  solutions  when  sea- 
soned timber  is  treated  in  vacuum  and  pressure  cylinders.  Since  the 
process  of  seasoning  alters  the  proportions  of  water  and  air  in  the 
cell  cavities,  it  consequently  has  an  important  effect  upon  the  phe- 
nomena of  capillarity  and  surface  tension  which  are  developed  during  the 
subsequent  processes  of  injection. 

Although  the  principal  differences  in  the  behavior  of  green  and  dry 
timber  may  probably  be  explained  upon  the  basis  of  well-known  physical 
laws,  there  is  some  evidence  that  appears  to  indicate  that  in  certain  cases 
anatomical  changes  do  occur  during  the  process  of  seasoning.  For 
example,  the  writer  has  specimens  of  sapwood  which,  when  thoroughly 
resoaked  after  seasoning,  were  more  permeable  to  air  than  in  the  green 
condition.  This  material  showed  no  signs  of  "slits"  in  the  secondary 
walls,  but  the  delicate  membranes  of  the  bordered  pits  seemed  to  have 
been  torn  in  drying.  However,  it  is  extremely  difficult  to  determine 
conclusively  that  the  rupturing  of  the  pit  membranes,  in  any  particular 
specimen,  has  been  produced  by  the  process  of  seasoning  rather  than  by 
the  stresses  produced  during  the  process  of  sectioning  the  wood.  A  sec- 
ond example  of  structural  changes  due  to  seasoning  occurred  in  a  piece 
of  rapidly  kiln-dried  sapwood.  This  dry  material  was  very  impervious 
to  the  penetration  of  air  or  water  containing  carbon  particles  held  in 
suspension,  although  the  same  material  when  green  was  quite  permeable 
to  the  carbon  mass.  The  structural  change  in  this  case  consisted,  appar- 
ently, in  the  sealing  of  the  pit  orifices. 

DECAY. 

When  timber  seasons,  the  attacks  of  wood-destroying  fungi  fre- 
quently play  an  important  part  in  making  the  wood  more  penetrable  to 
preservatives.  This  is  apt  to  be  the  case  especially  in  the  sapwood.  The 
mycelium  or  thread-like  growth  of  the  fungus  penetrates  the  wood,  dis- 
solving holes  in  the  cell  walls  and  membranes,  through  which  the  pre- 
servatives can  penetrate  readily.  Certain  forms  of  decay  may  open  up 
the  wood  considerably  before  marked  evidences  of  their  activity  are 
visible.  Fig.  13  illustrates  a  spiral  type  of  etching  produced  in  the  sec- 
ondary walls  of  the  "fibers"  of  long-leaf  pine.  This  type  of  decay,  under 
low  powers  of  the  microscope,  might  be  mistaken  easily  for  so-called 
"slits,"  or  seasoning  cracks. 

RAY     PARENCHYMA     AND    RESIN     CANALS. 

Owing  to  the  absence  of  anatomical  and  experimental  data,  it  is  not 
possible  to  state  definitely  the  exact  behavior  of  the  medullary  rays,  or 
sheets  of  horizontally-disposed  tracheids  and  parenchyma.  Teesdale 
states : 

"The  medullary   rays,   as   a   rule,   were   not   penetrated.     In   some   of 

.  the  spruces,  however,  the  upper  and  lower  ray  tracheids  were  penetrated, 

and  in  some  of  the  pines  the  entire  ray.     In  no  cases,  except  the  spruces 
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and  piiu's,  was  aii>  pciu-lration  noted  unless  the  spcc-imcn  was  very 
heavily  injected." 

This  is  what  niij^ht  naturally  he  expected  from  the  small  size  of 
[\\v  ray  cells,  their  short  Knj^th.  the  structure  of  the  pit  memhrancs,  and 
the  fact  that  the  parenchymatous  cells  are  likely  to  he  ohstructed  by 
dried  protoplasm,  stored  food  substances  and  various  resinous  secre- 
tions, etc..  Fig.  5,  Photos  6,  ii.  Greater  penetration  of  the  rays  should 
be  expected  to  occur  in  the  pines,  since  they  possess  more  numerous 
ray  tracheids,  or  water-conducting  cells,  and  larger  pits  between  the  ray 
parenchyma  and  the  vertical  water-conducting  "fibers,"  Photo  lo.  How- 
ever, even  if  the  rays  were  readily  permeable  to  preservatives,  which 
appears  to  be  extremely  doubtful,  they  would  be  of  primary  significance 
only  in  lateral  penetration  across  the  annual  rings.  Since  each  vertical 
water-conducting  clement  is  in  communication  with  one  or  more  rays, 
and  inasmuch  as  there  is  no  valve-like  action  in  the  pits  between  the 
"fibers"  and  the  ray  parenchyma,  the  rays  might  well  be  an  important 
channel  for  penetrating  "fibers"  whose  bordered  pits  are  sealed  or  closed 
by  the  valve-like  action  of  the  tori.  However,  in  all  probability  the 
rays  play  on  the  whole  a  somewhat  subordinate  role  in  the  penetration 
of  preservatives.  When  not  blocked  by  various  substances  they  may 
be  of  considerable  local  importance  in  conducting  toxic  fluids  from  a 
penetrated  group  of  "fibers"  past  an  impervious  zone  to  another  group 
of  permeable  cells.  For  example,  from  one  band  of  permeable  summer- 
wood  to  another. 

That  the  vertical  and  horizontal  resin  canals,  Photo  i,  which  are 
scattered  through  the  wood  of  the  pines,  spruces,  larches  and  Douglas 
fir,  are  also  of  secondary  importance  is  shown  by  the  fact  that  if  the 
water-conducting  tissue,  the  group  mass  of  "fibers,"  is  impervious,  their 
effect  is  entirely  localized.  For  example,  the  heartwood  of  Douglas  fir 
and  tamarack,  both  of  which  have  highly-developed  radial  and  longi- 
tudinal resin  passages,  are  in  most  cases  resistant  to  impregnation,  while 
eastern  hemlock,  white  fir  and  other  woods  having  no  resin  canals  may 
be  injected  fairly  easily.  The  resin  passages  of  the  former  receive  the 
oil,  but  the  wood  surrounding  them  is  not  penetrated.  When  the  water- 
conducting  cells  are  permeable  to  preservatives  the  canals  maj^  become 
significant,  since  they  enable  the  toxic  substances  to  be  applied  at 
numerous  points  within  the  wood,  as  well  as  on  its  outer  surfaces.  How- 
ever, the  resin  canals  themselves  vary  greatly  in  permeability,  since  they 
may  be  obstructed,  particularly  in  the  heartwood,  by  hardened  deposits 
of  resin  and  by  tyloses.* 

In  conclusion  it  may  be  well  to  emphasize  the  importance  of  the 
water-conducting  elements,  or  tracheids,  and  their  valve-like  bordered 
pits  upon  the  penetration  of  preservatives  into  coniferous  timbers.  How- 
ever,  it  should  be  kept  in  mind  that   structural  influences  may  be   much 


♦Gerry,  Eloise.  Tyloses,  their  occurrence  and  practical  significance  in 
some  American  woods.  Jour.  Agri.  Research,  Vol.  I,  No.  6,  Wash.,  March, 
1914. 
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modified  or  obscured  by  chemical  and  physical  forces,  especially  those 
of  surface  tension.  The  possibilities  of  eliminating  the  valve-like  action 
of  the  bordered  pits,  rupturing  the  pit  membranes,  loosening  cemented 
tori  and  sealing  preservatives  into  wood  by  locking  the  bordered  pits 
appear  to  be  wortli  careful  consideration  l)y  timl)er-preserving  experts. 


Plate  I. 

Photo  I.  Cross-section  of  the  wood  of  longleaf  pine,  showing  annual 
rings,  thin-walled  cells  of  springwood,  thick-walled  cells  of  summerwood, 
open  and  closed  resin  passages  and  narrow  rays.  In  cutting  longitudinal 
sections  through  the  specimen  of  wood  whose  cross-section  is  seen  in  this 
figure,  those  cut  parallel  to  the  plane  a-b  are  called  tangential,  those  cut 
parallel  to  the  plane  b-c  radial.  The  medullary  rays,  since  they  extend 
from  the  center  of  the  stem  to  the  bark,  are  parallel  to  the  radii  of  the 
stem.     X  30, 
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Plate  II. 

Photo  2.  Section  through  bordered  pit,  showing  membrane  and  torus 
in  median   position.     Heartwood   of  Sequoia,     x  1200. 

Photo  3.  Section  through  bordered  pits,  showing  the  tori  cemented 
over  the  openings  in  the  secondary  wall  of  the  left-hand  cell.  Heartwood 
of  hard  pine,     x  1000. 

Photo  4.  Section  through  bordered  pit,  showing  the  torus  firmly 
jammed  into  the  opening  in  the  secondary  wall  of  the  right-hand  cell. 
Heartwood  of  hard  pine,     x  1000. 

Photo  5.  Cross-section  of  springwood  and  summerwood  "fibers."  The 
large  bordered  pits  of  the  springwood  are  confined  to  the  radial  walls  of 
the   cells.      Spruce,     x   500. 

Photo  6.  Longitudinal  radial  section  of  wood,  showing  the  pits  that 
enable  the  ray  cells  to  secure  water  from  the  vertical  water-conducting 
elements  or  tracheids.  Note  the  short  length  of  the  ray  cells  and  minute 
size  of  the   pits.      Pine,     x   500. 

Photo  7.  Cross-section  of  summerwood  cells,  showing  that  the  so- 
called  slits  are  confined  to  the  secondary  walls,  and  that  communication 
between  the  adjacent  cells  is  interrupted  by  the  darker  colored  primary 
walls  which  are  not  cracked.     Pine,     x  500. 
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Plate  III. 


Photo  8.  Longitudinal  section  through  an  injected  paving  block,  show- 
ing the  heavy  oil  penetrating  from  one  "fiber"  to  an  adjoining  one  through 
the  bordered  pits  in  the  walls.     Longleaf  pine,     x  600. 

Photo  9.  Surface  view  of  three  bordered  pits,  showing  perforations  in 
the  pit  membranes.    Larch,     x  800. 

Photo  10.  Longitudinal  radial  section  of  wood,  showing  large  pits 
between  ray  cells  and  tracheids.     Mexican  pine,     x  500. 

Photo  11  Longitudinal  tangential  section  of  wood,  showing  carbon 
injection  mass  penetrating  from  one  "fiber"  to  another  through  bordered 
pits.  The  central  pit  of  the  chain  is  obstructed  by  resin.  A  ray  is  seen 
in  cross-section.  No  penetration  occurs  through  the  half-bordered  pits 
between    the    tracheid    and    adjacent  ray  cells.     Sequoia,     x  500. 

Photo  12.  Cross-section  of  springwood  and  summerwood  tracheids, 
showing  minute  bordered  pits  on  the  tangential  walls  of  the  latter.  Ma- 
terial injected  with   carbon  mass.      Sequoia,     x  300. 

Photo  13.  Longitudinal  section  through  tracheids,  showing  spiral  etch- 
ing of  walls  produced  by  decay.     Pine,     x  1000. 
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TIE   SKRVICK  TESTS   OX    Tlll<:    NEW    ^■{)I^:K,    NEW    IIAVI-X   & 

llAKTI'Okl)  RAILkOAI). 

For  several  years  Committee  XVII — on  Wood  Preservation,  has  in- 
oliided  in  its  report  a  record  of  Tie  Service  Tests  on  various  railroads 
throughout  the  country,  many  of  which  are  of  long  standing,  so  that  it 
now  seems  timely  to  draw  conclusions  from  some  of  the  oldest  tests 
and  derive  the  benefits  to  be  gained  from  them.  Unforunately  the  records 
of  treatment  of  the  test  tics  on  the  New  Haven  have  been  lost,  so  that 
little  can  be  reported  aside  from  the  actual  life  of  the  ties  and  the  factors 
entering  into  and  affecting  their  service.  These  tests  consisted  essentially 
of  the  following : 

Kind  Kind  of  Date  No.            Time 

of  Wood.  Treatment.  Placed.  Remaining,    of  Test. 

Yellow  Pine  Creosoted  1894  25  20  years 

Yellow  Pine  Burnettized  1901  62  13  years 

White  Pine  Thilmany  1881  None  15  years 

Hemlock  Creosoted 

Cedar  ? 


No.  of 
Test  No.  Ties. 


6,000 
206 

1,006 
400 

? 


1880 


None 
None 


32  years 

? 


TEST    NO.    I. 

During  the  month  of  July,  1894,  6,coo  hewn  Southern  Yellow  Pine 
ties,  7  in.  by  9  in.  by  8  ft.,  were  treated  with  10  lbs.  of  dead  oil  of  coal 
tar  creosote  per  cubic  foot  and  placed  in  the  tunnel  at  Fair  Haven,  Conn. 
At  this  point  the  subgrade  was  rock  and  the  track  was  ballasted  with 
stone.  One-hundred-pound  rail  was  laid  with  cut  spikes  and  without  tie 
plates.  The  tunnel  protected  the  ties  from  alternate  dry  and  wet  weather 
so  that,  even  with  a  good  system  of  side  ditch  drainage,  they  were  al- 
ways damp. 

In  igoS  and  1907  two  renewals  of  500  and  200,  respectively,  replaced 
an  equal  number  of  the  original  ties,  and  since  1907  the  balance  have  been 
gradually  taken  out  until  there  now  remain,  after  a  period  of  20  years, 
only  25  of  the  original  ties.  These  are  quite  sound,  except  under  the  rail 
seat  where  they  are  decayed  and  where  mechanical  action  of  the  rail  and 
spikes  has  cut  and  split  them  until  they  now  need  renewing. 

TEST    NO.    2. 

In  October,  1901,  a  number  of  Long  Leaf  Southern  Yellow  Pine  ties, 
especially  sawed  to  8  in.  by  10  in.  by  8  ft.  4  in.  for  use  under  track  pans, 
were  treated  by  the  Burnettizing  process  and  installed  in  the  four  main 
tracks  at  Rowayton,  Conn.  In  1913  the  track  pans  were  removed  so  that 
during  practically  all  of  the  time  these  ties  were  in  use  they  were  w^et. 
The}^  were  laid  on  stone  ballast  with  gravel  foundation  and  open  cross 
drains  between  them.  They  carried  loc-lb.  rail,  with  5  in.  by  8  in.  tie 
plates  and  cut  spikes. 

57   were   placed   in   track   No.   4,   all  of   w^hich  w'ere   removed   in 
July,    1914. 

68  were   placed   in   track   No.   2,    14  of   which   w^ere    removed   in 
July,   1 91 4. 

67   were   placed   in   track    No.    i, 
removed. 

14  were   placed,  in   track   No.    3, 
July,  1914. 

854 


none   of    which  have   yet   been 
all   of  which   were   removed   in 


WOOD   PRESERVATION.  855 

The  first  renewals,  therefore,  vvhicli  amounted  to  70  per  cent,  were 
made  after  a  life  of  13  years,  and  from  the  present  condition  of  the 
wood  it  will  be  necessary  to  renew  the  remaining  30  per  cent,  within  the 
next  two  years. 

This  test  furnishes  a  splendid  example  of  the  effect  of  narrow  tie 
plates.  The  wood  in  a  large  percentage  of  the  ties  that  were  removed 
after  i^  years'  service  was  sound  except  under  the  rail  where  it  had  be- 
come badly  crushed  and  decayed.  The  narrow  tie  plates  (S-in-)  con- 
centrated the  loads  and  mechanical  wear  at  the  center  of  the  lo-in.  face 
of  the  tie  until  they  l)ecame  deeply  embedded  into  the  wood,  when  the 
ties  began  to  split  and  crush  in  the  center.  This  condition  is  illustrated  in 
Exhibit  No.  3. 

TEST  NO.  3. 

One  thousand  and  six  sawed  White  Pine  Ties,  7  in.  by  9  in.  by  8  ft., 
were  treated  by  the  *Thilmany  process  and  placed  in  track  at  Walling- 
ford,  Conn.,  in  1881.  Nothing  is  known  of  the  description  of  this  treat- 
ment, nor  could  anything  very  definite  be  found  regarding  the  life  and 
service  of  the  ties.  They  were  laid  on  stone  ballast  with  sand  foundation 
where  the  drainage  was  good.  Seventy-four-pound  rail  was  used  with 
cut  spikes.  This  rail  was  replaced  in  1894  with  loo-lb.  rail.  The  last  of 
the  ties  were  taken  out  of  track  in  1896,  having  become  badly  disinte- 
grated, and  according  to  the  only  available  records  their  life  was  from 
II   to   15  years. 

TEST    NO.    4. 

In  June,  1880,  400  Hemlock  ties,  hewn  to  6  in.  by  8  in.  by  8  ft.,  were 
creosoted  and  placed  on  a  gravel  ballasted  roadbed,  with  56-lb.  rail  with 
cut  spikes.  The  last  one  was  taken  out  in  April,  1912,  after  nearly  32 
years'  service.  None  of  these  ties  decayed  in  track ;  they  deteriorated 
from  mechanical  wear  under  the  rail.  One  of  the  old  ties  is  now  in  use 
as  a  sign  post. 

TEST  NO.  5. 

Practically  nothing  could  be  found  on  the  fifth  test.  It  seems  that  in 
1865  some  tanks  were  installed  at  Somerset,  Mass.,  for  the  purpose  of 
creosoting  piles  to  be  used  in  a  bridge  at  that  point.  Some  cedar  ties 
were  used  as  blocking  for  holding  the  piles  in  place  within  the  tank. 
Later  they  were  placed  in  side  tracks  at  Somerset  and  were  taken  out 
about  1908  or  1909  after  44  years. 

SERVICE     TEST     OF     TREATED     TIES     ON     THE     NORFOLK 

SOUTHERN  RAILROAD. 

In  1896  the  Norfolk  Southern  Railroad  placed  in  track  2,587  crossties 
for  test  purposes,  1,192,  or  46  per  cent.,  of  which  were  treated  by  three 
different  processes,  in  order  to  determine  by  direct  comparison  with  un- 
treated ties  what  benefit  would  be  developed  from  the  different  treatments. 
The  ties  were  put  in  the  track  in  the  spring  of  1897  and  the  results  of 
their  service  thus  far,  as  furnished  by  F.  L.  Nicholson,  Chief  Engineer, 
are  quite  valuable  to  the  study  of  tie  preservation. 

The  progress  of  the  test  has  for  several  years  been  given  in  Appen- 
dix  B   of  the   report   of    Committee   XVII — on   Wood    Preservation,   and 

•  •  I 

*The  Thilmany  process,  as  described  in  Appendix  No.  10  of  report  of 
Committee  on  Preservation  of  Timber.  American  Society  of  Civil  Engineers, 
June  25,  1885,  tiiis  appendix  being  a  letter  from  O.  Tliilmany  describing  liis 
own  process,  consisted,  in  brief,  of  an  injection  of  sulphate  of  copper  or  sul- 
phate of  zinc,  after  which  there  was  an  injection  of  a  solution  of  chloride 
of  barium,  during  which  a  chemical  combination  takes  place,  forming  an 
insoluble    sulphate    of   baryta    and    chloride  of  copper  or  chloride  of  zinc. 
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Exhibit  No.  i — Test  No,  i. 

7  in.  X  9  in.  x  8  ft.  hewn  Southern  Yellow  Pine  removed  from  Test 
No.  1,  treated  with  10  lbs.  dead  oil  of  coal  tar  creosote,  placed  in  Fair 
{laven    Tunnel,    1894;    removed    July,  1914;  life,  20  years. 
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Exhibit  No.  2 — Test  No.  2. 

Longleaf  Yellow  Pine  ties  8  In.  x  10  in.  x  8  ft.  4  in.,  treated  by  the 
Burnettizing-  process.  Placed  in  track  at  Rowayton,  Conn.,  with  track 
pans  in   1901.     Life,   13  years. 
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Exhibit  No.  3 — Test  No.  2. 

Longleaf  Yellow  Pine  ties  treated  by  the  Burnettizing  process  and 
treated  at  Rowayton,  Conn.,  showing  effect  of  narrow  tie  plates  and  fre- 
quent spiking.     Date  placed  in  track,  1901;  date  removed,  1914;  life,  13  years 
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tliere  now  remain  in  track,  after  a  period  of  17  years,  only  a  few  of 
the  original  ties.  Therefore,  the  records  thus  far  obtained  forecast  the 
final  conclusions  when  all  ties  will  have  been  removed. 

The  three  different  processes  of  treatment  were  the  Straight  Creo- 
soting,  Wellhouse  and  Vulcanizing,  and  the  test  comprised  juniper  (North 
Carolina  white  cedar),  shortleaf  yellow  pine,  black  gum  and  white  oak, 
as  follows : 

Juniper,  hewn,  untreated 1,095 

Juniper,  hewn,  creosoted 100 

Pine,  hewn,  vulcanized 125 

Pine,  sawed,  vulcanized 217 

Pine,  hewn,  Wellhouse 125 

Pine,  sawed,  Wellhouse 125 

Gum,  sawed,  vulcanized 125 

Gum,  hewn,  vulcanized 125 

Gum,   hewn,    Wellhouse 125 

Gum,  sawed,  Wellhouse 125 

White  Oak,  hewn,   untreated 300 

Total   2,587 

The  sawed  ties  were  7  in.  by  7  in.  by  8  ft.,  but  the  hewn  ties  ran 
much  larger,  with  a  minimum  face  of  7  in.  Before  being  treated  all  ties 
were  allowed  to  air  season. 

The  creosoting  was  done  by  the  Norfolk  Creosoting  Works  of  Nor- 
folk, Va.,  in  May,  1897,  by  the  following  process: 

Four  hours  live  steam,  maximum  25  lbs.  pressure. 
Five  hours  vacuum,  average  22  in. 

Temperature  maintained  during  vacuum  220  degrees  Fahrenheit. 
10  lbs.  of  Beckton  oil  per  cu.  ft.  was  absorbed  in  half  an  hour 
with  a  pressure  of  20  lbs. 

The  analysis  of  the  oil  was  as  follows : 
Breckton  oil,  free  from  adulterations. 
Not  over  8  per  cent,  tar  acids. 
Not  less  than  50  per  cent.  Naphthalene. 
Not  less  than  20  per  cent.  Anthracene  and  Anthracene  oil. 
Not  less  than  10  per  cent,  to  remain  in  flask  at  320  degrees  Cen- 
tigrade. 
No  water. 

The  treating  by  the  Wellhouse  process  was  done  at  the  South  Engle- 
wood  plant  of  the  Chicago  Tie  Preserving  Company,  Chicago,  111.,  in 
September,  1896.  There  were  250  each  of  shortleaf  yellow  pine  and  black 
gum  ties  treated  and  only  a  few  of  them  were  weighed.  The  absorption 
on  the  whole,  however,  was  practically  the  same  as  to  the  weights  of  the 
individual  ties. 

The  treatment  records  are  as  follows  : 

Weight  Weight  Percent 

No.             Kind  of              before  after  Absorp-  Absorp-  Strength  Absorp- 

Ties              Ties                Treat-  Treat-  tion  in  tion  Zinc  tion  Dry 

ment  ment  Pounds  Per  cent.  Solution  Chloride 

18  Sawed  Gum  2194  2963.5  769.5  35.07  3.2%  1.1224 

39  Sawed  Pine  2099.5  3561  1461.5  69.61  3.2%  2.227 

14  Hewn  Pine  2027  4087.5  2060.5  101.65  3.2%  3.2528 

29  Hewn  Gum]  L2313.5  4297  1983.5  85.73  3.2%  2.7433 
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TIk-  vulcani/.ing  treatment  was  clone  by  the  New  York  Wood  Vnl- 
cani/ing  Company  of  New  York,  l)nt  records  describing  this  treatment 
cannot  be  found. 

The  test  was  located  between  mile  post  6  and  7  south  of  Norfolk 
on  the  Norfolk  Division,  and  on  a  single-track  line  carrying  light  pas- 
senger and  freight  traffic.  The  subgrade  soil  was  clay  and  loam,  well 
drained. 

The  average  annual  rainfall  during  the  period  of  test  was  50  in. 

The  ballast  was  chiefly  fine,  sandy  gravel,  containing  some  loam 
partly  mixed  with  cinders.  To  secure  proper  drainage  the  ballast  section 
was  built  up  to  slope  from  the  center  to  the  ends  of  the  tie,  so  that  the 
cribs  were  not  more  than  half  filled.  Karly  in  the  beginning  of  the  test 
several  sections  of  tics  were  completely  covered  with  ballast  to  determine 
the  comparative  efifect  upon  decay  with  ties  onlv  partly  in  contact  with  the 
ballast.  This  form.ed  water  pockets  and  led  to  undersirable  drainage  con- 
ditions, so  that  the  experiment  was  soon  given  up  and  the  ballast  was  re- 
stored to  the  standard  section,  sloping  from  the  center  to  the  ends  of 
the  ties. 

The  rail  was  70-lb.  P.S.  section  having  a  4^-in.  base.  It  has  been  in 
service  without  renewal  ever  since  the  tie  test  was  commenced. 

Tie  plates  were  used  at  first  on  only  a  few  of  the  ties,  as  designated 
later.  After  several  years'  service  the  rail  began  to  cut  into  the  wood, 
and  then  the  ties  were  adzed  and  plated  to  check  destruction  from  this 
cause  as  far  as  possible.  It  was  the  sole  purpose  to  obtain  a  comparison 
of  the  resistance  to  decay  of  the  various  ties,  and  the  use  of  tie  plates 
was  only  resorted  to  when  rail  cutting  appeared  to  destroy  the  wood 
faster  than  decay. 

Turning  now  to  the  service  record  of  the  ties,  Table  No.  i  gives  in 
tabulated  form  the  order  in  which  they  were  placed  in  test,  and  the  per- 
centages remaining  in  track  at  the  end  of  each  year.  In  all  there  were  31 
sections  classified  according  to  kind  of  wood,  hewn  or  sawed,  treatment 
and  kind  of  track  fastenings.  It  should  be  stated  that  tie  plates,  spikes 
and  fastenings  were  used  primarily  to  test  the  efficiency  of  the  individual 
device.  Many  of  the  original  fastenings  have  been  replaced  and  others 
supplied  so  as  to  protect  the  tie  from  mechanical  wear  when  necessary 
and  to  get  an  actual  test  of  the  wood  against  decay.  The  31  sections 
can,  therefore,  be  condensed  into  11  classifications  according  to  the  kind 
of  wood,  treatment  and  hewn  or  sawed.     This  is  given  in  Table  No.  2. 

It  will  be  noted  by  referring  to  Tables  Nos.  i  and  2  that  the  white 
oak  and  all  ties  receiving  the  vulcanized  treatment  have  long  since  been 
removed  from  track,  but  that  there  still  remain,  after  17  years,  some  of 
the  pine  and  gum  by  the  Wellhouse  process  and  juniper  seasoned  and 
creosoted.  Of  the  service  of  the  various  woods  and  treatments  the  fol- 
lowing might  be  said  briefly : 

I.  Juniper. 

Untreated. — Ties  uniformly  sound  wath  very  little  checking.  At  the 
end  of  17  years,  mechanical  wear  from  rail  cutting  extends  as  much  as  2 
in.  into  many  ties,  and  decay  under  rail  seems  to  be  the  limiting  factor 
in  the  life  of  the  wood.  Where  tie  plates  w^ere  used,  cutting  was  checked 
somewhat,  but  decay  under  plate  and  around  spikes  softened  the  wood. 

Creosoted. — The  creosoted  ties  w^ere  sounder  than  those  untreated, 
yet  the  cutting  under  the  rail  and  tie  plates  was  just  as  severe.  Decay 
commenced  under  the  rail  and  many  ties  were  removed,  from  this  cause, 
that  otherw^ise  would  have  lasted  much  longer,  as  the  remainder  of  the; 
ties  were  in  good  condition. 
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TABLE  2— SEHVICE   RECORD-CI^ASSII'JKD   ACCOKDINC;   TO   KIND  OF  WOOD 

AND  TKKATMENT 


Treatment 

Sawed 

or 
Hewn 

Number 

of 

Ties 

f.ife  in  Years 

Perrcnt 

Kind  of 
Wood 

Minimum 

Maximum 
to  Date 

Average 
to  Date 

Htill 
in  Track 

Juniper 

Untreated 
Croosoted 

Hewn 
Hewn 

1,095 
100 

3 
11 

17 

17 

11.63 
16.31 

19 
84 

Pine 

Vulcanized 
Vulcanized 
We  11  house 
Wellhousc 

Hewn 

Sawed 
Hewn 
Sawed 

125 
125 
125 
125 

I 
1 
'.» 

1 

2 
10 
17 
17 

1.17 

3.14 

14.1'2 

11.84 

00 
00 
38 
30 

Gum 

Vulcanized 
Vulcanized 
Wellhousc 
Well  house 

Sawed 
Hewn 
Hewn 
Sawed 

125 
125 
125 
125 

1 
1 
3 
5 

11 

7 
17 
17 

3.94 

1.90 

14  55 

12.30 

00 
00 
46 
18 

White  oak 

Untreated 

Hewn 

300 

2 

12 

7.61 

00 

Note.— This  statement  excludes  the  switch  ties  shown  on  Table  1. 

2.  Pine. 

Vulcanised. — All  of  the  vulcanized  pine  ties  were  short  lived.  After 
the  first  year  they  were  so  badly  decayed  that  a  very  large  percentage  of 
them  had  to  be  removed.  It  will  be  noticed  that  the  sawed  ties  gave  a 
greater  life  than  the  hewn  ties,  while  the  reverse  is  true  with  the  woods 
receiving  the  Wellhousc  treatment.  The  vulcanized  wood  became  quite 
soft  and  spongy  and  the  decay  penetrated  entirely  through  the  ties. 

Wellhousc. — Many  of  the  pine  ties  treated  by  the  Wellhousc  process 
still  remain  in  service  after  17  years.  Ordinarily  the  average  life  of  un- 
treated shortleaf  pine  is  4  years  in  this  locality,  so  that  the  treatment  has 
proven  a  good  preservative.  The  ties  which  now  remain  in  track,  although 
they  have  been  protected  to  some  extent  by  tie  plates,  are  badly  cut  and 
decayed  under  the  rail,  many  of  them  have  checked  badly,  yet  in  the  body 
of  the  tie  the  wood  is  sound. 

3.  Gum. 

Vulcanized. — Like  the  pine  ties,  the  gum  treated  by  the  vulcanizing 
process  decayed  very  rapidly.  The  wood  became  spongy  and  was  re- 
moved from  track  after  a  much  shorter  period  of  service  than  the  same 
wood  untreated. 

Wellhousc.— The  treatment  of  gum  by  the  Wellhousc  process  gave 
very  satisfactory  results.  The  ties  that  still  remain  in  track  are  sound, 
except  under  the  rail  where  they  have  worn  and  decayed.  The  gum  ties 
have  not  checked  as  badly  as  the  pine  ties,  which  received  the  same  treat- 
ment. 

4.  White  Oak. 

Untreated. — While  none  of  the  original  white  oak  ties  are  left  in  the 
test,  the  record  of  their  service  given  in  Tables  Nos.  i  and  2  serve  as  a 
comparison  with  the  treated  ties. 

In  every  instance,  excepting  the  vulcanizing  treatment,  the  hewn  ties 
are  seen  to  have  given  longer  service  than  the  sawed  ties.  It  should  be 
noted,  however,  that  besides  being  larger  the  hewn  ties,  in  case  of  the 
Wellhousc  treatment,  absorbed  a  greater  percentage  of  zinc  solution. 

From  point  of  service  of  the  various  kinds  of  wood  and  treatments 
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the  test  on  tlie  Norfolk   Southern   Railroad  establishes  the  following 
rank: 


Average        Per 

Sawed 

Life       Cent.  Still 

ank 

.      Wood. 

Treatment. 

or  Hewn 

to  Date,    in  Track. 

I 

Juniper 

Creosotcd 

Hewn 

16.31  years 

84 

2 

Pine 

Wellhouse 

Hewn 

14.92  years 

3« 

3 

Gum 

Wellliouse 

Hewn 

1455  years 

46 

4 

Gum 

Wellhouse 

Sawed 

12.30  years 

18 

5 

Pine 

Wellhouse 

Sawed 

1 1.84  years 

3G 

6 

Juniper 

Untreated 

Hewn 

I  r.63  years 

!9 

7 

White   Oak 

Untreated 

Hewn 

7.61  years 

CO 

8 

Gum 

Vulcanized 

Sawed 

3.94  years 

CO 

9 

Pine 

Vulcanized 

Sawed 

3.14  years 

GO 

ID 

Gum 

Vulcanized 

Hewn 

1.90  years 

00 

II 

Pine 

Vulcanized 

Hewn 

1. 17  years 

00 

Photograph  No.  i. 

Shortleaf  Yellow  Pine  treated  by  Wellhouse  process  and  in  service  17 
years,  showing  solid  wood  inside  where  piece  two  inches  thick  has  been 
chipped  off  the  side  of  the  tie.  Tie  checking-  badly  and  decaying  and 
cutting  under  rail   seat. 
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Photograph  No.  2. 

Shortleaf  Yellow   Pine  treated   by  Wellhouso   process,   showing  condition 
of   ties  after  17  years'   service. 


Photograph  No.  3. 

North    Carolina    hewn    Juniper    Creosoted,    showing    solid    condition    o 
wood   after   17   years'    service.      Rail   cutting   and   damage   from   spiking   has 
been  serious  injury  to  the  tie. 
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SERVICE  TESTS  ON  THE  CHICAGO,  BURLINGTON  &  QUINCY 

RAILROAD. 

TEST   SECTION    NO.   3. 

This  test  covered  two  miles  of  track  between  Sidney,  Neb.,  and  Peetz, 
Colo.  The  local  conditions  of  this  test,  as  of  October,  1914,  being  as 
follows  : 

Kind  of  ballast Peetz  gravel 

Weight  of  rail 75  lbs.  per  yd. 

Tie  plates   No 

Kind  of  timber Black  Hills  pine 

Where  treated   Edgmont,  S.   D. 

When  treated    1900 

Ties  laid  in  track Fall  1900  and  winter  1901 

Preservative Chloride  of  zinc 

Number  placed  in  track 6,354 

Number  ties  in  track,  October,  1914 5,966 

Total    number    removed 388 

Percentage  of  ties  removed 6. i 

The  treatment  given  these  test  ties  was  as  follows  : 

When  necessary,  steam  3  to  4  hrs 20  to  30  lbs.  steam 

Strength  of  solution 3  per  cent. 

Pressure 100  lbs.,  3  to  4  hrs. 

Temperature 150  degrees  Fahrenheit 

Absorption Between  .2,3  and  .4-lb.  per  cu.  ft. 

These  ties  were  laid  when  the  line  was  constructed.  Of  the  388  ties 
removed  from  track  on  account  of  failure,  103  were  removed  during 
1914.  Ties  remaining  in  track  are  in  good  condition,  considering  the  fact 
that  no  tie  plates  have  been  used. 

For  the  purpose  of  making  comparison  with  untreated  ties  it  has 
been  found  that  out  of  a  number  of  untreated  ties  placed  in  track  in  1909 
in  the  vicinity  of  this  test  section,  ties  have  been  removed  in  October, 
1914,  on  account  of  rot,  as  follows  : 

Kind  of  Wood.  1910     191 1     1912 

Untreated  Birch 
Untreated  Cottonwood 
Untreated  Soft  Maple 
Untreated  Loblolly  Pine 
Untreated  Sycamore 
Untreated  Tupelo   Gum 
Untreated  Ash 
Untreated  Cypress 
Untreated  Elm 
Untreated  Red  Gum 
Untreated  Hemlock 
Untreated  Beech 
Untreated  Hickory 
Untreated  Poplar 
Untreated  Hard  Maple 
Untreated  Pin   Oak 
Untreated  Red  Oak 
Untreated  Tamarack 

Treated  ties  of  the  various  kinds  of  wood  listed  above  were  laid  in 
the  track  at  the  same  time  (1509),  but  none  of  these  treated  ties  have 
yet  been  removed. 

The  average  annual  precipitation  in  the  vicinity  of  this  test  section 
is  about  15  in. 


913 

1914 

Per  Cent 

Life. 

6 

2 

100 

5.4  years 

2 

100 

3.8  years 

2 

3 

100 

5.6  years 

7 

3 

100 

5.3  years 

I 

ICO 

3.6  years 

8 

3 

100 
60 

5.0  years 

2 

3 

7 

50 

85 

3 
3 

5 
4 

5 

90 

85 
60 
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2 
3 
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40 
60 
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40 
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5 

90 
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TEST   SECTION    NO.    4. 

This  test  section  covers  a  little  over  30  rail  lengths,  extending  east 
from  near  the  east  end  of  Bridge  No.  73,  near  Mystic,  S.  D.  The  local 
conditions  of  this  test  as  of  October,  1914,  being  as  follows: 

Kind  of  ballast.... Limestone,  Black  Hills  dirt  and  cinders 

Weight  of  rail 75  lbs. 

Rail  changed Outside  rail  on  curves  changed  1909 

Tie   plates    Yes 

Kind  of  timber Red  oak 

Where  treated Edgemont,   S.   D. 

When   treated    19C0 

Ties  laid   in  track 1900 

Number  ties  placed  in  track 550 

Number  in  track  October,   1914 479 

Total   number   removed 71 

Percentage  ties   removed 12.8 

The  treatment  given  these  test  ties  was  as  follows : 

Preservative Burnettized    (zinc  chloride) 

Steamed  when  necessary,  3  to  4  hrs 20  to  30  lbs.  steam 

Strength  of   solution 3  per  cent. 

Pressure 100  lbs.,  3  to  4  hrs. 

Temperature 150  degrees  Fahrenheit 

Absorption Between  .33  and  .4-lb.  per  cu.  ft. 

Of  the  71  ties  removed,  3  were  taken  out  in  1912  for  laboratory  tests, 
18  were  removed  on  account  of  decay  in  1913  and  50  on  account  of  decay 
in  1914.  All  of  the  ties  removed  in  1914  were  in  cinder  ballast  on  a  12- 
degree  curve  and  3-per  cent,  grade.  The  track  has  been  regaged  several 
times,  and  the  ties  have  been  badly  damaged  by  respiking.  The  ties  re- 
maining in  track  appear  to  be  in  good  Condition,  one  tie  removed  from 
track  on  October  8  being  perfectly  sound  except  under  the  rail  bearing. 

For  the  purpose  of  making  a  comparison  with  untreated  ti6s  it  has 
been  found  that,  out  of  a  number  of  untreated  ties  placed  in  track  in  1909 
in  the  vicinity  of  this  test  section,  ties  have  been  removed  in  October, 
1914,  on  account  of  rot  as  follows  : 

Kind  of  Wood.  1910     1911 

Untreated  Birch 
Untreated  Cottonwood 
Untreated  Hickory 
Untreated  Ash 
Untreated  Cypress 
Untreated  Elm 
Untreated  Elm 
Untreated  Soft    Maple 
Untreated  Red   Gum 
Untreated  Red  Gum 
Untreated  Hemlock  .  .  .  . 

Untreated  Beech 
Untreated  Hard  Maple 
Untreated  Loblolly    Pine 
Untreated  Sycamore 
Untreated  Tupelo   Gum       .  . 
Untreated  Poplar 
Untreated  Red  Oak 

*Removed  for  other  causes. 

Treated  ties  of  the  various  kinds  of  wood  listed  above  were  laid  in 
the  track  at  the  same  time  (1909),  but  none  of  these  treated  ties  has  yet 
been  removed. 

The  mean  annual  precipitation  in  this  vicinity  is  about  20  in. 
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TEST   SECTION    NO.    5. 

This  test,  covering  1,320  ties,  starts  at  the  mile  post  east  of  Gillette, 
Wyo.,  and  extends  east.  The  local  conditions  of  this  test  as  of  October, 
1914,  being  as  follows: 

Kind  of  ballast Minturn  rock 

Weight  of  rail 85  lbs. 

Tie  plates    No 

Kind  of  timber Tamarack  triangular  ties 

Where   treated Sheridan,   Wyo. 

When    treated March,    1903 

Ties  placed  in  track June,   1904 

Number  ties  placed  in   track 1,320 

Ties  in  track,  October,  1914 518 

Total  number  ties  removed 802 

Percentage  of  ties  removed 60.7 

The  treatment  given  these  test  ties  was  as  follows : 

Preservative Burnettized  process   (zinc  chloride) 

Steam  when  necessary,  3  to  4  hrs 20  to  30  lbs.  steam 

Strength  of  solution 3  per  cent. 

Pressure 100  lbs.,  3  to  4  hrs. 

Temperature 150  degrees  Fahrenheit 

Absorption Between  .^3  and  .4-lb.  per  cu.  ft. 

Removals  from  this  track  on  account  of  decay  have  been  as  follows : 

1910 67   ties      1913 190  ties 

1911 50  ties      1914 246  ties 

191^ 249  ties 

The  ties  remaining  in  track  are  in  fair  condition. 

The  mean  annual  precipitation  in  this  vicinity  is  about  15  in. 

RUEPING  TREATED  TEST  RED  OAK  AND  RED  GUM  TIES. 

ST.   LOUIS    &    SAN    FRANCISCO   RAILROAD,    NEAR    ST.    CLAIR,    MO. 
SEASONING   OF    TEST   TIES. 

In  the  1914  Proceedings  (Bulletin  161)  of  the  American  Railway 
Engineering  Association,  Wm.  H.  Kempfer's  paper  on  the  ''Air  Seasoning 
of  Timber,"  gives  the  results  of  the  preliminary  air-seasoning  given  some 
of  the  Rueping  creosoted  test  red  oak  and  red  gum  ties  now  installed  on 
the  Frisco  at  St.  (Tlair,  Mb.  (pp.  186  to  192  of  Part  2,  Monographs).  In 
brief,  hewn  red  oak  and  sawn  red  gum  ties  cut  in  northeast  Arkansas 
in  every  month  of  the  year  1903  were  piled,  in  the  vicinity  of  Portia  and 
Black  Rock,  Ark.,  in  7x2,  8x2,  7x7  and  9x2  piles  and  weighed,  each  tie 
individually,  usually  at  intervals  of  one  month,  over  a  period  of  six 
months  to  two  years,  in  order  to  determine  the  effect  of  time  of  cutting 
and  the  form  of  the  pile  on  the  rate  of  seasoning. 

The  two  diagrams  following  give  a  summary  of  the  result  of  these 
seasoning  tests  on  the  red  oak  and  red  gum  ties. 

Mr.  Kempfer's  paper  shows  these  tests  covered  "A  sufficient  period  to 
show  very  strikingly  the  slow  rate  of  seasoning  of  this  red  oak.  Ties 
cut  in  the  spring  and  early  summer  were  far  from  dry  when  they  ceased 
to  lose  weight  at  the  approach  of  winter ;  this  is  shown  by  the  fact  that 
during  the  following  summer  they  lost  nearly  two-thirds  as  much  moisture 
as  during  the  first  summer. 

"When  the  ties  were  cut  in  the  winter  and  carried  through  two  years, 
the  loss  of  weight  during  the  second  summer  was  nearly  half  that  of  the 
first  summer." 
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"The  curves  fur  red  gum  are  very  similar  to  IIkjsc  for  ilic  red  oak 
in  the  same  locality,  but  the  gum  shows  a  slightly  greater  total  loss  of 
weight,  and  loses  a  greater  proportion  of  the  total  during  the  early  part 
of  the  drying  period." 

Red  oak  and  red  gimi  tics  cut  at  monthly  intervals  in  1904  were 
weighed  in  similar  manner. 

It  was  not  until  the  spring  of  1906  that  these  ties  were  fmally  rc- 
inspccted  and  forwarded  to  the  treating  plant  for  treatment.  As  might 
be  expected  after  two  to  three  years'  seasoning,  a  great  many  of  the  ties 
were  decayed  in  the  sap  wood ;  these  were  culled  out  as  closely  as  possi- 
ble. The  long  seasoning  of  these  ties  (very  much  longer  than  is  cus- 
tomary), and  the  handling  of  them  each  month  during  seasoning  so  that 
they  did  not  become  "stack  burnt,"  may  have  had  a  material  effect  in 
their  treatment  by  this  process,  and  in  the  life  of  the  tics. 
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TREATMENT  OF  TEST  TIES. 

• 

The  treating  of  the  test  ties  was  conducted  at  the  Somerville,  Tex., 
plant  of  the  Atchison,  Topeka  &  Santa  Fe  Railway,  in  June,  1906,  under 
the  supervision  of  E.  B.  Fulks.  The  following  is  an  extract  of  his  re- 
port to  C.   Lembcke : 

"The  object  of  this  test  was  to  determine:  (i)  The  efficiency  of  the 
Rucping  process  for  the  treatment  of  seasoned  red  oak ;  and,  the  more 
especially,  whether  the  cutting  of  timber  at  different  seasons  of  the  year 
has  any  effect  on  its  subsequent  treatment  with  creosote.  In  order  to  de- 
termine whether  it  would  be  necessary  to  treat  ties  cut  at  different  sea- 
sons in  a  different  manner,  a  preliminary  test  was  made  by  taking  a 
few  ties  of  different  seasons'  cut  and  treating  them  in  a  regular  run  with 
pine.  This  test  did  not  show  any  difference  in  the  absorption  due  to  cut- 
ting at  different  seasons,  and  also  showed  that  the  regular  treatment, 
such  as  they  were  giving  pine,  was  almost  the  correct  one  for  red  oak; 
consequently  it  was  decided  to  divide  the  remaining  ties,  about  1,100,  into 
two  equal  parts,  and  treat  them  in  two  runs,  which  would  contain  nothing 
but  test  ties,  and  the  operations  of  which  would  be  slightly  varied.  The 
most  of  the  ties  were  red  oak,  but  a  few  red  gum  were  used  in  all  the 
tests.  The  plant  was  not  provided  with  a  track  scale  so  that  the  ties 
could  be  weighed  in  tram  loads,  consequently  it  would  be  necessary  to 
weigh  each  tie  separately,  both  before  and  after  treating.  The  average 
gain  in  weight  of  the  ties,  before  and  after  treatment,  is  shown  in  the 
following  sheets,  segregated  according  to  the  kind  of  timber  and  the 
month  of  cutting.  At  the  end  of  the  individual  sheets  are  summaries 
showing  the  total  and  average  gain,  according  to  the  -kind  of  timber, 
time  of  cutting,  etc. : 

Summary — Bottom  Red  Oak — Cut  in  1504. 

No.  Ties    Total  Gain  Average  Gain 
Treated,     in  Weight,     in  Weight.     Remarks. 


Month  Cut 

January 

January 

February 

March 

October 

November 

December 

December 

May 

June 

July 

September 


Pile  No. 

Trea 

156 
160 
169 
182 

35 
30 
16 
34 

231 

22 

245 
260 

14 

■  7 

259 

18 

190 
208 

18 
16 

206 

12 

226 

21 

399.5 
381.0 

279.0 

450.5 

225.5 

2II.O 

79-0 

157-5 
159.0 
203.0 
134.0 
142.5 


Year. 

Total  number  of  ties  treated 243 

Total  gain  in  weight,  pounds 2,821.5 

Average  gain  in  weight  per  tie,  lbs 11. 61 


II.4 

12.7 

17.4 

13-2 

Winter 

10.2 

151 

II-3 

8.7 

8.8 

12.7 

II. 2 

Summer 

6.8 

Summer 

Winter 

Cut. 

Cut. 

67 

176 

638.5 

2,183.0 

9.53 

12.40 
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Sunuuary- 

-Hill  Red 

Oak— Cut 

in   1904. 

No.  Ties 

Total  Gain 

Average  Gain 

Month  Cut. 

Pile  No. 

Treated. 

in  Weight. 

in  Weight. 

Remarks. 

January 

165 

28 

225.0 

12.5 

February 

174 

25 

259-5 

10.4 

March 

177 

18 

1545 

8.6 

Winter 

October 

239 

16 

137-5 

8.6 

November 

224 

26 

1935 

7.4 

December 

252 

15 

118.5 

7.9 

May 

184 

6 

63.0 

10.5 

June 

188 

17 

167.5 

9.8 

July 

207 

22 

209.0 

9.5 

Summer 

August 

211 

IS 

128.0 

8.5 

September 

221 

29 

272.0 

9.4 
Summer 

Winter 

Year. 

Cut. 

Cut. 

Total  number 

ties  treated. 

207 

89 

118 

Total  gain  in 

weight,   lbs. 

...    1,928 

8395 

1,088.5 

Average  gain 

in  weight  per  tie,  lbs. 

...      9.31 

9-43 

9.22 

Summary — 

Bottom  Red  Oak — Cut  in  1903. 

No.  Ties 

Total  Gain  Average  Gain 

Month  Cut. 

Pile  No. 

Treated. 

in  Weight. 

in  Weight. 

Remarks. 

February 

27 

28 

534-5 

19.1 

March 

46 

31 

494-5 

15-9 

March 

38 

48 

596.5 

12.4 

March 

44 

38 

555-5 

14.6 

Winter 

March 

45 

31- 

484.0 

15-6 

November 

142 

38 

489.0 

15.5 

April 

60 

32 

541-0 

16.9 

]May 

72 

32 

506.0 

16.0 

Summer 

May 

71 

24 

400.0 

16.7 
Summer 

Winter 

Year. 

Cut. 

Cut. 

Total  number 

of  ties   treated 

302 

88 

214 

Total  gain  in 

weight,  lbs. 

. .  .4,701.0 

1,447.0 

3,254.0 

Average  gain 

in  weight  per  tie,  lbs. 

...    15.56 

16.44 

15.20 

Summa 

ry— Red  G 

um — Cut  in 

1904. 

No.  Ties 

Total  Gain 

Average  Gain 

Month  Cut. 

Pile  No. 

Treated. 

in  Weight. 

in  Weight. 

Remarks. 

January 

162 

27 

269.5 

1 0.0 

January 

161 

22 

167.0 

7.6 

February 

172 

4 

34-0 

8.5 

March 

179 

3^ 

299.0 

8.3 

October 

236 

26 

191-5 

7.4 

October 

235 

28 

235-5 

8.4 

November 

249 

34 

514.5 

15.1 

November 

250 

13 

140.5 

10.8 

December 

255 

25 

250.5 

1 0.0 

Winter 

July 

201 

31 

237-0 

7.(^ 

August 

220 

16 

187.5 

11.7 

September 

230 

27 

281.0 

10.4 
Summer 

Summer 
Winter 

Year. 

Cut. 

Cut. 

Total  number 

ties  treated. 

321 

74 

247 

Total  gain   in 

weight,  lbs. 

...3,155-0 

705.5 

2,449-5 

Average  gain 

in  weight  per  tie,  lbs. 

.  .  .      9.83 

9.53 

0.88 
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Copy  of  Engineer's  Reports. 

Date 6-4  6-6 

Run  number   1209  1224 

Cylinder    number    5  4 

Air  on  inipreg.  cylinder 2  145  P.M.  9 155  A.M 

Air  on  pressure  cylinder 3:10  10:20 

Highest    pressure    80  80 

And  at  times  shown 3:10  10:20 

Oil    transferred    3:15  10:25 

Pump    started    3 :35  10 :45 

Maximum   pressure    180  160 

And  at  time  shown 5  :05  12:15 

Oil    forced   back 5  :45  12  :45 

Vacuum   started    6 :20  1:20 

Maximum   inches    23!/^  24 

Vacuum   broken    8  :oo  P.M.  2 :5o 

Run   closed    8:15  3:05 

Time  consumed    8  :30  5  :  10 

Number  of  ties  in  run 544  535 

ANALYSIS    OF    OIL    USED. 

German  Creosote. 

Distilled  in  8-oz.  retort  with  asbestos  cover;  bulb  of  thermomter 
^-in.  above  surface  of  the  oil. 

Distillation  : 

Below  170   degrees   Centigrade 0.9  per  cent. 

170-200    • 0.6  per  cent. 

200-210    1.4  per  cent. 

210-235    y.y  per  cent. 

y^  235-315    52.1  per  cent. 

\J  315-355    5-3  per  cent. 

Above  355    31.4  Soft 

Specific  gravity    1.09 

"A  number  of  ties  of  different  kinds  were  sawed  in  two  to  determine 
the  character  of  penetration.  The  red  gum  showed  a  thorough  penetra- 
tion of  the  sapwood,  but  none  in  the  heart.  The  sapwood  of  the  red  oak 
was  also  well  treated,  and  the  heartwood  showed  the  same  peculiar  spots 
of  oil  at  various  places,  which  is  always  found  in  the  treatment  of  red 
oak  with  creosote.  The  average  of  the  ties  cut  in  different  seasons  does 
not  seem  to  show  any  difference  in  absorption  which  can  be  attributed  to 
the  time  of  cutting,  and  they  all  show  that  the  sapwood  of  both  gum  and 
red  oak  can  be  easily  treated  when  thoroughly  seasoned,  and  that  the 
heartwood  of  red  oak  will  be  treated  in  spots.  There  is  considerable  in- 
dividual variation  of  absorption  shown,  particularly  in  the  red  gum  ;  but 
this  is  due  to  the  character  of  the  tie,  and  not  to  the  time  of  cutting. 
Some  of  them  contain  almost  no  sapwood  and  others  almost  as  much 
as  50  per  cent.  The  method  of  treatment  used  in  Run  No.  1224  is  per- 
haps nearly  a  correct  one  for  seasoned  red  oak,  but  it  w'ill  probably  re- 
quire a  little  further  experimenting  to  determine  the  best  way  to  treat 
gum. 

"I  regard  this  test  as  being  very  satisfactory,  and  showing  that  red  oak 
can  be  easily  treated  when  thoroughly  seasoned,  as  also  the  sap  of  red 
gum;  and  also  showing  that  the  season  in  which  timber  is  cut  has  no  ef- 
fect on  its  subsequent  treatment,  provided  it  is  thoroughly  seasoned." 
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INSTALLATION    OF   TEST    TIES. 


The  creosoted  test  ties  were  placed  out  of  face  in  the  main  line  of 
the  St.  Louis  &  San  Francisco  Railroad  near  St.  Clair,  Mo.,  mile  post  53 
and  going  west  1,300  ft.  in  the  latter  part  of  September  and  in  October, 
1906.  Originally  no  tie  plates  were  placed  on  the  ties  to  protect  them 
from  mechanical  wear.  The  original  section  and  weight  of  rail  laid  was 
A.S.C.E.  75-lb.  to  the  yard.     Ballast  was  originally  gravel. 

SUBSEQUENT  CHANGES   WHICH   HAVE  BEEN    MADE  IN  THE  TEST  TRACK. 

In  1908  the  75-lb.  rail  was  replaced  with  new  A.S.C.E.  85-lb.  rail. 
The  ties  were  adzed  sufficiently  to  get  a  good  bearing  of  the  rail  on  the 
tie.  During  the  summer  of  1913  the  track  was  raised  3  in.  with  chats 
ballast. 

Several  years  ago  it  became  evident  that,  unless  protection  was  af- 
forded the  ties  from  mechanical  wear,  their  failure  would  result  from 
excessive  rail  cutting  before  decay  set  in,  thereby  interfering  with  the 
test  which  was  intended  primarily  to  determine  the  rot-resisting  qualities 
of  the  creosoted  ties.  Frisco  standard  tie  plates,  8^  in.  by  6V2  in.  by  V2- 
in.,  with  four  y%-\n.  longitudinal  ribs  along  the  bottom,  were  therefore 
installed  in  the  fall  of  1913  and  spring  of  1914.  As  the  ties  had  been 
rail  cut  from  ^  to  i  in.,  they  were  very  carefully  adzed,  then  a  coat  of 
hot  creosote  applied  to  the  freshly  adzed  portions  before  the  tie  plates 
were  placed. 

The  attached  photographs  were  taken  at  the  time  of  the  installation 
of  the  tie  plates  and  give  a  general  view  of  the  extent  of  the  rail  wear 
of  the  ties,  as  well  as  the  appearance  after  adzing,  just  before  the  appli- 
cation of  the  tie  plates. 

Fig,  I  shows  the  appearance  of  the  track  as  it  is  to-day. 

RESULTS  OF  THE  TREATED  TIES  TO  DATE — 8  YEARS  AFTER  INSTALLATION. 

With  the  exception  of  many  ties  which  have  been  adzed  i  to  2  in.  for 
the  application  of  tie  plates  on  account  of  their  being  cut  by  the  rail,  all 
of  the  1,073  test  ties  originally  installed  in  1506  are  intact  with  the  fol- 
lowing exceptions : 

One  red  oak  tie  removed  in  1913,  cause  unknown. 
One  red  gum  tie  removed  in  1913,  caused  by  being  broken  under 
rail  base,  due  to  creeping  of  rail  causing  tie  to  split.     Tie  had  been 
adzed  to  depth  of  2  in.  several  years  previous. 

Red  oak  tie  No.  2>7^,  which  absorbed  29  lbs.  of  oil  during  treat- 
ment, is  shattered  and  end,  of  tie  is  broken,  which  will  necessitate  its 
early  removal.  This  tie  shows  indications  of  decay,  which  is  no 
doubt  the  direct  cause  of  its  failure. 

Red  oak  tie  No.  387,  which  absorbed  16.5  lbs.  of  oil  during  treat- 
ment, is  broken  under  rail,  due  to  tie  being  decayed  at  that  point  and 
t^e  should  be  removed.   . 

There  are  23  ties  in  the  track  which  show  indications  of  decay,  with 
estimated  additional  life  of  two  to  four  years.  In  addition  there  are  35 
ties  split  to  some  extent  which,  although  not  now  affecting  their  service- 
ability, may  necessitate  their  removal  in  the  future  in  case  they  open  up 
further.    The  same  is  true  of  nine  ties  somewhat  shattered. 

CONCLUSIONS. 

The  result  to  date  indicates  the  average  life  which  will  be  obtained 
of  the  treated  test  ties  has  been  reduced  because  of  the  rail  cutting  into 
many  of  them  before  the  application  of  tie  plates  Avith  result  that  un- 
treated wood  was  exposed  in  some  cases,  and  decay  is  setting  in  at  such 
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Photograph  No.  4. 

Showing  the  appearance  of  the  track  at  the  preseiu  time,  with  tie  plates 
apphecl.  Before  the  application  of  the  tie  plates  the  adzed  portions  of  the 
ties  were  painted  over  with  hot  creosote  oil  and  creosoted  tie  plugs  driven 
in  the  old  spike  holes. 


Photograph  No.  5. 

Showing  the  amount  of  rail-wear  on  the  ties  after  the  first  seven  and 
one-half  years  of  service.  Score  marks  on  either  side  of  the  old  rail-seat 
have  been  made  as  a  guide  for  the  proper  adzing  of  the  ties, 
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points.  Even  under  these  unfavorable  circumstances,  the  faihu'c  of  only 
four  ties  (two  of  which  have  not  yet  been  removed)  out  of  1,073,  or  0.37 
per  cent.,  after  eight  years'  service  in  track,  and  the  general  appearance 
of  the  ties  indicates  that  a  long  average  life  may  be  expected.  From  the 
record  of  tie  renewals  in  this  vicinity,  it  would  appear  that  an  average 
life  of  8.7  years  is  being  obtained  from  untreated  white  oak  ties,  al- 
though statements  of  Roadmasters  and  track  men  would  not  indicate  such 
a  long  life.  The  average  annual  rainfall,  as  taken  from  a  government 
map  showing  the  normal  annual  precipitation  in  the- United  States  from 
1870  to  1901,  is  about  40  in.  in  this  vicinity. 


Photograph  No.  6. 
Appearance'  of   the   ties  after  having  been   adzed. 

TREATED  TEST  TIES  ON  THE  ST.  LOUIS  &  SAN  FRANCISCO 
RAILROAD,  NEAR  PACIFIC,  MO. 

There  were  297  ties  treated  by  different  processes  in  an  experimental 
plant  at  the  World's  Fair  at  St.  Louis,  Mo.,  in  1904.  These  ties,  in  addi- 
tion to  35  untreated  gum  ties,  were  put  in  as  renewals  in  a  stretch  of 
3,000  ft.  of  track,  extending  west  from  mile  post  33  towards  Pacific,  Mo., 
in  October,  1905. 

Each  tie  was  weighed  before  and  after  treatment.  The  details  of  the 
treatment  of  many  of  the  individual  runs,  even  of  the  same  process,  are 
so  varied,  as  are  also  the  conditions  as  to  seasoning  of  the  ties,  that  a 
short  summary  cannot  be  given. 

The  attached  photographs  show  the  condition  of  the  ties  at  the  time 
of  applying  tie  plates  in  the  spring  of  1914. 
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All  of  the  untreated  Kiim   tics  were  rniiovcH   hccaiisc  of  decay  prior 
to  the  sj)riiig  of  191 2. 

The  following  is  record  of  the  removal  of  the  test   ties  to  date: 


Pound.4 

Pounds 

"^v  2J  percent 

Tie 

Kind  of 

I'rocesH  of 

creosote 

zinc    chl. 

I'eriod 

when 

No. 

Timber 

Treatment 

absorbed 

solution 

removed 

Cause 

per  tie 

absorb(Ml 

12i) 

Red  Oak 

Giussani 

10 

40 

Prior  to 

4-27-12 

Decay 

127 

Red  Oak 

Giussani 

12     '- 

"     PESO 

4-27-12 

4-30-13 

Decay 

128 

Red  Gum 

Giussani 

10    V 

•  fc     35 

P  4-27-12 

4-30-13 

Decay 

232 

Red  Gum 

Giussani 

10  m 

.r     35 

4-27-12 

4-30-13 

Decaj' 

22 

Red  Gum 

Giussani 

12| 

-.xi«40 

12-16-13 

10-13-14 

Decay 

24 

Red  Gum 

Giussani 

12 

35 

12-16-13 

10-13-14 

Mechnc'l 

103 

Red  Oak 

Giussani 

14 

40 

12-16-13 

10-13-14 

Decay 

117 

Red  Gum 

G  iussani 

10 

35 

12-16-13 

10-13-14 

Decay 

145 

Red  Oak 

Creosote,  no 
steamin? 

15.5 

Prior  to 

4-27-12 

Decay 

251 

Red  Oak 

Creosote,  no 
steaming 

15 

Prior  to 

4-27-12 

Decay 

252 

Red  Gum 

Creosote,  no 
steaming 

9.5 

12-16-13 

10-13-14 

Decay 

247 

Red  Gum 

Rueping 

8 

4-30-13 

12-16-13 

Decay 

249 

Red  Gum 

Rueping 

9 

12-16-13 

10-13-14 

Decay 

323 

Red  Oak 

Rueping 

17.5 

12-16-13 

10-13-14 

Decay 

250 

Red  Gum 

Bethell 

41.5 

4-27-12 

4-30-13 

Decay 

130 

Red  Oak 

Live  steam  in 
superheater 

11.5 

Prior  to 

4-27-12 

Decay 

25 

Red  Gum 

Giussani    pro- 
cess, incom- 
plete record 

•• 

Prior  to 

4-27-12 

Decay 

77 

Red  Oak 

Giussani    pro- 
cess, incom- 
plete record 

•• 

Prior  to 

4-27-12 

Decay 

225 

Red  Gum 

Gi^ani    pro- 
cess, incom- 
plete record 

•  • 

4-27-12 

4-30-13 

Decay 

5 

Red  Gum 

Giussani    pro- 
cess, incom- 
plete record 

4-30-13 

12-16-13 

Decay 

110 

Red  Gum 

Giussani    pro- 
cess, incom- 
plete record 

12-16-13 

10-13-14 

Decay 

218 

Red  Oak 

Unclassified 

^ , 

Prior  to 

4-27-12 

Decay 

317 

Red  Oak 

Unclassified 

Prior  to 

4-27-12 

Decay 

256 

Red  Oak 

Unclassified 

4-27-12 

4-30-13 

Decay 

304 

Red  Oak 

Unclassified 

4-27-12 

4-30-13 

Decay 

Summary  of  Failures  of  Treated  Ties,  to  Date — October  13,  1914 — After  Nine  Years'  Service. 


Process  of  Treatment 


Number 
put  in 
Track 


Ties 
Removed 
to  Date 


Decayed 

Ties 

still  in 

Track 


Percent 

Ties 
Removed 


Total 
Percent 

of 
Failures 


Giussani  Process  creosote  and  zinc 

chl 43 

Creosote  treatmen  t  without  steaming .  83 

Rueping  (creosote) 40 

Bethell  Process  (creosote) 76 

Creosote  treatment   (live  steam  in 

superheated  coils) 24 

Giussani  Process  incomplete  record.  18 

Unclassified 4 


18.6 
3.6 
7.5 
1.3 

4.2 
27.7 
100.0 


20.9 
6.0 
7.5 
1.3 

4.2 
33.3 
100.0 


CONCLUSIONS. 

On  account  of  the  variations  in  treatment  and  seasoning,  the  number 
of  ties  in  this  test  which  are  reasonably  comparative  with  each  other  is 
very  small,  and  the  test  may  not  accurately  indicate  average  results  to 
be  expected.  However,  while  the  details  of  treatment  are  somewhat 
vague  in  many  cases,  the  records  of  this  test  are  fair,  and  the  test  should 
be  followed  up  in  the  future,  as  the  data  will  at  least  be  of  interest,  if 
not  of  much  value. 
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General  Appearance  of  the   Pacific  Test  Track. 

nece^?i?v^  on^  «rnm,n^f  ^^f^  tie-plated  are  test  ties.  The  severe  adzing  was 
iiecessary  on  account  of  the  excessive  rail-wear  of  the  ties  durine-  th^ 
m?Hnt'!-.^«^^^K^  one-half  years  after  their  installation  before  any  mecKLical 
means  had  been  taken  to  prevent  this.  inei^udnioai 
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SERVICE  TESTS  OF  TIES  ON    1111':  ILLINOIS  CENTRAL  RAIL- 
ROAD. 

TEST   OF    MILES    5    AND   6,    NKAU   COKINTII,    MISS. 

This  test  is  located  between  Corinth  and  Strickland,  Miss.,  and  covers 
Loblolly  pine   ties   treated  by   coal  tar   creosote   by  the   Rneping   process, 
the  treatment  being  as  follows : 
No  steaming. 

75-lb.  air  pressure  obtained,  average  duration  25  minutes. 
175-lb.  oil  pressure,  duration  2  hours  30  minutes.  I 

24  in.  vacuum,  duration  30  minutes. 
Average  amount  of  oil  in  ties,  5.2  lbs.  per  cu,  ft. 

No. 
Mile.  Date  Installed.  No.  of  Ties.     Taken  Out  1914. 

5  July,  1907  3,200  I 

6  July,  1907  2,880  I 

These  ties  were  laid  in  gravel  ballast.  Rail,  85-lb.  per  yd.  No  tie 
plates.    Traffic  not  as  heavy  as  on  important  main  lines. 

Nearly  all  the  ties  are  in  good  condition  with  the  exception  of  being 
slightly  cut  by  rail.     Spikes  are  holding  well. 

TEST   NEAR   GIBBS,  TENN. 

About  90  per  cent,  of  these  ties  were  red  oak  and  the  remainder  elm, 
ash  and  beech.  They  were  laid  in  rock  ballast.  The  rail  was  85-lb.  per 
yd.,  and  there  were  no  tie  plates  used.     The  traffic  was  heavy. 

Record  of  Treatment. 

Process,  Burnettized. 

Strength  of  solution,  3  per  cent. 

Steam  at  20  lbs.  pressure,  four  hours. 

Vacuum  at  24  in.,  one  hour. 

Pressure  on  liquid,  100  lbs.  held  until  gage  showed  J/^-lb.  of  zinc 

chloride  had  been  injected. 
Average  absorption,  .052-lb.  anhydrous  zinc  chloride. 

Record  of  Service. 

Date  installed April,  1903 

Number  ties  installed 3,080 

Number  ties  removed  : 

November,  191 1   62 

November,  1913  927 

September,  1914 1,914 

Total   ties    removed 2,903 

Percentage  removed  94  per  cent. 

Only  about  20  per  cent,  of  the  ties  were  affected  with  general  decay. 
The  remainder  were  more  or  less  rail-cut,  checked  and  spike-worn.  About 
50  per  cent,  of  these  ties  would  have  lasted  a  year  longer,  but  as  the  track 
was  rock-ballasted  it  was  thought  best  to  take  out  ties  that  would  have 
to  be  replaced  in  a  year  or  two. 

The  above  test  shows  the  maximum  life  of  ties  in  this  territory  in 
rock  ballast  and  -yvith  track  kept  in  good  condition. 

Two  or  three  miles  of  adjoining  track  were  laid  with  white  oak  ties 
at  the  same  time,  and  the  last  of  these  white  oak  ties  were  taken  out  in 
1912. 

In  the  same  territory  with  bond  gravel  the  life  of  zinc-treated  ties 
has  been  found  to  be  aibout  three  years  less. 
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RECORD  OF  TIES  TREATED   AT   ELSBERRY,   MO.,   IN   TRACK 
OF  CHICAGO,   BURLINGTON   &  QUINCY   RAILROAD.- 

HISTORY  .  OF    TIES. 

During  the  spring  and  summer  of  1905,  a  number  of  lodgepole  pine 
and  Douglas  fir  ties  from  Montana  were  treated,  under  the  writer's 
direction,  at  the  United  States  Government  experimental  timber-preserv- 
ing plant  on  the  World's  Fair  Grounds  at  St.  Louis.  These  ties  were 
treated  by  various  processes,  as  shown   in  Table  No.  i  : 

T.\BLE  1— NUMBER  OF  TlEvS  T.AID  AND  AVERAGE  ABSORPTION. 


Douglss  Fir 


I.odgepole  Pine 


Treatment 


Number 
of  Ties 


Untreated  89 

Rueping  creosote 40 

ritraieht  creosote 74(a) 

Zinc  chloride 91 

Immersed  in  creosote  32 

Zinc-rreosote   41(d) 


Average 

A.bsorption,  lbs. 

per  cu.  ft. 

for  all  runs 


5.775 

7.456 

0.262 

3.990(c) 

1.466 

0.289 


Number 
of  Ties 


10 
25 
39 
63(b) 


Creo 
Zinc 


77(e) 


Average 

Absorption,  lbs. 

per  cu.  ft. 

for  all  runs 


4  {'2 

8^841 

0.30.1 

Croo.  i'n.52 
Zinc    0.384 


Notes. — (a)  72  ties  averaged. 

(b)  59  tics  averaged. 

(c)  Maximum  temperature  of  oil  287  degrees  Fahrenheit,  18-hour  immersion. 

(d )  30  ties  averaged . 

(e)  70  ties  averaged. 

They  were  all  well-seasoned  ties,  both  hewn  and  sawed  ties  being 
included.  The  ties  were  given  a  serial  number,  and  each  tie  was  weighed 
before  and  after  treatment,  so  that  the  actual  absorption  of  preservative 
was  recorded  in  each  case.  After  treatment  the  tics  were  shipped  to 
Elsberry,  Mo.,  and  were  laid  during  the  first  part  of  August,  1905,  in 
a  stretch  of  track  about  one  and  one-half  miles  north  of  Elsberry.  The 
ties  were  laid  out  of  face  in  a  section  of  perfectly  straight  north-and- 
south  track.  After  they  were  laid,  the  ties  were  given  a  series  of  con- 
secutive track  numbers,  tie  No.  i  being  located  just  north  of  the  bridge 
No.  70.03.  The  different  treatments  were  scattered  irregularly.  About 
two  and  one-half  years  after  the  ties  had  been  laid.  Sellers  tie-plates 
were  put  on  all  ties.  In  Table  No.  i,  the  average  absorption  of  the 
various  preservatives  is  given,  together  with  the  number  of  ties  treated 
by  the  various  processes. 

FIRST     INSPECTION. 

An  inspection  of  this  track  was  made  on  August  6,  1907,  when  it 
was  found  that  all  of  the  ties  were  still  in  position  and  in  good  condi- 
tion, with  the  exception  of  very  slight  rail  cutting  in  several  instances. 
At  this  inspection  two  ties,  Nos.  128  (lodgepole  pine  creosoted)  and 
309  (lodgepole  pine  Rueping)   were  taken  up  for  chemical  examination. 

.  A    second   inspection   of    this   track    was   made    October    19,    1909,    at 
which   time  some   of   the   ties   which   had   been   removed   were   examined. 


*Report  by  Dr.  H.  von  Schrenk. 
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The  untreated  ties,  as  shown  at  this  second  inspection,  were  rapidly  going 
to  pieces.  The  treated  ties  were  practically  all  in  good  condition,  with 
the  exception  of  a  few  Burnettized. 

The  third  inspection  of  the  experimental  ties  was  made  in  company 
wiili  j.  II.  Walcrnian  and  other  officials  of  the  Burlington  on  Septem- 
her  i6,  19 r4.  At  this  time  a  detailed  account  was  made  of  all  of  the 
ties  in  the  track,  as  well  as  renewals,  and  a  detailed  examination  was 
made  of  a  number  of  the  ties  which  had  been  removed  for  various 
causes.  In  Table  No.  i,  a  number  of  the  ties  removed  up  to  1914  is 
shown  according  to  treatment,  same  being  divided  into  those  removed 
previous  to  1913,  those  removed  in  1913  and  those  removed  in  1914.  No 
detail  was  made  of  the  Guissani  treated  ties,  because  the  original  rec- 
ords of  treatment  had  been  lost.  At  the  same  time  about  225  ties  were 
measured  in  detail  to  determine  the  amount  of  rail  wear. 

GENERAL    RESULTS    OF    INSPECTION. 

(A)  Life  of  Ties. — For  convenience,  the  following  summary  of  the 
per  cent,  of  ties  removed  and  the  per  cent,  of  ties  still  in  track  is  given 
(details  will  be  found  in  Table  No.  i)  : 

Rueping  Heated 

Pine  Untreated      Burnettized        Creosote  Creosote         Allardj'ce         in  Oil 

Percent  removed  44.0  percent  30.1  percent  2.6  percent      

Percent  in  track  56.0  percent  69.9  percent  100  percent       100  percent  97.4  percent      

Douglas  Fir 

Percent  removed  44.9  percent  3.2  percent  1.4  percent  4.8  percent  6.2  p.  c. 

Percent  in  track  5.5.1  percent  96.8  percent  100  percent       98.6  percent  95.2  percent  93.8  p.  c. 

A  study  of  this  table  indicates  that  56  per  cent,  of  the  untreated 
ties,  both  lodgepole  pine  and  Douglas  fir,  are  still  in  the  track.  Of  the 
treated  ties,  the  creosoted  ones  are  practically  in  first-class  condition. 
The  one  creosoted  Douglas  fir  tie  was  removed  because  of  excessive 
splitting.  It  was  found  to  be  perfectly  sound.  The  next  in  order  of 
efficiency  are  the  zinc-chloride  treated  Douglas  fir  ties,  and  almost  on 
a  par  wnth  these  are  the  lodgepole  pine  and  Douglas  fir  ties  treated  by 
the  Allardyce  process.  Of  the  zinc-treated  lodgepole  pine  ties,  69.9  per 
cent,  are  still  in  service.  The  poorest  showing  was  made  by  the  Douglas 
fir  ties,  which  were  simply  heated,  under  slight  pressure,  in  creosote  oil. 

The  renewals  made  were  both  for  decay  and  for  mechanical  rea- 
sons. As  already  stated,  the  one  creosoted  Douglas  fir  tie  was  removed 
for  mechanical  reasons.  In  fact,  all  treated  Douglas  fir  ties  removed 
came  out  because  of  excessive  splitting,  checking,  and  in  a  few  .cases 
because  of  rail  wear.  The  lodgepole  pine  ties,  on  the  contrary,  came 
out  largely  because  of  decay.  Of  the  nineteen  Burnettized  lodgepole 
pine  ties  removed  to  date,  eighteen  were  removed  because  of  rot,  and 
only  one  showed  practically  no  signs  of  decay,  but  was  removed  for  me- 
chanical reasons. 

(B)  Relation  Between  Treatment  and  Lasting  Power. — On  sheets 
Nos.  I,  2  and  3,  attached  hereto,  a  number  of  the  ties,  both  Douglas  fir 
and  lodgepole  pine,  removed  this  year  are  shown  just  as  they  came  out 
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of  the  track.  On  sheets  Nos.  4  and  5  a  number  of  sections  of  ties  taken 
out  near  the  rail  bearing  are  shown.  In  view  of  the  fact  that  a  detailed 
record  of  the  treatment  of  each  tie  in  this  experimental  track  is  avail- 
able, it  was  thought  advisable  to  determine  whether  there  was  any  rela- 
tionship between  the  treatment  (meaning  by  this  the  amount  of  preserva- 
tive absorbed  and  the  process  employed  during  treatment)  and  the  length 
of  service.  In  Table  No.  2,  the  track  number,  tie  number,  amount  of 
preservative  absorbed  and  the  average  absorption  in  the  particular  run 
in  which  tie  was  treated  are  given  for  all  ties  represented  in  the  photo- 
graphs. In  Table  No.  3,  the  track  number,  tie  number  and  the  absorption 
are  given  for  all  zinc-chloride  ties  which  have  been  removed  since  the 
laying  of  the  track  because  of  decay. 

Referring  to  the  zinc-chloride  lodgepole  pine  ties,  a  study  of  the 
absorption  figures  given  in  the  above-mentioned  tables  indicates  that 
there  is  very  little  relationship  between  the  actual  service  and  the  amount 
of  zinc  chloride  absorbed  by  the  individual  tie.  It  will  be  noted,  for 
instance,  that  ties  Nos.  514  and  121,  which  had  absorbed  only  .202  lb. 
of  dry  zinc  chloride  per  cubic  foot,  came  out  of  the  track  about  as  soon 
as  tie  No.  12  (see  Table  2),  which  had  absorbed  .526  lb.  dry  zinc 
chloride  per  cubic  foot.  The  great  majority  of  the  zinc-chloride  treated 
lodgepole  pine  ties  had  a  very  much  lower  average  per  cent,  than  the 
present  standard,  meaning  by  this  that  the  actual  standard  for  zinc  'chlo- 
ride treatment  is  at  least  one-half  pound  dry  zinc  per  cubic  foot.  It 
will  be  noted  that  most  of  the  ties  which  came  out  of  the  track  had  very 
much  less  than  this  amount.  The  lodgepole  pine  ties  treated  with  zinc 
chloride,  which  are  still  in  the  track,  do  not  show  any  material  differ- 
ence, as  far  as  absorption  is  concerned,  from  those  that  have  come  out. 
A  final  conclusion,  however,  will  be  possible  only  after  all  the  other 
zinc-chloride  ties  are  removed.  For  the  present  it  is  of  interest  to  note 
that  with  even  so  small  an  average  amount  of  zinc  chloride  as  these 
ties  had,  they  should  have  given  an  average  service  for  the  ties  so  far 
removed  of  eight  years. 

An  examination  of  the  photographs  of  the  whole  ties  and  of  the 
sections  made  indicates  that  practically  all  of  the  ties  failed  at  or  near 
the  rail  bearing.  The  sections  near  the  center,  as  in  the  case  of  ties 
Nos.  138,  465  and  368,  the  ties  were  found  perfectly  sound.  Repeated 
spiking  and  tie-plating  of  comparatively  small  areas  undoubtedly  had 
much  to  do  with  reducing  not  only  the  mechanical  life,  but  also  the  natural 
life  of  these  ties.  The  number  of  renewals  for  the  other  treatments  is  as 
yet  too  small  to  permit  of  any  deductions.  They  should  give  valuable  in- 
dications, however,  just  as  soon  as  the  renewals  become  large  enough  to 
enable  a  more  detailed  study. 

A  series  of  detailed  measurements  was  made  of  the  relation  be- 
tween the  tie-plates  and  the  ties,  taking  225  ties  just  as  they  came.  In 
Table  No.  4,  the  detailed  measurements  are  given.  In  this  table  the 
word  "seated"  signifies  that  the  top  of  the  tie-plate  was  found  flushed 
with  the  top  of  the  tie,  and  the  figures  "K/'  "^"  and  "^"  preceding  the 
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word  "seated"-  that  is,  towards  the  left  of  the  page — signify  thai  the 
lK)ttoni  of  the  plate  is  set  into  the  tic  34.  V2  or  )/\  of  its  thiekiiess  ;  while 
the  terms  "j/4-in.,''  "'/2-in.,"  cte.,  towards  the  right  of  the  page,  signify 
that  the  top  of  the  plate  is  now  34-'"->  J^-i'i-.  etc.,  helow  the  top  surface 
of  the  tie.  The  results  shown  in  this  tahle  can  he  considered  indicative 
only,  because  the  number  of  ties  of  the  different  treatments  is  so  much 
at  variance.  It  is  interesting  to  note,  however,  that,  taking  the  weaker 
tindier,  lodepole  pine,  41  per  cent,  of  the  Hurnetti/.ed  lies  show  the  tie- 
plate  '/2-in.  below  the  top  of  the  tie,  whereas  only  24  per  cent,  of  the 
creosoted  ties  show  the  tie-plate  '/2-in.  below  the  top  of  the  tie.  The 
general  impression  gained  was  that  with  the  water  solution  a  greater 
weakening  of  the  wood  resulted  under  the  tie-plates  than  was  the  case 
with  the  creosote  treatment.  This  was  particularly  noticeable  in  the 
lodgepole  pine.  In  general,  the  Douglas  fir  ties  showed  less  depression  of 
the  tie-plates  and  injury  to  the  wood  under  the  tie-plates  than  did  the 
lodgepole  pine  ties. 

GENERAL    CONCLUSIONS     FROM     I9I4     INSPECTION. 

(i)  Length  of  Life  of  Untreated  Ties. — Over  50  per  cent,  of  both 
untreated  lodgepole  pine  and  untreated  Douglas  fir  are  still  in  the  track 
after  a  service  of  eight  and  one-half  years,  which  may  be  accounted  for 
by  the  fact  that  these  ties  were  very  carefully  handled  from  the  time 
of  cutting  until  they  were  laid  in  the  track — that  is,  they  were  sea- 
soned in  proper  piles.  This  shows  how  important  it  is  to  give  every 
care  and  attention  to  untreated  ties  of  this  character  before  they  are  laid 
in  the  track. 

(2)  Life  of  Treated  Ties. — Up  to  the  present  time  the  creosoted 
ties  show  the  greatest  possible  service.  Practically  ico  per  cent,  of  all 
of  the  creosoted  ties  are  still  in  good  condition.  Of  the  remaining 
treated  ties,  the  Allardyce-treated  ties  of  both  classes  of  timber  and 
the  zinc-chloride  treated  Douglas  fir  ties  come  next.  The  zinc-chloride 
treated  Douglas  fir.  ties  are  almost  all  still  in  track,  and  have  every 
appearance  of  giving  a  considerable  number  of  years  of  additional  ser- 
vice. 

(3)  Mechanical  Destruction. — The  mechanical  destruction  was  most 
evident  in  the  lodgepole  pine  ties,  particularly  in  those  treated  with  the 
Burnettized  process.  All  of  the  ties  removed  indicate  that  with  more 
efficient  mechanical  protection  the  actual  service  which  these  ties  would 
have  given  would,  in  all  probability,  have  been  very  much  greater.  This 
very  forcibly  illustrates  the  fact  that  the  treatment  by  itself  cannot  be 
expected  to  realize  the  full  measure  of  life  of  a  treated  tie,  no  matter 
what  its  treatment  mav  have  been. 
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TABLE  1.— TIES  REMOVED  FROM  EL8BERRY  TEST  TRACK. 


Loda;opole 
Pine 

Removed  pre- 
vious to  1913.. 

Removed  1913.. 

Removed  1914. . 

Total  removed. 

Total  laid 

Perct.  removed. 

Percent  in  track, 
1914 


Burnett- 
ized 


4 

4 

11 

19 
63 

30.1% 


69.9 


70 


Douglas  Fir 
Removed      pre- 
vious to  1913..  0 
Removed  1913.  1 
Removed  1914..  2 
Total  removed.  3 

Total  laid 91 

Perct.  removed .  3 . 2% 
Percent  in  track 

1914 96.8% 


Rueping 
Creosote     Creosote 


0 
0 
0 
0 
25 
0% 

100% 


0 
0 
0 
0 
40 
0% 

100% 


0 
0 
0 
0 
39 
0% 

100% 


0 

1 

0 

0 

1 

1 

1 

2 

74 

41 

1   4^^ 

4 

Heated  in 

Allardyce  Creosote  Gui.ssani  Untreated 

0  3 

0  0 

2  1 

2  4 

77  10 

2.6%       44% 

97.4%       56% 


0  0  20 

0  1  8 

2  1  12 

2  2  40 

32  89 

6.2% 44.9% 

93.8%  55.1% 


8% 


98.6%  95.2% 


TABLE  2— TIE  NUMBERS  AND  TREATMENT  OF  TIES 
SHOWN  IN  PHOTOGRAPHS. 


Treatment 

T 

rack 

Tie 

Run 

Tim- 

Preservative 

Av 

.  Preserv- 

Av. 

Preserv- 

No. 

No. 

No. 

ber 

Per  Tie 

ati\ 

^e   for  run 

ativepcrcu.  ft. 
for  run 

Untreated 

209 

2099 

179 

Fir 
Pine 

'  12 

75.0  lb. 

59.1  lb. 

.526  lb. 

121 

2163 

187 

Pine 

22.5  lb. 

27.6  lb. 

.202  lb. 

183 

2125 

182 

Pine 

40.5  lb. 

42.3  lb. 

.208  lb. 

Burnettized .... 

{ 

368 

2074 

176 

Pine 

66.5  lb. 

56.8  lb. 

.406  lb. 

(Zc.  Chlo.) 

1 

446 

1962 

165 

Fir 

50.01b. 

37.4  lb. 

.293  lb. 

1 

465 

1912 

160 

Fir 

34.5  lb. 

27.6  lb. 

.231  lb. 

1 

514 

2160 

187 

Pine 

29.5  lb. 

27.6  lb. 

.202  lb. 

.\llardvce 

1 

Zinc.     31  lb. 

Zinc. 

49.4  lb. 

Zinc. 

.346  lb. 

(Zc.  Chloride 

166 

1842 

154 

Pine 

Creo.    7.0  1b. 

Creo. 

6.75  lb. 

Creo. 

1.57    lb. 

&  Creosote) 

Heated  in  Creo- 
sote Oil 

f  19 

U38 

1742 
1634 

146 
139 

Fir 
Fir 

49.0  lb. 
6.5  lb. 

24.8    lb. 
10.15  lb. 

7.18    lb. 
3.39    lb. 

[155 

1736 

140 

Fir 

18.0  1b. 

24.8    lb. 

7.18    lb. 

Guissani 

{ 

83 
422 

17-302 
16-191 

... 

Pine 
Pine 

Note. 


Fir — Douglass  Fir. 
Pine — Lodgepole  Pine. 
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TABLE  3.— ABSORPTION  OF  ZIN(;  CHLORIDE  OF  ALL  LODGEPOLE  PINE  TIES 
REMOVED  TO  DATE  BECAUSE  OF  DECAY. 


Ab.sorption 

Average 

in  Run 

No.  Ties 

rkNo. 

Ti<>  N(x 

Run  No, 

Timber 

Absorption 

P<>r  Tie 

Per  Cu.  Ft. 

in  Run 

12 

2099 

179 

LP. 

75.0  lbs. 

59.1  lb. 

.526  1b. 

8 

64 

2129 

183 

L.P. 

40.5 

u 

49.4    " 

.330   « 

8 

67 

2127 

183 

LP. 

37.5 

" 

49.4   " 

.330   - 

8 

78 

2132 

183 

LP. 

44.5 

u 

49.4   " 

.330  « 

8 

97 

2141 

184 

L.P. 

42.5 

u 

53.6 

.372   « 

8 

99 

2182 

190 

L.P. 

41.5 

u 

37.1   " 

.288   " 

8 

118 

2171 

188 

LP. 

30.5 

u 

28.5   " 

.238   " 

8 

121 

2163 

187 

LP. 

22.5 

u 

27.6   " 

.202   " 

8 

156 

2183 

190 

L.P. 

19.0 

u 

37.1   " 

.286   " 

8 

183 

2125 

182 

L.P. 

40.5 

" 

42.3   " 

.208   " 

8 

222 

2175 

189 

L.P. 

20.0 

u 

26.6   " 

.203   " 

8 

258 

2170 

188 

L.P. 

21.0 

" 

28.5   " 

.238   " 

8 

297 

2181 

189 

L.P. 

23.0 

u 

26.6   « 

.203   " 

8 

299 

2189 

190 

LP. 

32.5 

a 

37.1   " 

.286   " 

8 

302 

2174 

189 

L.P. 

35.5 

" 

26.6   " 

.203   " 

8 

312 

2156 

186 

LP. 

35.0 

" 

29.2   « 

.269   « 

8 

408 

2111 

181 

L.P. 

51.0 

a 

48.0  " 

.281   " 

8 

514 

2160 

187 

LP. 

29.5 

u 

27.6   " 

.202   « 

8 

TABLE  4.— NOTES  ON   RAIL  CUTTING   OF  TIES   IN   TRACK.    DOUGLAS  FIR. 

Riiil  Cut 


Untreated . . 
Burnettized. 


No. 

Tie.s 

15 

16 


Allardyce 12 

Gui.s3ani 0 

Rueping 5 

Creosote 15 

Im.  in  oil 14 


0 


2 

12% 


6% 


h         I     Seated    V        V 

3        15  4  1 

20%    6.6%  33%    26%    6.6% 


1"      IV     IV     IV    2" 


Decay  'd 

under 

plate 


Untreated  . 
Burnettized. 
Allardyce.  . 


3 
22 
57 


Guissani 1 

Rueping 9 

Creosote 21 

Im.  in  oil 0 


2 
12% 


1 

6% 
2 
14% 


1 
33% 


2 

26% 
o 

14% 


6 

37% 
42% 


4 

8%    25% 
8%    42% 


1 
6.6% 

8% 


1 

8% 


80%  20% 

8  2  2 

53%  13%  13% 

4  1  5 

29%      7%  35% 


1 

6% 


Lodgepole  Pine 
1 

33% 
1  9 

4%    41% 
3  21 


2 

8% 
14 
24% 


2 
14% 


5 

23% 

11 


5%    36%    9%  19% 


1 

33% 
1 

4% 
2 

3% 


26^ 


11 

52% 


33% 
5 

4%    24% 


3 

13% 
1 

2% 


1 

4% 


0,  i,  h  etc. — Plate  degree  ot  depression  in  terms  of  plate  into  tie. 
i'l  Vt  etc. — Number  of  inches  from  top  of  plate  to  top  of  tie. 
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Track     No... 
Timber    .... 

19 

Douglas 

Fir 

121 

liOdgepole 

Pine 

155 

Douglas 

Fir 

12 

Lodgepole 

Pine 

Treatment    . 

Heated  in 
Creosote 

Zinc 
Chloride 

Heated  in 
Creosote 

Zinc 
Chloride 

i 
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Track    No. . . 

83 

Timber    

Lodgepole 

Pine 

Treatment    . 

Guissani 

166 

138 

Lodgepole 
Pine 

Douglas 
Fir 

AUardyce 

Heated  in 
Creosote 

422 
Lodgepole 

Pine 
Guissani 
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Sections   of  Five   Burnettized  Ties.      (See  Table  No.   2.) 


Sections    of    two    ties    heated    in    creosote    (138-155). 
Sections   of  two   ties   treated   by   Guissani    (422-83). 
(See   Table   No.    2.) 


REPORT  OF  COMMITTEE  VII— ON  WOODEN  BRIDGES 

AND  TRESTLES. 


E.  A.  Frink,  Chairman; 
H.  AusTiLL,  Jr., 
J.  E.  Barrett, 
H.  C.  Brown,  Jr., 

E.  A.  Hadley, 

F.  G.  HosKiNS, 


W.  H.  HoYT,   V ice-Chairman; 
H.  S.  Jacoby, 

A.   O.   RiDGWAY, 

I.  L.  Simmons, 
D.  W.  Smith, 
W.  F.  Steffens, 

Committee. 


To  the  Members  of  the  American  Railway  Engineering  Association: 

The  following  subjects  were  assigned  for  the  consideration  of  your 
Committee : 

(i)  Continue  study  of  relative  economy  of  repairs  and  renewals  of 
wooden  bridges  and  trestles. 

(2)  Report  on  design  of  docks  and  wharves. 

(3)  Report  on  developments  in  practice  of  ballast  deck  trestles  since 
previous  report. 

(4)  Report  on  use  of  lag  screws  for  fastening  guard  timbers. 

The  Committee  was  divided  into  four  Sub-Committees,  one  for  each 
of  the  subjects  assigned,  and  worked  during  the  year  in  collecting  data. 
A  meeting  was  held  in  the  Association's  rooms  at  Chicago  on  October 
31,  1914,  at  which  the  following  members  were  present:  Austill,  Brown, 
Frii^k,  Hoskins,  Ridgway,  Simmons,  Smith.  Another  meeting  was  held 
January  30,  1915,  at  which  the  following  members  were  present :  Austill, 
Brown,  Frink,  Hadley,  Hoyt,  Ridgway,  Simmons  and  Smith.  At  these 
meetings  the  information  and  reports  furnished  by  the  various  Sub- 
Committees  were  discussed  and  the  Committee  makes  the  following  re- 
port and  recommendations: 


(i)     RELATIVE  ECONOMY  OF  REPAIRS  AND  RENEWALS  OF 
WOODEN  BRIDGES  AND  TRESTLES. 

sub-committee     (i),    I.    L.    SIMMONS,    CHAIRMAN. 

During  the  current  year  the  Sub-Committee  has  sent  to  various  rail- 
roads letters  containing  questions  bearing  upon  the  method  of  repairs  and 
renewals  of  wooden  bridges  and  trestles.  Numerous  replies  to  these  have 
been  received,  showing  a  variety  of  information  and  practice.  The 
Committee  has  given  these  replies  proper  consideration  and  as  a  final 
report,  recommends  the  following  conclusions: 

It  is  good  practice  to  repair  wooden  bridges  and  trestles  by  parts 
until  such  time  as  the  general  condition  of  the  structure  requires  entire 
renewal. 
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(2)     DESIGN  Ol'  DOCKS  AND  WHARVES. 

SUB-COMMITTEE    (2),    W.    H.    HOYT,   CHAFRMAN. 

During  the  past  year  the  Committee  has  collected  considerable  mate- 
rial showing  many  forms  of  docks  and  wharves,  and  much  variety  of 
practice.  It  is  the  intention  to  carry  this  study  still  farther  and  attempt  to 
develop  a  type  or  types  of  structures  that  may  be  recommended  as  suitable 
for  general  use ;  recommendations  to  be  confined  to  sub-structures  or 
up  to  the  dock  or  float  level,  and  to  consider  both  all-timber  and  com- 
binations of  timber  and  concrete  designs.  Your  Committee  therefore  re- 
ports progress  and  recommends  continuing  this  subject  for  the  following 
year. 

(3)     DEVELOPMENTS  IN  PRACTICE  OF  BALLAST  DECK  TRES- 
TLES SINCE  PREVIOUS  REPORT. 

SUB-COMMITTEE    (3),  A.  0.  KIDGWAY,  CHAIRMAN. 

No  important  developments  have  occurred  since  filing  of  Committee's 
report  in  1908.     The  oldest  creosoted  timber  ballast  deck  trestles  in  serv- 
ice have  not  yet  begun  to  fail,  nor  have  other  than  very  minor  renewals 
been  necessary,  notwithstanding  the  fact  that  some  structures  have  been 
in  service  eighteen  years.     The  consensus  of  opinion  of  railway  officers 
having  most  extensive  experience  with  this  class  of  bridges  indicates  that 
the  serviceable  life  will  doubtless  extend  over  a  period  of  twenty  or  twen- 
ty-five years,  depending  on  soil  and  climatic  conditions.    These  officers  are 
unanimous  in  conceding  the  advantages  of  these  structures,  while  some 
consider  the  disadvantages  unduly  magnified,  especially  with  reference  to 
the  difficulty  of  securing  properly  treated  timbers.     Two  general  designs 
of  structures  of  this  type  continue  prevalent,  viz.,  the  solid  stringer-floor 
design  and  the  open  stringer-floor  plank  design.     In  certain  districts  of 
the  country  where  it  is  economical  to  use  deep  stringers  with  correspond- 
ingly long  spans  the  open  stringer  and  floor-plank  deck  requires  less  mate- 
rial than  the  solid-stringer  floor  and  possesses  the  advantage  of  less  ex- 
pensive renewal  of  bents  should  the  deck  outlive  the  sub-structure.     Two 
of  the  largest  users  of  ballast  deck  wooden  trestles  have  changed  their 
standards  so  as  to  provide  for  an  open  stringer  and  floor-plank  deck  in  lieu 
of  the  solid  stringer  deck.     Both  these  railways  operate  in  districts  where 
deep  stringers  are  readily  obtainable.    In  certain  other  districts  it  is  impos- 
sible to  obtain  large  timbers  at  a  reasonable  price  and  therefore  it  is  im- 
perative to  use  shallow^  stringers  and  short  spans,  thus  making  the  solid 
stringer  floor  economical.    The  next  few  years  should  determine  with  fair 
accuracy  the  actual  length  of  life  and  annual  expense  of  maintenance  of 
these  structures,  and  members  are  urged  to  preserve  such  records  and  data 
as  come  within  their  knowledge  in  an  effort  to  arrive  at  a  figure  repre- 
senting an  economic  value. 

While  only  a  Hmited  number  of  inquiries  were  sent  out,  yet  the  re- 
plies received  indicate  the  cost  of  ballast  deck  wooden  trestles  to  be  from 
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four-tenths  to  five-tenths  that  of  reinforced  concrete  trestles,  from  whicli 
fact  it  would  appear  that  the  construction  of  reinforced  concrete  trestles 
might  not  be  entirel}'-  justified  in  all  cases.  The  Committee  therefore  begs 
to  recommend  that  for  next  year's  work  it  will  report  on  the  relative 
merits  of  ballast  deck  wooden  trestles  as  compared  with  reinforced  con- 
crete trestles,  and  at  the  same  time  be  relieved  from  further  work  in  con- 
nection with  the  subject  at  hand,  since  no  important  developments  in 
practice  of  ballast  deck  wooden  trestles  are  likely  to  occur  within  the  next 
few  years. 

(4)     USE  OF  LAG  SCREWS  FOR  FASTENING  GUARD  TIMBERS. 

SUB-COMMITTEE    (4),    D.    W.    SMITH^  CHAIRMAN. 

The  Committee,  through  the  Secretary  of  the  Association,  in  July, 

1914,  issued  a  circular  to  the  various  railroads  making  inquiry  regarding 
present  practice  of  the  use  of  lag  screws  in  fastening  guard  timbers  to 
ties  on  wooden  and  metal  bridges. 

One  hundred  and  five  replies  were  received  (see  Appendix  A),  but 
of  this  number,  only  19  per  cent,  had  ever  used  lag  screws  for  this  purpose 
on  wooden  deck  bridges  and  16  per  cent,  had  used  them  on  steel  bridges. 
Almost  without  exception,  the  roads  or  systems  using  them  reported  sat- 
isfactory results  from  their  use.  Generally,  where  objections  were  offered 
the  reason  was  assignable  to  a  faulty  application,  such  as  boring  the  hole 
only  a  small  distance  or  not  boring  at  all ;  depending  on  driving  the  lag 
screws  and  expecting  them  to  remain  tight.  Too  small  sizes  and  spaced 
at  too  great  intervals  was  another  reason  in  the  opinion  of  the  Committee. 

On  October  31,  1914,  at  a  meeting  of  the  Committee  in  Chicago,  the 
data  obtained  from  the  circular  was  discussed  and  it  was  decided  to 
continue  the  investigation  regarding  the  use  of  lag  screws.  Another 
circular  was  prepared  and  submitted  to  the  various  railroads  throughout 
the   country,   through   the    Secretary   of   the   Association,   on    January   2, 

1915.  ^         ii 
Certain  railroads  which  are  using  lag  screws  were  purposely  omitted 

from  the  list  as  the  information  sought  was  already  obtained  from  them. 
Seventy-five  replies  were  received  in  answer  to  this  second  circular  (see 
Appendix  B).  Thirty-three  roads  replied  the}-  had  never  used  lag  screws 
at  all  for  the  purpose  named,  thirteen  had  used  them  with  success,  three 
had  used  them  without  success,  and  twenty-one  did  not  state  definitely 
what  experience  they  have  had  with  them.  Thirty-eight  of  the  replies 
indicated  that  the  subject  was  worthy  of  a  trial,  nine  stated  it  was  not 
worthy,  and  twenty-five  did  not  express  any  opinion  on  the  matter. 
Thirty-three  expressed  their  willingness  to  give  them  a  trial  upon  the 
recommendation  of  the  Committee,  ten  were  doubtful,  and  fifteen  stated 
they  would  not  make  further  trial. 

The  Committee  now  recommends  and  urges  that  a  further  trial  be 
made  of  the  use  of  lag  screws  to  fasten  guard  timbers  to  ties  on  wooden 
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and  slecl  bridges  by  such  roads  as  liave  signified  their  willingness  to  givt 
them  a   further  trial. 

The  Committee  would  recommend  in  this  test  that  ties  and  guard 
timbers  be  sized  one  dimension  at  the  mill  and  that  the  dapping  of  ties 
and  guard  timbers  be  omitted ;  that  alternate  ties  be  fastened  to  the 
stringers,  and  a  lag  screw  be  used  to  fasten  the  guard  timber  to  each  tie. 
Holes  should  be  bored  full  depth  and  lags  screwed  into  place. 

The  Committee  recommends  that  this  subject  be  continued. 

REVISION  OF  MANUAL. 

Your  Committee  has  considered  the  desirability  of  changes  or  revision 
of  the  Manual  and  reports  as  follows,  all  references  being  to  the  edition 
of  1911 : 

On  page  130,  definition  of  "Stringer,"  change  the  last  word  "ties"  to 
the  word  "track." 

On  page  130,  definition  of  ."Tie,"  change  to  "Bridge  Tie." 

On  page  130,  definition  of  "Guard  Rail,"  change  to  "Inner  Guard 
Rail." 

On  page  130,  definition  .of  "Guard  Timber,"  change  the  words 
"framed  over  the  ties"  to  the  word  "placed"  so  as  to  read,  "a  longitudinal 
timber  placed  outside  of,"  etc. 

On  page  130,  definition  of  "Shim,"  change  the  last  word  "position"  to 
"elevation." 

On  page  131,  definition  of  "Steam  Hammer,"  change  the  words  "raised 
and  dropped  a  comparatively  short  distance,"  to  the  word  "operated," 
so  as  to  read  "One  which  is  automatically  operated  by,"  etc. 

Also  change  the  word  "follows"  in  the  last  line  to  the  words  "rests 
on. 

On  page  150,  Principles  of  Pile  Driving,  omit  paragraphs  (2),  (3) 
and  (4). 

On  page  151,  paragraph  (15),  omit  the  words,  "The  weight  or,"  be- 
ginning the  sentence,  and  in  the  second  line,  change  the  word  "weight" 
to  "size,"  so  as  to  read,  "The  drop  of  the  hammer  should  be  propor- 
tioned to  the  size  of  the  pile,"  etc. 

On  page  151,  paragraph  16,  insert  the  word  "usually"  before  the  word 
"more,"  and  the  word  "wooden"  before  the  word  "pile,"  so  as  to  read, 
"The  steam  hammer  is  usually  more  effective  than  the  drop  hammer  in 
securing  the  penetration  of  a  wooden  pile,"  etc. 

On  page  152  omit  paragraph  (19). 

On  page  152,  for  paragraph  (25),  substitute  the  following;  "Where 
piles  will  foot  in  a  hard  stratum,  investigation  should  be  made  to  deter- 
mine that  this  stratum  is  of  sufficient  depth  and  strength  to  carry  the  load." 

On  page  152  cut  out  paragraphs   (30)   and   (31). 

In  Supplement  to  Manual,  1913,  page  59,  next  to  last  line,  the  word 
"inside"  to  be  changed  to  "inner,"  making  the  sentence  read,  "inner  guard 
rail  should  not  be,"  etc. 
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In  Supplement  to  Manual,  1914,  page  41,  insert  the  word  "inner" 
before  "guard  rail"  in  j:he  first  line ;  also  before  the  word  "guard  rail"  in 
the  fourth  line,  and  also  before  "guard  rail"  in  the  fifth  line. 

RECOMMENDATIONS    FOR    NEX1'    YJlAR'S    WORK. 

Your  Committee  recommends  that  the  following  subjects  be  assigned 
for  next  year's  work : 

(i)     Continue  report  on  design  of  docks  and  wharves. 

(2)  Report  on  comparative  merits  of  ballast  deck  and  reinforced 
concrete  trestles. 

(3)  Continue  report  on  use  of  lag  screws  for  fastening  guard  tim- 
bers. ] 

Respectfully  submitted, 

COMMITTEE  ON  WOODEN  BRIDGES  AND  TRESTLES. 
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Appendix   A. 
TABUI^ATJON  OF  HKl'l.l  RS  TO  ClUCUI^AR  OP"  JUL.Y,  lyil,   ANSWERING 
QUESTIONS  ON  SUBJECT  OF  LAG  SCREWS. 


Qtiostion   1 

Quostion  2 

'^ue.btion  3 

Question  i 

Do     you     u.se     lag 

Do    you     use     lajj 

At    what    interval    do 

Do  you  dap  t! 

^ 

Hnilrorul 

scrow.s    to    fasten 

screws    to    fasten 

you  use  lag  screws  in 

guard  timbers. .  . 

Xi 

guard    timber    to 

guard    timber    to 

fastening     guard    tim- 

whore lag  many  w 

§ 

ties  on  \v  o  n  rl  o  n 

ties   on   .s  t  o  c  1 

bers  to  ties  in  each  ol 

in   use  on  brid  i 

z 

bridges? 

bridges? 

above  ca.ses? 

trestles? 

1 

AC.  &  11.  B.  Ry. 

No 

No 

No  information 

No  information 

2 

A.  C.  L.  R.  R. 

No 

No 

No  information 

Ties  over  guard  t 

r 

Guard  timber  oi 
1" 
Dap  guard  timb<> 

3 

AraiKsas  Pass  Ter.  Ry. 

Yes 

Yes 

Every  tie 

4 

A.  T.  &  S.  F.  Rv. 

No 

No 

No  information 

5 

R.  &  A.  R.  R. 

No 

No 

No  information 

Guard  timber  o\ 
1" 
Guard  timbers  (X 

6 

B.  &  M.  R.  R. 

Yes 

Yes 

Every  4th  tie 

7 

B.  &0.  R.  R. 

No 

No 

No  information 

Guard  timber  o\ 
V 
No  information 

S 

B.  &  0.  C.  T.  R.  R. 

No 

No 

No  information 

0 

B.  R.  &  P.  Ry. 

No 

No 

Bolt  every  3rd  tie 

Guard  timbeni  1' 

10 

Canadian  Gov.  Rv. 

No 

No 

No  information 

No  information 

11 

C.  C.  C.  &St.  L.Ry. 

Yes 

Yes 

Alternate  ties  fastened 

Guard  timbers  1' 

12 

C.  C.  «fe  0„  Rv. 

No 

No 

Every  4th  tie  bolted 

Guard  timbers oi 

13 

C.  &  K.  I.  Rv. 

No 

No 

No  information 

Guard  timbers  oi 

14 

C.  of  Ga.  Rv. 

No 

No 

Bolt  every  4th  tie 

Both 

15 

C.  G.  W.  R.  R. 

No 

Only    where    bolts 
are  inacce.ssiblo 

Every  5th  tie  when  u.sed 

Guard  timbers  or 

16 

C.  I.  &  L.  Ry. 

No 

No 

No  information 

Both 

17 

Chicaso  Jet.  Rv. 

No 

No 

No  information 

Guard  timbers  on 

18 

C.  M.&St.  P.'Ry. 

On   ballast   floor 
brid2;es 

Not   if   they    have 
open  floors 

Every  4th  tie 

Guard  timbers  oe 

19 

C.  N.  R.  R. 

Yes 

Yes 

Every  4th  tie 

Guard  timbers  on 

20 

C.  &  N.-W.  Ry. 

No 

No 

No  information 

No  information 

21 

C.  P.  Ry. 

No 

No 

No  information 

Both:bolt  every4 

22 

C   R.  R.  of  N  J. 

Yes 

Yes 

Lag  screws  every  4th 
tie  intermediate  bolted 

Guard  timbers  on 

23 

C.  St.  P.  M.  &  0.  Ry. 

No 

No 

No  information 

No  information 

24 

C.  V.  Ry. 

No 

No 

No  information 

Guard  timbers  oo 

25 

Dom.  Bridge  Co. 

No 

No 

No  information 

No  information 

26 

D.  &  H.  Co. 

Yes 

Yes 

Every  4th  tie 

Yes 

27 

D.  L.  &  W.  R.  R. 

No 

No 

No  information 

No  information 

28 

D.&  R.  G.  R.  R. 

No 

No 

No  information 

No  information 

29 

D.  W.  &  P.  Ry. 

No 

No 

No  information 

No  information 

30 

D.  M.  &  N.  Rv. 

No 

No 

No  information 

Guard  timbers  on 

31 

E.  P.  &  S.-W.  R.  R. 

No 

No 

No  information 

No  information 

32 

Erie  R.  R. 

No 

No 

Bolt  every  3rd  tie 

Dap  both 

33 

Ft.  S.  &  W.  R.  R. 

In  some  ca.ses 

No 

About  3  ft. 

Guard  timbers  3 

34 

Ft.  W.  &  D.  C.  Ry. 

No 

No 

Bolt  every  3rd  tie 

Guard  timber  OH. 

35 

Georgia  R.  R. 

No 

No 

No  information 

Guard  timber  <ml: 

36 

G.  C.  &  S.  F.  Ry. 

No 

No 

No  information 

No  information 

37 

G.  N.  Ry. 

No 

No 

No  information 

No  information 

38 

G.  &  S.  I.  Ry. 

No 

No 

No  information 

No  information 

39 

G.  T.  System 

No 

No 

Bolts  every  4th  tie 

Guard  timbers  1' 

40 

H.  S.  R.  R. 

No 

No 

No  information 

No  information      T 

41 

H.  V.  Ry. 

Yes 

Yes 

Every  4th  tie 

Guard  timbers  on 
Guard  timbers  di " 

42 

I.  C.  R.  R. 

No 

Only    where    steel 

Every  4th  tie 

stringers   interfere 

' 

with  bolts 

L. 
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Appendix    A — Continued. 

TABULATION  OF  BEIPLIETS  TO  CIRCULAR  OF  JULY,   1914,  ANSWERING 

QUESTIONS  ON  SUBJECT  OF  LAO  SCREWS. 


estion  5 

Question  0 

Question  7 

y  what  success 

Kindly  furnish  plan  showing 

What  is  your  opinion  regarding 

ve  had  in  the 

your  practice  in  the  use  of 

the   merits  of   lag  screws   in 

Remarks 

lag  screws  for 

lag    screws    for    securing 

fastening  guard   timber  to 

s  above  named 

guard  timbers  to  ties  on 
bridges  or  trestles. 

bridge  ties? 

mation 

No  information 

Prefer  bolts.    Lag  screws  never 
considered 

mation 

No  information 

Trouble  to  keep  lag  screws  tight 

Usually  driven  down  and  timber 
rotted  around  lag  screws         ^     ^^ 

satisfactory 

See  Remarks 

Best  method 

fx?"  lag  screw^s,  staggered,  o'xO 
guard  timbers,  6'-8"  between 

mation 

Plan  furnished 

No  information 

mation 

No  information 

No  better  than  boat  spike 

ory 

Sketch  furnished 

As  effective  as  bolts 

Standard  for  25  years.  Txi)"  lag 
screws                            ,    ,,  ,    ,^ 

mation 

No  information 

No  better  than  boat  spike 

Use  boat  spikes  ^'xlO"— i  bolt 
at  end  of  guard  timbers 

mation 

No  information 

No  information 

mation 

Plan  furnished 

Prefer  bolts 

mation 

No  information 

Think  bolts  better 

satisfactory 

No  information 

Consider  best  fastening 

Alternate  ties  fastened  alternately 
with  bolts  and  lag  screws.  Lag 
screws  throughout  are  being  con- 
sidered 

mation 

No  information 

Not  as  secure  as  bolts 

r  success 

No  information 

No  information 

d  good  success 

Plan  furnished 

Think  they  are  O.K. 

!>sition  to  state 

Plan  furnished 

Prefer  bolts 

mation 

No  information 

Never  used  them 

mation 

Plan  furnished 

No  information 

mation 

Plan  furnished 

No  information 

jceas  for  20  yrs. 

No  information 

Very  satisfactory.    Better  than 
bolts 

Lag  screws  fxlO' 

mation 

No  information 

Think  they  are  unnecessary 

mation 

No  information 

Think  bolts  are  better 

tLsf  action 

Plan  furnished 

Guard  timbers  can  readily  be 

Lag  screws   have  always  given 

removed 

good  results  especially  in  tie  re- 
newals 

mation 

No  information 

Believe   bolts  with   nut   locks 
preferable 

atiafactory 

No  information 

Do  not  like  them.    Think  bolts 
should  be  used 

mation 

No  information 

No  information 

^cess 

No  information 

Preferable  to  bolts 

mation 

No  information 

No  information 

mation 

No  information 

Not  sufficient  merit  to  warrant 
adoption 

mation 

No  information 

No  information 

mation 

No  information 

Do  not  consider  it  good  practice 

mation 

Plan  furnished 

Poor  substitute  for  bolts 

lere  used 

Plan  furnished 

Consider  bolts  preferable 

^  satisfactory 

Plan  furnished 

We  prefer  bolts 

3factorj' 

No  information 

Not  as  good  as  bolts 

mation 

No  information 

Lag    screws    good,    but    bolts 
better 

mation 

No  information 

No  information 

mation 

No  iniormation 

Can  not  see  advantage 

mation 

No  information 

No  information 

cess 

Plan  furnished 

Not  as  good  as  bolts 

Will   become   loose   before   floor 

needs  repairs,  difficult  to  tighten 

mation 

No  information 

No  information 

:cess 

Plan  furnished 

Very  good  when  tight 

sen  used  with 

Plan  furnished 

Regard  them  satisfactory 

i"  lag  screws  used 
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TAHnLA'J'h^X  ol''   J{iKl'l.ll'7S   Ti)   C"!  ii(  "IJ  J.A  K   OK  Jli^V,    J'JU.    ANSWERlNCi 

QUESTIONS  ON  SUBJEX^T  OF  LArx  SCREWS. 

Question  1 

Question  2 

t^uestion  3 

Question  4 

1 
a 

1 

Railroad 

Do     you     use     lag 
screws    to    fasten 
Kuard    timber    to 
ties  on  wooden 
bridges? 

Do     you     use     lag 
screws    to    fasten 
guard    timber    to 
ties  on   steel 
bridges? 

At    what    interval    do 
vou  use  lag  screws  in 
fastening    guard    tim- 
bers to  ties  in  each  of 
above  cases? 

Do  you  dap  the  t  ■ 
guard  timbers,  01  jj 
where  lag  wren  n 
in   use  on   brid«  m 
trestles? 

43 

I.  &  G.  N.  11.  H. 

No 

Yes 

Every  3rd  tie 

Ties  I'or  more 

44 

45 

I.  H.  B.  R.  R. 
K.  C.  T.  Ry. 

No 
Yes 

No 
Yes 

No  infortnation 
Every  other  tie 

No  information 
Guard  timbemoB 

46 

K.  &  M.  Ry. 

Yes 

Yes 

Every  5th  or  6th  tie 

Guard  timbers  on 

47 

L.  E.  &  W.  R.  R. 

No 

No 

No  information 

No  information 

48 
49 

50 
51 
52 
53 
54 

Lonff  Island  R.  R. 
L.  &  N.  R.  R. 

L.  &  N.  E.  R.  R. 
L.  S.  Electric 
L.  S.  &  I.  Ry. 
L.  V.  R.  R. 
M.  C.  R.  R. 

No 

Yes 

No 
No 
No 
No 

No 

No 
Yes 

No 
No 
No 
No 
No 

No  information 
Every  tie  on   tre.<!tles 

Every  2nd  tie  on  steel 

bridse 

No  information 
No  information 
No  information 
No  information 
No  information 

No  information 
Guard  timbers  on 

No  information 
Guard  timbers  1' 
No  information 
All  ties  dapped 
Do  not  dap  gua:    .. 
bers 

55 

Miss.  Cen.  R.  R. 

No 

No 

No  information 

No  information 

56 

M.  K.  &  T.  Ry. 

No 

No 

No  information 

Guard  timbers  on 

57 
58 

M.  &  N.  A.  R.  R. 
M.  &0.  R.  R. 

No 
Yes 

No 

No 

No  information 
Every  other  tie 

No  information 
Guard  timbers  1' 

59 
60 

Monongahela  R.  R. 
M.  0.  &  G.  Ry. 

No 
No 

No 
No 

No  information 
No  information 

Guard  timbers  on 
No  information 

61 
62 
63 

Montreal  Tram'ys  Co. 
M.  R.  &  B.  T.  Ry. 
M.  &  St.  L.  Ry. 

Only    when    guard 
comes  over  string- 
ers on  curves 

Yes 

No 

Only  where  guard 
comes  over  string- 
ers on  curves 

Yes 

No 

Every  3rd  tie  on  tan- 
gents.    Every  tie  on 
curves 

Every  4th  tie  on  tan- 
gents.    Every  3rd  tie 
on  curves 

No  information 

No 

Guard  timbers  on 

No  information 

64 

Newark  Pub.  Ser.  Rys. 

No 

No 

No  information 

Both  r 

65 
66 

67 
68 

N.  0.  G.  N.  R.  R. 
N.  0.  &  N.  E.  R.  R. 

N.  P.  Ry. 
N.  &  W.  Ry. 

No 

No 

No 

No 

No 

Where  steel  string- 
ers interferes  with 
bolts 

No 

No 

No  information 
Bolted  to  every  tie 

No  information 
No  information 

No  bformation 
Not  dapped 

No  information 
No  information 

69 

N.Y.C.&H.R.R.  R. 

No,  except  in  spec- 
ial cases 

No,  except  in  spec- 
ial cases 

No  information 

No  information 

70 
71 

N.  Y.  C.  &  St.  L.  R.  R. 
N.Y.N.H.&H.R.R. 

No 
Yes 

No 

Yes 

No  information 
Every  2nd  tie 

No  information 
Guard  timbere  on  1 

72 

Oregon  Short  Line 

No 

No 

No  information 

No  infornaation 

73 

Pa.  Lines  West  of  Pgh. 

Only    where   bolts 
are  inaccessible 

Ordinarily  not 

Every  other  tie 

Dap  each  V      _  ■ 

1 
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Appendix   A — Continued. 

TABUIiATlON  OP  RiEfPL-IES  TO  CIRCULAR  OF  JULY.   1914.  ANSWERING 

QUESTIONS  ON  SUBJECT  OF  LA-G  SCREWS. 


ueation  6 

Question  fi 

Question  7 

lly  what  success 

Kindly  furnish  plan  showing 

What  is  your  opinion  regarding 

ive  had  in  the 

your  practice  in  the  use  of 

the   merits   of    lag   screws   in 

Remarks 

lag  screws  for 

lag    screws    for    securing 

fastening  guard   timber  to 

M  above  named 

guard  timbers  to  ties  on 

bridge  ties? 

bridges  or  trestles. 

«sult3  on   steel 

No  information 

Entirelj--  satisfactory 

rmation 

No  information 

No  information 

ble 

See  Remarks 

Believe  lag  screws  will  give  good 

8"x8"  ties,  G'xe'  guard  timbers, 

results 

l'-6"  from  gauge  line,  fxlO"  lag 
screws 

iccess 

Plan  furnished 

Better  than  bolts 

Use  lag  screws  entirely,  easier  to 
apply  and  no  nuts  to  come  off. 
Will  hold  if  properly  applied 

)  use  them,  but 

No  information 

Do  not  hold  as  good  as  bolts 

led  15  years  ago 

rmation 

No  information 

No  information 

ccessful 

Plan  furnished 

Will  hold  securely  in  timbers  up 

1"  lag  screws  in  f "  holes  bored  1' 

to  5' 

deeper  than  lag  screw  penetration 
will  remain  tight 

rmation 

No  information 

No  information 

rmation 

Plan  furnished 

No  information 

rmation 

No  information 

No  information 

rmation 

Plan  furnished 

Prefer  bolts 

rmation 

See  Remarks 

No  better  than  boat  spikes 

Bolt  every  3rd  tie,  drift  bolt  re- 
mainder 

results  from 

No  information 

Become  loose  and  do  not  give 
service;  bolts  do 

Used  them  a  few  years  ago 

ul 

Plan  furnished 

Boat  spikes  do  as  well  and  cost 

Used  them  till  1900.     Replaced 

less  to  install 

them  with  §"xlO"  boat  spikes 

rmation 

No  information 

No  information 

tisfactory 

Plan  furnished 

Satisfactory 

f 'xO'  lag  screws.  Think  dapping 
could  be  omitted  if  lag  screw 
used  in  every  tie 

isfactorj' 

No  information 

Not  as  2;ood  as  bolts 

rmation 

Plan  furnished 

Information  at  hand  is  adverse 
to  their  use 

rmation 

No  information 

No  information 

y  satisfactory 

No  information 

Better  than  bolts 

f  "xl2"  lag  screws  used  with  heavy 
cut  washers  under  head 

tory  where  used 

No  information 

Poor  substitute  for  bolts 

Use  bolts  wherever  possible.     If 

lag  screws?  are  used  they  should 
be  loose  in  guard  timber  and 
tight  in  tie 

rmation 

No  information 

No  information 

Do  not  consider  holding  power 
sufficient  in  case  of  derailment 

rm.ition 

No  information 

Poor  substitute  for  bolts 

isfactory 

Sketch  furnished 

No  information 

rmation 

No  information 

No  information 

rmation 

See  Remarks 

No  better  than  boat  spikes 

Only  used  on  deck  girder  bridges 
on  curves 

tory  where  used 

No  information 

Poor  substitute  for  bolts 

If  lag  screws  are  used  place  them 
in  alternate  ties  instead  of  every 
4th  tie  as  done  with  bolts 

rmation 

No  information 

No  information 

tory.    Never 

8"x8'  ties — 14*  centers.guard 

Better  than  bolts  as  they  will 

Lag  screws  f  "xlO",  guard  timbers 

x)se 

timbers  e'xS" 

not  work  loose 

dapped  l"over  ties 

nished 

Plan  furnished 

Prefer  bolts 

Guard  timbers  fastened  to  ties 
with  bolts  at  each  3rd  tie.  Use 
boat  spikes  at  intermediate  ties 

tory  where  used 

Plan  furnished 

Poor  substitute  for  bolts 

000 
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Appendix    A — Continued. 

TAIiULA'IMoN  Ol-'  JM'VI'MFTS  TO  (JJKCHLAIl  OF  jni.V.    I!il4,   ANSWERING 
QI-KkS'I'IONS  on  SUBJKCT  of  LAO  SCREWS. 


(^)iicsti()ii    1 

(Question  2 

Question  3 

Question  4 

a 

55 

J\:iili(>ii(l 

Do     .vou     u.s«!     lui; 
screws    to    fasten 
nuard    lii)jb(;r    to 
tics  on  w  o  o  (I  (•  n 
bridges? 

Do     you     tisc     lag 
acrew.s    to    fasten 
guard    timber    to 
ties  on   stool 
bridges? 

At    what    interval    (lo 
you  use  lag  screws  in 
fastening    guard    tim- 
bers to  ties  in  each  of 
above  cases? 

Do  you  dap  the  ti«  f 
guard  timbers,  or  11 
where  lag  screw!-  • 
in   use  on   bridiff  ' 
trestles? 

74 

P.  &  L.  K.  R.  n. 

No 

No 

No  information 

No  information 

75 

P.  &  P.  U.  Uy. 

No 

No 

No  information 

No  information 

76 

P.  R.  R. 

Yes 

Yes 

Everj'  tie 

Guard  timbers  onl 

1 1 

78 
79 

P.  &  R.  Ry. 

Queen  &  Crescent 
R.  F.  &  P.  R.  R. 

Yes 

No 
No 

Yes 

Only    where    bolts 
are  inaccessible 
No 

Every    4th    tie;    boat 
spike  on  intermediate 
ties 

Bolt  every  tie 

No  information 

Both 

No  dap 

No  information 

80 
81 

Rock  Island  Lines 
S.  A.  &  A.  P.  Ry. 

No 
No 

No 

No 

No  information 
No  information 

Guard     timber." 
ties  1' 
No  information 

82 

Seaboard  Air  Line 

Yes 

No 

Every  tie 

No 

83 

St.  L.  &  S.  W.  Ry. 

No 

No 

No  information 

See  Remarks 

84 
85 

St.  L.  &  S.  F.  R.  R. 
St.  L.  S.-W.  Ry. 

No 
No 

No 
No 

No  information 
No  information 

Guard     timbers    o 
ties  IV 
No  information 

86 

87 
88 

Southern  Ry. 

S.  P.  &  S.  Ry. 
S.  P.  Ry. 

No 

No 
No 

Yes,  where  bolt  in- 
terferes with  steel 
work  beneath 

No 

No 

Every  4th  tie 

Boat    spike    in    every 
other  tie 
No  information 

Guard  timbers  oaly 

Guard  timbers  IJ' 
No  information 

89 

S.P.L.A.&S.L.  R.R. 

No 

No 

No  information 

No  information 

90 
91 

Sunset  Central  Lines 
Toronto  Terminals  Ry. 

No 
No 

No 
No 

No  information 
No  information 

Guard  timbers  onb' 
Guard  timbers  1' 

92 

T.  &  0.  C.  Ry. 

No 

No 

No  information 

No  information 

93 
94 

T.  &  N.  0.  Ry. 

T.  R.  R.  A.  of  St.  L. 

No 
No 

No 
No 

No  information 
No  information 

Guard     timbers    o 
ties  1" 
No  information 

95 
96 
97 
98 

99 
100 
101 
102 

U.  P.  Rv. 
V.  Ry. 

Vandalia  R.  R. 
W.  C.  F.  &  N.  Ry. 

W.  &  S.  E.  R.  R. 
West  Maryland  Ry. 
Wabash  R.  R. 
N.  C.  &  St.  L.  Ry. 

No 

No 
No 
No 

No 
No 
Yes 
Yes 

No 
No 
No 
No 

No 

No 
No 
Yes 

No  information 
No  information 
No  information 
Have  been  used;  every 
3rd  tie 

No  information 
Use  bolts 
Every  3rd  tie 
Every  tie 

Guard  timbers  1' 
No  information 
No  information 
Guard  timbers  only 

No  information 
No  information 
Guard  timbers  onlj- 
Guard  timbers  only 

103 

K.  C.  S.  Ry. 

No 

No 

On  steel  bridges  inter- 
fere only  where  string- 

Guard timbers  only  j 

104 

L.  &  H.  R.  Ry. 

No 

No 

ers 
No  information 

No  information 

105 

L.  &  A.  Ry. 

Yes 

No 

Every  3rd  tie 

Guard  timbers  only  i 

WOODEN   BRIDGES    AND   TRESTLES. 
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Appendix   A — Concluded. 

TABULATION  OP  KJi'PLIES  TO  CIRCUI^AR  OF  JULY,   1914.  ANSWERING 
QUESTIONS  ON  SUBJECT  OF  LAG   SCREWS. 


)8tion  5 

y  what  success 
'^e  had  in  the 
ag  screws  for 
above  named 


Question  <> 

Kindly  furnish  plan  showing 
your  practice  in  the  use  of 
lag  screws  for  securing 
guard  timbers  to  ties  on 
bridges  or  trestles. 


Question  7 

What  is  your  opinion  regarding 
the  merits  of  lag  screws  in 
fastening  guard  timber  to 
bridge  ties? 


Remarks 


abandon    all 
ard  timbers 


nation 

y  successful 

d 

tion  found 

nation 

nation 

lation 

essful 

lation 

lation 

lation 

;isfaction 

lation 

lation 

lation 

lation 
"actory 

rs  ago,  found 
0  bolts 
lation 

lation 

lation 
lation 
lation 


lation 

lation 

.  no  trouble 

ry 


tory 


ation 


Plan  furnished 

No  information 
Plan  furnished 
Plan  furnished 

Plan  furnished 
No  information 
Plan  furnished 
No  information 
Plan  furnished 
No  information 
No  information 
No  information 
No  information 

Plan  furnished 

No  information 

No  information 

Plan  furnished 
No  information 

No  better  than  boat  spikes 

No  information 

No  information 
No  information 
No  information 
No  information 

No  information 
No  information 
Plan  furnished 
Plan  furnished 

No  information 

No  information 
Plan  furnished 


No  information 


Never  used  them 

Preferable    to    bolts    or    boat 

spikes 
Good  if  hole  bored  smaller  than 

lag  screw 

Would  not  use  where  bolts  can 
be 
No  better  than  boat  spikes 

No  information 

No  information 

Much  better  than  bolts 

Prefer  bolts,   have  seen  them 
used,  but  don't  approve 
No  information 

No  information 

No  information 

No  information 

Believe  boat  spike  as  effective 
and  cheaper 
Poor  substitute  for  bolts 

Bolts  preferred 
Boat  spikes  better 


Not  as  satisfactory  as  bolts 

Not  as  effective  as  bolts 
No  information 

Think  bolts  give  better  service 
One    bolt    better    than    4    lag 

screws 

No  information 
No  information 
Consider  them  satisfactory 
Satisfactory  in  connection  with 

dowels  and  daps 

Prefer  machine  bolts 


Use  of  Bteel  cars  required  adoption 
of  inner  steel  guard  rail  with 
wooden  blocks  between  ties  to 
retain  their  spacing 


They  do  not  come  loose  and  pre- 
vent ties  from  bunching 

Size  ties,  turn  2  on  edge  and  dap 
for  kej'  ties  to  each  panel 

Don't  think  they  would  be  satis- 
factory as  they  would  work  loose 


§"xlO"  bout  spikes  used,  i 
chine  bolts  used  at  joints 


Lag  screws  become  loose  and  re- 
quire more  attention 


Think   they 

than  bolts 

Prefer  them 


would   be   better 


Working    of    tie    will 
screws  to  come  loose 


cause    lag 


They  work  loose  in  holes  and  can 
not  be  tightened 


End  of  guard  timber  fastened  with 
2  lag  screws  I  "xS"  lag  screws  used. 
I"  screws  were  found  to  break 


They  hold  as  well  and  do  not  get 
loose 
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REPORT  OF   SPECIAL    COMMITTEE  ON   GRADING  OF 

LUMBER. 

Dr.  Hermann  von  Schrenk,  B.  A.   Wood,  Vic e -Chairman ; 

Chairman;     A.  J.  Neafie, 
W.  McC.  Bond,  W.  H.  Norris, 

O.  Fairchild,  J.  J.  Taylor, 

Committee. 

To  the  Members  of  the  American  Railway  Engineering  Association: 

The  work  of  the  Committee  this  year  has  been  devoted  to  an  inves- 
tigation of  the  grading-  rules  of  pine  and  hemlock  lumber.  Owing  to 
the  geographical  location  of  the  members,  the  work  of  the  Committee 
has  been  conducted  largely  by  correspondence. 

Your  Committee  finds  that  the  rules  which  were  adopted  several 
years  ago  for  Northern  pine  and  hemlock  are  no  longer  standard.  It 
has  been  found  wholly  impracticable  to  purchase  lumber  under  the  rules 
as  they  are  at  present  printed  in  the  Manual,  and  the  Committee  is 
unanimously  of  the  opinion  that  the  rules  adopted  several  years  ago 
should  be  rescinded.  With  the  co-operation  of  the  Northern  Hemlock 
and  Hardwood  Manufacturers*  Association,  a  new  set  of  rules  has  been 
drawn  up  for  hemlock,  which  your  Committee  presents  herewith  for 
study  and  criticism  during  the  coming  year. 

In  addition  to  the  work  of  the  grading  rules,  the  Committee  has 
considered  the  investigations  which  are  being  conducted  for  the  pur- 
pose of  more  definitely  standardizing^ the  nomenclature  of  the  Southern 
pines.  Your  Committee  has  co-operated  with  similar  committees  of 
the  American  Society  for  Testing  Materials  and  manufacturers  of  j'-el- 
low  pine. 

It  has  been  generally  recognized  for  a  number  of  years  that  the 
grading  rules  for  Southern  yellow  pine  do  not  sufficiently  define  the 
quality  of  the  wood.  It  has  been  generally  acknowledged  that  there  is 
no  practical  means  for  definitely  distinguishing  between  longleaf  pine, 
shortleaf  pine,  loblolly  pine,  etc.,  after  timbers  have  once  been  manufac- 
tured from  the  trees. 

It  is  furthermore  recognized  that  it  makes  little  practical  difference 
from  what  species  of  pine  a  structural  timber  is  cut,  so  long  as  certain 
density  requirements  are  met. 

With  these  considerations  in  view,  a  number  of  the  pine  manufac- 
turing organizations  and  the  United  States  Government  have  been  propos- 
ing revised  rules  for  grading  yellow  pine  timbers.  These  rules  involve 
the  omission  of  the  terms  "longleaf,"  "shortleaf,"  etc.,  and  call  all  the 
pines  "Southern  pines."  They  then  define  the  different  grades  of  yellow 
pines  according  to  density. 
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For  the  information  of  the  members,  the  Committee  herewith  pre- 
sents the  three  rules  which  have  been  suggested.  It  will  probably  be 
another  year  or  so  before  the  details  concerning  definite  specifications 
can  be  worked  out,  but  much  active  work  is  now  being  done  by  the 
Committee  on  the  Grading  of  Timbers  of  the  American  Society  for 
Testing  Materials  and  the  various  manufacturing  organizations  inter- 
ested. 

In  summarizing  the  work  of  the  Committee,  we  would  recommend 
that  the  present  rules  for  white  and  Norway  pine  and  hemlock,  printed 
in  the  Supplement  to  the  Manual,  1912,  be  rescinded. 

We  submit  as  information : 

(a)  Tentative  rules  for  hemlock  lumber ; 

(b)  Tentative  rules  for  the  grading  of  Southern  yellow  pines. 
Your   Committee   suggests   as   subjects   for   investigation   during  the 

coming  year : 

(i)  Further  investigation  of  grading  rules  for  white  and  Norway 
pines. 

(2)  The  continuation  of  work  on  specifications  for  Southern  yel- 
low pines,  to  be  carried  on  in  co-operation  with  the  American  Society  for 
Testing  Materials  and  other  similar  organizations. 

(3)  The  formulating  of  specifications  for  timber  to  be  treated,  in 
co-operation  with  the  Committee  on  Wood  Preservation. 

Respectfully  submitted, 
COMMITTEE  ON  GRADING  OF  LUMBER. 


Appendix   A. 
GRADING    RULES    FOR    HEMLOCK    LUMBER. 

TO  COVER    HEMIX)CK   LUMBER   PRODUCED    IN    WISCONSIN    AND    UPPER    MICHIGAN. 

General   Instructions. 

The  principal  objects  to  be  sought  in  the  formulation  of  these  rules 
are  to  establish  grades  that  will  blend  the  slight  characteristics  incident 
to  different  localities  in  such  a  manner  as  to  produce  grades  of  equal 
quality  and  value,  and  so  constructed  as  to  be  best  adapted  to  the  prin- 
cipal purposes  for  which  hemlock  lumber  can  be  utilized. 

1.  The  face  side  of  the  lumber  is  the  side  showing  the  best  quality 
or  appearance. 

2.  Defects  in  lumber  should  be  distributed  in  proportion  to  the 
size  of  the  piece.  Long  or  wide  pieces  of  the  same  grade  may  contain 
more  and  greater  defects  than  shorter  or  narrower  pieces.  The  same 
percentage  should  be  observed  in  both  long  and  short,  wide  and  narrow. 

3.  Wane  in  lumber  is  a  defect  which  cannot  be  described  by  rule 
with  satisfaction,  and  therefore  must  be  left  to  the  judgment  of  the 
grader.  The  lowering  of  grade  on  the  face  side  on  account  of  wane 
should  be  governed  by  grade,  width  and  defects  in  the  piece. 

4.  Lumber  must  be  accepted  on  grade  in  the  form  in  which  it  was 
shipped.  Any  subsequent  change  in  manufacture  or  mill  work  will 
prohibit  an  inspection  for  the  adjustment  of  all  claims,  except  with  the 
consent  of  all  parties  interested. 

5.  Mixed  width  boards  do  not  necessarily  require  as  good  edges  as 
shiplap  or  dressed  andi  matched  stock  of  the  same  grade. 

6.  Planing  mill  work  should  be  taken  into  consideration  in  all 
grades  of  dressed  lumber,  and  its  effect  on  a  piece  must  be  left  largely 
to  the  judgment  of  the  inspector. 

7.  The  grade  of  partition  shall  be  determined  from  its  poorer  side 
only,  when  the  order  specifies  partition. 

8.  Lumber  when  worked  shall  be  graded  the  same  as  the  respective 
grades  when  in  the  rough. 

9.  Unless  otherwise  provided  for,  lumber  worked  two  sides  shall 
be  graded  from  its  better  face;  lumber  worked  one  side  shall  be  graded 
from  its  surfaced  face. 

DEFINITIONS    OF    DEFECTS. 

KNOTS. 

Knots  shall  be  classified  as  Pin,  Small  and  Large  or  Coarse,  as  to 
size,  and  Round  or  Spike,  as  to  form,  and  as  Sound,  Loose,  Encased, 
Pith  and  Rotten,  as  to  quality. 

A  Pin  Knot  is  sound  and  shall  not  exceed  J^-in.  in  diameter. 
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A  Small  Knot  is  larger  than  a  I'in  Knot  and  sliall  not  exceed  ij/^  in. 
in  diameter. 

A  Large  or  Coarse  Knot  is  one  of  any  .si/e  over  i'/^  in.  in  diameter 

A  Round  Knot  is  oval  or  circular  in  form. 

A  Spike  Knot  is  one  sawn  in  a  lengthwise  direction. 

The  mean  or  average  diameter  of  knots  shall  be  considered  in  apply- 
ing and  construing  these  rules. 

A  Sound  Knot  is  one  solid  across  its  face;  is  as  hard  as  the  wood 
it  is  in,  and  is  so  fixed  by  growth  or  position  that  it  will  retain  its  place 
in  the  piece. 

A  Loose  Knot  is  not  firmly  set,  but  still  retains  its  place  in  the 
piece. 

A  Pith  Knot  is  a  sound  knot  with  a  pith  hole  not  more  than  ^-in. 
in  diameter. 

An  Encased  Knot  is  one  surrounded  wholly  by  bark  or  pitch. 

A  Rotten  Knot  is  one  not  as  hard  as  the  wood  it  is  in. 

PITCH. 

Pitch  pockets  are  openings  between  the  grain  of  the  wood  containing 
more  or  less  pitch  or  bark,  and  shall  be  classified  as  Small,  Standard  and 
Large  Pitch  Pockets. 

A  Small  Pitch  Pocket  is  one  not  over  ^-in.  wide. 

A  Standard  Pitch  Pocket  is  one  not  over  %-in.  wide,  or  3  in.  in  length. 

A  Large  Pitch  Pocket  is  one  over  ^-in.  wide,  or  over  3  in.  in  length. 

A  Pitch  Pocket  showing  open  on  both  sides  of  the  piece  J^-in.  or 
more  in  width  shall  be  considered  the  same  as  a  knothole. 

W^ANE. 

Wane  is  bark,  or  the  lack  of  wood,  from  any  cause,  on  edge. 

SAP. 

White  or  bright  sap  shall  not  be  considered  a  defect  in  any  of  the 
grades  provided  for  and  described  in  these  rules,  except  where  stipulated. 

WATER   STAIN. 

In  hemlock  will  often  be  found  streaks  or  patches  of  red  or  brown 
discolorations,  sound  and  firm,  the  presence  of  which  does  not  weaken  the 
wood,  nor  detract  seriously  from  its  utility.  Water  stain  should  not  be 
confused  with  rot,  being  firm  and  strong,  while  rot  is  soft  and  decayed 
wood. 
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Typical  Sound  Knot. 
8-in.    Shiplap. 


Small  Sound  Knot  Ring  Shake. 
8-in.    Shiplap. 
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Spike  Knot. 
8-in.    Shiplap. 


Sound  Knot,  with  Hole  in  Center. 
8-in.    Shiplap. 
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A  Well-Encased  Knot. 
8-in.    Shiplap. 

STANDARD  SIZES  FOR  HEMLOCK. 

ROUGH   LUMBER. 

Piece  Stuff. 

Standard  lengths  for  Rough  Piece  Stuff  are  4,  6,  8,  9,  10,  12,  14,  16, 
18,  20,  22  and  24  ft.  Standard  widths  are  4,  6,  8,  10  and  12  in.  Standard 
thickness  is  1%  in. 

Boards. 

Standard  lengths  for  Rough  Boards  are  4,  6,  8,  10,  12,  14,  16,  18  and 
20  ft.  Standard  widths  are  4,  6,  8,  10  and  12  in.  Standard  thickness  is 
ll-in. 

DRESSED  LUMBER. 

Piece  Stuff. 

Standard  sizes  for  Piece  Stuff  SiSiE  are:  1^x3^,  1^x5%,  iMx?^. 
154x9^,    I^XII^. 

Boards. 

The  standard  thickness  for  inch  lumber  SiS  is  il-in. 

Flooring,  Ceiling,  Shiplap,  Drop  Siding. 

Standard  widths  are:  3^,  514.  7^,  g%  and  11^  in.  face.  Standard 
thickness  is  il-in. 

ESTIMATED   WEIGHTS   OF   HEMLOCK   LUMBER. 

Per  M  Feet.  Shipping  Dry. 

3-in.  Plank  Rough 3,000 

3-in.  Plank  and  4x4  to  8x8  SiSiE 2,700 
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3-in.  Plank,  S4S  or  D&M 2,5(X) 

4x10  to  12x12,  Ronijh 3.500 

4x10  to  12x12,  SiSiK 3,200 

4x4  to  8x8,  Rough 3,000 

Thick  D  &  Better,  Si S 2,500 

Thick  D  &  Better,  SiSiK 2,200 

2-in.   Piece   StiifY,  SiSiE 2,200 

j-in.  Piece  Stuflf,  Rough  or  SiE 2,500 

2-in.  Piece  Stuff,  S4S  or  D&M 2,000 

i-in.   Boards,    Rough 2,400 

I -in.  Boards,  SiS  or  S2S 2,000 

I -in.  Clear  and  Select,  SiS 2,oco 

Shiplap,  D&M  or  Drop  Siding 1,800 

1x6  Well  Tubing  Beveled  Edges 1,800 

Sheathing  Lath   1,500 

Lath  500 

32-in.  Lath  300 

GRADING  RULES. 

Thick  D  and  Better. 

1.  Thick  D  and  Better  shall  be  4  in.  wide  and  wider,  i}4  i"-.  1^/2  in. 
and  dimension  thickness. 

2.  This  grade  shall  have  sound,  square  edges,  and  be  of  the  grade 
of  Inch  D  Stock  and  Better  on  the  face  side,  and  not  below  the  grade  of 
Inch  No.  I  Common  on  the  back  of  the  piece. 

Boards  and  Strips. 

There  are  six  grades  made  in  Boards  and  Strips : 
Inch  Clear  and  Select. 
Inch  D  Stock. 
No.  I  Common. 
No.  2  Common. 
No.  3  Common. 
No.  4  Common. 

Inch  Clear  and  Select. 

1.  Inch  Clear  and  Select  should  be  4  in.  and  wider,  and  8  ft.  long 
and  longer,  not  to  exceed  10  per  cent.  8  ft.  long. 

2.  This  grade  is  especially  adapted  for  interior  finish  and  only  the 
face,  or  best  side,  is  expected  to  show,  although  some  attention  should  be 
given  to  the  back  of  the  piece. 

3.  The  face  shall  show  no  wane,  but  the  back  may  show  such  an 
amount  of  wane  or  other  defects  as  will  not  interfere  with  the  use  of  the 
piece  for  finishing  purposes. 

4.  No  shake  or  season  check  shall  be  allowed  on  the  face  side,  but  a 
very  little  tight  shake  and  checks  that  are  not  deep  may  appear  on  the 
back  of  the  piece. 

5.  This  grade  will  admit  on  the  face  side  several  tight  pin  knots  not 
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over  ^-in.  in  diameter.  In  a  4  or  6  in.,  12  ft.  and  longer  piece,  not  more 
than  three  knots  are  admissible,  and  proportionately  more  in  a  wider 
piece. 

6.  A  10  or  [J  in.  piece,  u  ft.  and  longer,  will  ]iot  admit  of  more 
than  three  sound,  firmly  set  knots,  not  to  exceed  j^-in.  in  diameter.  Nar- 
rower and  shorter  pieces  will  admit  of  fewer  large  knots,  bnt  not  a  com- 
bination of  large  knots  and  other  defects. 

7.  Pieces  12  ft.  and  longer  are  admissible  that  will,  with  not  more 
than  10  per  cent,  of  waste,  produce  two  clear  cuts  each  4  ft.  long  or 
longer. 

Inch   D  Stock. 

1.  Inch  D  Stock  shall  consist  of  Boards  and  Strips  below  the  grade 
of  Clear  and  Select  4  in.  and  wider,  and  8  ft.  long  and  longer,  not  to 
exceed  10  per  cent.  8  ft.  long,  and  must  be  of  a  sound  and  water-tight 
character. 

2.  All  knots  must  l)e  sound  and  firmly  set.  Red  knots  mu*st  not  ex- 
ceed iJ4  i"-  ii^  diameter,  and  spike  knots  must  not  exceed  in  length  one- 
fourth  the  width  of  the  piece.  Black  knots  must  not  exceed  ^-in.  in 
diameter,  and  must  be  especially  well  set. 

3.  A  6-in.  strip  12  ft.  long  shall  not  contain  more  than  three  defects 
of  the  extreme  sizes.  A  wider  or  longer  piece  may  contain  relatively 
more  of  these  defects ;  and  narrower  and  shorter  pieces  relatively  less. 
The  general  appearance  of  the  piece  nuist  be  taken  into  consideration. 

4.  No  shake  shall  be  allowed  in  this  grade,  but  slight  season  checks 
and  water  stain  shall  not  be  considered  defects. 

5.  This  grade  shall  be  suitable  for  sound  Drop  Siding,  Ceiling  and 
Flooring,  and  shall  have  a  smooth  appearance,  especially  on  the  edges. 

Inch   No.  1   Common. 

1.  The  grade  of  No.  i  Common  in  Boards  or  Strips  includes  stock 
of  a  generally  sound  character. 

2.  Some  shake  is  admissible. 

3.  Numerous  knots,  wliether  red  or  black. 

4.  Some  water  stain  of  a  firm  character. 

Inch  No.  2  Common. 

1.  Boards  or  Strips  will  adm.it  of  considerable  shake. 

2.  Black,  unsound  knots. 

3.  Two  or  three  good-sized  knot  holes,  or  more  of  small  ones. 

4.  Streaks,  or  patches  of  discoloration,  showing  partial  decay. 

5.  This  grade  can  be  safely  recommended  for  general  building  pur- 
poses. 

Inch   No.  3  Common. 

1.  The  defects  may  consist  of  excessive  shake. 

2.  Very  coarse,  unsound^  knots. 

3.  Some  soft  rot. 

4.  Some  cross  checks. 
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Inch   No.  4  Common. 

4  In.  and  Wider,  4  K(    and  Longer 
This  grade  includes  all  serviceahlf  lumber  below  the  grade  of  No.  3. 
Piece  Stuff  or  Dimension. 

\ij.  I    DimcnsKjii 

1.  The  grade  of  No.  1  Dimension  will  .idmil  of  shake  that  will  not 
materially  affect  the  strength  of  the  piece. 

2.  Also  knots,  either  black  or  red,  that  arc  well  located  and  fairly 
sound. 

3.  Or  some  slight  cross  checks  or  sound  water  stain. 

4.  This  grade,  while  admitting  the  above  defects,  must  at  the  same- 
time  retain  the  element  of  strength  required  for  any  building  purposes. 

No.  2  Dimension. 

1.  The  grade  of  No.  2  Dimension  includes  stock  not  good  enough 
to  be  classed  as  No.  i,  and  the  defects  admissible  are  of  the  same  general 
character  as  the  defects  found  in  No.  i,  except  that  they  are  more  pro- 
nounced. 

2.  Considerable  shake,  large  unsound  knots,  loose  knots,  knot  holes 
and  cross  checks  are  all  admissible  in  this  grade,  but  not  a  serious  com- 
bination of  these  defects  in  any  one  piece.. 

Merchantable. 
The  grade  of   Merchantable  is  a  combination   of   No.    i   and   No.  2, 
consisting  of  approximately  50  per  cent,  of  each. 

No.  3  Dimension. 

1.  The  defects  are  excessive  shake,  numerous  knot  holes,  coarse, 
rotten  knots,  or  considerable  rot. 

2.  This  grade  can  be  recommended  for  cheap,  light  construction. 

.    No.  4  Dimension. 
2x4  and  Wider,  4  Ft.  and  Longer. 
This   grade    includes    all   serviceable    Dimension   below   the   grade   of 
No.  3- 


Appendix   B. 
SUGGESTED  GRADING  RULES  FOR  YELLOW  PINE. 

RULE   ADOPTED   BY    THE    PANAMA    CANAL. 

Yellow  Pine  must  show  on  the  cross-section,  between  the  third  and 
fourth  inch,  measured  radially  from  the  heart  center  or  pith,  not  less  than 
six  annual  rings  of  growth,  a  greater  number  of  which  shall  show  at 
least  one-third  summerwood,  the  dark  portion  of  the  rings  of  growth. 
Wide-ringed  material  excluded  by  this  rule  will  be  acceptable,  provided 
that  in  the  greater  number  of  the  annual  rings  the  dark  ring  is  hard  and 
in  width  equal  to  or  greater  than  the  adjacent  light-colored  ring.  In  all 
cases  there  must  be  sharp  contrast  in  color  between  the  spring  and  sum- 
merwood. 

For  sizes  where  the  center  cannot  be  determined  there  must  show  on 
the  cross-section  an  average  of  not  less  than  six  annual  rings  of  growth, 
otherwise  the  same  as  the  above  paragraph. 

In  other  respects  to  grade  "Prime,"  Interstate  Rules  of  1905. 

GRADING  RULE  ADOPTED  MAY  4,  1914. 

BY  THE  CLASSIFICATION   COMMITTEE  OF  STRUCTURAL  MATERIAL  OF  THE  YELLOW 

PINE   manufacturers'  ASSOCIATION,   AND   APPROVED   BY   THE   BOARD 

OF  DIRECTORS  AND  RECOMMENDED  BY  THEM  FOR  ADOPTION 

BY  THE  SEMI-ANNUAL  CONVENTION  THIS  FALL. 

There  are  two  grades  provided  for  and  called  Select  Structural  and 
No.  I  Structural. 

Select  Structural  Grade. 

All  timber  shall  be  sound  and  sawed  to  standard  sizes ;  dense,  free 
from  such  defects  as  ring  shake  showing  on  the  faces,  injurious  cross 
grain,  unsound  knots  and  decay. 

Dense  wood  is  defined  as  follows :  Having  the  following  character- 
istics showing  on  the  cross-section  and  appearing  in  the  third,  fourth  and 
fifth  inches  of  a  radial  line  from  the  pith  or  heart  center.  An  average 
of  eight  annular  growth  rings  per  inch,  provided  that  in  the  greater  num- 
ber of  rings  one-fourth  or  more  of  the  rings  is  summerwood ;  an  average 
of  six  or  seven  rings,  provided  that  in  the  greater  number  of  the  rings 
one-third  or  more  of  the  ring  is  summerwood ;  or  wider  ringed  material 
if  in  the  greater  number  of  rings,  one-half  or  more  of  the  ring  is  summer- 
wood;  must  show  a  sharp  contrast  in  color  between  springwood  and 
summerwood. 

Stringer  forms  must  not  have  encased  or  large  sound  knots  in  Vol- 
ume I ;  must  not  have  large  encased  knots  in  Volume  2,  or  unsound  knots 
in  Volume  3;  beam,  post,  sill  and  other  forms  may  have  sound  knots  or 
hard,  firm  encased  knots,  the  aggregate  diameter  of  which  does  not  ex- 
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ceed  the  width  of  the  face  they  are  in,  but  no  one  i<not  shall  exceed  4  in. 
in  diameter;  stringer  forms  shall  show  three-quarter  heart  at  any  point 
on  the  narrow  faces  and  post,  beam  and  sill  and  other  forms  more  nearly 
square  shall  show  three-quarter  heart  on  all  faces  at  any  point. 

The  measurement  of  knots  shall  be  at  right  angles  with  the  grain  of 
the  knot. 

No.  1  Structural.  ' 

Shall  include  timber  answering  in  all  respects  to  Select  Structural, 
except  that  a  greater  proportion  of  sap  or  no  restriction  as  to  sap  will 
be  allowed,  making  timbers  suitable  for  treatment  and  distinguishing  them 
from  No.  i  Common  timber. 


Volume   2 


Yolurne   2 


Volume  1 


^ 


4- 


^  LemgtlL 


^  Length 


^<    \  Length ^ 


ADOPTED    BY    GEORGIA-FLORIDA    SAWMILL    ASSOCIATION. 

Paragraph  i.  For  Timbers  and  Dimension  there  must  show  on  the 
cross-section  between  the  third  and  fourth  inch,  measured  radially  from 
the  heart  center  or  pith,  not  less  than  six  annual  rings  of  growth,  a 
greater  number  of  which  shall  show  at  least  one-third  summerwood, 
which  is  the  dark  portion  of  the  rings  of  growth.  Wide-ringed  material 
excluded  by  this  rule  will  be  acceptable,  provided  that  in  the  greater 
number  of  the  annual  rings  the  dark  ring  is  hard  and  in  width  equal  to 
or  greater  than  the  adjacent  light-colored  ring.  In  all  cases  there  must 
be  sharp  contrast  in  color  between  the  spring  and  the  summerwood. 

Paragraph  2.  For  sizes  where  the  center  cannot  be  determined,  the 
following  will  apply :  There  must  show  on  the  cross-section  an  average 
of  not  less  than  six  annual  rings  of  growth,  with  not  less  than  one-third 
summerwood,  and  otherwise  as  provided  for  in  Paragraph  i. 
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REPORT  OF  COMMITTEE  XVI— ON  EI,ECTRICITY. 

George  W.  Kittredge,  Chairman;  J.  B.  Austin,  Jr.,  Vice -Chairman; 

D.  J.  Brum  ley,  VV.  L.  Morse, 
R.  D.  Coombs,  J.  A.  Peabody, 
A.  O.  Cunningham,                  .  Frank  Rhea, 
Walt  Dennis,  J.  W.  Reid, 

j.  H.  Davis,  A.  F.  Robinson, 

George  Gibbs,  J.  R.  Savage, 

G.  A.  Harwood,  a.  G.  Shaver, 

E.  B.  Katte,  Martin  Schreiber, 
C.  E.  Lindsay,  H.  U.  Wallace, 

W.  S.  Murray,  Committee. 

To  the  Members  of  the  American  Raihvay  Engineering  Association: 

Your  Committee  presents  herewith  its  annual  report  for  the  year 
1914. 

The  following  outline  of  work  was  assigned  to  your  Committee  by  the 
Board  of  Direction : 

(a)  Make  critical  examination  of  the  subject-matter  in  the  Manual 
and  submit  definite  recommendations  for  changes. 

(i)     Continue  the  study  of  the  subject  of  clearances. 

(2)  Report  on  the  effect  of  electrolytic  action  on  metallic  structures 
and  best  means  of  preventing  it. 

(3)  Continue  the  preparation  of  a  standard  specification  for  over- 
head transmission  line  crossings. 

(4)  Continue  the  study  of  electrolysis  and  insulation  and  its  effect 
upon  reinforced  concrete  structures. 

(5)  Report  on  maintenance  organization  with  relation  to  track 
structures. 

One  meeting  was  held  during  the  year  at  New  York  on  October  26, 
1914,  at  which  the  following  were  present:  Messrs.  Kittredge,  Coombs, 
Harwood,  Katte,  Lindsay,  Robinson  and  Savage. 

The  balance  of  the  work  has  been  done  by  Sub-Committees  and  by 
correspondence. 

The  following  is  the  personnel  of  the  Sub-Committees  appointed  for 
the  year : 

Sub-Committee  No.  i — Clearances: 

G.  A.  TTarwood,  Chairman  ; 
A.   O.   Cunningham, 
George  Gibbs, 
E.  B.  Katte. 
J.  A.  Peabodv, 
J.  W.  Reid, 
.A..  F.  Robinson, 
A.  G.  Shaver. 
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Sub-Committcc  No.  2 — Transmission  Lines  and  Crossings : 

R.  D.  Coombs,  Chairman  ; 

D.  J.  Brumley, 
J.  H.  Davis, 

G.  A.  Harwood, 
J.  A.  Peabody, 
Frank  Rhea, 
A.  F.  Robinson, 
J.  R.  Savage, 
H.  U.  Wallace. 

Sub-Committee  No.  3 — Insulation  : 

W.  S.  Murray,  Chairman; 
R.  D.  Coombs, 
George  Gibbs, 

E.  B.  Katte, 
Frank  Rhea, 
J.  W.  Reid, 
Martin  Schreiber, 
A.  G.  Shaver, 
H.  U.  Wallace^ 

Sub-Committee  No.  4 — Maintenance  Organization: 

J.  B.  Austin,  Jr.,  Chairman; 
Walt  Dennis, 

C.  E.  Lindsay, 
W.  L.  Morse, 
J.  R,  Savage. 

Sub-Committee  No.  5 — Electrolysis: 

E.  B.  Katte,  Chairman ; 

D.  J.  Brumley, 

A.  O.  Cunningham, 
J.  H.  Davis, 
George  Gibbs, 
W.  S.  Murray, 
Martin  Schreiber. 

Sub-Committee  No.  6 — Relation  to  Track  Structures : 

C.  E.  Lindsay,  Chairman ; 
J.  B.  Austin,  Jr., 
Walt  Dennis, 
W.  L.  Morse, 
J.  R.  Savage. 

(i)     CLEARANCES. 

The  following  representatives  were  reappointed  as  members  of  the 
Joint  Committee  of  the  American  Railway  Association,  American  Rail- 
way Engineering  Association  and  American  Electrical  Railway  Associa- 
tion on  the  subject  of  Clearances:  George  A.  Harwood,  E.  B.  Katte  and 
A.  G.  Shaver. 

The  Sub-Committee  has  been  working  in  conjunction  with  the  Joint 
Committee  referred  to,  and  has  submitted  the  following  report,  which 
was  accepted  by  your  Committee  and  the  recommendations  concurred  in : 

This  Sub-Committee  has  during  the  year  considered  and  reports  here- 
with on  the  following  matters : 
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(a)  The  attached  tabular  statement  No.  2,  pp.  i,  2  and  3,  shows 
the  data  covering  overhead  clearance  on  electrified  railroads,  brought  up 
to  date  as  of  December  i,  191 4. 

(b)  The  attached  tabular  statement  No.  i,  p.  i,  shows  the  data 
covering  third-rail  clearances,  brought  up  to  date  as  of  December  i, 
1914. 

(c)  Diagram  "B,"  showing  recommended  overhead  clearances  for 
permanent  way  structures  on  electrified  railroads,  was  the  subject  of 
discussion  at  a  meeting  on  September  30  by  a  Joint  Committee  repre- 
senting the  American  Railway  Association,  the  American  Railway  En- 
gineering Association  and  the  American  Electrical  Railway  Engineer- 
ing Association,  and  the  Joint  Committee  adopted  the  following  reso- 
lution : 

"That  the  Joint  Committee  recommends  the  adoption  of  the 
five  overhead  clearance  diagrams,  as  approved  by  the  American  Rail- 
way Engineering  Association  at  its  meeting  in  Chicago,  March,  1914, 
as  recommended  practice." 

The  American  Railway  Association,  at  its  meeting  in  Chicago,  No- 
vember 18,  1914,  received  and  approved,  as  recommended  practice,  the 
above  resolution,  as  embodied  in  the  report  of  its  Committee  on  Elec- 
trical Working.  As  the  American  Electrical  Railway  Engineering  Asso- 
ciation took  similar  action  at  its  meeting  October  12-16,  1914,  and 
since  the  American  Railway  Engineering  Association  has  already  ap- 
proved the  above  diagrams,  in  March,  1914,  there  is  no  further  ac- 
tion to  be  taken,  except  to  note  the  progress  of  the  other  associa- 
tions. 

(d)  In  the  report  of  this  Sub-Committee  to  the  Electricity  Commit- 
tee, and  in  the  Electricity  Committee's  report  to  the  Association  for  1913, 
it  was  stated  that  the  Sub-Committee  on  Clearances  proposed  to  continue 
the  study,  in  conjunction  with  other  associations,  and  to  make  a  recom- 
mendation changing  the  clearance  line  on  Diagram  "A,"  modifying  the 
limitmg  clearance  line  FE  for  rolling  equipment,  so  as  to  give  addi- 
tional space  for  automatic  train  stops  or  other  permanent  way  struc- 
tures. 

We  have  during  the  year  investigated  this  question  and  compiled 
information  received  from  one  hundred  and  ninety-six  (196)  railroad 
companies  as  to  existing  conditions  of  rolling  equipment  encroachment 
within  the  space  under  consideration.  One  hundred  and  forty  (140)  of 
these  replies  show  no  encroachment,  and  information  covering  encroach- 
ment of  the  remaining  is  shown  on  the  attached  diagram,  entitled 
"Equipment  of  Leading  Railroads  Encroaching  Below  EE  F'  E'  Line," 
and  also  in  the  attached  Appendix  A. 

The  above  information  was  laid  before  the  Joint  Committee  of  rep- 
resentatives of  the  American  Railway  Association,  American  Railway 
Engineering  Association  and  the  American  Electrical  Railway  Engineer- 
ing Association  at  their  meeting  of  September  30,  1914,  and  after  discus- 
sion the  following  resolution  was  adopted : 

"That  the  limiting  clearance  hne  for  rolling  equipment,  as 
adopted  by  the  American  Railway  Association,  should  be  changed  so 
that  the  points  FE  oY-z  and  GE  O  become  FE  2j^  and  GE  O." 

15  15  (id 

At  the  meeting  of  the  American  Railway  Association  of  November 
18,  1914,  the  above  resolution  was  received  as  embodied  in  the  report  of 
their  Comrnittee  on  Electrical  Working,  and  was  approved.  The  Ameri- 
can  Electrical   Railway   Engineering    Association    has    not    as    yet    taken 
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action  upon  this  matter  as  an  association.     It  will,  however,  be  reported 
to  that  Association  at  its  next  meeting. 

The  Committee  on  Electricity  of  the  American  Railway  Engineer- 
ing Association,  at  its  meeting  October  26,  1914,  approved  the  above 
resolution,  and  it  will  he  embodied  in  its  report  to  the  American  Railway 
Engineering  Association's  annual  meeting  for  adoption. 

(e)     During  the  year  information  has  been  secured  from  the  authori 
ties  of  forty-six  vStates,  covering  State  Regulations  for  Permissible  Un- 
dcrclearancc    Elevations    of    Overhead    Working    Conductors,    or    other 
permanent  structures  over  railroad  tracks,  and  this  information  is  shown 
on  attached  Diagram  "C." 


(2)     TRANSMISSION   LINES   AND   CROSSINGS. 

The  Sub-Committee  has  submitted  the  following  report : 

For  the  information  of  the  Association,  we  would  call  attention  to 
the  fact  that  there  has  recently  been  organized  a  standing  "National 
Joint  Committee  on  Overhead  and  Underground  Line  Construction." 
This  Committee  is  composed  of  representatives  from  fourteen  associa- 
tions and  companies  as  follows : 

DELEGATES.  ALTERNATES. 

American  Railway  Association: 

J.  H.  Davis.  E.  B.  Katte. 

American  Railway  Engineering  Association: 

R.  D.  Coombs, 
G.   A.   Harwood, 

E.  B.  Katte. 

Railway  Signal  Association: 

W.  J.  Eck.  B.  T.  Anderson. 

Association  Raihvay  Telegraph  Superintendents: 

G.  A.  Cellar.  L.  S.  Wells. 

American  Electric  Railway  Association: 

W.  T.  Oviatt, 

Paul  Spencer, 

Thomas  Sproule. 

National  Electric  Light  Association: 
G.  W.  Palmer,  Jr., 
C.  L.  Cadle, 
A.  S.  Richey. 

American  Institute  of  Electric  Engineers: 
Farlev  Osgood, 

F.  B.'H.  Paine, 
P.  H.  Thomas. 

American  Electric  Railway  Association: 

W.  J.  Harvie.  E.  G.  Allen. 

American  Telephone  &  Telegraph  Company: 

J.  J.   Carty.  F.  R.  Rhodes,  or 


C.  R.  Harte, 
Gaylord  Thompson, 

D.  E.  Crouse. 


United  States  Bureau  of  Standards: 
W.  J.  Canada. 


H.  S.  Warren. 


H.  S.  Phelps. 
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Independent  Telephone  Association  of  America: 

H.  T.  Wreaks. 
Western  Union  Telegraph  Company: 

R.  E.  Chetwood.  E.  J.  Howe. 

Postal  Telegraph  Company: 

W.  I.  Capen.  R.  Gould,  or 

J.  F.  Skirrow. 

National  Fire  Protection  Association: 

G.  F.   Sever. 

The  officers  of  the  National  Joint  Committee  are : 
Chairman :     Farley   Osgood,   Assistant  General   Manager,   Public  Service 

Electric  Co.,  Newark,  N.  J. 
Vice-Chairman :     G.  W.  Palmer,  Jr.,  Electric  Engineer,  Bay  State  Street 

Railway  Co.,  Boston,  Mass. 
Secretary:     R.  D.  Coombs,  Consulting  Engineer,  30  Church  Street,  New 

York  City. 

Sub-Committees  have  been  appointed  on  the  following  subjects: 

(i)     Underground  and  Undergrade  Crossings. 

(2)  Crossings  of  Electric  Wires  Over  Electric  Railway  Tracks. 

(3)  Crossings  of  Trolley  Contact  Wires. 

The  Sub-Committee  on  Transmission  Lines  and  Crossings  has  been 
working  through  its  representation  on  the  National  Joint  Committee  to 
the  end  that  uniform  action  may  be  obtained  by  all  associations  on  the 
present,  as  well  as  all  future  specifications.  It  is  the  hope  and  intention 
to  submit  new  specifications  when  and  after  their  adoption  by  the  Na- 
tional Joint  Committee. 

The  Sub-Committee  recommends  the  adoption,  as  a  new  specification, 
of  the  "Specification  for  Crossings  of  Wires  or  Cables  of  Telegraph, 
Telephone,  Signal  and  Other  Circuits  of  Similar  Character  Over  Steam 
Railroad  Rights-of-Way,  Tracks,  or  Lines  of  Wires  of  the  Same  Classes," 
submitted  herewith  as  Appendi^x  B. 

This  specification  has  already  been  adopted  by  the  Association  of 
Railway  Telegraph  Superintendents,  American  Railway  Association, 
Western  Union  Telegraph  Co.,  Postal  Telegraph  Co.  and  the  American 
Telephone  &  Telegraph  Co. 

The  Sub-Committee  recommends  the  substitution  of  the  revised  edi- 
tion of  the  "Specifications  for  Overhead  Crossings  of  Electric  Light  and 
Power  Lines,"  submitted  herewith  as  Appendix  C,  in  place  of  that  adopted 
in  1912.  The  changes,  while  rather  numerous,  are  not  of  great  moment, 
but  since  this  revised  edition  has  already  been  accepted  by  the  American 
Electric  Railway  Engineering  Association  and  the  American  Railway  As- 
sociation, it  is  advisable  that  uniform  action  be  maintained. 

The  Joint  Committee,  as  a  whole,  is  working  on  the  revision  of  the 
wire  crossing  specification. 

In  view  of  the  above  the  printing,  other  than  in  the  Proceedings,  of 
the  new  edition  of  the  revised  specifications  is  not  now  recommended. 
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Starting  with  the  revised  edition  as  a  basis,  the  National  Joint  Com- 
mittee will  hereafter  take  up  the  question  of  the  additions  or  changes 
suggested  by  the  i<ii2  convention. 

(3)   INSULATION;   (4)   MAINTENANCE   ORGANIZATION; 
(6)  RELATION  TO  TRACK  STRUCTURES. 

Your  Committee  has  nothing  to  report  on  the  above  three  items. 

(5)     ELECTROLYSIS. 

The  following  were  appointed  for  the  present  year  as  representatives 
of  your  Committee  on  Electricity  to  serve  on  the  National  Joint  Com- 
mittee on  Electrolysis,  and  all  the  work  that  has  been  done  on  the  sub- 
ject mentioned  has  been  in  conjunction  with  the  National  Joint  Commit 
tee :    Messrs.  Brumley,  Katte  and  Murray. 

For  the  information  of  the  members  of  the  Association,  the  Minutes 
of  the  meeting  held  by  the  National  Joint  Committee  on  November  3, 
1914,  are  quoted  herewith : 

Meeting  of  Joint  National  Committee  on  Electrolysis  at  the  rooms 
of  the  American  Institute  of  Electrical  Engineers,  New  York  City,  No- 
vember 13,  1914,  at  10:30  a.  m. 

Present :  B.  J.  Arnold,  Chairman ;  E.  B.  Rosa,  Secretary ;  A.  P. 
Boeri,  L.  L.  Elden,  A.  F.  Ganz,  J.  A.  Gould,  E.  B.  Katte,  J.  D.  Von  Maur, 
F.  L.  Rhodes,  D.  W.  Roper,  R.  P.  Stevens,  P.  Torchio,  F.  Towle,  H.  S. 
Warren,  P.  Winsor,  S.  S.  Wyer. 

After  some  introductory  remarks  by  the  Chairman,  in  which  he  ex- 
pressed his  pleasure  that  the  Sub-Committees  had  presented  such  satis- 
factory reports,  Mr.  Warren,  Chairman  of  the  Sub-Committee  on  Plan 
and  Scope,  presented  the  report  of  that  Committee.  The  report  consisted 
chiefly  of  a  list  of  five  resolutions,  which  were  recommended  to  the  Joint 
National  Committee  for  adoption.  These  resolutions  were  read,  and, 
after  some  discussion,  passed  unanimously,  with  the  exception  of  the  last, 
for  which  a  substitute  was  moved  and  adopted.  The  following  are  the 
five  resolutions  as  passed: 

(i)  That  the  reports  of  the  several  Sub-Committees  be  received  and 
the  Sub-Committees  continued. 

(2)  That  a  Special  Sub-Committee  on  Publication  (with  one  repre- 
sentative from  each  organization)  be  appointed  to  compile  into  a  single  re- 
port the  information  collected  by  the  various  Sub-Committees,  with  any 
necessary  additions  or  modifications.  This  report  is  to  be  submitted  to  the 
Joint  Committee  in  galley  proof,  sufficiently  in  advance  of  a  meeting  to 
afford  opportunity  for  careful  review  and  the  sending  of  criticisms  to  the 
Publication  Sub-Committee  to  permit  revision  of  the  report  to  be  made  for 
presentation  to  the  Joint  Committee  meeting.  The  report,  after  approval 
by  the  Joint  Committee,  will  be  published  when  the  representativss  of  all 
the  societies  and  organizations  represented  give  their  permission  to  pub- 
lish, it  being  understood  that  the  several  delegates  consult  their  societies 
and  organizations  in  any  manner  they  see  fit.  In  taking  a  final  vote  on 
the  question  of  publication,  the  delegates  of  each  association  shall  have 
together  one  vote. 

(3)  That  each  organization  represented  on  the  National  Joint  Com- 
mittee on  Electrolysis  be  asked  to  contribute  $200  for  the  use  of  the  Com- 
mittee, chiefly  for  the  expense  of  publication. 
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(4)  That  a  Treasurer  of  the  National  Joint  Committee  be  elected  or 
appointed. 

(5)  That  the  Sub-Committee  on  Plan  and  Scope  be  requested  to 
formulate  a  plan  of  electrolysis  investigation  which  shall  lead  to  recom- 
mendations, in  order  that  such  work  may  be  taken  up  as  soon  as  prac- 
ticable. 

The  Joint  Committee  adjourned  at  12  o'clock  and  met  again  at  2:30 
in  the  rooms  of  the  American  Electric  Railway  Association. 

Mr.  Torchio,  as  Chairman  of  the  Sub-Committee  on  Foreign  Prac- 
tice, presented  some  maps  and  charts  and  gave  some  very  interesting 
explanations  of  material  which  he  had  accumulated  on  his  trip  to  Europe 
last  summer. 

It  was  voted  by  the  Joint  Committee  that  the  Chairman  should  ap- 
point a  Sub- Committee  on  Publication,  of  eight  members,  one  from  each 
organization  represented  on  the  Electrolysis  Committee  in  accordance  with 
the  second  resolution  adopted  at  the  morning  session.  The  following 
Sub-Committee  was  later  named  by  the  Chairman : 

E.  B.    Katte,    Chairman,    American    Railway    Engineering    Associa- 
tion ; 

A.  S.  Richey,  American  Electric  Railway  Association ; 

F.  N.  Waterman,  American  Institute  of  Electrical  Engineers ; 
P.  Torchio,  National  Electric  Light  Association ; 

A.  F.  Ganz,  American  Gas  Institute; 

S.  S.  Wyer,  Natural  Gas  Association; 

H,  S.  Warren,  American  Telephone  and  Telegraph  Company; 

E.  B.  Rosa,  National  Bureau  of  Standards. 

It  was  also  voted  that  the  Sub-Committee  on  Publication  be  author- 
ized to  draw  from  the  Treasurer,  for  the  expenses  of  publication  and 
other  miscellaneous  expenses,  the  warrant  of  the  Chairman  being  the  au- 
thority of  the  Treasurer  for  the  payment  of  such  bills. 

It  was  voted  that  the  Chairman  appoint  a  Treasurer  in  accordance 
with  the  fourth  resolution  adopted  at  the  morning  session. 

The  Chairman  expressed  the  hope  that  the  Joint  Committee  would 
be  able  to  make  some  study  of  electrolysis  conditions  in  Chicago,  perhaps 
next  spring,  and  it  was  understood  that  the  Joint  Committee  would,  at 
the  proper  time,  accept  the  invitation  from  the  Board  of  Supervising 
Engineers  and  make  a  more  or  less  extended  study  of  electrolysis  condi- 
tions in  Chicago. 

Mr.  Von  Maur,  Chairman  of  the  Sub-Committee  on  Methods  and 
Analysis  of  Surveys,  reported  that  his  Sub-Committee  had  not  been  able 
to  complete  their  report  and  furnish  copies  to  the  members,  but  that  they 
expected  to  be  able  to  do  so  in  about  two  weeks. 

It  was  voted  that  the  comments  and  criticisms  of  members  con- 
cerning the  several  reports  of  the  Sub-Committees  be  sent  to  the  Sub- 
Committee  on  Publication  for  their  guidance  in  the  preparation  of  a  re- 
port to  be*  published,  and  that  such  comments  and  criticisms  should 
be  in  the  hands  of  the  Sub-Committee  on  Publication  not  later  than  Jan- 
uary I,  1915. 

It  was  voted  that  the  New  England  Water  Works  Association  be 
invited  to  appoint  three  delegates  to  this  Joint  Committee,  in  case  they 
desire  to  do  so  on  the  same  conditions  that  other  organizations  are  rep- 
resented. 

A  letter  was  read  by  the  Secretary  from  the  Independent  Tele- 
phone Association,  asking  for  the  conditions  of  membership  in  the 
National  Joint  Committee.  No  action  was  taken,  except  to  request 
the  Chairman  to  inquire  whether  that  association  wished  to  be  repre- 
sented. 
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The  Secretary  read  a  letter  from  the  State  Fire  Marshal  of  Ohio, 
calling  attention  to  recent  gas  explosions  in  some  cities  in  Ohio  and 
urging  that  the  Joint  Committee  take  full  account  of  the  fire  hazard  due 
to  electrolysis  in  their  study  of  the  subject. 

The  Joint  Committee  adjourned  at  5  p.  m.,  th.e  next  meeting  to  be  at 
the  call  of  the  Chairman. 

MEMBERSHIP    OF    JOINT    NATIONAL    COMMITTEE    ON    ELECTROLYSIS. 

Revised  to  November   13,  1914. 
American  Institute  of  Electrical  Engineers: 

B.  J.   Arnold,   Chairman ;   Consulting  Engineer,   105   La   Salle   Street, 

Chicago,  111. 
F.    N.    Waterman,    Consulting    Engineer,    100   Broadway,    New    York 

City. 
Paul    Winsor,    Chief    Engineer,    Boston    Elevated    Railway,    Boston, 
Mass. 

American  Electric  Railway  Association: 

A.  S.  Richey,  Consulting  Engineer  and  Professor  of  Electrical  En- 
gineering, Worcester  Polytechnic  Institute,  Worcester,  Mass. 

R.  P.  Stevens,  President,  Mahoning  &  Chenango  Railway  and  Light 
Co.,  Youngstown,  O. 

Calvert  Townley,  Assistant  to  President,  Westinghouse  Electric  and 
Manufacturing  Co.,  165  Broadway,  New  York  City. 

American  Railway  Engineering  Association: 

D.  J.   Brumley,   Valuation   Engineer,   Illinois  Central   Railroad,   Chi- 

cago, 111. 

E.  B.  Katte,  Chief  Engineer,  Electric  Traction,  New  York  Central  & 

Hudson  River  Railroad,  New  York  City. 
W.  S.  Murray,  Consulting  Engineer,  New  York,  New  Haven  &  Hart- 
ford Railroad,  New  Haven,  Conn. 

National  Electric  Light  Association: 

L.   L.   Elden,   Electrical   Engineer,   Edison   Electric   Illuminating   Co., 

Boston,  Mass. 
D.  W.  Roper,  Assistant  to  Chief  Operating  Engineer,  Commonwealth 

Edison  Co.,  Chicago,  111. 
Philip   Torchio,    Chief   Electrical   Engineer,   New    York   Edison   Co., 

124  East  Fifteenth  Street,  New  York  City. 

American  Gas  Institute: 

Albert    F.    Ganz,    Consulting   Engineer    and    Professor    of    Electrical 

Engineering,  Stevens  Institute  of  Technology,  Hoboken,  N.  J. 
John  A.   Gould,   Engineer  of  Distribution,   Boston   Consolidated  Gas 

Co.,  Boston,  Mass.  . 
Jacob   D.   Von    Maur,    Superintendent   of   Distribution,   Laclede   Gas 

Light  Co.,  Eleventh  and  Olive  Streets,  St.  Louis,  Mo. 

Natural  Gas-  Association: 

P.   G.   Oliphant,   General   Manager,   Iroquois   Natural   Gas   Co.,   Buf- 
falo, N.  Y.  ^ 
Forrest  M.  Towl,  Civil  Engineer,  26  Broadway,  New  York  City. 
S.  S.  Wyer,  Consulting  Engineer,  Harrison  Building,  Columbus,  O. 

American  Telephone  and  Telegraph  Co.: 

H.  S.  Warren,  Electrical  Engineer,  15  Dey  Street,  New  York  City. 

F.  L.   Rhodes,   Outside   Plant  Engineer,    15   Dey   Street,   New   York 

City. 
A.  P.  Boeri,  Protection  Engineer,  15  Dey  Street,  New  York  City. 
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National  Bureau  of  Standards : 

E.  B.   Rosa,   Chief  Physicist,   National   Bureau  of  Standards,   Wash- 
ington, D.  C. 

SUB-COMMITTEES  OF  JOINT  NATIONAL  ELECTROLYSIS  COMMITTEE. 

On  Flan  and  Scope: 

H.  S.  Warren,  Acting  Chairman.  American  Tel.  &  Tel.  Co. 

F.   N.   ^Vaterman A.  I.  E.  E. 

A.  S.  Richey American  Electric  Railway  Associa- 
tion. 

E.  B.  Katte American  Railway  Engineering  Asso- 
ciation. 

D.  W.  Roper National    Electric    Light   Association. 

A.  F.  Ganz American  Gas  Institute. 

S.    S.    Wyer Natural  Gas  Association  of  America. 

E.  B.  Rosa,  Secretary Bureau  of  Standards. 

On  Publication: 

E.  B.   Katte,   Chairman American    Railway    Engineering    Asso- 

ciation. 

F.  N.   Waterman A.  I.  E.  E. 

P.  Torchio National    Electric    Light   Association. 

A.  S.   Richey American  Electric  Railway  Association. 

A.  F.    Ganz American  Gas  Institute. 

S.  S.    Wyer Natural  Gas  Association. 

H.  S.  Warren American  Tel.  &  Tel.  Co. 

E.  B.    Rosa National  Bureau  of  Standards. 

On  Principles  and  Definitions: 

E.  B.   Rosa,   Chairman;  D.  J.  Brumley, 

A.  P.  Boeri,  R.   P.   Stevens. 

On  Methods  and  Analysis  of  Surveys: 

J.  D.  Von  Maur,  Chairman;  F.  L.  Rhodes, 

L.  L.  Elden,  P.  Winsor. 

B.  G.  Olyphant, 

On  Foreign  Practice: 

P.   Torchio,    Chairman ;  Forrest  M.  Towl, 

J.  A.  Gould,  Calvert  Townley. 

W.  S.  Murray, 

On  Domestic  Practice: 

F.  N.  Waterman,  Chairman;  D.  W.  Roper, 
A.  F.  Ganz,  H.  S.  Warren, 
E.  B.  Katte,                                            S.  S.  Wyer. 
A.  S.  Richey, 

RECOMMENDATIONS. 

(i)  The  Committee  recommends  for  adoption  by  the  Association 
and  publication  in  the  Manual  Diagram  "A,"  "Recommended  Clearance 
Lines  for  Equipment  and  Permanent  Way  Structures  Adjacent  to  Third 
Rail  and  for  Third-Rail  Structures." 

(2)  The  adoption  of  the  "Specification  for  Crossings  of  Wires  and 
Cables  of  Telegraph,  Telephone,  Signal  and  Other  Circuits  of  Similar 
Character  Over  Steam  Railroad  Rights-of-Way,  Tracks,  or  Lines  of 
Wires  of  the  Same  Classes." 
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(3)  The  adoption  of  the  revised  edition  of  the  Specification  for 
Overhead  Crossings  of  Electric  Light  and  Power  Lines,  with  the  under- 
standing that  the  National  Joint  Committee  will  take  np  the  question  of 
the  additions  or  changes  in  this  specification  previously  suggested  by  this 
Association  at  its  1912  convention. 

The  Committee  recommends  that  representatives  continue  to  serve 
on  the  National  Joint  Committee  on  Electrolysis  and  on  the  National 
Joint  Committee  on  Overhead  and  Underground  Line  Construction. 

Tt  is  also  recommended  that  the  statistical  data  furnished  by  the  Sub- 
Committee  on  Clearances  be  added  to  form  year  to  year  and  kept  up  to 
date,  and  that  consideration  be  given  any  new  information  that  may  de- 
velop in  reference  to  Maintenance  Organization  and  Relation  to  Track 
Structures,  and  asks  for  such  other  instructions  as  seem  necessary  or  de- 
sirable. 

Respectfully  submitted  for  the  Committee  by 

GEORGE  W.  KTTTREDGE, 
Chairman. 
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Appendix  A. 
LIMITING  CLEARANCE   LINE   EOK    ROLLING   EQUIPMENT. 

On  January  20,  1914,  letters  were  sent  out  to  two  hundred  and 
fifty-six  railroads,  asking  if  any  of  their  equipment  encroached  below 
EE  E'  E'  line  on  diagram. 

The  following  answers  were  received  by  December   i,  1914: 

140,  Do  not  encroach;  60,  Not  answered;  21,  Have  equipment  en- 
croaching below  EE  F'  E'  line ;  25,  Have  snow  plows  and  snow  flanges 
encroaching  below  EE  F'  E'  line,  all  other  equipment  clears ;  i,  Has  one 
ballast-spreader  encroaching,  all  other  equipment  clears  (Texas  &  Pa- 
cific) ;  I,  Has  equipment  encroaching,  but  is  a  narrow-gage  railroad 
(Prince  Edward  Island  Railway)  ;  i,  Has  no  standard-gage  cars  and 
refuses  to  answer  questions  (East  Broad  Top  Railroad)  ;  i,  Refuses  to 
pass  on  subject  (Pittsburgh,  Shawmut  &  Northern)  ;  2,  Answered  they 
were  not  interested  (Mexican  Railway  and  Brinson  Railway)  ;  i,  Had 
no  equipment  leaving  own  line  (Clarendon  &  Pittsford)  ;  i,  Has  no  dia- 
gram, clears  all  trunk-line  cars  (Chicago  Junction  Railway)  ;  i,  Does  not 
know,  has  no  standard  clearance  diagram  (Louisiana  Railway  and  Navi- 
gation Co.)  ;  I,  Does  not  care  to  set  aside  any  location  for  such  purpose 
(Vandalia). 

EQUIPMENT    OF    LEADING    RAILROADS    ENCROACHING    BELOW    EE  f' e'    LINE. 

Alabama  &  Great  Southern: 

Have  no  passenger  and  freight  cars  encroaching,  but  fifty  100-ton 
engines,  Class  D-9,  Nos.  700-749  inclusive,  the  main  rod  of  which  will 
encroach  when  tires  are  worn  to  maximum  limit. 

Baltimore  &  Ohio: 

Clearance  diagram,  which  is  our  only  information,  does  not  mention 
what  kind  of  equipment. 

Birmingham  So u them : 

All  new  equipment  clears,  being  3  in.  above  top  of  rail.  Freight 
equipment  worn  to  maximum  limit  will  encroach. 

Canadian  Northern: 

Clearance  diagram  shows  encroachment,  but  does  not  specify  what 
kind  of  equipment.     No  other  information, 

Canadian  Northern  Quebec: 

Same  as  Canadian  Northern  Railway. 
Central  of  New  Jersey: 

New  engines  Nos.  430-480  encroach  as  follows :  Tires  with  worn 
flanges ;  strap  bolt  nuts  on  under  side  of  pilots  for  locomotives ;  pedestal 
tie  strap  on  5^xio-in.  four-wheel  trucks  worn  to  the  limit. 

Chicago,  Memphis  &  Gulf: 

The   following  equipment   encroaches :     Tie  strap  bolts  on   Andrews 
cast-steel  truck  when  wheels  and  bearings  are  worn  to  their  limit ;   75- 
ton  wrecking  crane,  X-87;  standard  snow  plow;  pilot  snow  plow. 
Cincinnati,  New  Orleans  &  Texas  Pacific: 

Same  as  Alabama  &  Great  Southern  Railway. 
Cumb erlan d  Va II ey : 

Locomotive  tires  will  encroach,  and  in  some  cases  the  counterbalance 
of  locomotives  will  encroach  also. 
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Delaware  &  Hudson: 

Six  thousand  one  hundred  and  twenty-five  coal  cars  will  encroach  if 
hopper  doors  are  left  wide  open. 

Dixie  Route: 

Column  bolts  on  Simplex  trucks  will  encroach  J^  in. 

Duluth  &  Iron  Range: 

Ore  cars  with  Andrews  truck  frame  with  tires  and  brasses  worn 
will  encroach. 

Snow  plows  and  engine  snow  flanges  will  also  encroach. 

Florida  East  Coast: 

Have  ten  70-ft.  express  cars,  Nos,  430-439  inclusive,  on  which  the 
truck  equalizers  under  loaded  cars  that  have  tires  less  than  2^  in.  thick 
will  encroach. 

Halifax  &  Southwestern: 

Same  as  Canadian  Northern. 

Illinois  Central: 

Same  as  Chicago,  Memphis  &  Gulf. 

Minneapolis  &  St.  Louis: 

Have  equipment  which  encroaches  as  follows :  Back  end  of  main 
rods  when  in  the  lower  quadrant;  counterbalance  on  main  driver. 

Norfolk  &  Western: 

Limiting  clearance  line  for  equipment  encroaches. 

Pittsburgh  &  Lake  Erie: 

Cars  with  steel  doors  down  will  encroach. 
Quebec  &  Lake  St.  John: 

Same  as   Canadian  Northern. 

St.  Louis  &  Southwestern: 

Cranks  and  side  rods  on  engines  will  encroach. 

Union  PaciHc: 

The  following  equipment  encroaches :  Snow  plows  and  flanges ; 
cylinder  cocks;  Andrews  truck  frame  with  wheels,  axles  and  brasses 
worn  to  limit. 

Wheeling  &  Lake  Erie: 

Locomotives  will  encroach. 

Encroaches    Below    EE  F'  E' 

Railroad,  Line. 

Abilene  &  Southern No. 

Addyston  &  Ohio No. 

Adirondack  &  St.  Lawrence No. 

Ahnapee  &  Western No. 

Akron,  Canton  &  Youngstown 

Alabama  &  Mississippi 

Alabama  &  Tombigbee 

Alabama  &  Great  Southern Yes. 

Alabama,  Tennessee  &  Northern 

Algoma  Central  &  Hudson  Bay 

Aliquippa  &  Southern No. 

Ann  Arbor  No. 

Areata  &  Mad  River No. 

Arizona  Eastern   

Arkansas,  Louisiana  &  Gulf 

Atchison,  Topeka  h  Santa  Fe Yes ;  snow  plow  only. 

Santa  Fe,  Prescott  &  Phoenix Yes ;  snow  plows  only. 


934 


ELECTRICITY. 


Atlanta  &  West  Point 

Atlanta,  Birmingham  &  Atlantic No. 

Atlantic  City   No. 

Atlantic   Coast    Line No. 

Baltimore,  Chesapeake  &  Atlantic No. 

Bangor  &  Aroostook Yes  ;  snow  plows  only. 

Bangor  Railway  &  Electric  Co 

Bellingham  &  Northern Yes ;  snow  plows  only. 

Belt   Railway  of   Chicago 

Benton   &   Fairfield 

Bessemer  &  Lake  Erie No. 

Bingham  &  Garfield Yes  ;  snow  plows  only. 

Birmingham   Southern    Yes. 

Boston  &  Albany No. 

Boston  &  Maine No. 

Boyne  City,  Gaj'^lord  &  Alpena No. 

Brinson Not  interested. 

Buffalo  &  Susquehanna  

Buflfalo,  Rochester  &  Pittsburgh No. 

Butte,  Anaconda  &  Pacific 

Calumet,  Hammond  &  Southeastern 

Cambria  &  Indiana No. 

Canadian  Northern   Yes. 

Canadian  Northern  Ontario No. 

Canadian  Northern  Quebec Yes. 

Canadian  Pacific,  Western  Lines Yes ;  snow  plows  only. 

Canadian  Pacific,  Eastern  Lines. Yes ;  snow  plows  only. 

Carolina,  Qinchfield  &  Ohio No. 

Central  Indiana No. 

Central  of  Georgia No. 

Central  Ontario 

Central  Railroad  of  New  Jersey Yes. 

Central  Vermont   Yes ;  snow  plows  only. 

Central  West  Virginia  &  Southern 

Charleston  &  Western  Carolina 

Charlotte  Harbor  &  Northern No. 

Chicago  &  Alton No. 

Chicago  &  Eastern  Illinois No. 

Chicago  &  IlHnois  Midland No. 

Chicago  &  Illinois  Western 

Chicago  &  Northwestern Yes ;  snow  plows  only. 

Chicago  &  Western  Indiana 

Chicago,  Burlington  &  Quincy No. 

Chicago  Great  Western No. 

Chicago,  Indiana  &  Southern No. 

Chicago,  Indianapolis  &  Louisville No. 

Chicago  Junction   No ;   diagram  clears  all  cars. 

Chesapeake  &  Ohio No. 

Chicago,  Memphis  &  Gulf. Yes. 

Chicago,  Milwaukee  &  Gary 

Chicago,  Milwaukee  &  St.  Paul No. 

Chicago,  Peoria  &  St.  Louis 

Chicago,  Rock  Island  &  Gulf Yes ;  snow  plows  only. 

Chicago,  Rock  Island  &  Pacific Yes ;  snow  plows  only. 

Chicago,  St.  Paul,  Minneapolis  &  Omaha. .  No. 
Chicago,  Terre  Haute  &  Southwestern No. 
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Cincinnati,  Hamilton  &  Dayton No. 

Cincinnati,  New  Orleans  &  Texas  Pacific. Yes. 

Cincinnati  Northern No. 

Clarendon   &    Pittsford No  cars  leave  railroad. 

Cleveland,  Cincinnati,  Chicago  &  St.  Louis.  No. 

Colorado  &  Southeastern No. 

Colorado  &  Wyoming 

Colorado  Midland   No. 

Columbia  &  Puget  Sound 

Copper  River  &  Northwestern Yes ;  snow  plows  only. 

Copper  Range  

Cornwall  &  Lebanon 

Corvallis  &  Alsea  River 

Cumberland  &  Pennsylvania No. 

Cumberland  Valley Yes. 

Coal  &  Coke No. 

Delaware  &  Hudson Yes. 

Delaware,  Lackawanna  &  Western Yes  ;  snow  flarfges  only. 

Denver  &  Rio  Grande No. 

Detroit  &  Toledo  Shore  Lines No. 

Detroit,  Toledo  &  Ironton 

Dixie  Route  Yes. 

Duluth  &  Iron  Range Yes ;  no  plan. 

Duluth  &  Northern  Minnesota 

Duluth,  Massabe  &  Northern Yes  ;  snow  flanges  only. 

Duluth,  South  Shore  &  Atlantic No.  ■' 

Duluth,  Winnipeg  &  Pacific 

East  Broad  Top  Railroad  &  Coal  Co No  standard-gage  cars. 

East  St.  Louis  &  Suburban 

Elgin,  JoHet  &  Eastern No. 

El  Paso  &  Southwestern No. 

Erie    No. 

Escanaba  &  Lake  Superior No. 

Florence  &  Cripple  Creek ' 

Florida  East  Coast Yes  •  no  plans. 

Fonda,  Johnstown  &  Gloversville No. 

Fort  Dodge,  Des  Moines  &  Southern i 

Fort  Smith  &  Western No. 

Fort  Worth  &  Denver  City No. 

Galveston,  Harrisburg  &  San  Antonio No. 

Georgia  &  Florida No. 

Georgia,  Florida  &  Alabama 

Georgia    No. 

Georgia  Southern  &  Florida 

Grand  Rapids  &  Indiana No. 

Grand  Trunk  Yes ;  snow  plows  and  locomo- 

}    tive  pilots  only. 

Grand  Trunk  Pacific No. 

Great  Northern  No. 

Green  Bay  &  Western No. 

Gulf  &  Ship  Island No. 

Gulf,  Colorado  &  Santa  Fe 

Gulf  Line No. 

pulf,  Texas  ^  Western 
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Halifax  &  Southwestern No. 

Hockinp:  Valley    ! No. 

Houston  &  Texas  Central No. 

Houston,  East  &  West  Texas No. 

Houston   &    Shreveport No. 

Idaho  &  Washington  Northern Yes ;  snow  plows  only. 

Illinois  Central  .  .  .• Yes. 

Illinois  Southern  No. 

Illinois  Traction No. 

Indiana  Harbor  Belt No. 

Intercolonial   Yes. 

International  &  Great  Northern No. 

Iowa  &  Illinois 

Kanawha  &  Michigan No. 

Kansas  City,  Clinton  &  Springfield 

Kansas  City,  Mtxico  &  Orient No. 

Kansas   City   Southern No. 

Kettle  Valley  

Lake  Erie  &  Western  

Lake  Shore  &  Michigan  Southern No. 

Lake  Shore  Electric Yes ;  snow  plows  only. 

Lake   Superior  &  Ishpeming Yes. 

Munising,  Marquette  &  Southeastern Yes. 

Laramie,  Hahn's  Peak  &  Pacific No. 

Lehigh  &  New  England No. 

Lehigh  Valley   No. 

Las  Vegas  &  Tonopah No. 

Louisiana  &  Northwestern 

Lexington  &  Eastern No. 

Louisiana  &  Arkansas No. 

Louisiana-Pine  Bluff 

Louisiana  Railway  &  Navigation  Co No;    standard    clearance 

gram. 

Louisiana  &  Northwest No. 

Louisville  &  Nashville No. 

Louisville,  Henderson  &  St.  Louis 

Maine  Central  No. 

Manistee  &  Northeastern 

Mexican    Is  not  mterested. 

Mexican  Northwestern  No. 

Michigan  Central   Yes ;  snow  plows  only. 

Midland  Valley No. 

Mineral  Range Yes. 

Minneapolis  &  St.  Louis No. 

Minneapolis,  St.  Paul  &  Sault  Ste.  Marie..  No. 

Minnesota  &  International No. 

Mississippi  Central No. 

Missouri  &  North  Arkansas No. 

Missouri,  Kansas  &  Texas No. 

Missouri,  Oklahoma  &  Gulf 

Missouri  Pacific 

Mobile  &  Ohio No. 

Morgan's  Louisiana  &  Texas. No. 


dia- 
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Nashville,  Chattanooga  &  St.  Louis No. 

National  Railways  of  Mexico No. 

Nevada-California-Oregon    

New  Orleans  &  Northeastern No. 

New  Orleans  &  Great  Northern No. 

New  Orleans,  Mobile  &  Chicago No. 

New  Orleans,  Texas  &  Mexico No. 

New  York,  Chicago  &  St.  Louis No. 

New  York,  New  Haven  &  Hartford No. 

New  York,  Ontario  &  Western No. 

New  York,  Philadelphia  &  Norfolk No. 

New  York,  Susquehanna  &  Western No. 

New  York,.  Westchester  &  Boston 

Norfolk  &  Western Yes. 

Norfolk  &  Southern No. 

Northern  Central No. 

Northern  Pacific  No. 

Northwestern  Pacific No. 

Ohio  Electric  

Oklahoma  Central   -. 

Oregon   Electric   No. 

Oregon  &  Washington  R.  R.  &  Nav.  Co. . .  No. 

Oregon  Short  Line Yes  ;  snow  plows  only. 

Pacific  Electric   

Pan-American    

Pecos  &  Northern  Texas 

Pennsylvania  Lines  West  of  Pittsburgh. . .  .Yes. 

Pennsylvania  Railroad No. 

Peoria  &  Eastern No. 

Pere   Marquette    No. 

Philadelohia  &  Reading No. 

Pittsburgh  &  Lake  Erie Yes. 

Pittsburgh,  Shawmut  &  Northern Refuses  to  pass  on  subject. 

Prince  Edward  Island Yes :  narrow-gage  railway. 

Puget  Sound  Electric No. 

Quebec  &  Lake  St.  John Yes. 

Quebec  Central   

Quebec,  Montreal  &  Southern No. 

Quincy,  Omaha  &  Kansas  City No. 

Raleigh,  Charlotte  &  Southern No. 

Reid   Newfoundland    Co No. 

Rio  Grande  &  Southern 

Rutland    No. 

St.  Joseph  &  Grand  Island No. 

St.  Louis  &  San  Francisco No. 

St.  Louis  Southwestern Yes. 

St.  Louis  &  Kansas  City  Short  Line Yes ;  snow  plows  only. 

San  Antonio  &  Aransas  Pass No. 

San  Antonio,  Uvalde  &  Gulf 

San  Francisco,  Oakland  &  Terminal No. 

San  Pedro,  Los  Angeles  &  Salt  Lake No. 

Seaboard  Air  Line. No. 
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Southern    No. 

Southern  Railway  in  Mississippi No. 

Southern  Pacific  Yes ;  snow  plows  only. 

Southern  Pacific  Railroad  of  Mexico.  Yes ;  snow  plows  only. 

Spokane,  Portland  &  Seattle No. 

Susquehanna  &  New  York Yes ;  snow  plows  only. 

Temiskaming  &  Northern  Ontario No. 

Tennessee  Central   

Texas  &  New  Orleans No. 

Texas  &  Pacific Yes ;  ballast  spreaders  only. 

Toledo  &  Ohio  Central No. 

Toledo,  Peoria  &  Western No. 

Toledo,  St.  Louis  &  Western No. 

Transcontinental    

Trinity  &  Brazos  Valley No. 

Union   Pacific    Yes. 

Vandalia    Does  not  care. 

Vera  Cruz  &  Isthmus 

Virginia  &  Southwestern ". . . .  No. 

Virginian .No. 

Wabash  Yes. 

Western  Maryland No. 

Western  Pacific   No. 

Wheeling  &  Lake  Erie Yes. 

Wichita  Falls  Route No. 

Wisconsin  &  Michigan No. 

Yazoo  &  Mississippi  Valley 

New  York  Central  &  Hudson  River No. 

Baltimore  &  Ohio Yes. 


Appendix  B. 

SPECIFICATIONS  FOR  CROSSINGS  OF  WIRES  OR  CABLES  OF 
TELEGRAPH,  TELEPHONE,  SIGNAL  AND  OTHER  CIR- 
CUITS OF  SIMILAR  CHARACTER  OVER  STEAM 
RAILROAD    RIGHTS-OF-WAY,    TRACKS, 
OR  LINES  OF  WIRES  OF  THE 
SAME  CLASSES. 

1.  Scope. 

These  specifications  cover  the  construction  and  maintenance  of  lines 
of  aerial  wires  or  cables  of  telegraph,  telephone,  signal,  and  all  other 
electric  wires  of  similar  character  crossing  steam  railroad  rights-of-way, 
tracks,  or  lines  of  wires  of  the  classes  mentioned  above.  They  prescribe 
the  standard  practice  to  be  followed.  In  matters  not  specifically  pre- 
scribed, or  when  local  conditions  make  the  prescribed  practice  imprac- 
ticable, they  shall  be  met  by  methods  that  will  provide  equivalent  security 
and  protection  of  life  and  property. 

Wires  covered  by  these  specifications  shall  not  carry  more  than  550 
volts. 

2.  Drawings. 

Complete  drawings  shall  be  furnished  in  duplicate  before  construction 
is  commenced.  These  drawings  shall  show  the  general  plan  of  the  right- 
of-way,  tracks,  and  wires  to  be  crossed  and  the  construction  proposed,  in- 
cluding the  locations  of  the  poles  supporting  the  crossing  span  and  the 
adjoining  spans  on  either  side  of  the  crossing  span,  the  number,  kind  and 
size  of  wires,  and  the  proposed  clearances  of  the  existing  tracks  and  wires, 

3.  Location  of  Poles. 

(a)  Spans  crossing  railroad  rights-of-way  preferably  should  be  sup- 
ported upon  poles  placed  outside  of  the  right-of-way ;  but  spans  over 
tracks,  and  one  span  adjoining  them  on  each  side,  should  not  exceed  one 
hundred  and  twenty-five  (125)  feet  in  length.  When  impracticable  to 
obtain  a  span  of  125  feet  the  length  of  the  crossing  span  shall  be  as  short 
as  practicable,  but  shall  not  exceed  175  feet,  and  the  material,  size  and 
sag  of  conductors  shall  meet  the  requirements  hereinafter  specified. 
When  the  span  length  exceeds  125  feet  the  spans  adjoining  the  crossing 
span  should  not  exceed  no  feet. 

(b)  Wherever  practicable,  the  poles  supporting  the  crossing  span 
and  the  adjoining  span  on  each  side  thereof  shall  be  in  a  straight  line, 
and  the  angle  between  the  crossing  line  and  the  railroad  tracks  or  pole 
line  shall  not  be  less  than  forty-five  (45)   degrees. 

(c)  The  poles  shall  be  located  as  far  as  practicable  from  inflammable 
materials  or  structures. 

(d)  Unless  physical  conditions  or  municipal  requirements  prevent, 
the  side  clearance  shall  be  not  less  than  twelve  (12)  feet  from  the  near- 
est track  rail,  except  that  at  sidings  a  clearance  of  not  less  than  seven 
(7)  feet  may  be  allowed.  At  loading  sidings  sufficient  space  shall  be  left 
for  a  driveway. 

4.  Position  and  Clearance  of  Wires  and  Cables. 

(a)  Wires  and  cables  shall  give  a  clearance  of  not  less  than  twenty- 
five  (25)  feet  above  the  rail,  under  the  most  unfavorable  conditions  of 
temperature  and  loading. 

(b)  The  clearance  of  wires  and  cables  from  any  existing  wire  shall 
not  be  less  than  two  (2)  feet,  under  the  most  unfavorable  conditions  of 
temperature  and  loading. 
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5.     Poles. 

Wooden  poles  shall  be  of  one  piece  of  selected  timber,  peeled,  rea- 
sonably straight,  and  free  from  defects,  which  would  decrease  their 
strength  or  durability.  Poles  of  various  kinds  of  timber  shall  have  the 
following  dimensions  at  the  top  and  six  (6)  feet  from  the  butt: 


Eastern  White  Cedar  : 

Length 
of  Poles, 
Feet. 
Minimum  Top  Circumference  . . 
Minimum     Circumference     6 
feet  from  Butt 


Not        Not        Not        Not 
Over  12  Over  20  Over  40  Over  80 
Wires,    Wires,    Wires,    Wires, 
Inches.  Inches.  Inches.  Inches. 

17%         18K        22  24 


20 

25V2 

27 

22 

27 

2sy2 

30 

. . 

25 

28 

30 

32 

36 

30 

31 

33 

36 

40 

35 

34 

36 

38 

43 

40 

37 

40 

43 

47 

45 

40 

43 

47 

50 

50 

42 

46 

50 

53 

55 

45 

49 

53 

56 

60 

52 

56 

59 

Western  Cedar: 

Length 
of  Poles, 
Feet. 
Minimum  Top  Circumference  . . 
Minimum     Circumference     6 
feet  from  Butt 20 


Not        Not        Not        Not 
Over  12  Over  20  Over  40  Over  80 
Wires,    Wires,    Wires,    Wires, 
Inches.  Inches.  Inches.  Inches. 

18^        22  25  28 


20 

24 

26 

.  . 

. . 

22 

25 

27 

30 

. . 

25 

26 

28 

31 

34 

30 

28 

30 

34 

37 

35 

30 

32 

36 

40 

40 

32 

34 

38 

43 

45 

34 

36 

40 

45 

50 

36 

38 

42 

47 

55 

38 

40 

44 

49 

60 

39 

41  . 

46 

52 

Chestnut  : 


Length 

of  Poles, 

Feet. 

Minimum  Top  Circumference  . . 

Minimum     Circumference     6 


Not        Not        Not        Not 
Over  12  Over  20  Over  40  Over  80 
Wires,    Wires,    Wires,    Wires, 
Inches.  Inches.  Inches.  Inches. 

20  20  22  24* 


20 

24 

27 

. . 

. . 

22 

25 

2sy2 

31 

. . 

25 

27 

30 

33 

37 

.    30 

31 

33 

36 

40 

35 

35 

36 

40 

43 

40 

39 

40 

43 

45 

45 

43 

43 

47 

48 

50 

46 

46 

50 

51 

55 

. . 

49 

53 

54 

60 

. . 

. . 

56 

57 

UU  .   .  .   .  5U 

•"55  and  60  foot  poles  to  carry  not  over  80  wires,  22  inches. 
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Other  Kinds: 

Poles  of  other  kinds  of  timber  or  other  material  and  construction 
shall  have  at  least  the  saaiie  strength  and  durability  as  those  specified 
above. 

6.  Wire   Loads. 

Each  aerial  telegraph,  telephone  or  signal  wire  shall  be  counted  as 
one  wire,  without  regard  to  size  or  kind,  up  to  and  including  No.  8  B.  W. 
G.  Wires  of  larger  size  shall  be  considered  as  the  number  of  No.  8  B.  W. 
G.  copper  wires  to  which  they  are  equivalent  in  weight.  The  number  of 
aerial  wires  equivalent  to  a  cable  shall  be  determined  by  multiplying  the 
circumference  of  the  cable,  in  inches,  by  three   (3). 

Each  twisted  pair  shall  be  considered  as  one  wire  and  each  mes- 
senger wire  supporting  twisted  pair  wiring  shall  be  considered  as  one 
wire.  Not  more  than  two  messenger  wires  shall  be  attached  to  either 
pole  of  the  crossing  span. 

7.  Setting   Poles. 

Poles  shall  be  set  to  the  following  depths : 

Length  Depth  Depth  in 

of  Poles,  Feet.  in  Earth,  Feet.  Solid  Rock,  Feet. 

20  4  3 

22  4^2  3 

25  5  3 

30  55^  Z'A 

35  6  4 

40  6  4 

45  6y2  AV2 

50  7  AV2 

is  yV2  5 

60  8  5 

Great  care  shall  be  taken  to  secure  firm  foundations.  Exposure  to 
washouts  shall  be  avoided.  Poles  should  not  be  set  in  a  sloping  bank, 
but  if  it  be  unavoidable,  the  depth  of  each  hole  shall  be  measured  from 
the  lowest  side  of  the  opening.  When  the  slope  of  the  bank  is  greater 
than  forty-five  (45)  degrees,  or  when  the  earth  is  so  soft  that  it  is  pos- 
sible that  the  pole  may  press  out  of  the  bank,  the  pole  shall  be  set  six 
(6)  inches  deeper  than  is  specified  in  the  above  table.  Wherever  ordinary 
methods  do  not  provide  secure  setting  for  poles,  artificial  foundations  and 
extraordinary  methods  shall  be  used  to  secure  stability. 

Holes  shall  be  dug  large  enough  to  admit  the  poles  without  stabbing 
or  hewing,  and  shall  be  full  size  at  the  bottom  to  allow  the  use  of  tampers. 
The  dirt  shall  be  filled  in  evenly  around  the  poles  and  thoroughly  tamped 
as  the  holes  are  filled.  Soil  shall  then  be  piled  around  the  poles  above  the 
surface  and  firmly  packed.  Poles  set  in  rock  shall  have  the  rock  firmly 
wedged  aroundi  them. 

8.  Fitting  Poles. 

The  top  of  each  pole  shall  be  roofed. 

On  round  poles  gains  shall  be  provided  for  all  cross  arms.  They 
shall  be  of  proper  width  for  the  cross  arms  used,  and  one-half  (^)  inch 
deep. 

The  center  of  the  upper  gain  shall  be  at  least  ten  (10)  inches  below  the 
apex  of  the  roof. 

9.  Guys. 

(a)  Poles  supporting  the  crossing  span  shall  be  side-guyed  in  both 
directions,  if  practicable,  and  be  head-guyed  away  from  the  crossing  span. 
Braces  may  be  used  instead  of  guys. 
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(b)     Guys  shall  be  of  galvanized   steel  wire  or  stranded  steel  cable, 
and  their  strength  and  number  shall  be  as  follows: 


Number  of  Wires. 

I  to    2  inclusive  i 

3  to  12  inclusive  i 

13  to  40  inclusive  i 

41  to  50  inclusive  i 

51  to  80  inclusive  i 


Strength  and  Number 
of  Head  Guys. 
No.  6  B.  W.  G.  steel  wire 


4,000  lbs. 

6,000  lbs. 
10,000  lbs. 
16,000  lbs. 


or 

or 


6,000  lbs. 
10,000  lbs. 


Guys 
mensions : 

No. 


shall  be  attached  to  galvanized  iron 


Strength  and  Number 
of  Side  Guys. 
I  No.  6  B.  W.  G.  steel 
wire  each  side. 
I  4,000  lbs.  each  side. 
I  6,000  lbs.  each  side. 
I     6,000  lbs.  each  side. 

1  10,000  lbs.  or 

2  6,000  lbs.  each  side, 
rods  of  the  following  di- 

Size  of  Guy  Rod. 


Size  of  Guy 

6  B,  W.  G.  steel  wire 6  ft.  x  ^  in. 

4,000  lbs.   strand 6  ft.  x  ^  in. 


6,000  lbs.  strand 8  ft.  x  5^  in. 

10,000  lbs.  strand  or  two     6,000  lbs.   strand..  .8  ft  x  ^  in. 
16,000  lbs.  strand  or  two  10,000  lbs.  strand..  .9  ft.  x  ^  in. 

(c)  Anchor  rods  shall  be  fastened  to  anchor  logs  of  sound  mate- 
rials. Excavations  in  earth  for  anchor  logs  shall  be  of  the  dimensions 
given  in  the  following  table,  depending  on  the  sizes  of  guy  rods  and 
anchor  logs  used : 


Number  of 

Size  of 

Depth  0 

f  Excavation 

Length  an 

id  Breadth 

Guy  Rods. 

Guy  Rods. 

for  Anchor  Logs. 

of  Anchor  Logs. 

'4^/2  it 

5  ft. 

X   6in. 

4     ft. 

1 

5  ft. 

X   8  in. 

7  ft. 

X   6  in. 

I 

V2  inch 

" 

" 

5  ft. 

X  12  in. 

3^  ft. 

7  ft. 

X   pin. 

- 

I 

9  ft. 

X    7  in. 

■6  ft. 

{ 

5  ft. 

X  10  in. 

7  ft. 

X    7  in. 

5  ft. 

{ 

5  ft. 

X  16  in. 

I 

%  inch 

' 

8ft. 

X  10  in. 

r 

5  ft. 

X  23  in. 

4  ft. 

■ 

8  ft. 

X  14  in. 

- 

~ 

10  ft. 

X  12  in. 

r 

■ 

5  ft. 

X  14  in. 

6  ft. 

6  ft. 

X  12  in. 

I 

7  ft. 

X  10  in. 

2 

H  inch 

' 

5  ft. 

- 

6  ft. 

8  ft. 

9  ft. 

X  16  in. 
X  14  in. 
X  12  in. 

■ 

6  ft. 

X  16  in. 

3 

yk  inch 

6  ft. 

8  ft. 

X  14  in. 

I 

9  ft. 

X  12  in. 

I 

y^  inch 

6  ft. 

6  ft. 

X  12  in. 

I 
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The  length  and  width  of  each  excavation  shall  be  as  small  as  possible, 
especially  at  the  surface  of  the  ground. 

(d)  Guy  stubs  may  be  used  only  where  it  is  necessary  to  raise  guys 
above  obstacles  or  to  prevent  the  obstruction  of  thoroughfares.  They 
shall  be  good,  strong  poles.  In  no  case  shall  the  guy  stub  be  smaller  in 
diameter  at  the  top  than  the  pole  it  supports.  They  shall  be  set  to  lean 
away  from  the  poles  they  reinforce,  and  shall  be  anchor  guyed  with  guys 
equivalent  to  the  pole  guys  of  the  poles  they  support  except  that  when  a 
stub  cannot  be  anchored  an  extra  large  stub  shall  be  used  and  it  shall  be 
set  at  least  six  (6)  feet  in  the  ground  and  be  braced  by  a  footing  or  un- 
derground brace  of  proper  dimensions. 

In  general,  the  method  of  anchoring,  location  of  anchors  and  depth 
and  character  of  setting  shall  be  such  as  will  render  effective  the  full 
strength  of  the  guy. 

Guy  anchors  shall  be  placed  at  a  distance  from  the  poles  they  rein- 
force, measured  at  the  ground  line,  of  not  less  than  one-third  (^)  the 
height  of  the  guy  above  the  ground  at  the  pole. 

On  poles  carrying  one  or  two  cross  arms,  both  head  and  side  guys 
shall  be  attached  under  the  upper  cross  arm.  On  poles  carrying  more 
than  two  cross  arms  the  first  head  guy  shall  be  attached  below  the  second 
cross  arm  and  successive  headi  guys  under  the  fourth  and  sixth  cross  arms. 
On  poles  carrying  more  than  two  cross  arms,  side  guys  shall  be  attached 
below  the  second  cross  arm. 

Stranded  guys  shall  be  attached  to  guy  rods  with  thimbles  and  fast- 
ened as  shown  in  the  following  table : 

Number  of  Clamps. 
Dead  Ended  on  Dead  Ended  on 

Kind  of  Strand.  Pole  or  Stub.  Thimble. 

4,000  lbs.        I  two-bolt  or  i  three-bolt  i  two-bolt  or  i  three-bolt 

6,000  lbs.         I  three-bolt  i  three-bolt 

10,000  lbs.        2  three-bolt  2  three-bolt 

16,000  lbs.        2  three-bolt  3  three-bolt 

The  end  of  the  guy  attached  to  the  pole  shall  be  wrapped  twice 
around  the  pole,  and  the  wrapping  held  in  place  on  the  back  of  the  pole 
by  staples  or  their  equivalent. 

(e)  Braces  shall  have  top  dimensions  not  less  than  the  top  dimen- 
sions of  the  poles  they  reinforce.  Each  brace  shall  be  set  so  that  the 
"lead"  will  not  be  less  than  one-third  (^)  the  height  of  the  brace  above 
ground,  measured  horizontally  at  the  ground  line,  of  the  pole  supported, 
shall  be  attached  to  the  pole  it  braces,  for  one  arm,  just  below  the  first 
gain,  for  two  arms,  just  below  the  second  gain,  for  four  arms  or  more, 
just  below  the  fourth  gain,  and  be  fastened  by  a  cross-arm  bolt  placed  at 
the  lower  end  of  the  heel  bevel  where  the  brace  is  in  contact  with  the 
pole. 

The  butt  of  each  push  brace  shall  be  set  at  least  three  and  one-half 
(3V2)  feet  in  the  ground  and  be  supported  on  planks,  logs,  large  stones  or 
solid  rock  ledge. 

The  butt  of  each  push  and  pull  brace  shall  be  set  to  a  depth  of  at  least 
six  (6)  feet  in  the  ground  and  a  cross  log  at  least  five  (5)  feet  long  and 
not  less  than  eight  (8)  inches  in  diameter  shall  be  attached  to  it  by  a 
cross-arm  bolt  not  less  than  eight  (8)  inches  from  the  butt  of  the  brace. 
When  the  pole  carries  more  than  twenty  (20)  wires,  five  (5)  wraps  of 
No.  8  B.  W.  G.  galvanized  iron  wire  shall  be  placed  around  the  pole  and 
brace  immediately  below  their  junction. 

10.     Cross  Arms. 

(a)  Description — Wooden  cross  arms  shall  be  of  sound  material,  pre- 
ferably Western  fir  of  cross-section  not  less  than  2^x3^  inches  for  six 
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(6)  foot  arms  or  shorter,  3x4^  inches  for  arms  longer  than  six  feet. 
Other  timl)cr  may  be  used  provided  it  is  equal  to  Western  fir  of  these 
dimensions  in  streuRtli  and  (hiral)ihty.  Arms  shall  not  exceed  ten  (10) 
feet  in  length  and  shall  not  support  more  than  ten   (10)  wires. 

(b)  Method  of  Attaching  to  Poles. — Double  cross  arms  shall  be  used 
on  all  the  poles  supporting  crossing  spans  and  shall  be  so  attached  as  to 
be  maintained  at  right  angles  to  the  poles.  Each  pole  shall  be  gained 
on  both  sides  and  each  pair  of  cross  arms  fastened  to  the  pole  with  one 
tive-eighths  {^^)  inch  cross  arm  or  through  bolt.  Cross-arm  braces  must 
be  attached  to  at  least  one  of  each  pair  of  double  cross  arms.  Blocks  of 
the  same  section  as  and  preferably  consisting  of  pieces  of  cross  arms  or 
of  iron  pipe,  of  such  length  as  to  fit  tightly,  shall  be  placed  between  each 
pair  of  double  arms  and  eight  (8)  inches  from  each  end  thereof,  and  se- 
cured in  place  by  five-eighths  (%)  inch  cross  arm  or  through  bolts  ex- 
tending through  both  arms  and  lengthwise  through  the  blocks  or  pipes. 
Each  bolt  shall  be  provided  with  two  square  washers,  one  to  be  placed 
under  the  head  of  the  bolt  and  the  other  between  the  nut  and  the  cross 
arm.  When  pipe  is  used  two  additional  washers  shall  be  provided,  one  to 
be  placed  at  each  end  of  the  pipe. 

(c)  Cross-arm  Braces. — Cross-arm  braces  shall  be  steel  or  iron  not 
less  than  ^xi  1^x26  inches  long,  each  secured  to  the  pole  by  a  fetter  drive 
screw  or  lag  bolt  not  less  than  4x^  inches  and  to  the  cross  arm  by  a 
lag  bolt  not  less  than  2%  inches  long  or  a  carriage  bolt  not  less  than 
4x^  inches,  except  that  when  the  arms  are  so  spaced  that  the  braces 
cannot  be  attached  to  the  poles  in  this  manner,  they  shall  be  fastened 
vertically  to  the  arms  at  points  situated  two-thirds  of  the  distance  from 
the  center  of  the  pole  to  the  end  of  the  arm,  and  in  addition  a  pair  of 
braces  shall  be  attached  in  the  usual  manner  to  the  bottom  arm  and  the 
pole. 

11.  Pins. 

The  pins  used  on  the  arms  next  to  the  crossing  shall  be  of  steel, 
combination  wood  and  metal  or  locust. 

(a)  Steel  Pins. — A  steel  pin  may  be  a  steel  spindle  8^x14  inches, 
except  shoulder,  which  is  ^  inch  with  i^-inch  base,  together  with  round 
washer,  nut  and  cap  of  split  oak  wood,  or  other  device  of  equal  strength 
and  durability. 

(b)  Combination  Wood  and  Metal  Pins. — A  combination  wood  and 
metal  pin  may  be  a  wooden  pin,  minimum  diameter  of  shank  i34  inches, 
maximum  length  9  inches,  with  a  hole  bored  lengthwise  through  its  cen- 
ter, in  which  is  inserted  a  ^-inch  bolt,  10  inches  long,  equipped  with  a 
i^-inch  washer,  or  other  device  of  equal  strength  and  durability.  The 
wood  in  the  pin  shall  be  equal  to  locust  in  strength  and  durability. 

(c)  Locust  Pins. — Locust  pins  are  to  be  of  sound,  straight-grain 
locust,  minimum  cross  section  of  shank  1%  inches,  maximum  length  8 
inches. 

12.  Hardware. 

All  pole-line  hardware  shall  be  galvanized;  and  when  exposed  to  cor- 
rosive influences  materially  greater  than  those  resulting  from  the  action 
of  the  natural  elements,  steel  pins  shall  be  galvanized,  or  heavier  pins 
than  the  standard  specified  in  section  10  of  these  specifications  shall  be 
used.  Galvanizing  shall  be  applied  in  accordance  with  the  specifications 
for  galvanizing  iron  and  steel  shown  in  the  appendix. 

13.  Insulators. 

Each  insulator  shall  be  of  such  pattern  and  design  that  when  mounted 
it  will  withstand,  without  injury  or  without  being  pulled  ofif  the  pin,  the 
maximum  stress  to  which  it  will  be  subjected  with  conductor  attached, 
under  the  most  unfavorable  conditions  of  temperature  and  loading. 
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14.  Wire. 

(a)  Kinds  and  Sizes. — The  line  wires  in  the  crossing  span  and  .in 
the  next  adjoining  span  on  each  side  thereof  shall  be  of  galvanized  iron, 
hard-drawn  copper,  or  of  copper-covered  steel  of.  specifications  satisfac- 
tory to  the  parties.  Iron  wire  shall  not  be  used  where  the  exposure  to 
corrosive  influences  is  materially  greater  than  that  resulting  from  the 
action  of  the  natural  elements.  The  minimum  size  of  wire  which  may  be 
used  at  any  crossing  shall  be  as  given  in  the  following  table : 

Length  of  Galvanized  Hard-Drawn 

Crossing  Span.  Iron  Wire.  Copper  Wire. 

150  feet  or  less No.  10  B.  W.  G.        No.  10  B.  &  S. 

151  feet  to  175  feet...     No.   8  B.  W.  G.        No.   9  B.  &  S. 
Twisted  pair  wire,  when  not  supported  by  messenger  wire,  shall  be 

of  hard-drawn  tinned  copper,  not  smaller  than  No.  14  B.  &  S.  gage,  or  of 
tmned  copper-covered  steel  of  specifications  satisfactory  to  the  parties, 
not  smaller  than  No.  17  B.  &  S.  gage.  In  no  case  shall  twisted  pair  wire 
be  used  in  spans  longer  than  one  hundred  (100)  feet  without  a  messenger 
wire  support. 

No  joint  or  splice  shall  be  permitted  in  any  of  the  crossing  spans. 

(b)  Sags. — The  minimum  sag  of  wires  in  crossing  spans  shall  cor- 
respond to  the  span  length  and  the  temperature  at  which  it  is  strung,  as 
specified  in  the  following  table: 

Temperature. 
100°  F,  80°  F,    60°  F,    40°  F,    20°  F,    0°  F,    -20°  F, 
Length  of  Span.       Inches.  Inches.  Inches.  Inches.  Inches.  Inches.  Inches. 

75  feet  4^/^        3  2V2        2  2  i^        i 

100  feet 7  '5H        4^        4  3  2^2 

115  feet   9  7  5I/4        AV2.        zVi        3  2^ 

125  feet  II  8^        7  6  S  4  3H 

150  feet  14  11^        9  7!/^        6^        SV2        5 

175  feet  18  15  12  10  9  7J^        6^ 

(c)  Method  of  Attaching. — Each  wire  shall  be  attached  to  each  in- 
sulator of  its  pair  upon  the  double  arm. 

(d)  Ties. — Tie  wires  for  copper  or  copper-covered  steel  line  wire 
shall  be  of  the  same  gage  as  the  line  wire  and  of  soft  copper  or  of  hard- 
drawn  copper,  which  has  been  thoroughly  annealed.  Iron  tie  wires  for 
No.  8  B,  W.  G.  line  wire  or  larger  shall  be  No.  9  B.  W.  G.  For  smaller 
sizes  of  iron  wire  the  tie  wires  shall  be  of  the  same  gage  as  the  line  wires. 

15.  Cables. 

(a)  Size  of  Strand. — Galvanized  steel  stranded  cable  having  a  break- 
ing strength  of  not  less  than  6,oco  pounds  shall  be  used  to  support  con- 
ductor cable  of  50  pairs  of  No.  19  B.  &  S.  gage  copper  wire,  or  its  equiva- 
lent andi  smaller,  of  not  less  than  10,000  pounds  breaking  strength  for 
pairs  in  excess  thereof  up  to  100  pairs  No.  19  B.  &  S.  gage  copper  wire, 
or  its  equivalent,  and  not  less  than  16,000  pounds  breaking  strength  for 
larger  sizes. 

(b)  Sag. — Cables  shall  be  suspended  with  minimum  sag  as  follows : 

Span  Minimum  Sag 

in  Feet.  in  Inches. 

80  or  less .' 16 

90 20 

100 22 

no 26 

120 30 

130 34 

140 40 

150  44 

175  62 
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16.  Inspection. 

.     Every   facility   for  the  inspection  of  the  materials   and   workmanship 
shall  he  furnished  the  railroad  company. 

17.  Maintenance. 

The  crossing  shall  be  maintained  in  safe  condition.  The  poles,  cross 
arms,  insulators,  guys,  wires  and  other  parts  and  materials  used  in  the 
structure  of  the  crossing  shall  be  periodically  inspected,  and  all  defects 
shall  be  promptly  repaired^  by  the  owner  of  the  line.  The  guys  and  an- 
chors shall  be  maintained  so  that  the  guys  are  kept  taut  and  serve  the 
purpose  for  which  they  are  intended.  The  line  wires  shall  be  kept  to  the 
proper  sag.  Underbrush,  grass,  or  other  inflammable  material  shall  be 
kept  removed  from  the  poles  for  a  sufficient  distance  to  reduce  the  fire 
hazard  to  the  minimum. 

SPECIFICATIONS  FOR  GALVANIZING  ON  IRON  OR  STEEL. 

This  specification  gives  in  detail  the  test  to  be  applied  to  galvanized 
material.     All  specimens  shall  be  capable  of  withstanding  these  tests. 

Coating. 

(a)  The  galvanizing  shall  consist  of  a  continuous  coating  of  pure 
zinc  of  uniform  thickness,  and  so  applied^  that  it  adheres  firmly  to  the 
surface  of  the  iron  or  steel.    The  finished  product  shall  be  smooth. 

Cleaning. 

(b)  The  samples  shall  be  cleaned  before  testing,  first  with  carbona, 
benzine  or  turpentine,  and  cotton  waste  (not  with  a  brush),  and  then 
thoroughly  rinsed  in  clean  water  and  wiped  dry  with  clean  cotton  waste. 

The  sample  shall  be  clean  and  dry  before  each  immersion  in  the 
solution. 

Solution. 

(c)  The  standard  solution  of  copper  sulphate  shall  consist  of  com- 
mercial copper  sulphate  crystals  dissolved  in  coldi  water,  about  in  the 
proportion  of  36  parts,  by  weight,  of  crystals  to  100  parts,  by  weight,  of 
water.  The  solution  shall  be  neutralized  by  the  addition  of  an  excess  of 
chemically  pure  cupric  oxide  (CuO).  The  presence  of  an  excess  of  cupric 
oxide  will  be  shown  by  the  sediment  of  this  reagent  at  the  bottom  of  the 
containing  vessel. 

The  neutralized  solution  shall  be  filtered  before  using  by  passing 
through  filter  paper.  The  filtered  solution  shall  have  a  specific  gravity 
of  1. 186  at  65  degrees  Fahrenheit  (reading  the  scale  at  the  level  of  the 
solution)  at  the  beginning  of  each  test.  In  case  the  filtered  solution  is 
high  in  specific  gravity,  clean  water  shall  be  added  to  reduce  the  specific 
gravity  to  1.186  at  65  degrees  Fahrenheit.  In  case  the  filtered  solution  is 
low  in  specific  gravity,  filtered  solution  of  a  higher  specific  gravity  shall 
be  added  to  make  the  specific  gravity  1.186  at  65  degrees  Fahrenheit. 

As  soon  as  the  stronger  solution  is  taken  from  the  vessel  containing 
the  unfiltered.  neutralized  stock  solution,  additional  crystals  and  water 
must  be  added  to  the  stock  solution.  An  excess  of  cupric  oxide  shall 
always  be  kept  in  the  unfiltered  stock  solution. 

Quantity  of  Solution. 

(d)  Wire  samples  shall  be  tested  in  a  glass  jar  of  at  least  two  (2) 
inches  inside  diameter.  The  jar  without  the  wire  samples  shall  be  filled 
with  standard  solution  to  a  depth  of  at  least  four  (4)  inches.  Hardware 
samples  shall  be  tested  in  a  glass  or  earthenware  jar  containing  at  least 
one-half  (H)  pint  of  standard  solution  for  each  hardware  sample.  Solu- 
tion shall  not  be  used  for  more  than  one  series  of  four  immersions. 
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Samples. 

(e)  Not  more  than  seven  wires  shall  be  simultaneously  immersed, 
and  not  more  than  one  sample  of  galvanized  material  other  than  wire  shall 
be  immersed  in  the  specified  quantity  of  solution. 

The  samples  shall  not  be  grouped  or  twisted  together,  but  shall  be 
well  separated  so  as  to  permit  the  action  of  the  solution  to  be  uniform 
upon  all  immersed  portions  of  the  samples. 

Test. 

(f)  Clean  and  dry  samples  shall  be  immersed  in  the  required  quan- 
tity of  standard  solution  in  accordance  with  the  following  cycle  of  im- 
mersions. 

The  temperature  of  the  solution  shall  be  maintained  between  62  de- 
grees and  68  degrees  Fahrenheit  at  all  times  during  the  following  test : 

First.    Immerse  for  one  minute,  wash  and  wipe  dry. 

Second.     Immerse  for  one  minute,  wash  and  wipe  dry. 

Third.     Immerse  for  one  minute,  wash  and  wipe  dry. 

Fourth.     Immerse  for  one  minute,  wash  and  wipe  dry. 

After  each  immersion  the  samples  shall  be  immediately  washed  in 
clean  water  having  a  temperature  between  62  degrees  and  68  degrees 
Fahrenheit,  and  wiped  dry  with  cotton  waste. 

In  the  case  of  No.  14  galvanized  iron  or  steel  wire,  the  time  of  the 
fourth  immersion  shall  be  reduced  to  one-half  minute. 

Rejection. 

(g)  If,  after  the  test  described  in  section  "f,"  there  should  be  a 
bright  metallic  copper  deposit  upon  the  samples,  the  lot  represented  by 
the  samples  shall  be  rejected. 

Copper  deposits  on  zinc  or  within  one  inch  of  the  cut  end  shall  not 
be  considered  causes  for  rejection. 

In  the  case  of  a  failure  of  only  one  wire  in  a  group  of  seven  wires 
immersed  together,  or  if  there  is  a  reasonable  doubt  as  to  the  copper  de- 
posit, two  check  tests  shall  be  made  on  these  seven  wires  and  the  lot  re- 
ported in  accordance  with  the  majority  of  the  sets  of  tests. 

NOTE. 

The  equipment  necessary  for  the  tests  herein  outlined  is  as  follows : 
Filter  paper. 

Commercial  copper  sulphate  crystals. 
Chemically  pure  cupric  oxide  (CuO). 
Running  water. 

Warm  water  or  ice  as  per  needs. 
Carbona,  benzine  or  turpentine. 

Glass  jars  at  least  two  inches  inside  diameter  by  at  least  four  and 
one-half  inches  high. 

Glass  or  earthenware  jars  for  hardware  samples. 

Vessel  for  washing  samples. 

Tray  for  holding  jars  of  stock  solution. 

Jars,  bottles  and  porcelain  basket  for  stock  solution. 

Cotton  waste. 

Hydrometer  cylinder  3  in.  diameter  by  15  in.  high. 

Thermometer  with  large  Fahrenheit  scale  correct  at  62  and  68  degrees. 

Hydrometer  correct  at  1.186  at  65  degrees  Fahrenheit. 


Appendix   C. 

SPECIFICATION   FOR   OVERHEAD   CROSSINGS   OF   ELECTRIC 
LIGHT  AND  POWER  LINES. 

GENERAL   REQUIREMENTS. 

Scope. 

1.  This  specification  shall  apply  to  Overhead  Electric  Light  and 
Power  Line  Crossings  (except  trolley  contact  wires),  over  railroad  right- 
of-way,  tracks,  or  lines  of  wires;  and,  further,  these  specifications  shall 
apply  to  Overhead  Electric  Light  and  Power  Wires  of  over  S,ooo  volts 
constant  potential,  crossing  telephone,  telegraph  or  other  similar  lines. 
It  is  not  intended  that  these  specifications  shall  apply  to  crossings  over 
individual  twisted  pair  drop  wires,  or  other  circuits  of  minor  importance 
where  equally  effective  protection  may  be  secured  more  economically  by 
other  methods  of  construction. 

Location. 

2.  The  poles,  or  towers,  supporting  the  crossing  span  preferably 
shall  be  outside  the  railroad  company's  right-of-way. 

3.  Unusually  long  crossing  spans  shall  be  avoided  wherever  prac- 
ticable, and  the  difference  in  length  of  the  crossing  and  adjoining  spans 
generally  shall  be  not  more  than  50  per  cent,  of  the  length  of  the  crossing 
span. 

4.  The  poles,  or  towers,  shall  be  located  as  far  as  practicable  from 
inflammable  material  or  structures. 

5.  The  poles,  or  towers,  supporting  the  crossing  span,  and  the  ad- 
joining span  on  each  side,  preferably  shall  be  in  a  straight  line. 

6.  The  wires,  or  cables,  shall  cross  over  telegraph,  telephone,  and 
similar  wires  wherever  practicable. 

7.  Cradles,  or  overhead  bridges,  shall  not  be  used  beneath  the  cross- 
ing wires  or  cables ;  but  in  cases  where  the  crossing  wires  or  cables  cross 
beneath  the  railroad  wires,  telephone,  telegraph,  or  other  similar  wires,  a 
protection  of  adequate  strength  and  proper  design  between  the  two  sets 
of  crossing  wires  or  cables  may  be  required. 

8.  Unless  physical  conditions  or  municipal  requirements  prevent,  the 
side  clearance  shall  be  not  less  than  twelve  (12)  feet  from  the  nearest 
track  rail,  except  that  at  sidings  a  clearance  of  not  less  than  seven  (7) 
feet  may  be  allowed.  At  loading  sidings  sufficient  space  shall  be  left  for  a 
driveway. 

9.  The  clear  headroom  shall  be  not  less  than  thirty  (30)  feet  above 
the  top  of  rail  under  the  most  unfavorable  condition  of  temperature  antf 
loading.  For  constant  potential,  direct-current  circuits,  not  exceeding  750 
volts,  when  paralleled  by  trolley  contact  wires,  the  clear  headroom  need 
not  exceed  twenty-five  (25)   feet. 

10.  The  clearance  of  alternating-current  circuits  above  any  existing 
wires,  under  the  most  unfavorable  condition  of  temperature  and  loading, 
shall  be  not  less  than  eight ,  (8)  feet  wherever  possible.  For  constant 
potential,  direct-cilrrent  circuits,  not  exceeding  750  volts,  the  minimum 
clearance  above  telegraph,  telephone,  and  similar  wires  may  be  two  (2) 
feet  with  insulated  wires  and  four  (4)  feet  with  bare  wires. 

11.  The  separation  of  conductors  carrying  alternating  current,  sup- 
ported by  pin  insulators,  for  spans  not  exceeding  150  feet,  shall  be  not 
less  than : 
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Line  Voltage.  Separation. 

Not  exceeding  7,000  volts 12  in. 

Exceeding     7,oco,  but  not  exceeding  14,000 20  in. 

Exceeding  14,000,  but  not  exceeding  27,000 30  in. 

Exceeding  27,000,  but  not  exceeding  35,000 36  in. 

Exceeding  35,000,  but  not  exceeding  47,000 45  in. 

Exceeding  47,000,  but  not  exceeding  70,000 60  in. 

For  spans  exceeding  150  feet  the  pin  spacing  should  be  increased, 
depending  upon  the  length  of  the  span  and  the  sag  of  the  conductors.* 

With  constant  potential,  direct-current  circuits  not  exceeding  750 
volts,  the  minimum  spacing  shall  be  ten   (10)   inches. 

12.  When  supported  by  insulators  of  the  disc  or  suspension  type,  the 
crossing  span  and  the  next  adjoining  spans  shall  be  dead  ended  at  the 
poles,  or  towers,  supporting  the  crossing  span,  so  that  at  these  poles,  or 
towers,  the  insulators  shall  be  used  as  strain  insulators,  or  the  height  of 
the  wire  attachments  shall  be  such  that  with  the  maximum  sag  in  the 
crossing  span  occurring  from  failure  of  the  construction  outside  the  cross- 
ing span,  and  taking  into  account  the  deflections  in  the  strings  of  sus- 
pension insulators,  the  minimum  clearances,  as  given  in  paragraphs  9  and 
10,  shall  be  maintained. 

13.  The  clearance  in  any  direction  between  the  conductors  nearest 
the  pole,  or  tower,  and  the  pole,  or  tower,  shall  be  not  less  than: 

Line  Voltage.  Clearances. 

Not  exceeding  10,000  volts 9  in. 

Exceeding  10,000,  but  not  exceeding  14,000 12  in. 

Exceeding  14,000,  but  not  exceeding  27,000 15  in. 

Exceeding  27,000,  but  not  exceeding  35,000 18  in. 

Exceeding  35,000,  but  not  exceeding  47,000 21  in. 

Exceeding  47,000,  but  not  exceeding  70,000 24  in. 

Conductors. 

14.  The  normal  mechanical  tension  in  the  conductors  generally  shall 
be  the  same  in  the  crossing  span  and  in  the  adjoining  span  on  each  side. 

15.  The  conductors  shall  not  be  spliced  in  the  crossing  span  nor  in 
the  adjoining  span  on  either  side. 

Taps  to  conductors  in  the  crossing  span  are  generally  objectionable, 
and  should  not  be  made  unless  necessary. 

16.  The  ties  or  devices  for  supporting  the, conductors  at  the  poles,  or 
towers,  shall  be  such  as  to  hold  the  wires,  under  maximum  loading,  to 
the  supporting  structures,  in  case  of  shattered  insulators,  or  wires  broken 
or  burned  at  an  insulator,  without  allowing  an  amount  of  slip,  which 
wouW  materially  reduce  the  clearance  specified  in  paragraphs  9  and   10. 

Ground  Wires. 

17.  When  installed  as  protection  against  lightning,  shall  be  thor- 
oughly grounded  at  each  of  the  crossing  supports.  In  case  of  their  in- 
stallation on  steel  supporting  structures,  they  may  be  clamped  thereto. 
In  case  they  are  installed  on  wooden  structures,  the  ground  wire  shall  be 
grounded  at  each  of  the  structures  with  a  solid  copper  wire,  with  as  few 
bends  as  possible,  and  no  sharp  bends,  and  not  less  than  No.  4  B.  &  S.  gage 
or  equivalent  copper  section.  The  ground  wire  itself,  in  the  crossing  span 
and  the  adjacent  spans,  may  be  of  the  same  material  as  the  conductors, 
or  a  steel  strand  not  less  than  i^g-in.  in  diameter  may  be  used,  double 
galvanized,  and  having  a  breaking  strength  of  not  less  than  4,500  lb.  and 
in  general  shall  follow  the  minimum  factors  of  safety,  as  provided  for 
the  rest  of  the  crossing  construction. 

1  *Note. — This  requirement  does  not  apply  to  wires  of  the  same  phase  or 

j    polarity  between  which  there  is  no  difference  of  potential. 
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If  cross-arms  are  grounded,  the  same  ground  wire  may  be  used  for 
grounding  the  h'ghtning  protection  wire  as  in  grounding  cross-arm  strips. 

i8.  Where  there  is  an  upward  stress  at  the  point  of  conductor  at- 
tachment, the  attachment  shall  be  of  such  type  as  to  properly  hold  the  con- 
ductor in  place. 

Guys. 

19.  Wooden  poles  supporting  the  crossing  span  shall  be  side-guyed 
in  both  directions,  if  practicable,  and  be  head-guyed  away  from  the  cross- 
ing span,  and  the  next  adjoining  poles  shall  be  head-guyed  toward  the 
crossing  span.     Braces  may  be  used  instead  of  guys. 

Strain   Insulators. 

20.  Strain  insulators  shall  be  used  in  guys  from  wooden  poles,  ex- 
cept when  the  guys  are  through  grounded  to  permanently  damp  earth. 

The  insulators  shall  be  placed  not  less  than  eight  (8)  feet  from  the 
ground.  Strain  insulators  shall  not  be  used  in  guying  steel  poles  or 
structures.    . 

Clearing. 

21.  The  space  around  the  poles,  or  towers,  shall  be  kept  free  from 
inflammable  material,  underbrush  and  grass. 

Signs. 

22.  In  the  case  of  railroad  crossings,  if  required  by  the  railroad 
company,  warning  signs  of  an  approved  design  shall  be  placed  on  all 
poles  and  towers  located  on  the  railroad  company's  right-of-way. 

Grounding. 

23.  For  voltages  over  5,000  volts,  wooden  cross-arms,  if  used,  shall 
be  provided  with  a  grounded  metallic  plate  on  top  of  the  arm,  which  shall 
be  not  less  than  5^-in.  in  thickness,  and  which  shall  have  a  sectional  area 
and  conductivity  not  less  than  that  of  the  line  conductor.  Metal  pins  shall 
be  electrically  connected  to  this  ground.  Metal  poles  and  metal  arms  on 
wooden  poles  shall  be  grounded. 

24.  The  electrical  conductivity  of  the  ground  conductor  shall  be  ad- 
justed to  the  short-circuit  current  capacity  of  the  system  at  the  crossing, 
and  shall  be  not  less  than  that  of  a  No.  4  B.  &  S.  gage  copper  wire. 

Temperature. 

25.  In  the  computation  of  stresses  and  clearances,  and  in  erection. 
provision  shall  be  made  for  a  variation  in  temperature  from  —  20  degrees 
Fahrenheit  to  -f-  120  degrees  Fahrenheit.  A  suitable  modification  in  the 
temperature  requirements  shall  be  made  for  regions  in  which  the  ^ove 
limits  would  not  fairly  represent  the  extreme  range  of  temperature. 

Inspection. 

26.  If  required  by  contract,  all  material  and  workmanship  shall  be 
subject  to  the  inspection  of  the  company  crossed;  provided,  that  reason- 
able notice  of  the  intention  to  make  shop  inspection  shall  be  given  by 
such  company.  Defective  material  shall  be  rejected  and  shall  be  removed 
and  replaced  with  suitable  material. 

27.  On  the  completion  of  the  work,  all  false  work,  plant  and  rubbish 
incident  to  the  construction  shall  be  removed  promptly  and  the  site  left 
unobstructed  and  clean. 

Drawings. 

28.  If  required,  by  contract,   '•V'j^r 

complete  sets  of  general  and  detail  drawings  shall  be  furnished  for  ap- 
proval before  any  construction  is  commenced. 


I 
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LOADS. 


29.  The  conductors  shall  be  considered  as  uniformly  loaded  through- 
out their  length,  with  a  load  equal  to  the  resultant  of  the  dead  load  plus 
the  weight  of  a  laj'^er  of  ice  5^-in.  in  thickness  and  a  wind  pressure  of  8.0 
lb.  per  sq.  ft.  on  the  ice-covered  diameter,  at  a  temperature  of  o  degree 
Fahrenheit. 

30.  The  weight  of  ice  shall  be  assumed  ^s  57  lbs.  per  cu.  ft.  (0.033  lb. 
per  cu.  in.). 

31.  Insulators,  pins  and  conductor  attachments  shall  be  designed  to 
withstand  the  mechanical  tension  in  the  conductors  under  the  maximum 
loadings  with  the  designated  factor  of  safety. 

32.  Sags  should  be  such  that  the  stress  on  the  pin  falls  within  the 
limits  of  paragraph  31,  unless  methods  be  employed  to  prevent  an  undue 
slip  in  case  of  pin  failure.     (See  paragraphs  9,  10  and  16.) 

23.  The  pole,  or  towers,  shall  be  designed  to  withstand,  with  the 
designated  factor  of  safety,  the  combined  stresses  from  their  own  weight, 
the  wind  pressure  on  the  pole,  or  tower,  and  the  above  wire  loading  on 
the  crossing  span  and  the  next  adjoining  span  on  each  side.  The  wind 
pressure  on  the  poles,  or  towers,  shall  be  assumed  at  13  lbs.  per  sq.  ft. 
on  the  projected  area  of  solid  or  closed  structures  and  ij^  times  the  pro- 
jected area  of  latticed  structures. 

34.  The  poles,  or  towers,  shall  also  be  designed  to  withstand  the 
loads  specified  in  paragraph  33,  combined  with  the  unbalanced  tension  of: 

2  broken  wires  for  poles,  or  towers,  carrying  5  wires  or  less. 

3  broken  wires  for  poles,  or  towers,  carrying  6  to  10  wires. 

4  broken  wires  for  poles,  or  lowers,  carrying  11  or  more  wires. 

35.  Cross-arms  shall  be  designed  to  withstand  the  loading  specified 
in  paragraph  33,  combined  with  the  unbalanced  tension  of  one  wire  broken 
at  the  pin  farthest  from  the  pole. 

36.  The  poles,  or  towers,  may  be  permitted  a  reasonable  deflection 
under  the  specified  loading,  provided  that  such  deflection  does  not  reduce 
the  clearance  specified  in  paragraph  10  more  than  twenty-five  (25)  per 
cent.,  or  produce  stresses  in  excess  of  those  specified  in  paragraphs  69 
to  73- 

FACTORS  OF  SAFETY. 

37.  The  ultimate  unit  stress  divided  by  the  allowable  unit  stress  shall 
be  not  less  than  the  following: 

Wires  and  cables 2 

Pins    2 

Insulators,  conductor  attachments,  guys 3 

Wooden  poles  and  crossarms 6 

Structural  steel  3 

Reinforced  concrete  poles  and  crossarms 4 

Foundations   2 

Insulators. 

38.  Insulators  for  line  voltages  of  less  than  9,000  shall  not  flash  over 
at  four  times  the  normal  working  voltage,  under  a  precipitation  of  water 
H-in.  per  minute,  at  an  inclination  of  45  degrees  to  the  axis  of  the  in- 
sulator. 

39.  Each  separate  part  of  a  built-up  insulator,  for  line  voltages  over 
9,000,  shall  be  subjected  to  the  dry  flash-over  test  of  that  part  for  5  con- 
secutive minutes. 

Note. — The  use  of  treated  wooden  poles  and  cross-arms  is  recommended. 
The  treatment  of  wooden  poles  and  cross-arms  should  be  by  thorough  impreg-- 
natiori  with  preservative  by  either  closed  or  open  tank  process.  For  poles, 
except  in  the  case  of  yellow  pine,  the  treatment  need  not  extend  higher 
than   a  point    two    feet   above   the   ground   line. 
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40.  Each  assembled  and  cemented  insulator  shall  be  subjected  to  its 
dry  flash-over  test  for  5  consecutive  minutes. 

The  dry  flash-over  test  shall  be  not  less  than: 

Line  Voltage.  Test  Voltage. 

Exceeding    9,000,  but  not  exceeding  14,000 65,000 

Exceeding  14,000,  but  not  exceeding  27,000 100,000 

Exceeding  27,000,  but  not  exceeding  35,000 125,000 

Exceeding  35,000,  but  not  exceeding  47,000 150,000 

Exceeding  47,000,  but  not  exceeding  60,000 180,000 

Exceeding  60,000 3  times  line  voltage 

Each  insulator  shall  further  be  so  designed  that,  with  excessive  po- 
tential, failure  will  first  occur  by  flash-over  and  not  by  puncture. 

41.  Each  assembled  insulator  shall  be  subjected  to  a  wet  flash-over 
test,  under  a  precipitation  of  water  of  J^-in.  per  minute,  at  an  inclination 
of  45  degrees  to  the  axis  of  the  insulator. 

The  wet  flash-over  test  shall  be  not  less  than : 

Line  Voltage.  Test  Voltage. 

Exceeding    9,000,  but  not  exceeding  14,000 40,000 

Exceeding  14,000,  but  not  exceeding  27,000 60,000 

Exceeding  27,000,  but  not  exceeding  35,000 80,000 

Exceeding  35,000,  but  not  exceeding  47,000 100,000 

Exceeding  47,000,  but  not  exceeding  60,000 120,000 

Exceeding  60,000 twice  the  line  voltage 

42.  Test  voltages  above  35,000  volts  shall  be  determined  by  the  A.  I. 
E.  E.  Standard   Spark-Gap  Method. 

43.  Test  voltages  below  35,coo  volts  shall  be  determined  by  trans- 
former ratio. 

MATERIAL. 

Conductors. 

44.  The  conductors  shall  be  of  copper,  aluminum,  or  other  non-cor- 
rodible  material,  except  that  in  exceptionally  long  spans,  where  the  re- 
quired mechanical  strength  cannot  be  obtained  with  the  above  materials, 
galvanized  or  copper-covered  steel  strand  may  be  used. 

45.  For  voltages  not  exceeding  750  volts,  solid  or  stranded  conduc- 
tors may  be  used  up  to  and  including  0000  in  size;  above  0000  in  size, 
stranded  conductors  shall  be  used.  For  voltages  exceeding  750  volts,  and 
not  exceeding  5,000  volts,  solid  or  stranded  conductors  may  be  used  up 
to  and  including  00  in  size ;  above  00  in  size,  conductors  shall  be  stranded. 
For  voltages  exceeding  5,000  volts,  all  conductors  shall  be  stranded. 
Aluminum  conductors  for  all  voltages  and  sizes  shall  be  stranded. 

The  minimum  size  of  conductors  shall  be  as  follows : 
No.  6  B.  &  S.  gage  copper  for  voltages  not  exceeding  5,000  volts. 
No.  4  B.  &  S.  gage  copper  for  voltages  exceeding  5,000  volts. 
No.  I  B.  &  S.  gage  aluminum  for  all  voltages. 

Insulators. 

46.  Insulators  shall  be  of  porcelain  for  voltage  exceeding  5,000  volts. 

47.  For  pin  type  insulators,  there  shall  be  a  bearing  contact  between 
the  pin  and  the  insulator  pin  hole  up  to  the  level  of  the  top  of  the  tie 
wire  groove,  the  purpose  being  that  the  pin  should  directly  take  the  strain 
imposed  upon  the  insulator. 

48.  Strain  insulators  for  guys  shall  have  an  ultimate  strength  of 
not  less  than  twice  that  of  the  guy  in  which  placed.  Strain  insulators 
shall  be  so  constructed  that  the  guy  wires  holding  the  insulator  in  posi- 
tion will  interlock  in  case  of  the  failure  of  the  insulator. 

For  less  than  5,000  volts,  strain  insulators  for  guys  shall  not  flash 
over  at   four  times   the  maximum  line  voltage  under  a  precipitation  of 
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water  of  one-tifth  of  an  inch  (^-in.)  per  minute,  at  an  inclination 
of  forty-five  degrees  to  the  axis  of  the  insulator.  For  voltages  of 
more  than  5.000  volts,  the  strain  insulator  or  scries  of  strain  insulators 
shall  not  fail  at  the  line  voltage  under  the  above  precipitation  conditions. 

Pins. 

49.  For  voltages  of  5,000  and  over,  insulator  pins  shall  be  of  steel, 
wrought  iron,  malleable  iron,  or  other  approved  metal  or  alloy,  and  shall 
be  galvanized,  or  otherwise  protected  from  corrosion.  (See  paragraph 
47.) 

Guys. 

50.  Guys  shall  be  galvanized  or  copper-covered  stranded  steel  cable 
not  less  than  iR-in.  in  diameter,  or  galvanized  rolled  rods,  neither  to  have 
an  ultimate  tensile  strength  of  less  than  4,500  lbs. 

51.  Guys  to  the  ground  shall  connect  to  a  galvanized  anchor  rod. 
extending  at  least  one  foot  above  the  ground  level. 

52.  The  detail  of  the  anchorage  shall  be  definitely  shown  upon  the 
plans. 

Wooden  Poles. 

53.  Wooden  poles  shall  be  of  selected  timber,  reasonably  straight, 
peeled,  free  from  defects  which  would  decrease  their  strength  or  dura- 
bility, not  less  than  8  in.  in  diameter  at  the  top,  and  meeting  the  require- 
ments as  specified  in  paragraphs  19,  ^s,  34  and  t,"/. 

Concrete. 

54.  All  concrete  and  concrete  material  shall  be  in  accordance  with 
the  requirements  of  the  report  of  the  Joint  Committee  on  Concrete  and 
Reinforced  Concrete. 

STRUCTURAL    STEEL. 

55.  Structural  steel  shall  be  in  accordance  with  the  Manufacturers" 
Standard;  Specifications. 

56.  The  design  and  workmanship  shall  be  strictly  in  accordance  with 
first-class  practice. 

57.  The  form  of  the  frame  shall  be  such  that  the  stresses  may  be 
computed  with  reasonable  accuracy,  or  the  strength  shall  be  determined 
by  actual  test. 

58.  The  sections  used  shall  permit  inspection,  cleaning  and  painting, 
and  shall  be  free  from  pockets  in  which  water  or  dirt  can  collect. 

59.  The  length  of  a  main  compression  member  shall  not  exceed  180 
times  its  least  radius  of  gyration.  The  length  of  a  secondary  compression 
member  shall  not  exceed  220  times  its  least  radius  of  gyration. 

60.  The  minimum  thickness  of  metal  in  galvanized  structures  shall 
be  ^-in.  for  main  members  and  H"iri.  for  secondary  members.  The  mini- 
mum thickness  of  painted  material  shall  be  34-i"- 

PROTECTIVE    COATINGS. 

61.  All  structural  steel  shall  be  thoroughly  cleaned  at  the  shop  and 
be  galvanized,  or  given  one  coat  of  approved  paint. 

Painted  iVIaterials. 

62.  All  contact  surfaces  shall  be  given  one  coat  of  paint  before  as- 
sembling. 

All  painted  structural  steel  shall  be  given  two  field  coats  of  an  ap- 
proved paint. 


Note. — This    may    be    found    in    the    February,    1913,    Proceedings    of    the 
American  Society  of  Civil  Engineers,  Vol.  59,  No.  2,  p.  117-168. 
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The  surface  of  the  metal  shall  be  thoroughly  cleaned  of  all  dirt, 
grease,  scale,  etc.,  before  paintinp:,  and  no  painting  shall  be  done  in  freez- 
ing or  rainy  weather. 

Galvanized  Material. 

63.  Galvanized  material  shall  be  in  accordance  with  the  Specification 
for  Galvanizing  Iron  and  Steel. 

Bolt  holes  in  galvanized  material  shall  be  made  before  galvanizing. 
Sherardizing  for  small  parts  is  permissible. 

FOUNDATIONS. 

64.  The  foundations  for  steel  poles  and  towers  shall  l)e  designed  to 
prevent  overturning. 

The  weight  of  concrete  shall  be  assumed  as  140  lbs.  per  cu.  ft.  In 
good  ground,  the  weight  of  "earth"  (calculated  at  30  degrees  from  the 
vertical)  shall  be  assumed  as  100  lbs.  per  cu.  ft.  In  swampy  ground,  spe- 
cial measures  shall  be  taken  to  prevent  uplift  or  depression. 

Concrete  for  foundation  shall  be  well  worked,  very  wet,  and  shall 
not  be  leaner  than  one  part  Portland  cement,  three  parts  clean,  sharp  sand, 
and  six  parts  of  broken  stone,  or  one  part  Portland  cement  to  six  parts  of 
good  gravel,  free  from  loam  or  clay. 

65.  The  top  of  the  concrete  foundation,  or  casing,  shall  be  not  less 
than  six  (6)  inches  above  the  surface  of  the  ground,  nor  less  than  one 
(i)  foot  above  high  water,  except  that  no  foundation  need  be  higher  than 
the  base  of  the  railroad  company's  rail,  or  the  top  of  the  traveled  road- 
way. 

(i6.  When  located  in  swampy  ground,  wooden  crossing  and  next  ad- 
joining poles  shall  be  set  in  barrels  of  broken  stone  or  gravel,  or  in 
broken  stone  or  timber  footings. 

(f].  When  located  in  the  sides  of  banks,  or  when  subject  to  washouts, 
foundations  shall  be  given  additional  depth,  or  be  protected  by  cribbing 
or  riprap. 

68.  All  foundations  and  pole  settings  shall  be  tamped  in  six  (6)  inch 
layers,  while  back  filling.  It  is  desirable  in  back  filling  that  the  earth  be 
suitably  moistened. 

WORKING    UNIT    STRESSES. 

Obtained  by  dividing  the  ultimate  breaking  strength  by  the  factors 
of  safety  given  in  paragraph  2i7- 

69.  Structural  Steel. 

Lbs.  Per  Sq.  In. 

Tension    (net  section) 18,000 

Shear    14,000 

1 

Compression  18,000  —  60  — 

r 

70.  Rivets,  Pins. 

Shear 10,000 

Bearing 20,000 

Bending   20,000 

71.  Bolts. 

Shear   8,500 

Bearing 17,000 

Bending  17,000 
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72.  Wires  and  Cables. 

Lbs.  Per 
Sq.  In. 

Copper,  hard-drawn,  solid,  B.  &  S.  gage  oooo,  coo,  oo 25,000 

Copper,  hard-drawn,  solid,  B.  &  S.  gage  o 27,500 

Copper,  hard-drawn,  solid,  B.  &  S.  gage  No.  i 28,500 

Copper,  hard-drawn,  solid,  B.  &  S.  gage  No.  2,  4,  6 30,000 

Copper,  soft-drawn,   solid    17,000 

Copper,  hard-drawn,  stranded   30,000 

Copper,  soft-drawn,    stranded    17,000 

Aluminum,  hard-drawn,  stranded,  B.  &  S.  gage  under  0000 12,000 

Aluminum,  hard-drawn,  stranded,  B.  &  S.  gage  0000  and  over 11,500 

73.  Untreated  Timber. 

Lbs.  Per  Sq.  In.  L 

Eastern  white  cedar 600 


Chestnut  850 

Washington  cedar 850 

Idaho  cedar    850 

Port  Orford  cedar 1,150 

Long-leaf  yellow  pine 1,000 

Short-leaf  yellow   pine 800 

Douglas  fir 900 

White  oak  950 

Red  cedar   700 

Bald  cypress  (heartwood)  ....    800 

Redwood    650 

Catalpa   500 

Juniper    550 

L:=  Length  in  inches. 

D  =:  Least  side,  or  diameter,  in  inches. 


600  ( I ) 

60D  ■ 

850 

850 

850 
1,150 
1,000 

800 

900 

950 

700 

800 

650 

500 

550 


REPORT  OF  COMMITTEE   XIV     ON  YARDS  AND 

TERMINALS. 


E.  B.  Temple,  Chairman  ; 

W.  G.  Arn. 

H.  Baldwin, 

G.  H.  Burgess. 

A.  E.  Clift, 

L.  G.  Curtis, 

H.  T.   Douglas,  Jr., 

A.  C.   Everham, 

R.  Ferriday, 

G.  H.  Herrold, 

D.  B.  Johnston, 

H.  A.  Lane, 


B.  H.   Mann,   rice-Chairman; 
L.  J.  McIntyre, 

A.  Montzheimer, 
H.  J.  Pfeifer, 
S.  S.   Roberts, 
W.  L.  Seddon, 

C.  H.   Spencer, 

E.  E.  R.  Tratman, 
E.  P.  Weatherly, 
W.  L.  Webb, 
C.  C.  Wentworth. 
J.  G.   Wtshart. 

Committee. 


To  tJie  Members  of  the  American  Railway  Eniiineering  Association: 

The  Board  of  Direction  outlined  the  work  of  your  Committee  for 
[914  as  follows  : 

(i)  Report  on  typical  situation  plans  of  passenger  stations,  of  both 
through  and  stub  types,  with  critical  analysis  of  working  capacity,  and 
include  a  review  of  the  different  methods  of  estimating  their  capacity. 

(2)  Report  on  developments  in  the  handling  of  freight  by  mechani- 
cal means. 

(3)  Report  on  developments  in  the  design  and  operation  of  hump 
yards. 

(4)  Continue  study  of  track  scales. 

Your  Committee,  in  common  with  the  other  Committees  of  the  Asso- 
ciation, was  also  directed  to  make  a  "critical  examination  of  the  subject- 
matter  in  the  Manual  and  submit  definite  recommendations  for  changes." 

In  compliance  with  these  directions,  Sub-Committees  were  appointed 
and  held  meetings  throughout  the  year  at  points  convenient  to  the  mem- 
bers or  interesting  from  the  standpoint  of  the  subject  being  studied.  Two 
general  meetings  of  the  Committee  were  held,  one  at  the  Hotel  Belvedere, 
Baltimore,  Md.,  on  June  2,  which  was  during  the  same  week  the  American 
vSociety  of  Civil  Engineers  held  its  annual  meeting,  and  the  other  at  the 
Baltimore  Hotel,  Kansas  City,  Mo.,  on  October  14  and  15.  Careful  con- 
sideration was  given  to  each  of  the  subjects  specified  by  the  Board  of 
Direction,  and  your  Committee  begs  to  submit  the  following  as  its  fif- 
teenth annual  report : 
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(a)      RFVISFON   OF   MANUAL. 

UKFINITIONS. 

Gj.\(  II   Yard.— A  yard  in   wliicli   i)a.sseiigcr  car.s  are  assembled,  separated 

or  prepared  for  service. 

(The  Committee  considers  tlic  Manual  should  define  a  Coach  Yard, 
and  the  above  is  recommended.) 

Interchange  1'rack. — A  designated  track  on  whicii  cars  are  delivered  and 

received,  as  between  railroads. 

(This  is  a  new  definition  and  the  Committee  considers  that  an  "In- 
terchange Track"  should  be  defined  and  recommends  that  it  be  placed  im- 
mediately after  the  note  following  the  definition  of  a  "Team  Track.") 

GENERAL   REQUIREMENTS   OF   YARDS    AND  TERMINALS. 

Scale  Tracks. — Scale  tracks  should  be  so  located  that  weighing  can 
be  done  with  least  delay  and  without  drilling  over  same;  where  many 
cars  are  to  be  weighed  they  should  pass  separately  over  the  scale  by 
gravity,  being  weighed  while  in  motion. 

(The  Committee  considers  that  attention  should  be  directed  to  the 
necessity  of  avoiding  drilling  over  scale  tracks  and  to  conform  to  the 
rule  of  the  American  Railway  Association  that  cars  must  be  weighed 
separately  if  weighed  while  in  motion.  Provision  has  accordingly  been 
made  in  the  revision  of  this  paragraph.) 

Repair  Tracks. — These  tracks  should  preferably  be  connected  at  both 
ends  and  have  a  maximum  capacity  of  about  15  cars  each,  spaced  alter- 
nately 16  ft.  and  24  ft.  center  to  center  and  be  connected  conveniently  to 
bad-order  tracks. 

(The  Committee  considers  it  an  advantage  in  switching  to  have  the 
tracks  connected  at  both  ends.) 

CAR    CAPACITY    OF    FREIGHT    TRACKS. 

(5)  Tracks  on  which  heavy  repairs  to  freight  cars  are  made  should 
be  under  cover  and  cranes  should  be  provided  for  heavy  lifting. 

(The  Committee  considers  overhead  traveling  cranes  should  not  be 
specified  and  have  made  revision  so  requirements  are  not  necessarily 
overhead  traveling  cranes.) 

TEAM    DELIVERY   TRACKS. 

(3)  If  possible  the  yard  should  be  provided  with  a  crane  for  hand- 
ling heavy  freight. 

(The  Committee  considers  the  kind  of  crane  to  be  used  should  not  be 
specified.) 

(5)  Wagon  scales  should  be  installed  at  the  most  convenient  place 
near  the  entrance  to  the  driveway. 

(The  Committee  considers  the  remainder  of  the  remarks  should  be 
eliminated,  as  it  is  not  the  practice  to  locate  track  scales  at  all  times  in 
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team  delivery  yards,  as  the  weighing  is  frequently  taken  care  of  in  train 
yards.) 

HUMP  YARDS. 

(2)  A  hump  yard  is  a  desirable  form  of  yard  for  receiving,  classi- 
fying and  making  up  trains  because  a  greater  number  of  classifications 
can  be  made  in  less  time  and  at  less  cost  than  through  any  other  form 
of  yard. 

(The  Committee  has  revised  these  remarks,  as  it  considers  the  great- 
est advantage  in  a  hump  is  the  classification  feature.) 

The  Committee  recommends  the  following  remarks  in  the  form  of  a 
separate  paragraph,  after  the  remarks  regarding  departure  track : 

"(7)  Rider  track  should,  if  possible,  be  provided  through  center  of 
classification  yard  running  to  summit  of  hump,  independent  of  other  yard 
movements,  thereby  avoiding  hazard  of  personal  injury  to  car  riders  and 
reducing  the  number  of  car  riders  to  a  minimum." 

(In  explanation  of  this  addition,  we  consider  the  rider  track  is  an 
important  feature  in  hump  yards  and  particularly  that  it  leads  to  the 
summit  of  the  hump  to  avoid  delay  to  car  riders.) 

YARD    LIGHTING. 

(i)  For  yard  lighting  the  use  of  nitrogen  lights  of  1,500  watts  ca- 
pacity, equivalent  to  about  2,200  candlepower,  is  recommended. 

(The  Committee's  experience  shows  that  arc  lights  give  a  glaring 
effect,  which  is  detrimental  to  safe  yard  movement.  This  objection  can 
be  overcome  b}'  using  lights  specified  in  the  revision.) 

FREIGHT  TRANSFER   STATIONS. 

(4)     Substitute  "suggested"  for  "recommended." 

(This  change  is  suggested  as  the  Committee  considers  there  has  not 
been  sufficient  experience  w-ith  power-driven  covered  traveling  platforms 
to  warrant  a  positive  recommendation  for  their  adoption.) 

Ci)     TYPICAL  SITUATION  PLANS  OF  PASSENGER  STATIONS. 

The  work  of  the  Committee  on  this  subject  was  devoted  to  a  study 
of  the  newly-completed  passenger  terminal  at  Kansas  City,  Mo.  An  in- 
spection of  the  terminal  was  made  on  October  15.  Regular  service  was 
inaugurated  November  i,  1914,  with  a  maximum  of  251  trains  handled  in 
24  hours  and  a  maximum  of  31  trains  handled  per  hour. 

DESCRIPTION    AND    CRITICAL    ANALYSIS    OF    WORKING    CAPACITY    OF    NEW    UNION 

PASSENGER    STATION   OF    KANSAS    CITY    TERMINAL    RAILWAY 

AT   KANSAS   CITY,    MO. 

The  tracks  devoted  to  passenger  service  consist  of  16  in  the  station 
and  2  thoroughfare  tracks,  one  on  each  side  of  the  station  tracks,  all  of 
which  lead  into  8  running  tracks  at  the  west  end  and  4  at  the  east  end. 
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\  phiii  show  iii)^  tliiM'  tr.iiks  and  stalinii  plallDrnis  is  sliow  ii  in  Exhibit 
"A." 

riu'  slalinn  is  nl  tlir  tlnouKli  tyiu'.  uitli  tin-  vvailinj4-J"(Mini  cnnstrucitMl 
itMT  till'  center  of  tlic-  tracks,  so  that  each  traik  can  liold  a  train  at  each 
end,  the  rear  end  ot'  each  train  hi-in<4  located  near  ilie  foot  of  the  stairway 
leafhnj^    from    the    w  aitinj^-room. 

The  station  tracks  are  arranj^cd  in  ))airs,  uVj  ft.  hetween  centers, 
the  pairs  heint;  44  ft.  hetwn-en  centers.  The  ultimate  design  shows  double 
crossovers  hetween  each  pair  of  tracks  directly  under  the  waiting-room, 
and  practically  in  the  middle  of  each  pair.  The  switching  is  controlled 
by  interlockino-  stations,  using  the  electro-pneumatic  system,  all  signals 
being  of  the  dwarf  type,  except  at  jnnction  points  at  the  outside  ap- 
])r()aches,  where  the  signals  are  full  height  or  supported  on  bridges. 

The  capacity  of  the  station  tracks  on  the  west  end.  with  engine,  ranges 
from  7  to  [5  cars,  and  on  the  east  end  from  7  to  12  cars.  The  total 
capacity  is:  west  end.  [63  cars  and  16  engines;  east  end.  165  cars  and 
16  engines. 

The  mail  and  express  are  handled  principally  from  the  west  end  of  the 
station,  where  concrete  docks  have  been  designed  to  accommodate  4.3 
cars  in  the  ultimate  layout,  with  31  at  present.  Storage  is  provided  for 
an  additioTial  15  cars.  There  are  facilities  at  the  east  end  also  for  handling 
mail,  express  and  theatrical  equipment. 

The  baggage  generally  is  handled  through  elevators  to  subway  below 
tracks.  For  transfer  of  baggage,  mail  and  express  between  tracks,  cross- 
trucking  platforms  have  been  provided  at  grade  at   each   end  of   station. 

At  the  west  end  of  the  station,  connecting  across  8  running  tracks, 
are  a  series  of  double-slip  crosssovers,  two  in  one  direction  and  one  in 
the  other.  One  complete  ladder  has  been  omitted  from  the  ultimate  in- 
stallation until  the  operating  demands  show  the  necessity^  for  it. 

Of  the  4  running  tracks  east  of  the  station,  the  center  tracks  will  be 
used  principally  for  passenger  traffic,  and  the  outer  two  for  freight.  These 
tracks  are  connected  with  a  series  of  crossovers  in  place  of  double  slips, 
the  traffic  at  this  end  of  the  station  being  very  much  lighter  than  at  the 
w^est  end. 

The  coach  and  engine  yard  is  located  about  ^-mile  west  of  the  sta- 
tion, and  is  1)uilt  on  the  stub-end  plan.  The  tracks-  in  the  coach  yard 
are  divided  into  5  groups,  for  each  of  which  there  is  a  separate  connec- 
tion to  a  main  track.  The  ultimate  capacity  of  this  yard  will  be :  coach- 
cleaning  tracks,  460  coaches ;  repair  tracks,  16  coaches ;  engine  house,  83 
engines :  standing  tracks,  32  engines ;  cinder  pit,  16  engines.  The  yard 
is  piped  for  water,  steam,  air,,  Pintsch  gas  and  battery  wires  for  charging. 
Buildings  are  to  be  provided  for  lockers  for  enginemen's  tools,  Pullman 
supplies,  commissary  supplies,  ice,  charcoal,  car  cleaners'  repairs  and  sup- 
plies, miscellaneous  stores,  oil,  battery  charging  and  machine  shop. 

To  make  use  of  a  diagram  in  the  switching  of  this  depot  complete,  it 
is  necessar\'  to  consider  the  fact  that  although  there  are   12  roads  using 
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the  station,  only  6  used  the  coach  yard  (when  it  was  first  put  in  service), 
and  only  5  used  the  engine  yard. 

A  double-track  Y  is  to  be  provided   for  turning  eciuipment. 

In  order  that  a  plan  and  schedule  for  handling  trains  might  be  pre- 
pared, a  chart  was  drawn  which  showed  the  tracks  which  would  be  occu- 
pied with  trains  during  the  entire  24  hours,  an  appropriate  color  being 
used  for  each,  railroad.  Each  outbound  train  was  allowed  30  minutes  ad- 
vanced setting,  except  that  trains  departing  after  midnight  were  placed  in 
the  station  from  9:30  to  11:00  p.  m.  Exhibit  "B"  shows  occupancy  of 
the  station  tracks   from  7  :oo  to  9  :oo  a.  m. 

The  speed  for  trains  operating  into  the  station  was  assumed  at  15 
miles  per  hour,  and  2  minutes  w^ere  allowed  for  each  move.  No.  10 
switches  have  been  built  where  practicable.  l)ut  in  a  few  instances  No.  8 
switches  were  used. 

A  statement  was  obtained  from  each  railroad  showing  the  make-up 
of  the  trains  under  normal  conditions  and  the  instances  where  cars  were 
transferred  from  one  train  to  another.  Exhibit  "C"  shows  the  method 
used  by  the  Committee  in  illustrating  the  above  information  graphically 
for  one  of  the  roads. 

With  the  above  information,  the  local  committee  then  developed  tw^o 
forms  of  charts  :  one  known  as  the  Belgian  type,  and  the  other  the  Co- 
ordinate. The  Co-ordinate  chart,  using  strings  instead  of  lines,  was 
marked  up  for  a  two-hour  period.  In  order  to  compare  the  Co-ordinate 
chart  wath  the  Belgian  diagram,  and  to  see  how  the  station  plan  would 
work  out.  a  map  with  scale  i  in.  ^=  20  ft.  was  spread  on  a  long  table. 
Upon  this  plan  there  were  placed  l)locks  of  wood  of  proportionate  size,  rep- 
resenting cars  and  engines,  with  necessary  couplings  on  the  end.  With  this 
m.ap  and  equipment  of  working  models,  a  local  committee,  consisting  of 
transportation  and  engineering  men,  analyzed  the  heaviest  two-hour 
movement  minute  by  minute,   using  first  the   Co-ordinate   chart. 

The  Belgian  chart,  as  drafted  in  this  work,  gave  more  detail  of  the 
position  of  the  trains  and  the  Co-ordinate  chart  gave  a  better  representa- 
tion of  the  congestion  at  tight  points.  With  the  use  of  the  model  it  was 
necessary  to  know  where  each  train  was  every  minute  during  the  period 
that  the  chart  was  worked,  and  for  this  reason  the  Belgian  diagram  was 
used  in  preference  to  the  Co-ordinate  chart.  It  has  been  suggested  that 
perhaps  the  Co-ordinate  chart  may  be  more  practicable  for  operating  men 
after  an  installation  is  complete  and  changes  are  to  be  made  in  the  swntch- 
ing  of  the  station. 

It  was  the  local  committee's  opinion  that  the  Co-ordinate  chart  would 
work  much  faster  under  these  conditions,  as  the  changes  necessary  to 
show  proposed  changes  in  switching  could  be  made  by  restringing  part 
of  the  chart,  while  in  the  Belgian  chart  it  would  be  necessary  to  erase 
and  redraft  that  particular  part  of  the  chart  which  was  to  be  changed. 
For  details  of  the  Co-ordinate  chart,  see  Vol.  14,  Proceedings.  1913,  page 
920. 

The  Belgian  chart  consists  of  a  series  of  horizontal  lines  representing 


962  YARDS  AND  TERMINALS. 

the  station  tracks,  main  tracks  and  serving  station  tracks;  the  lines  rep- 
resenting the  time  element  running  vertically,  each  space  between  the 
lines  representing  one  minute.  This  is  described  more  particularly  in 
the  Proceedings,  Vol.  14,  1913,  page  914. 

Above  this  chart  a  map  was  placed  showing  all  of  the  tracks  of  the 
station  (with  their  capacity),  and  the  main  tracks  leading  to  the  station 
tracks.     Each  sheet  was  drawn  up  to  cover  two  hours'  time. 

The  station  being  double-ended,  it  was  necessary  to  divide  the  chart 
into  two  parts,  east  end  and  west  end. 

At  the  time  this  work  was  started  it  was  the  desire  of  the  manage- 
ment to  reduce  the  number  of  station  tracks,  and  the  local  committee 
considered  what  could  be  done  in  the  way  of  operating  the  station  with 
a  specific  number  of  tracks  less  than  the  16  shown  on  the  plan.  On 
account  of  the  nature  of  the  traffic,  however,  which  is  one  of  congestion 
through  certain  hours,  it  was  found  that  to  get  certain  trains  into  the 
station  it  was  necessary  for  them  to  go  around  through  the  thoroughfare 
tracks  and  back  in  from  the  other  end.  This  was  the  only  way  in  which 
some  trains  could  be  handled  without  delay.  It  was  apparent  that  some 
of  the  tenant  lines  would  be  either  discriminated  against  and  obliged 
to  delay  trains  in  coming  into  the  station  layout,  or  change  the  time  of 
some  of  their  trains,  which  it  was  assumed  they  would  not  be  willing 
to  do. 

The  chart  showed  this  in  very  good  form,  and  the  necessary  author- 
ity was  given  to  build  the  entire  16  tracks.  Certain  crossovers  were  also 
shown  to  be  necessary  at  both  ends  of  the  station,  all  of  which  have 
been  provided. 

It  was  the  local  committee's  idea  that  it  would  be  well  to  investigate 
very  closely  the  switching  at  the  Union  Station,  and  see  if  interior  cross- 
overs cannot  save  the  cost  of  one  or  more  switch  engines  by  reason  of 
the  shorter  distance  they  will  have  to  go  in  switching  trains.  As  the  rear 
end  of  the  trains  is  in  the  center  of  the  station  layout,  many  times  when 
a  car  is  set  out  the  switch  engine  handling  the  car  has  to  go  to  the  ex- 
treme end  of  the  interlocking  limits. 

Another  method  of  studying  the  capacity  of  station  and  approach 
tracks  as  put  into  actual  practice  at  Broad  Street  terminal.  Pennsylvania 
Railroad,  Philadelphia,  in  connection  with  the  studies  of  relief  that  would 
be  afforded  by  local  electrification,  is  described  in  the  Proceedings,  Vol. 
14,  191 3,  page  917- 

(2)     DEVELOPMENTS    IN   THE   HANDLING    OF   FREIGHT    BY 

MECHANICAL  MEANS. 

IMPROVEMENTS     IN     TRUCKING     METHODS     AND     PRACTICES     IN    FREIGHT-HOUSE 

WORK. 

In  regard  to  the  mechanical  handling  of  freight,  the  Committee  felt 
that  in  its  former  reports  it  had  fairly  covered  the  subject  of  the  dif- 
ferent mechanical  means  available  for  the  conveyance  of  freight,  as  well 
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as  their  application  to  railway  service  and  to  commercial  and  industrial 
establishments.  Their  application  to  ordinary  freight-house  work,  how- 
ever, is  limited,  and  presents  special  difficulties  and  problems,  as  noted 
in  our   report  of   1914. 

On  the  subject  of  freight  handling,  therefore,  the  main  work  of  the 
Committee  on  the  report  for  1915  has  been  an  inquiry  as  to  improved 
methods  which  have  been  or  might  be  introduced  to  increase  the  capacity, 
rapidity,  or  efficiency  of  the  work,  and  to  effect  a  reduction  in  its  cost. 
This  includes  both  hand  trucks  and  motor  trucks,  the  latter,  of  course, 
being  one  system  of  mechanical  handling. 

Two  things  appear  to  be  evident:  (i)  More  attention  is  being  given 
to  the  efficiency  of  freight-house  operation;  (2)  there  is  a  growing 
opinion  in  favor  of  the  use  of  motor  trucks.  Some  of  the  information 
collected  is  given  in  an  appendix  to  the  report. 

The  question  of  improved  methods  and  trucking  at  any  particular 
freight  house  must  be  considered  in  relation  to  the  other  facilities  and 
the  local  conditions.  While  the  freight  house  should  be  of  sufficient  size 
for  the  handling  of  its  tonnage,  it  should  be  compact,  so  as  to  avoid 
unnecessary  length  of  trucking.  In  general,  for  an  outbound  freight 
house,  a  short  house  with  several  tracks  tends  to  economy  and  rapidity 
of  work  (as  compared  with  a  longer  house  and  fewer  tracks),  since  it 
reduces  the  length  of  trucking  distance.  For  an  inbound  house,  a  wide 
house,  giving  plenty  of  floor  space,  tends  to  economy  and  rapidity  of 
trucking,  as  it  avoids  the  necessity  of  piling  the  freight  high  and  allows 
quicker  location  of   freight  for  delivery. 

It  has  been  suggested  that  new  freight  houses  should  be  planned  with 
a  view  to  the  eventual  use  of  mechanical  handling.  But  it  is  not  easy 
to  see  how  this  can  be  done,  except  by  providing  a  minimum  of  column 
supports  which  might  be  obstructions  to  motor  trucks  pr  conveyors.  As 
noted  later,  clear  space  for  movements  is  essential  to  good  service  with 
motor  trucks. 

In  regard  to  mechanical  conveyors  for  freight,  it  may  be  noted  that 
the  municipal  wharf  on  the  Missouri  River  at  Kansas  City,  Mo.,  has  a 
shed  300  by  40  ft.,  with  two  telfer  tracks  carried  by  the  roof  trusses  and 
extending  laterally  through  the  building  near  each  end.  Along  the  front 
of  the  wharf  is  a  track  for  an  electric  locomotive  crane,  which  can  take 
freight  from  the  steamers  or  barges  and  deposit  it  at  any  point,  or  place  it 
within  reach  of  the  telfer  carriers. 

This  telfer  equipment  has  not  proved  satisfactory  and  it  is  not  be- 
lieved that  any  such  equipment  could  reduce  the  cost  of  handling  the 
freight  when  it  has  been  landed  on  the  wharf  in  front  of  the  doors  of 
the  warehouse.  The  house  is  narrow  (40  ft.),  with  a  continuous  line  of 
doors  on  both  sides,  and  it  is  found  simpler  and  cheaper  to  take  the  freight 
into  the  warehouse  and  across  to  the  wagon  side  by  hand  trucking  than  by 
any  form  of  telfer.  In  a  warehouse  of  larger  area  and  with  packages 
of  uniform  size  the  telfer  might  be  economical. 
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Tlu'  iMinipnunl  has  hriii  liandli'd  cnonjili  tn  tlKMoiij^lily  U-sl  it.  hut  it  is 
now  used  (inly  vvhi-n  larsc  and  licav  y  pit-ct's  an*  moved  from  the  wharf 
side  of  the  warehouse  (hreetly  through  the  house  and  loaded  onto  a 
wagon,  as  there  is  nci  crane  i-(iiiipment  which  will  do  this  work.  The 
ecjuipment  works  satis  facte  )ril\.  l)ni  it  is  thought  that  a  lighter  and 
speedier  telfei-  would  he  used  more  fre(|Uentl\'.  'i'he  greatest  cost  in 
indoading  harges  and  hoats  is  in  getting  the  freight  from  the  hoat  onto 
the  wliarf,  and  this  sei.ins  to  he  accomplished  \ery  easily  h}'  means  of 
the  locomotive  crane*. 

It  is  prol)ahle  that  an  inclined  chain  package  conveyor  will  he  in- 
stalled  to   handle   small   pieces   and   miscellaneous    freight   at   this    wharf. 

One  suggestion  made  to  the  Committee  is  a  development  of  the  grav- 
ity system  of  handling,  which  consists  in  obtaining  the  necessary  eleva- 
tion by  running  the  inbound  cars  to  a  track  above  the  level  of  the  freight- 
house  floor  and  putting  outbound  cars  on  a  track  l)elow  the  floor  level. 
The  gravity  system  is  used  in  many  indu.strial  plants,  and  in  some  cases 
for  loading  or  unloading  cars  at  such  plants,  where  the  packages  are  of 
approximately  uniform  size  and  weight.  But  it  has  not  been  shown 
available  for  ordinary  freight-house  work,  with  its  extreme  variation  in 
size,  shape,  weight  and  breakability  of  packages.  It  is  this  variation 
which  is  the  great  obstacle  in  the  introduction  of  any  conveyor  system 
(gravity  or  mechanical)    for  freight-house  work. 

Increased  efficiency  in  control  of  sorting  and  loading  freight  at  orig- 
inating stations  has  been  suggested  as  preferable  to  the  development  of 
transfer  stations  and  their  operation.  The  reason  for  this  is  that  there 
is  too  much  transferring,  due  to  the  fact  that  in  many  cities  the  freight  is 
scattered  among  different  stations. 

IMPROVEMENTS    IN    HAND    TRUCKING. 

The  system  under  which  the  trucking  is  done  varies  at  different 
points  and  with  different  conditions.  The  system  of  paying  the  truckers 
by  the  hour  is  said  not  to  attract  the  better  or  more  intelligent  class  of 
men  (unless  the  rate  is  high),  so  that  the  speed  is  slower,  mistakes  are 
more  numerous,  and  damages  are  more  extensive.  With  regular  gangs, 
the  work  is  done  tt)  better  advantage  in  these  respects.  One  system 
that  is  advocated  is  the  co-operative  bonus  system,  under  which  a  certain 
figure  per  ton  is  fixed  and  the  men  receive  a  share  of  any  reduction  be- 
low this  figure.  It  is  therefore  to  the  interest  of  each  man  to  do  as  much 
work  as  he  can,  and  to  see  that  his  fellows  do  the  same. 

The  system  of  paying  the  gangs  by  the  amount  of  tonnage  handled 
is  favored  in  some  cases,  as  attracting  a  class  of  men  who  can  display 
more  intelligence  in  their  work,  resulting  in  greater  speed,  less  damage, 
and  more  work  done  for  the  same  expenditure.  For  this  system  the 
trucks  are  fitted  with  aprons,  so  as  to  carry  greater  loads,  and  the  trucker 
distributes  his  load  to  the  several  cars,  acting  as  a  checker. 

Another  system  is  the  extra  truck  or  drop-truck  system,  which  dis- 
penses with  the  trucking  gangs,  and  makes  each  trucker  an  independent 
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unit.  Instead  of  keeping  to  his  own  individual  truck,  the  trucker  takes 
his  load  to  the  car  and  leaves  it  there  for  the  stower.  He  then  picks  up 
a  loaded  truck  for  distribution  (taking  it  to  the  next  point  or  car  for 
unloading),  or  picks  up  an  empty  truck  and  returns  for  another  load. 
This  avoids  the  delay  involved  while  the  trucker  (sticking  to  his  own 
truck)    waits   for  his  truck  to  be  unloaded  or  loaded. 

A  method  which  is  being  tried  at  different  points  is  that  of  loading 
outbound  freight  directly  from  wagons  onto  trucks,  the  receiving  clerk 
checking  the  freight  as  it  is  loaded,  and  the  truck  being  then  run  direct 
to  the  car.  This  avoids  handling  freight  on  the  platform.  For  this  work 
four-wheel  trucks  are  being  used  in  some  cases.  The  system  is  cheaper 
than  the  ordinary  method  and  there  is  less  liability  of  damage,  due  to 
the  reduction  in  handling. 

As  to  the  hand  trucks  themselves,  there  are  possibilities  of  improve- 
ment. In  some  designs  ball-bearings  are  used  to  make  the  truck  run 
more  easily,  enabling  the  trucker  to  move  more  rapidly  and  with  less 
exertion.  For  handling  certain  classes  of  freight  and  heavy  material 
there  are  special  trucks  and  dollies.  A  good  and  even  floor  construction 
facilitates  the  truck  movements  and  expedites  the   work. 

Four-wheel  trucks  can  be  used  to  advantage  in  handling  some  classes 
of  freight,  and  at  certain  freight  houses  such  trucks  are  in  use  for  han- 
dling such  materials  as  lumber,  shingles,  castings,  flour,  etc..  when  re- 
ceived in  large  lots.  Four-wheel  cars  can  be  used  to  special  advantage 
also  for  freight  that  has  to  be  held  waiting  the  placing  of  cars,  as  they 
save  the  double  handling  otherwise  involved. 

ELECTRIC    TRUCKS    FOR    FREIGHT    HANDLING. 

The  electric  motor  truck  is  increasing  in  favor  and  is  of  special 
advantage  under  proper  conditions.  As  freight  carriers  they  are  of  use 
particularly  where  the  commodities  come  in  large  lots,  and  where  the 
freight  house  is  so  constructed  as  to  give  ample  running  room.  A  good 
and  even  floor  is  important  also. 

This  question  of  clear,  unobstructed  space  is  one  of  importance,  as 
proved  by  experience  in  operating  electric  storage-battery  baggage  trucks 
in  the  old  Union  Station  at  Kansas  City,  where  there  was  great  con- 
gestion of  trucks,  tracks,  trains  and  obstructions  due  to  buildings  and 
train  sheds.  It  was  found  that  the  service  of  the  electric  trucks  was  very 
ineflficient,  because  of  the  lack  of  room  in  which  to  work.  The  economical 
thing  at  this  particular  station  was  to  have  a  lot  of  small  hand  trucks. 
upon  which  baggage  could  be  stored  until  trains  were  moved,  and  they 
could  then  be  pulled  to  their  proper  destinations.  The  electric  truck  was 
in  the  way  all  the  time,  and  had  very  little  chance  to  move. 

The  electric  freight  trucks  are  adapted  to  the  work  at  transfer  houses 
as  well  as  at  ordinary  freight  houses.  One  point  for  consideration  is  as 
to  their  comparative  advantages  in  freight  houses  where  wagons  deliver 
at  a   single  doorway,  and  houses  where  they  deliver  at  numerous   door- 
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ways  alonf?  the  side  of  tlie  liouse.  Another  point  is  that  the  increased 
speed  of  the  trucking,  with  power  trucks,  tends  to  speed  up  the  work  of 
loading,   unloading   and   stowing   freight. 

A  particular  point  of  interest  in  regard  to  these  trucks  is  that  some 
officials  consider  them  of  most  value  when  used  as  motor  cars  to  haul 
trailer  cars,  rather  than  when  operated  as  single  independent  units.  This 
gives  greater  filexihility  and  facility  of  distribution.  For  the  most  efficient 
operation  of  motor  trucks  when  thus  used  as  tractors,  it  is  necessary  to 
have  a  sufficient  equipment  of  four-wheel  or  six-wheel  trucks  to  be  used 
as  trailers. 

Some  figures  as  to  the  cost  of  operation  with  electric  trucks  are 
given  below.  It  will  be  noted,  however,  that  the  accounts  are  not  kept 
in  the  same  way,  and  that  the  figures  are  not  directly  comparable.  It 
will  be  noticed  also  that  the  operations  are  not  comparable;  in  the  great 
case  the  service  was  irregular  or  discontinuous,  while  the  second  case 
covers  a  record  for  continuous  service. 

(i)  A  road  operating  50  electric  trucks  states  that  an  actual  test  by 
its  electrical  engineer  indicates  the  following  expense  for  maintenance  and 
current  consumption  for  these  trucks  working  in  the  aggregate  48,000 
hours  in  an  approximate  period  of   12  months : 

Labor  and  material $3,630-90 

Cost  of  current,  48,000  hours  at  3.3  cents  per  hour  1,613.70 

Cost  per  truck 104.89 

Cost  per  truck  per  month 8.74 

A  report  by  the  same  road  on  the  operating  cost  for  handling  freight 
with  electric  trucks,  as  compared  with  hand-truck  operation,  is  as  fol- 
lows : 

Tons  Handled 

by  Electric  Electric  Trucks  Hand  Trucks 

Eastbound.  Trucks.  (Cts.  per  ton).  (Cts.  per  ton). 

Vessel   to   dock 24,050  19.23  29.23 

Dock  to  car   .  .  .• 12,383  11.38  13.15 

30.61  42.38 

Westbound. 
Car  to  vessel 2,452  21.15  30.30 

The  50  trucks  were  not  in  operation  during  all  the  working  hours 
of  the  12-month  period.  In  addition  to  this,  labor  trouble  was  experi- 
enced at  this  point  during  this  time,  which  compelled  the  employment  of 
labor  unfamiliar  with  the  work.  It  is  evident  that  if  the  work  had 
been  done  under  more  favorable  conditions,  the  cost  per  ton  would 
have  been  reduced  further. 

The  costs  shown  above  include  only  the  expense  of  foremen,  truck 
operators  and  laborers.  The  figures  show  also  the  tonnage  handled  at 
these  costs  during  October,  November  and  December,  1912.  On  account 
of  the  short  period  the  electric  trucks  were  in  operation  and  the  small 
amount  of  tonnage  handled,  it  is  considered  that  it  would  not  be  fair 


YARDS  AND  TERMINALS.  967 

to  the  electric  truck  operation  to  include  all  the  items  of  expense  in- 
curred at  the  time  of  their  installation  and  during  their  brief  use  at  this 
point  as  a  basis  for  the  average  cost  per  ton  for  handling  freight. 

The  electric  trucks  were  transferred  to  a  transfer  station  in  Febru- 
ary, 1914,  and  the  average  results,  based  on  the  first  seven  months'  opera- 
tion   (February- August,   inclusive),    are   as   follows: 

Average  per  Month 
]\Iaintenance    and    repairs,    including    labor    and 

material    $   480.71 

Cost  of  current   487-99 

Labor     expense,     including     foremen,     checkers, 
truck  operators,  freight  handlers,  sealers  and 

coopers 5.496.58 

Interest  on  investment  and  depreciation  of  prop- 
erty         778.13 

Total   average  expense  per  month $7,243.41 

Average  number  of  tons  handled  per  month....     17,010  tons 

Average  cost  per   ton    42.58c 

Average  number  of  trucks  in  use  per  month..,  47 

(2)  Another  road  furnishes  a  comparison  of  cost  of  operating  ten 
electric  trucks  and  that  of  hand  trucks.  In  this  case,  the  cost  with  the 
motor  trucks  is  25  per  cent,  higher  than  with  the  hand  trucks,  and  the 
reasons  for  this  are  given  below.  This  record  is  for  a  freight  house  30 
by  780  ft.,  covering  a  period  of  six  days,  and  with  an  average  of  45  cars 
loaded  daily. 

Electric  Trucks.     Hand  Trucks. 
Tons  handled 2,463  2,605 

COST  PER  TON. 

Wages  paid  truckmen 20.13c  20.41c 

Supplies,  current,  renewals,   inter- 
est and  depreciation 5.70  .30 


Total  25.83c  20.71C 

"In  computing  the  cost  of  trucking,  Sunday  work  has  been  excluded 
and  the  six  days  selected  from  operations  in  March  have  been  for  the 
purpose  of  reaching  a  fair  comparison  after  the  men  became  educated  to 
the  use  of  trucks.  There  is  no  question  as  to  their  practicability,  which 
has  been  clearly  demonstrated,  but  the  miscellaneous  freight  for  move- 
ment (shipments  from  ferry  cars  constituting  a  large  proportion  of  the 
tonnage)  requires  so  much  care  to  check  and  distribute  as  to  make  the 
handling  exceedingly  slow.  The  character  of  the  freight  and  the  light 
weight  of  packages  do  not  admit  of  the  electric  trucks  being  loaded  to 
capacity. 

"In  consequence,  the  time  required  in  loading  (because  of  the  tedious 
process  in  finding  the  packages,  reading  the  name  and  consignee  and 
destination)  overbalances  the  gain  in  movement.  When  12  tallymen  are 
employed,  the  track  must  be  utilized  to  meet  the  needs  in  moving  the 
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frt'iKlit  limn  these  various  points,  radialitiK  distribution  to  an  average  of 
45  cars.  Tlu"  opposing  movements,  confusion  incident  thereto,  and  com- 
plications in  nu'ctini*  all  cmiditions,  result  in  congestion  and  obstructions 
in  the  runways   which  cannot  be  overcome." 

In    regard  to  electric  trucks,  the  Conunittee  has  the   following   state 
nient    from   C   K.   Taylor,  Secretary  of  the  Local   Freight  Agents'   Asso- 
ci.ition  of  Chicago  :• 

"All  of  the  lines  entering  Chicago  are  still  trucking  freight  by  hand 
with  the  exception  of  the  Chicago  &  Eastern  Illinois  and  the  Chicago, 
Burlington  &  Quincy.  The  former  has  three  electric  motors  in  use  in  the 
outbound  house  at  Clark  and  Twelfth  streets.  The  latter  has  seven  elec- 
tric motors  in  use  in  the  outbound  house  at  Harrison  and  Canal  streets. 
Both  lines  are  using  these  motors  with  trailers  for  trucking  a  large  per- 
centage of  the  1.  c.  1.  freight  which  they  handle  at  Chicago,  but  they  also 
handle  considerable  quantities  of  freight  with  hand-  trucks.  Each  of 
these  lines  has  demonstrated  that  the  electric  motors  when  used  with  a 
sufficient  number  of  trailers,  and  when  used  in  houses  or  on  platforms 
which  are  adapted  to  their  use,  will  result  in  a  decrease  in  the  cost  of 
trucking  freight  as  compared  with  the  expense  incurred  in  trucking 
exclusively   by    hand. 

"It  is  generally  conceded  by  freight  agents  who  have  given  the  sub- 
ject much  thought  that  the  greatest  benefit  from  electric  motors  as  a 
means  of  trucking  freight  will  be  secured,  not  from  the  loading  of 
freight  on  the  motor,  but  by  using  the  motor  as  a  locomotive  to  pull 
trains  of  trailers.  Under  favorable  conditions  one  of  these  motors  can 
pull  from  six  to  ten  four-wdieel  or  six-wheel  trucks  heavily  loaded,  and 
by  using  the  motors  in  this  manner  a  very  satisfactory  decrease  in  aver- 
age cost  per  ton  for  trucking  freight  can  be  secured." 

DOUBLE-DECK    FREIGHT    HOUSES    AND    INDUSTRY    SERVICE. 

Another  subject  which  has  been  looked  into  incidentally  by  the  Com- 
mittee is  that  of  double-deck  freight  houses,  the  economic  value  of  which 
was  discussed  in  a  paper  presented  to  the  Association  in  1914  by  E.  H. 
Lee    (Chicago   &   Western   Indiana   Railroad). 

The  question  of  practicable  grades  for  approaches  may  come  up  in 
relation  to  freight  houses  having  tracks  above  or  below  the  main  track 
level,  and  this  is  an  important  consideration  also  in  regard  to  industry 
connections.  It  is  of  interest  to  note,  therefore,  that  in  Kansas  City  the 
Kansas  City  Southern  Railway  is  operating  industry  connections  up  to  7 
per  cent,  grade,  and  extending  into  the   center  of  the  city. 

Direct  service  is  given  to  w^arehouses  and  wholesale  houses  within 
the  business  district,  and  this  is  of  special  importance,  as  it  eliminates 
team  hauling  on  very  heavy  street  grades.  From  the  freight  yard  a 
service  track  or  main  industry  track  extends  up  a  street  on  a  steep  grade 
(7  per  cent,  maximum)  and  has  branches  in  the  alleys.  Spur  tracks  lead 
from  the  service  track  and  occupy  sidewalk  and  sub-sidewalk  space  and 
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run  into  the  basements,  the  spur  being  parallel  with  the  street,  but  on  a 
descending  grade  in  the  opposite  direction  to  that  of  the  track  in  the 
street.  Spurs  run  also  from  the  alley  lines  into  the  buildings.  The  track 
is  of  ordinary  construction,  and  the  company  paves  it  and  maintains  the 
paving.  At  turnouts  the  rails  are  riveted  to  steel  channel  ties  embedded 
in  concrete.  Geared  locomotives  are  used  to  haul  the  cars  for  this  indus- 
try service,  as  the  grades  are  impracticable  for  the  ordinary  switching 
engines.  These  geared  locomotives  are  used  also  for  the  yard  and  trans- 
fer switching.  This  unique  system  of  city  industry  service  was  described 
fully  in  "Engineering  News"  of  November  25,   1914. 

(3)     DEVELOPMENTS  IN  THE  DESIGN   AND  OPERATION  OF 

HUMP  YARDS. 

Former  reports  have  dealt  more  directh'  with  design  of  hump  yards. 
This  year  it  was  thought  desirable  to  obtain  data  covering  operation  of 
a  typical  hump  yard,  as  compared  with  a  typical  flat  yard,  preferably 
with  a  similar  character  of  traffic. 

One  hump  yard  and  two  flat  yards  were  selected  by  the  Committee 
for  purposes  of  comparison.  In  the  report  the  hump  yard  is  referred  to 
as  "Yard  A,"  and  the  flat  yards  as  "Yards  B  and  C."  In  case  members 
of  the  Association  desire  to  make  further  study  of  these  costs,  the  names 
of  railways  operating  the  yards  will  be  supplied  by  the  Secretary. 

Statements  attached  show  comparison  of  the  various  features  of  the 
three  yards.  Figures  are  for  the  month  of  August,  1914,  and  represent 
the  actual  operating  conditions  and  costs  for  each  of  these  yards. 

Where  possible,  the  reports  covering  the  three  yards  are  shown  in 
parallel  columns  for  comparison  purposes.  Additional  information  cov- 
ering each  yard  is  also  shown.  At  Yard  A  cars  were  counted  only  on 
entering  yard.  Cars  leaving  yard  were  not  counted.  At  Yards  B  and  C 
cars  were  counted  entering,  as  well  as  leaving,  the  yard.  On  this  account 
211,760  cars  are  shown  as  handled  in  Yard  A  at  a  cost  of  23.76  cents  per 
car,  instead  of  105,880  cars  (actual)   at  a  cost  of  47.43  cents  per  car. 

The  Committee  thought  it  desirable  to  show  cost  of  switching  each 
cut  of  cars,  as  well  as  each  car.  The  value  of  this  information  is  ap- 
parent in  making  comparisons  between  two  yards,  as  one  road  might 
average  two  cars  per  cut,  and  another  road  five  cars  per  cut. 

It  was  also  thought  desirable  to  itemize  the  cost  per  car  for  salaries 
of  yardmasters,  assistants,  engineers,  firemen,  switchmen,  towermen, 
clerks,  car  riders,  car  inspectors,  switchtenders,  weighmasters,  etc.,  as 
well  as  cost  of  supplies,  power,  air,  light,  heat,  etc.,  the  total  cost  of  each 
item  per  car  to  equal  the  total  cost  of  switching  per  car.  Cost  of  switch- 
ing per  cut  of  cars  is  shown  for  Yard  A. 

\  In  this  report,  however,  the  Committee  was  unable  to  distribute  each 
iitem  of  expense  on  a  car  basis.  The  Committee  hopes  to  be  able  to  do 
ihis  in  future,  as  well  as  show  the  cost  of  switching  each  cut  of  cars. 

This  year  the  Committee  also  considered  typical  plans  of  turnouts  on 
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ladders.  A  member  of  the  Committee  sul)mitted  plans  of  different  track 
layouts  over  humps  and  ladders.  The  subject  will  be  carried  over  and  a 
further  study  made  next  year. 

The  Committee  suggests  that  the  engine  employed  on  the  approach 
to  the  hump  be  of  sufficient  power  to  handle  from  a  start  the  maximum 
train  received  in  the  yard. 

(4)     TRACK   SCALES. 

Progress  has  been  made  on  this  subject,  and  the  Committee  has  under 
consideration  the  report  adopted  by  the  American  Railway  Association 
in  1913.  A  few  important  changes  and  several  minor  ones  have  been 
suggested. 

It  is  the  intention  of  your  Committee,  before  making  final  recom- 
mendations on  this  subject,  that  very  careful  and  full  discussion  shall 
be  indulged  in,  and,  with  the  approval  of  the  Board  of  Direction,  this 
Committee  will  confer  with  the  proper  committee  of  the  American  Rail- 
way Association  on  an  approved  set  of  track  scale  specifications  and  rules. 

SUGGESTIONS   FOR  NEXT   YEAR'S   WORK. 

(i)  Continue  study  of  typical  situation  plans  of  passenger  stations 
and  approaches  and  methods  of  operating  same. 

(2)  Report  on  handling  of  freight  in  double-deck  freight  houses, 
with  cost  of  operation. 

(3)  Continue  study  of  classification  yards: 

(a)  Unit  costs  of  operation  of  typical  hump  and  flat  yards. 

(b)  Yard  lighting. 

(c)  Power  vs.  hand-operated   switches   in  hump  yards — ad- 

vantages and  disadvantages. 

(4)  Continue  study,  and,  if  possible,  make  report  on  track  scales. 

Respectfully  submitted, 
COMMITTEE  ON  YARDS  AND  TERMINALS 


Appendix  A. 

FREIGHT-HOUSE   TRUCKING. 

Road  A — There  are  many  systems  followed  by  the  various  trans- 
portation companies  at  freight  depots,  the  systems  being  adaptable  to 
the  peculiar  conditions  of  the  freight  stations,  and  we  do  not  know  of 
any  uniform  system  in  the  trucking  of  freight  that  could  be  adopted  gen- 
erally. Some  houses  are  adapted  to  the  no-gang  system,  others  to  the 
drop-truck  system,  and  still  others  to  regular  gangs.  The  system  to  be 
used  must  be  that  best  suited  to  the  peculiar  conditions  of  the  station 
and  the  method  and  manner  in  which  freight  is  received  and  delivered. 

The  most  economical  method  of  handling  local  carload  freight  is 
the  co-operative  bonus  plan,  by  which  certain  branches  or  departments 
of  the  force  participate  in  the  bonus.  A  certain  figure  per  ton  is  fixed 
and  the  employes  participating  in  the  bonus  work  with  a  view  to  reduc- 
ing the  cost  per  ton  under  the  fixed  rate.  They  receive  50  per  cent,  of 
the  savings,  which  is  divided  between  the  employes  participating,  in 
proportion  to  the  wages  earned.  This  has  a  tendency  to  place  the  freight- 
house  men  on  their  mettle,  striving  to  reduce  the  cost  per  ton,  as  the 
greater  the  reduction  in  the  cost  per  ton,  the  greater  is  the  amount  re- 
ceived. Furthermore,  every  employe  participating  is  a  supervisor;  he 
is  after  the  fellow  who  is  not  holding  up  his  end.  The  employes  under 
the  bonus  plan  would  always  be  looking  for  something  to  do,  and  in- 
stead of  the  head  of  the  department  being  after  the  employe,  the  employe 
would  be  after  the  head  of  the  department  to  keep  him  busy. 

Road  B — The  conditions  in  the  warehouse  at  this  station  are  very 
different  from  those  at  most  freight  houses,  the  freight  handled  being 
practically  all  straight  carload  lots.  In  loading  freight  from  floor  of 
house  to  car,  we  split  the  men  into  gangs  of  10  men  each,  with  a  gang 
boss  to  each  10  men.  We  use  2  men  loading  trucks,  4  trucking  and  4 
stowing  into  cars.  In  unloading  from  cars  to  floor  of  house,  we  use 
4  men  in  car,  loading  trucks  after  doorway  is  broken  out,  4  trucking 
and  two  stowing  on  floor.  In  receiving  freight  from  steamers,  which  is 
delivered  to  us  at  the  foot  of  carriers  on  trucks,  we  divide  the  men  into 
?angs  of  about  28,  as  it  usually  requires  from  20  to  22  men  to  truck  away 
from  each  carrier,  and  6  to  8  men  to  pile  on  floor. 

We  do  not  believe  anything  but  a  two-wheel  truck  could  be  used 
jto  advantage  at  this  station.  A  ball-bearing  truck  would  be  the  means  of 
ncreasing  rapidity  of  handling  freight,  as  it  would  run  so  much  easier, 
ind  the  men  would  not  tire  so  soon. 

Road  C — In  trucking  at  our  freight  houses  we  use  two-wheel  trucks 
md  work  one  checker,  two  truckers,  one  picker  and  one  stower  in  eacli 
^ang  on  short  trucking.     As  conditions  vary,  the  number  of  truckers  is 
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sometinu'S  incn-astMl,  to  cnaltU-  the  remainder  of  the  force  to  l»e  l<e|)t  Imsy, 
when   thi"   Iniekiii^^   distanci-    is   loiijj;. 

Road  I) — At  our  hirgest  InickiiiK  point  we  handle  quite  a  heavy  pack- 
age business.  VVc  use  the  ballot  system,  and  bend  our  efforts  toward  get- 
ting high  efficiency  from  this  method,  by  maintaining  a  high  standard  of 
discipline  among  the  force,  and  by  selecting  the  best  supervision  possible 
in  return  for  the  salaries  which  we  are  allowed  to  offer.  We  employ 
negro  truckers,  but  cannot  afford  to  allow  any  waste,  even  with  this  com- 
paratively low-price  lal)or. 

We  use  only  hand  trucks,  and  the  number  of  gangs,  and  the  number 
of  truckers  in  each  gang,  is  based  upon  close  observation  of  the  amount 
of  business  offering,  and  the  number  of  truckers  needed  t(;  work  each 
section  of  the  warehouse  smoothly  and  efficiently.  In  the  unloading  of 
cotton,  of  which  we  handle  a  large  quantity,  we  have  one  unusual  feature. 
There  are  certain  times  when  we  arc  able  to  set  a  task,  and  allow  the 
gangs  of  cotton  truckers  to  go  home  when  this  has  been  performed.  The 
results  are  highly  satisfactory,  but  we  can  only  set  a  task  when  condi- 
tions are  favorable. 

Road  E — Trucking  freight  in  Chicago  is  handled  as  follows:  At  the 
downtown  freight  house,  out-of-town  freight  is  delivered  by  wagons  to 
the  freight  house.  The  wagons  are  unloaded  by  checkers  and  assistants 
and  loaded  onto  trucks.  In  the  drop-truck  system,  a  trucker  takes  up 
the  nearest  .loaded  truck  and  carries  it  to  destination,  w^hich  is  the  door 
of  the  car  or  string  of  cars  into  which  it  is  to  be  loaded,  and  drops  the 
truck  and  takes  up  the  nearest  loaded  truck  and  takes  it  to  destination, 
drops  it,  etc.  The  trucks  left  by  the  trucker  are  loaded  into  the  imme- 
diate cars  by  a  stevedore  or  stower  and  his  assistant.  The  stevedore 
stays  in  the  car  usually  and  stows  the  freight  in  the  car.  The  trucker 
brings  the  loaded  trucks  to  him  and  unloads  them  conveniently  for  the 
stevedore.  When  he  has  unloaded  the  truck  he  returns  the  empty  truck 
across  the  freight  house  to  the  side  at  which  the  wagons  are  unloaded. 

At  the  main  terminal  yard  at  Chicago,  the  freight  is  transferred  in 
trucks  from  car  to  car  across  a  platform  30  ft.  wide.  The  cars  to  be 
unloaded  are  placed  on  two  adjoining  tracks  on  one  side  of  the  platform. 
The  car  next  the  platform  is  unloaded  first  and  then  the  car  on  the  sec-^ 
ond  track  opposite  to  it  is  unloaded,  the  freight  being  trucked  through-' 
the  first  car.  At  this  house  we  are  not  able  to  use  the  drop-truck  sys- 
tem   for  two   reasons : 

(i)  We  receive  at  this  house  a  number  of  cars  of  mail-order  and 
similar  business  originating  in  Chicago  destined  to  points  all  over  our 
system.  We  find  it  more  economical  to  unload  these  cars  and  pile  the 
freight  in  the  center  of  the  platform,  where  it  can  be  more  easily  sorted; 
It  is  then  loaded  on  trucks  and  distributed  to  the  proper  cars.  The  plat- 
form being  only  30  ft.  wide,  there  is  not  sufficient  space  left  after  the 
rnail-order  freight  is  piled  on  the  platform  to  handle  the  trucks  by  the 
drop-truck  system. 
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(2)  The  truckers  employed  on  the  platform  change  freciuently  and 
under  the  drop-truck  system  new  men  would  have  to  he  watched  very 
carefully  to  see  that  they  left  the  truck  at  the  proper  place.  This  requires 
more  supervision  than  we  are  ahle  to  give  the  work,  and  on  that  account 
we  use  the  gang  system  and  require  the  trucker  to  deliver  the  freight 
in  the  proper  car  and  return  with  his  truck  to  the  starting  point.  While 
the  drop-truck  system  is  not  used  very  largely  on  our  system,  this  is  on 
account  of  conditions  that  exist  at  our  various  freight  houses,  which 
interfere  with  the  use  of  this  plan. 

At  all  freight  houses  in  Chicago  we  have  in  force  what  is  known 
as  the  honus  plan,  which  consists  of  agreeing  with  the  men  upon  a  price 
per  ton  which  the  company  will  pay  for  handling  freight.  The  men 
are  paid  certain  salaries  per  day  for  their  lahor.  If,  however, 
at  the  end  of  the  month,  the  amount  of  the  payroll  is  less  than  the  amount 
the  men  would  receive  for  the  numher  of  tons  of  freight  handled  at 
the  agreed  price,  the  surplus  is  divided  hetween  the  men,  each  man 
receiving  the  same  percentage  in  addition  to  his  wages  that  the  differ- 
ence in  totals  bears  to  the  amount  due  per  the  agreed  price  per  ton.  At 
our  downtown  freight  houses  this  percentage  averages  about  12  per  cent. 

The  rate  per  ton  for  handling  freight  is  fixed  at  57  cents,  and  this 
includes  the  salaries  of  general  foremen  and  foremen,  coopers  and  time- 
keepers, and  other  overhead  expense.  The  following  is  a  copy  of  one  of 
the  sheets  issued  for  a  month's  work  at  the  downtown  freight  house : 

31,360  tons  handled  at  fixed  price  of  57c  per  ton. $17,875. 20 

Payroll  for  houses  i  and  8,  inward  freight $  6,236.63 

Payroll  for  houses  2  and  3,  outward  freight.  ..  .     9,619.90 

Actual  cost  as  per  payrolls $15,856.53 

Bonus  to  be  divided  with  employes 2,018.67 

Bonus  percentage  01 273 

Total  bonus  paid $  1,968.77 

Bonus  undivided  account  of  time  checks  issued, 

amounting  to  $391.25 49.81 

Bonus  undivided  account  of  discarded  fractions  .09 

Total     $  2,018.67 

At  the  main  terminal  yard  a  bonus  system  is  also  used,  the  price 
there  being  54  cents  per  ton,   covering   similar  overhead   charges. 

The  arrangement  and  design  of  the  freight  houses  have  a  large  effect 
on  the  cost  of  handling  freight.  The  most  efHcient  type  of  freight  house 
jis  that  having  one  or  tw^o  tracks  lengthwise  through  the  center  of  the 
house,  with  a  platform  on  each  side.  This  does  aw^ay  wnth  a  great  deal 
'3f  the  confusion  that  occurs  where  there  is  only  one  platform  and  it  also 
ififords  better  facilities  for  unloading  the  cars.  For  instance :  Where 
there  is  only  one  platform,  the  car  next  the  platform  may  contain  bulky 
br  unwieldy  freight  which   is   diflQcult  to   handle   and  necessitates   a  long 
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time  in  unloading  the  car.  The  car  opposite  tliis  on  the  second  track  can- 
not be  unloaded,  perhaps,  until  the  entire  freight  is  removed  from  the 
hrst  car.  This  means  delay  in  handling  that  carload  and  it  also  upsets 
the  program  for  the  day's  work.  Where  there  are  two  platforms,  the 
second  car  may  be  unloaded  on  the  nearest  platform  and  the  freight 
destined  to  the  other  platform  may  be  trucked  through  the  adjoining  cars. 
The  force  of  freight  handlers  can  be  stimulated  still  more  where 
the  gang  system  is  in  operation  by  figuring  the  bonus  for  each  gang 
separately,  instead  of  making  a  uniform  bonus  for  all  the  gangs.  The 
more  efficient  men  will  then  be  able  to  earn  more  money  and  will  not 
I)e  held   back  by  the  poor  work  of  other  gangs. 
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Appendix   B. 

THE    USE    OF    MOTOR    TRUCKS    AND    HAND    TRUCKS    AT 

FREIGHT  •  HOUSES. 

In  seeking  for  information  in  regard  to  the  use  of  motor  trucks  for 
handling  freight  at  freight  houses,  this  question  was  taken  up  with  the 
Association  of  Transportation  and  Car  Accounting  Officers.  That  asso- 
ciation's Committee  on  Conducting  Freight  Transportation  kindly  solicited 
information  from  a  number  of  railways,  and  a  summary  of  the  replies 
received  has  been  furnished  for  use  with  our  report.  The  question  is 
under  consideration  also  by  the  above  association's  Committee  on  Mark- 
ing and  Packing  Freight. 

As  a  result  of  the  inquiry  noted,  replies  were  received  from  nine 
lines  which  are  using,  or  have  used  motor  trucks  in  handling  freight  at 
large  freight  houses.  None  of  these  lines  appear  to  have  made  a  com- 
prehensive study  of  the  use  of  motor  trucks  to  the  extent  of  being  able 
to  show  whether  or  not  their  employment  is  economical.  In  fact,  only 
one  line,  a  prominent  Western  trunk  line,  has  presented  any  tangible 
figures  tending  to  confirm  a  saving  in  freight-house  labor  and  expedi- 
tion of  freight  handling;  and  in  this  case  data  is  lacking  as  to  cost  of 
electrical  current,  cost  of  maintenance,  wages  of  motormen,  supervision 
of  electrician  in  charge  of  motors,  and  the  probable  longevity  of  the 
trucks.  The  experience  of  the  line  in  question  extends  over  a  period 
of  only  six  months,  and  therefore  it  is  hardly  in  position  to  testify  as 
to  expense  side  of  the  question.  It  is  evident  that  the  matter  must  be 
decided  with  a  view  to  the  local  conditions  at  each  individual  freight 
house. 

Line  i.  Six  trucks  in  use;  initial  cost,  $1,515  each;  carrying  capacity, 
3,000  lbs.;  haul  as  many  as  fifteen  trailers  loaded  with  1,200  to  1,500  lbs. 
each.  Resulted  in  decrease  of  tracking  force  from  107  to  91  men,  with 
practically  same  amount  of  freight  handled.  Average  cost  per  ton  de- 
creased .025.  Experience  extends  over  a  period  of  six  months.  No  data  as 
to  expense  of  current,  upkeep  or  life  of  motors  or  wages  of  motormen 
or  electricians  necessarily  employed  to  handle  and  charge  trucks  and  keep 
up  repairs. 

Line  2.  If  you  have  the  right  kind  of  freight,  the  long-platform  haul 
and  the  charging  plant  handy,  and  sufficiently  large  (and  suitable)  ton- 
nage, then  the  electric  truck  pays,  but  not  otherwise.  At  two  large  New 
York  piers  this  line  has  abandoned  motor  trucks. 

Line  3.  A  two  months*  test,  made  in  1912,  resulted  in  the  conclu- 
sion that  with  proper  facilities  (plenty  of  freight  house  and  platform 
room,  so  that  the  trucks  could  be  got  about  readily  without  interference) 
the  performance  would  be  an  economical  advantage.  The  trucks  are  very 
good  things  for  long  hauls,  but  at  docks  where  they  have  to  go  out  into 
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cars,  (loun  iiuliiu's,   liini   (.(iiiiits.  j^o   up  sicrp  planks,  (.-ic,   tlu-y   arc  ahso- 
Iutcl\   of  no  adxantagc. 

I. nil-  /.  riu-  niatlt-r  oainc  up  k^i  «.  >  >n>i(I(.Tation.  Inu  aiicr  ^on-g  niio 
il  llioroughly  wc  came  to  the  conclusion  that  motor  trucks  might  he  of 
service  as  tractors  -that  is.  for  li.indlinK  the  tour-wheel  trucks  from  one 
end  of  the  shed  to  the  other— hut  lor  j^eneral  freight  handling  we  figured 
tliey  would  not  reduci-  the  cost  of  handling  sufficiently  to  warrant  the 
outlay,  h'rom  another  ])oint  on  same  line:  "The  cost  of  handling  from 
shed  to  cars  is  al)out  0.40  cents  per  ton.  as  compared  with  8.40  cents 
per  ton  with  hand  trucks.  On  accoinit  of  their  extra  speed  it  cost  in  the 
neighhorhood  of  20  cents  i)er  ton  to  take  the  flour  from  the  boat  and 
sort  it  in  the  shed,  as  compared  with  about  2;^  cents  per  ton  with  hand 
trucks"  At  still  another  point  on  same  line,  in  the  winter  of  19 12  and 
1913  four  motor  trucks  were  used  and  the  number  has  since  been  in- 
creased to  18.  It  was  considered  that  "for  a  short  distance,  75  feet  or 
less,  there  was  no  sa\ing  o\er  ordinary  liand  trucks,  but  for  greater  dis- 
tances they  can  be  used  to  advantage,  and  the  greater  the  distance  the 
greater  the  advantage.  In  a  test  on  distance  of  250  feet  or  more,  the 
saving  was  about  50  per  cent,  in  favor  of  the  electric  trucks.  They 
should  1)6  used  on  comparative!}'  smooth  surfaces,  ])lank  of  even  height 
or  concrete  will  give  best  results."' 

Line  j.  The  use  of  the  electric  truck  as  a  freight-carrying  proposi- 
tion is  a  failure.  However,  the  use  of  the  electric  truck  as  a  motor 
proposition  to  pull  trailers  is  a  success,  providing  proper  intelligence  is 
given  the  trailers  selected  and  the  operation  of  same  after  they  are 
selected.  Or,  in  other  words,  there  is  no  doubt  that  the  four-wheeled 
truck  in  connection  with  the  electric  motor  as  a  propelling  power  is  a 
decided  saving  over  the  old  two-wheeled  trucks.  Just  what  extent  the 
electric  power  plays  in  the  saving  is  jiroblematical. 

Tt  is  a  well-established  fact  that  the  price  of  checking,  calling  and 
stowing  will  remain  tlje  same,  regardless  of  whether  the  two-wheeled  or 
four-wheeled  trucks  are  used,  and  also  regardless  of  the  fact  of  whether 
the  freight  is  propelled  by  human  or  electric  power.  Therefore,  the  only 
element  of  economy  to  be  practiced  is  the  equipment  to  be  used  in 
handling  the  freight  from  the  door  or  the  car  to  its  ultimate  destination. 

An  extended  investigation  some  two  years  ago  in  fifty  freight  houses 
developed  the  fact  that  it  costs  the  railroads  3  cents  per  ton  per  100  ft. 
to  truck  the  freight  on  two-wdieeled  trucks.  Observations  made  lately  i\ 
have  established  the  fact  that  the  cost  of  trucking  freight  per  ton  100  ft. 
by  the  use  of  four-wheeled  trucks  can  be  reduced  i  cent  per  ton,  or  the 
cost  will  be  2  cents  per  ton  per  100  ft.  Therefore,  it  can  readily  be  seen 
that  the  installation  of  four-wheeled  trucks  will  reduce  the  actual  cost 
of  trucking  2>3  1/3  P^r  cent. 

The  electric  motor  at  this  point  can  be  introduced  to  efifect  a  further 
saving.  Some  observations  made  lately  have  demonstrated  that  the  co^t 
per  ton  per  100  ft.  by  the  use  of  electric  motor  is  $0.0086  per  ton.  How- 
ever, we  must  take  into  consideration  that  all  of  the  freight  handled  at 


I 


YARDS  AND  TERMINALS.  977 

a  freight  house  eaiiiiot  he  handled  hy  eleetric  Iriiek.s;  only  that  porticm 
of  the  freiglit  reeeiving  a  niiiiinnini  truek  haul  of  300  ft.  or  greater  can 
ali'ord  to  he  selected  for  the  motor  service.  Therefore,  the  increase  of 
maximum  ton  haul  will  he  a  very  great  factor  in  the  approximate  sav- 
ing hy  the  introduction  of  electric  trucks  as  a  proi)elling  power. 

.\n  outhound  freight  house  not  over  over  600  ft.  long  should  he 
equipped  with  four-wheeled  trucks.  The  electric  [jower  need  not  to  he 
taken  into  consideration  for  the  successful  operation  of  this  house,  hut 
when  the  length  of  the  house  exceeds  600  ft.  the  installation  of  electric 
power,  together  with  the  four-wheeled  trailers,  will  enahle  a  still  further 
reduction  in  the  cost  per  ton.  The  longer  the  house,  the  more  trucks  in 
the  proportion. 

In  summing  up  the  situation,  in  nearly  all  of  our  outhound  freight 
houses  the  use  of  electric  trucks  comhined  with  the  four-wheeled  trucks 
as  trailers  should  reduce  the  actual  cost  of  trucking  ( which  does  not 
mean  the  actual  cost  of  handling  the  freight)  50  per  cent. 

Line  6.  Uses  motor  trucks  as  tractors  and  has  practically  eliminated 
hand  trucks;  length  of  freight  station,  1,730  ft.;  therefore  trucking  ex- 
pense high.  Battery  man  necessary  to  look  after  hatteries.  No  informa- 
tion given  as  to  economy  in  handling  as  against  hand  trucks,  nor  figures 
as  to  initial  cost  of  trucks,  current,  maintenance,  etc. 

Line  7.  Experience  under  adverse  conditions  does  not  warrant  rec- 
ommending motor  trucks  for  exclusive  carrying  of  freight.  Making  new 
experiments  with  use  of  motor  trucks  as  tractors,  and  thinks  will  show 
satisfactory  results. 

Line  8.  We  have  made  some  tests  in  this  direction  at  different  points 
on  our  line,  but  owing  to  local  conditions,  and  also  expense  of  mainte- 
nance, we  have  not  yet  been  convinced  that  the  handling  of  freight  hy 
electric  trucks  is  an  economical  measure. 

Line  9.  Daily  wage  of  motormen,  %:^.i;i>.  No  data  as  to  current 
expense,  maintenance  or  probable  life  of  truck.  Agent  under  whose 
supervision  trucks  are,  and  depot  foremen,  state  their  experience  does 
not  recommend  use  of  electric  trucks  from  the  standpoint  of  either  facility 
or  economy. 


Appendix    C. 

ADDITIONAL     INFORMATION     COVERING     OPERATION-    Ol- 
"YARD   A,"   FOR   MONTH   OF  AUGUST.    IQ14. 

(i)     Capacity  of  receiving  yards: 

Easlboimd,  890  cars;  westbound,  972  cars;  total.  1,862  cars. 

(2)  Capacity  of  classification  yards: 

Eastbound,  1,830  cars;  westbound,  1,815  cars;  total,  3,645  cars. 

(3)  Capacity  of  departure  yard   (eastbound  yard  only),  466  cars. 

(4)  Number,  capacity  and  location  of  car  repair  tracks,  caboose  tracks, 

hold  tracks,  transfer  tracks  and  icing  facilities  (if  any): 

No.  T  repair  yard,  located  north  of  westbound  classification  yard,  six 
outside  tracks,  capacity  150  cars,,  and  42  tracks  in  roundhouse,  capacity  84 
cars,  total  capacity  234  cars,  for  repairing  loaded  and  empty  cars  in  west- 
bound channel,  also  four  tracks  in  paint  shop,  capacity  16  cars,  for  paint- 
ing passenger  equipment. 

No.  2  repair  yard,  located  south  of  westbound  receiving  yard,  seven 
tracks,  capacity  184  cars,  for  repairing  empty  cars  in  both  westward  and 
eastward  channel,  principally  steel  equipment. 

No.  3  repair  yard,  located  north  of  eastbound  receiving  yard,  nine 
tracks,  capacity  325  cars,   for  repairing  empty  cars  in  eastward  channel. 

No.  4  repair  yard,  located  south  of  eastbound  classification  yard,  four 
tracks,  capacity  66  cars,   for   repairing  loaded  cars  in   eastward  channel. 

Five  caboose  tracks : 

(a)  Two  located  south  of  entrance  to  westbound  receiving  yard, 
for  Div.,  through  preference  and  slow  cabooses. 

(b)  One  south   of   westbound   receiving   yard,    for    

Div.,  local  cabooses. 

(c)  Two  south  of  exit  from  westbound   classification  yard,  one 

for    connecting    divisions,    the    other    for    turnarounds,     

Div.,  and  cabooses   Div.,  total  capacity,  92  cabooses. 

(d)  Two  hold  tracks  (included  in  classification  yards)  capacity 
of  track  in  eastbound  yard,  59  cars ;  in  westbound  yard,  42  cars. 

(e)  Sixteen  tracks  at  transfer  station,  capacity,  371  cars. 

(f)  Emergency  icing  is  done  from  a  supply  car,  emergency  icing 
station  to  be  located  south  of  the  eastbound  classification  yard  under 
consideration. 

(5)  Are  lengths  of  tracks  in  above-mentioned  yard  satisfactory  f 

(a)  Capacity  of  tracks  in  eastboimd  classification  yard  range  from 
20  to  84  cars,  the  maximum  train  is  85  loaded  cars,  should  have  at  least 
four  tracks  of  lOO-car  capacity  each,  on  which  to  assemble  maximum 
trains  to  eliminate  doubling  up  cars  from  two  tracks,  and  provide  clas- 
sifying room  from  time  full  train  has  been  assembled  until  it  has  been 
removed. 

(b)  Capacity  of  tracks  in  westbound  classification  yard  range  from 
13  to  65  cars,  eight  of  them  short  tracks,  ranging  from  13  to  28  car 
lengths,  too  short  to  accommodate  assigned  classifications,  and  should  be 
from  25  to  30  car  lengths. 

(c)  Capacity  of  tracks  in  eastbound  receiving  yard  range  from  50  to 
80  cars,  and  accommodate  the  normal  train. 

(d)  Capacity  of  tracks  in  westbound  receiving  yard  range  from  56 
to  75  cars ;  two  tracks  should  be  lengthened  to  accommodate  100  cars  each. 
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(6)  General  description  of  traffic: 

Through  and  local  preference  (fast)  freight,  through  and  local  slow 
freight,  and  all  classes  of  system,  foreign  and  individual  empty  cars. 

(7)  There  is  a  departure  yard  in  connection  with  the  eastbound  classifi- 

cation yard. 

(8)  Departure  yards  are   desirable  for  the   making   up   of  prompt  dis- 

patching of  trains,  reducing  the  time  betzveen  terminals;  also  for 
relieving  classification  yards,  so  that  classifying  is  not  interrupted. 
(g)     Number  and  cost  per  car  through  the  yards,  for  cars  that  do  not 
pass  over  the  hump: 

(a)  27,272  cars  interchanged  with  the  transfer,  at  a  cost  of  $0.1425 
per  car. 

(b)  23,264  cars  interchanged  with  the  repair  yard  at  a  cost  of  $0,138 
per  car. 

(c)  In  addition  to  above,  23,919  cars  passed  around  the  yard  with 
road  power. 

In  items   (a)   and  (b)   cars  are  counted  entering,  as  well  as  leaving, 

the  yard. 

(10)  Tractive  power  of  each  engine  and  number  of  loaded  and  empty 
cars  one  engine  will  handle  over  the  hump.  Also  hours  of  service 
of  each  engine  and  particular  duty  it  performs,  such  as  hill  engine 
or  hump  engine,  trimming  engine,  rider  engine,  transfer  engine, 
etc.: 

(a)  Three  types  of  engines  used,  i.  e.,  H-5,  H-6  and  H-3. 

(b)  Tractive  power  of  H-s  equals  40,867  lbs. 

(c)  Tractive  power  of  H-6  equals  39,688  lbs. 

(d)  Tractive  power  of  H-3  equals  21,504  lbs. 

(e)  H-5  engines  will  handle  20  cars  of  coal  or  heavy  freight,  35  cars 
of  merchandise  or  light  freight,  and  50  empties,  over  the  eastbound  hump 
on  an  average  grade  of  i.o  per  cent,  through  receiving  yard  and  2.:^  per 
cent,  approaching  the  hump. 

(f)  H-5  engines  will  handle  25  cars  of  coal  or  heavy  freight,  40  cars 
of  merchandise  or  light  freight,  and  65  empty  cars  over  the  westbound 
hump,  where  one-half  of  the  receiving  yard  is  substantially  level  and  the 
remaining  half  is  on  an  average  0.8  per  cent,  grade  with  a  short  3.0  per 
cent,  grade  at  the  hump. 

(g)  The  grade  from  both  receiving  yards  to  the  humps  is  controlled 
by  overhead  township  thoroughfares. 

(h)  Hours  of  service  of  all  yard  engines  range  from  20  to  22  hours 
each  day,  six  to  eight  H-5  or  H-6  engines  used  to  push  trains  from  the 
receiving  yards  over  the  humps  (regulated  each  day  by  the  volume  of 
business  en  route),  four  H-3  engines  used  for  trimming,  also  hauling  car 
riders  back  to  the  apex  of  the  hump. 

(i)  Six  H-6  engines  used  in  interchanging  cars  with  the  transfer, 
which  includes  spotting  of  cars  in  houses. 

(j)  Five  H-6  and  one  small  or  mill  type  engine  used  in  interchanging 
cars  with  the  repair  yards,  which  includes  spotting  or  spacing  of  cars  on 
repair  tracks. 

(k)  Four  H-6  engines  (one  day  and  one  night  in  each  classification 
yard)  used  to  do  general  shifting  work,  serving  coal  wharf,  shifting  hold 
tracks,  hauling  trains  out  of  the  classification  to  departure  yard  or  storage 
tracks,  shifting  warehouse  sidings  within  yard  limits,  and  assisting  in 
making  up  trains  for  road  movement. 

(11)      (a)   Eastbound  cars  from   transfer  are  moved  by 

transfer  crews  to  the  eastbound  receiving  yard,  pass  over  the  eastbound 
hump  to  assigned  tracks  in  the  eastbound  classification  yard,  from  which 
point   they   are    dispatched   to    destination.      Westbound    cars    are   moved 
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from  tlu'   transk-r   by   traiisfi-r   sliiftcrs  to  the   vvcsiIjoiiikI   rccciN'ing  yard, 
pass  over  the  westhoiiiul  liuini)  to  assiittietl  tracks  in  tlu-  westbound  clas 
sirtcation  yard,   from   wbicli  point   they  are  (hspatclied  to  destination. 

(b)  Eastbound  cars  from  the  shop  rei)air  yards  are  moved  from  thi' 
sliop  yards  by  shop  shifters  to  tlie  eastbonnd  receiving  yard,  pas.sed  over 
the  eastbonnd  hump  to  assigned  tracks  in  the  eastboinul  classification  yard, 
from  which  point  they  are  (hspatched  t(j  destinations.  Wcstbcjund  car^ 
from  shop  tracks  are  moved  by  shop  shifters  to  the  westbounrl  receiving 
yard,  ])ass  over  the  westbound  Iiump  to  assigned  tracks  in  the  westbound 
classitication  yard,   from  wiiich  point  they  are  di.spatched  to  destinations. 

(IJ)  fiastbound  bump,  4(j,447  cars;  .^2,636  cuts;  average  cost  per  car 
$o.4cS87 ;  average  per  cut  $0.7405. 

Westbound  hump,  5(!,433  cars;  4i,i8<>  cuts;  average  cost  per  car 
$0.4616;  average  per  cut  $0.6324. 

{13)      (a)    Eastbonnd  cars  destined  to transfer  are 

yarded  in  the  eastbonnd  receiving  yard,  pass  over  the  eastbound  hump 
to  tracks  in  the  eastbound  classification  yard  assigned  for  such  cars,  from 
which  point  they  are  moved  by  the  transfer  crews  to  the  transfer  shed. 
Westbound  cars  are  yarded  in  the  westbound  receiving  \ard,  pass  over 
the  westbound  hump  to  tracks  in  the  westbound  classitication  yard  as- 
signed for  such  cars,  and  are  moved  from  that  point  by  transfer  crews 
to  the  transfer  shed. 

(b)  Eastbound  cars  for  the  shop  repair  yards  are  yarded  in  the  east- 
bound  receiving  yard,  pass  over  the  eastbound  hump  to  tracks  assigned 
for  such  cars  in  the  eastbound  receiving  yard,  from  which  point  they  are 
moved  by  shop  shifting  crews  to  the  shop  yards.  Westbound  shop  car^ 
are  yarded  in  the  westbound  receiving  yard,  the  westiiound  classification 
yard  from  which  point  they  are  moved  by  shop  shifting  crews  to  the  shop 
tracks.  Shop  cars  arriving  in  trains  other  than  shop  trains  are  handled 
in  identically  the  same  manner. 

(14)  The  105,880  cars  reported  as  passing  over  the  eastbound  and 
westbound  humps  during  month  of  August  represent  the  actual  cars 
which  passed  over  the  humps.  If  each  car  is  counted  twice,  once  when  it 
enters  the  receiving  yard  and  again  when  it  leaves  the  classification  yard, 
the  total  car  movement  for  the  month  referred  to  would  amount  to 
211,760  cars;  but  not  all  of  this  number,  however,  would  be  credited  with 
passing  over  the  humps.  The  average  cost  of  handling  each  car  on  this 
basis  of  calculation  would  be  $0.2376,  but  this  would  not  represent  the  cor- 
rect average  per  car  in  passing  over  the  humps. 

The  average  cost  of  47.43  cents  per  car  over  the  humps  includes  all 
items  of  yard  expenses  from  the  time  the  car  enters  the  receiving  yards 
until  it  passes  out  of  the  classification  yards. 

There  is  a  heavy  grade  at  the  entrance  to  the  eastbound  receiving 
yard,  which  requires  the  assistance  of  a  yard  engine  to  pull  all  heavy 
tonnage  trains  into  that  yard.  In  the  westbound  receiving  yard  there  is  a 
dip  by  reason  of  an  overhead  road  bridge.  This  dip  is  about  in  the  center 
of  the  receiving  yard,  and  the  rqad  power  can,  without  assistance,  pull 
westbound  trains  onto  the  receiving  tracks.  It  requires  two  engines,  and 
with  heavily  loaded  trains  three  engines,  to  push  trains  from  either  re- 
ceiving  yard   to  the   apex   of  either   hump,   and   in  case   of  all   steel  coal 

trains   received   from  the    Branch,  it  is  usually  necessary  to 

use  four  engines  to  push  to,  the  hump. 

The  expense  also  has  been  included  of  the  pick-up  engines  engaged 
in  hauling  the  car  riders  from  the  classification  tracks  back  to  the  humps, 
and  which  engines  also  do  what  is  commonly  termed  "trimming"  or  push- 
ing the  tracks,  as  well  as  the  general  yard  shifters,  one  day  and  one  night, 
in  each  classification  yard  which  shift  the  "hold"'  tracks,  drill  repair  cars 
damaged  in  classifying  from  the  receiving  tracks  to  the  yard  tracks,  and 
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vice  versa,  aiul  i)articularly  cars  traveling  as  preference  freight ;  drill  out 
and  return  to  the  humps  any  cars  which,  through  classifying  errors,  are 
run  to  the  wrong  tracks,  perform  interchange  movements  between  the 
eastbound  and  westbound  yards,  such  as  westbound  loaded  cars  received 
from  the  eastbound  transfer  house,  and  vice  versa.  The  necessity  for 
these  engines,  of  course,  is  apparent,  and  their  cost  of  operation,  particu- 
larly the  additional  feeders,  which  are  required  to  assist  in  yarding  east- 
bound  heavy  tonnage  trains  and  in  pushing  all  trains  to  the  humps,  will 
no  doubt  show  an  increased  average  cost  per  car  compared  with  other 
large  yards  which  have  more  favorable  grades  and  operating  conditions. 

(15)  One  hundred  and  thirty-nine  car  riders  (including  cutters, 
feeders,  polers,  checkers  and  track  pushers)  is  the  daily  average  computed 
from  the  actual  number  of  men  used,  at  a  total  cost  of  $16,782.39,  or  an 
average  of  $120.73  P^r  month  for  each  individual. 

(16)  Eastbound  classification  yard  is  lighted  by  three  rows  of  arc 
lamps,  there  being  five  tracks  outside  of  the  first  row,  six  tracks  outside 
of  the  last  row,  and  ten  tracks  between  the  side  rows  and  the  middle  row. 
The  lamps  are  suspended  from  poles  about  35  ft.  from  the  ground,  and 
located  about  300  ft.  apart.  We  consider  this  a  good  lighting  arrange- 
ment, the  row  through  the  middle  of  the  yard  preventing  a  shadow  from 
the  two  outside  rows. 

(17)  The  following  items  were  considered  in  compiling  the  total 
cost  of  handling  105,880  cars  over  the  humps  during  the  month  of 
August,  daily : 

8  assistant  yardmasters $  1,077.20 

4  hump    foremen    .•'.■. .' 538.60 

24  engine  crews    5,977-99 

139  car  riders   (including  cutters,  feeders,  etc.).  16,782.39 

4  classification  yard  shifting  crews 2,988.21 

20  yard  clerks   ■ 1,516.22 

5  scale   clerks    525.05 

97  car  inspectors   and   repairmen 6,839.90 

45  switch    tenders    3,250.61 

$39,496.17 

(18)  Electro-pneumatic  switch  machines  are  located  in  the  classifi- 
cation foremen's  offices  at  the  apex  of  both  humps.  The  wages  of  the 
men  operating  the  machines  is  included  in  the  cost  of  handling  cars  over 
the  humps. 

(19)  Weighing  cars  going  over  the  hump  retards  the  movement 
materially,  but  is  considered  the  most  practical  method.  To  install  the 
scales  at  some  other  point  would  result  in  rehandling  the  cars  to  get  them 
to  proper  classification  tracks  after  they  were  weighed. 

(20)     Additional  information: 

Number  of  cars  handled  each  day  in  August.  1914,  in  each  direction  : 

August.  East.  West. 

1st  2,433  2,665 

2nd  1,877  1,696 

3rd  1,938  2,046 

4th  2,081  2,505 

5th  2,449  2,712 

I                 6th  2,421  2,828 

1                 7th  2,366  3,310 

8th  2,332  2,174 

9th  2,119                      ^  T,934 

loth  1,869  2,145 

1              nth  2,168  2,543 

I               I2th  2,078  2,872 
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August.  East.  West. 

i3lh  2,444  2,606 

I4tli  2,451  2,601 

i5tl>  2,359  2,545 

16th  1,926  1,933 

17th  2,028  2,048 

i8tli  1,980  2,429 

19th  2,242  2,633 

20th  2,302  2,632 

21  St  2,560  2,650 

22nd  2,089  2,486 

23rd  1,858  1,833 

24th  1,810  2,136 

25tli  2,054  2,175 

26th  2,216  2,431 

27th  2,547  2,572 

28th  2,481  2,850 

29th  2,318  2,547 

30th  2,189  2,201 

31st  2,051  2,198 

(b)  Maximum  number  of  cars  handled  during  24  hours,  giving  sepa- 
rately number  over  each  hump : 

Eastbound  hump,  2,482. 

Westbound  hump,  2,144,    total   both    humps    (January   24,    1913), 
4,626. 
Maximum  handled  in  one  hour : 
Eastbound  hump,  135. 
Westbound  hump,  140. 

(c)  The  above  maximum  number  of  cars  handled  taxed  the  capacity 
of  the  yard,  and  it  is  not  possible  to  maintain  this  performance  regularly 
with  the  present  facilities. 

(d)  Total  number  of  cars  handled  through  yards  January  24,  1913, 
6,294;  3,136  east  and  3,158  west;  of  which  4,626  cars  passed  over  the  hump. 

ADDITIONAL    INFORMATION    COVERING    OPERATION    OF    YARD    "b"    FOR    MONTH   OF 

AUGUST,    191 4. 

(i)     Capacity  of  each  division  of  yard: 

North  yard   1,079 

South  yard    - 636 

Mineral  yard    452 

Shop  yard   1,078 

Furnace  yard    143 


Total  cars   3,388 

(2)  //  yard  is  on  a  grade,  zvhat  per  cent,  of  switching  is  down  grade? 
None ;  25  per  cent,  of  the  switching  is  up  grade. 

(3)  In   connection    with   opening   of   new  double-track,   low-grade   rail- 

road between  and  ,  it  will  be  necessary 

to  revise  and  rearrange  "Yard  B,"  for  the  prompt  and  economical 
handling  of  long  heavy  tonnage  trains.  The  topographical  condi- 
tions not  being  favorable  to  a  hump  yard,  it  is  probable  that  a 
gravity  yard  will  be  put  in. 

(4)  Tractive  power  of  each  engine: 

Four  types  of  engines  used,  i.  e.,  H-19,  H-17,  H-8  and  B-4. 

Tractive  power,  H-19 33,700  lbs. 

Tractive  power,  H-17 32,800  lbs. 

Tractive  power,  H-8 28,200  lbs. 

Tractive   power,   B-4 27,600  lbs. 
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(5)  Summary  of  cars  handled: 

Inbound   loads    25,375 

Inbound  empties    14,243 

Total    39,618 

Outbound  loads  24,948 

Outbound  empties  14,515 

Total    39,463 

Total  in  and  outbound  loads  and  empties.  .'. 79,o8i 

Cars  switched  : 

Inbound    36,275 

Outbound     48,085 

Total     84,360 

Cars  not  switched   3,343 

Internal  service : 

Loads    43,166 

Empties    38,097 

Total    81,263 

Total  cars  handled 165,623 

Engine  hours  handled 3,i75-5 

(6)  Summary  of  operating  costs: 

Wages   of  engineers $  1,364.64 

Wages  of  firemen ^'^7-?>7 

Cost  of   fuel 1,762.50 

Cost  of  water 160.94 

Cost  of  lubricants 45-66 

Other   supplies    47-36 

Engine  house  expenses 648.12 

Wages  of  foremen 1,238.26 

Wages  of  switchmen 2,500.24 

*Engine   rental    3,461.30 

Car   inspectors    1,442.94 

Other  yard  employes 3,210.27 

Damage  to  cars 241.29 

Yard   supplies    33-45 

Air    4.51 

Electric  light   97.08 

$16,875-93 

The  cost  of  handling  cars  inbound  and  outbound  is  based  on  the  act- 
lal  time  consumed  by  yard  engines  in  the  disbursement  and  assembling 
[)f  trains  only.  This  expense,  of  course,  includes  the  same  proportion  of 
ihe  yard  office  expense,  as  the  switch  engine  time  relates  to  the  whole. 
In  other  words,  practically  51  per  cent,  of  the  entire  time  was  consumed 
In  disbursing  and  assembling  trains. 

!      The  same  percentage  of  all  other  costs  over  and  above  the  yard  en- 
tine  expense  is  included  in  the  figures  shown. 

Taking  the  entire  Yard  B  expense,  and  dividing  it  by  the  total  num- 
er  of  cars  received  and  forwarded,  or  79,081,   we  have  a  cost  of  21.34 

1     *The  Committee  increased  engine  rental  from  $793.88  to  $3,461.30  in  oi^der 
|)  put  both  yards  on  same  basis  for  purpose  of  comparison. 
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Cfiits  per  car  l-Ortx  ninr  i)ir  iciil.  of  tlu'  ciitirc  yard  cugiiii'  tinu-  \va- 
consniiu'il  in  inti-riial  switching  service.  'I'aking  that  percentage  of  iIk 
entire  cost,  the  internal  switching  cost  was   10.45  cents  per  car. 

Attention  is  called  by  the  Committee  to  the  pecidiar  operating  condi 
tioiis  in   Yard   B.     This  yard  is  one  imto  itself   from  an  operating  stand- 
ponit.     The   main   line  train  yards  are  locaterl    next   to   the   main    track   in 
tandem. 

In    addition    to    these    two   train    yards,    there    are    five   di\isioi)    yards 
where  trains  are  made  up  for  five  separate  divisions  of  the  road. 

A  section  of  each  of  the  two  main-line  train  yards  is  set  aside  and 

known  as  a  city  yard,  into  which  all  cars  from   proper  are 

received  and  disbursed  in  our  internal  service  arrangements.  Into  this 
yard  there  are  five  main-line  entrances  In  other  words,  all  traffic  must 
be  dislnirsed  and  asseml)led  for  movement  from  and  to  five  separate  and 
distinct  main-track  lines. 

ADDITION.XL    INFORM  .\TION    COVERING    Ol'ERATION    OF    Y  ART)    "c"    FOR     MONTH    OF 

AUGUST,    1914. 

(i)     Capacity  of  each  division   of  yard,  including  car  repair  tracks,  ca- 
boose tracks,  hold  tracks,  transfer  tracks,  icing  facilities,  etc.: 

(Basis  of  42-ft.  cars.) 

Freight    house    1 72 

Westbound  yard    954 

Storage    classification    743 

Storage  outside   classification / 498 

Car  repair   tracks 438 

Alley  tracks    160 

Ice   plant    105 

Elevator  "A"    391 

Eastbound  yard   903 

Coach  yard    (basis  of  70-ft.   cars) 200 

Total    4,564 

(2)  If  a  yard  is  on  a  grade,  what  per  cent,  of  szmtching  is  down  grade? 
The  greater  portion  of  Yard  C  is  level.     There  is  a  JE^  per  cent,  grade 

at  the  east  end.  and  a  .6  per  cent,  grade  at  the  west  end  of  the  clas- 
sification yard,  which  makes  the  switching  in  the  westbound  train  yards 
and  in  the  classification  yard  down  grade.  Approximately  50  per  cent,  is 
down  grade. 

(3)  No  changes  to  suggest  in  regard  to  arrangement  of  tracks  in  this 

yai'd. 

(4)  Tractive  power  of  each  engine  ^  31,100  lbs. 

(5)  Summary  of  cars  handled: 

Eastbound  loads    26,561 

Westbound    loads    16,780 

Loads   from  connecting  lines 3,782 

Loads  to  connecting  lines 8,471 

55,594 

Eastbound  empties    3,891 

Westbound  empties    9,146 

Empties   from  connecting  lines 4.990 

Empties  to   connecting  lines 2,539 

20,566 
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{b)     Sminiiary  of  operating  costs: 

Engine  rental — 11,562  hrs.  at  $1.09  per  hour.  ..  .$12,602.58 

Yardmasters  and  assistants 1,764.66 

Car   markers    55-00 

Switchmen    14,441.39 

Switchtenders    122.24 

Car  insi^ectors   1,374.66 

Enginemen    8,054.43 

Weighmasters    269.50 

Clerks     2,209.08 

Enel    6,889.08 

Water     616.37 

Lubricants     181.87 

Engine    supph'es    148.70 

Engine  house   expenses    (yard  engine  only)  ....  2,534.49 

Power    595-20 

Air    523-73 

Light    361.88 

Yard    supplies    84.17 

Total     $52,829.03 

Company  generates  its  own  current  for  all  facilities.  Above  costs  do 
not  include  general  office  or  administration   expense. 
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dTATKMIi.N  r    Sll(>\\I\(i    COMI'AlilSON'    OI'  nl>i;H.\TI .\(;    COXDITinxs    IN'    oNK 
m.MI*  V.\in)  .\M)  '1"\V()  KL.\T  YAIIDS, 
Month  of  August,  1914. 


Yard  A  (Hump) 

Eastbounfl  hump  double 

(Questions  .\.ski'(l 

track 

Westbound  hump-double 

track 

ViTd  B  (Flat) 

Yard  C  (Flat) 

(1) — PercpntJis:e  of  south  oi 

64 J  per  cent,  loads  

69  per  cent,  loads... 

87  per  cent,  loads. 

east  bound  1  rafiic  .  . 

3.")i  per  cent,  empties.. 

31  percent,  empties 

13  per  cent,  empties. 

(2) — Perp(>ntas:e  ol  norfh  or 

71  per  cent,  loaded 

55  8  per  cent,  loads. 

65  p(;r  cent,  loads. 

west  bound  ttafTic... 

29  per  cent,  empties. 

44.2pcrcent.omp*.ies 

35  per  cent,  empties. 

(3) — Character  of  .■^outh  or 

Fresh  meat,  live  stock. 

Fresh  meat,  perish- 

Fruit,  potatoes,  sugar. 

east  bound  loads.  .  . 

live     poultry,     fruit. 

ablemerchandise. 

vegf- tables,  asphalt. 

dairy  and  other  food 

grain,  flour,  stone. 

cement,  coal,  flour. 

products,  machinery, 

coal,  coke,  etc.  .  . 

grain,  hay,  lumber. 

merchandise,      grain, 

live  .stock,  etc. 

mill     products,     raw 

and  finished  coal  and 

coke 

(4) — Character  of  nortli  or 

T.ive  stock,  fruit,  vege- 

Perishable   grocer- 

Aut/Omobiles, beer, 

west  bound  loads. . 

tables,    merchandise, 

ies,  merchandise. 

furniture,fl  machin- 

mill    products,     raw 

lumber,  slag,  etc. 

ery,     fresh     meat. 

and  finished  machin- 

merchandi.se,   c  e  - 

ery,  coal,  coke,  lime- 

ment, coal,  etc.    ^^ 

stone  and  ore 

(5) — Number  of  loaded  cars 

102,734  loaded  cars  (a) 

96,903   loaded  cars 

43,341  loaded  cars  (e) 

liandled   during  the 

.53,602  empty  cars  (a).  . 

(b) 

month 

68,720  empty  cars. 

(0) — Numb«>r  of  empty  car.- 

13,037  empty'cara  (e). 

handled   during  the 

month 

10.852  cars  weighed... 

2,696  cars  weighed 

(7)  — .\  u  m  b  o  r  of  c  a  r  f- 

0,275  cars  weighcfl. 

Avciahed  during  th<' 

month 

4,998    cars    (3,962   over 

2,976  cars  (h) 

(8)— .Maximum    number   oi 

l,537.cars  (h). 

cars  handled  during 

humps)  (h) 

24  hours 

(9) — Maximum    number   oi 

cars  handled  during 

any  one  hour 

632  cars 

450"cars 

3 16  "cars. 

(10)— Number  of  cars  classi- 

fied  

211,760  cars  (c) 

79,081  cars 

83,832  cars  (e). 

(11) — Cost  per  car 

23.76c  per  car  (d) 

21.34c  (d) 

63.01c  per  car. 

(12) — Rental  of  engines 

$1.64  per  hour  (f) 

$1.09  per  hour  (g).. 

$1.09  per  hour  (g). 

(13)— Cost  of  air 

$258.77 

$4.51 

$97.08 

.$.33.45 

$523.73. 

(14)— Co.st  of  lighting 

$  76.39 

.$361.88. 

(l.")) — f^o.st  of  supplies 

.?96.00 

$148.70. 

(16) — No.  of  cars  damaged. . 
(17) — Cost  of  damage  to  car.- 

78  cars 

60  cars 

$241.29 

31  cars. 

$1,854.50 

$3.59.50. 

(18) — Are    trains    departing 

With  exception  of  2  di- 

Yes  

AH  trains  are  made 

from  yard  made  up 

visions  set  off  trains 

up  in  station  order. 

in  station  order.  .  .  . 

are  not  made   up   in 

except    drag    trains 

station  order — all 

which  handle  dead 

trains  are  made  up  to 

freight    exclusively 

embrace  districts  af- 

and empties. 

fording     the     longest 

haul  to  the  break  up 
point 

(19) — Estimated  cost  of  dup- 

licating yard,  exclus- 

^ 

ive   of   grading, 

bridges    and    build- 

ings   

$750,000.00 

$329,200.00 

$5.54,180.00. 
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EXPLANATORY    NOTES. 

(a.)    These  cars  are  counted  only  on  entering  the  yard — cars  departing  from  yard  are  not  counted 

(b)  53,737  loads  entering  and  leaving  yard;  43,166  loads  switched  to  and  from  local  industries; 

total,  96,903. 

(c)  Report  showed  105,880  cars  entering  Yard  A  from  either  east  or  west,  and  were  counted 
J  but  once.     For  comparative  purposes  this  amount  was  doubled,  as  cars  switched  in 

Yard  B  were  counted  on  entering  as  well  as  leaving  the  yard. 
B'd)    These  figures  include  cost  of  yardmasters  and  assistants,  switchmen,  towermen,  clerks, 
m  car  riders,  car  inspectors,  switch  tenders,  weigh  masters,  engineers,  firemen,  engine 

H  rental,  cost  of  supplies,  including  power,  air,  light,  heat,  etc.     General  office  or  admin- 

istration expense  not  included. 

(e)  Cars  are  counted  entering  as  well  as  leaving  yard. 

(f)  At  Yard  A  the  cost  of  engine  rental  is  made  up  as  follows: 

Cost  per  100  locomotive  miles  run  for  repairs  of  locomotives,    including  replaced 

locomotives $18.29 

Cost  per  100  locomotive  miles  run  for  fuel  yard  locomotives 5 .  26 

Cost  per  100  locomotive  miles  run  for  lubricants  for  locomotives  (yard  and  road)       .29 
Cost  per  100  locomotive  miles  run  for  other  supplies  for   locomotives    (yard   and 

road ) 40 

Cost  per  100  locomotive  miles  run  for  engine-house  expenses  (yard  and  roadK  ...     3.07 

Total  cost  per  100  locomotive  miles  run , $27.31 

Average  per  mile 2731 

Average  per  hour,  based  on  6  miles  per  hour  for  yard  engines 1 .64 

(g)  Cost  of  engine  rental  at  Yard  B  was  figured  at  .$5.00  per  day,  and  Yard  C  at  124.00  per  24 

hours. 

For  comparison  purposes  committee  figured  it  as  follows: 

Cost  per  100  locomotive  miles  run  for  repairs  to  locomotives 

including  replaced  locomotives $18 .  29 

Average  per  mile 1829 

Figuring  6  miles  per  hour  for  yard  engines  makes  the  cost    1 .  09  per  hour  as  shown . 
Fuel,  lubricants,  other  supplies  and  engine  house  expenses  are  not  included  in  engine 
rental,  as  they  have  been  included  in  general  expense, 
(h)    These  cars  counted  but  once. 
NOTE — The  comparatively  high  cost  of  handling  cars  in  Yard  "C"  is  accounted  for  by  the 
fact  that  wages  paid  in  Yard  "C"  are  higher  than  in  Yard  "B." 

Also  due  to  the  fact  that  extra  expense,  was  incurred  in  Yard  "C"  handling  cars  to  and  from 
other  railways  and  the  stock  yards. 


REPORT  OF  COMMITTEE  XIX— ON   CONSERVATION 
OF  NATURAL  RESOURCES. 


C.  H.  FiSK,  Chairman; 

R.    H.    AlSHTOK, 

MdSEs  Burpee, 

F.    F.    Bu  STEED, 

A.  L.  Davis, 
\V.  A.  Ham  MEL, 


A.  W.  Carpenter,   Vice -Chairman; 

William   McNab, 

a.   l.  moorshead, 

Francis  Lee  Stuart, 

S.  N.  Williams, 

R.  C.  Young, 

Committee. 


To  the  Members  of  the  American  Raihvay  Engineering  Association: 

The  outline  of  work  assigned  to  the  Committee  for  1914  was  as 
follows : 

(i)  Continue  the  study  of  tree  planting  and  general  reforestation. 

(2)  Continue  the  study  of  coal,  fuel-oil  and  timber  resources. 

(3)  Continue  the  study  of  iron  and  steel  resources. 

The  Committee  has  continued  the  study  of  all  the  subjects  in  the 
outline  of  work.  A  report  on  tree  planting  and  general  reforestation, 
giving  quite  complete  data  on  the  work  in  this  line  undertaken  by  rail- 
ways, is  given  in  the  following  pages. 

(i)   TREE  PLANTING  AND  GENERAL  REFORESTATION. 

It  is  estimated  that  $75,000,000  are  lost  annually  because  the  forest 
lands  of  the  United  States  are  unproductive,  and  that  40,000,000  acres 
of  natural  forest  lands  now  denuded  are  incapable  of  being  regenerated 
naturally.  As  we  are  using  40  cu.  ft.  of  timber  per  capita  annually, 
while  the  annual  growth  of  the  forests  produces  only  13  cu.  ft.  per  capita, 
or  only  one-third  of  the  timber  consumed  is  replaced  by  growth,  it  was 
estimated  at  the  Fifth  Conservation  Congress  that  we  will  experience 
a  scarcity  of  timber  in  23  years  unless  proper  measures  are  taken  to 
prevent  it. 

Work  of  reforestation  is  being  conducted  by  the  Federal  Govern- 
ment, by  several  state  commissions  and  institutions,  b}'  railroads  and  by 
private  individuals. 

The  Forest  Service  of  the  United  States  Department  of  Agriculture 
is  now  reforesting  about  20,000  acres  per  year  in  the  Western  national 
forest?.  After  several  years'  experience,  this  work  is  still  considered 
experimental,  but  the  results  are  reported  as  successful  as  could  be  ex- 
pected. In  the  Southern  Appalachians  and  the  White  Mountains  of  New 
England  the  Department  of  Agriculture,  under  the  direction  of  the  Na- 
tional Forest  Reservation  Committee,  is  purchasing  lands  for  reforesting 
and  forest  preservation  on  watersheds,  but  is  not  planting  trees,  because 
it  is  expected  that  the  forests  will  perpetuate  themselves  through  natural 
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reproduction  (if  seedlings  or  sprouting,  if  fires  arc  prevented.  AIhmu 
i.ioo.ooo  acres  had  been  approved  for  pnrcliase  u\)  to  June  30,  U)I4;  of 
these  342,000  acres  were  virgin  forest  and  536,000  acres  were  culled  and 
cutover  lands. 

Experiences  shows  planting  nursery  stock  more  successful  than  seed- 
ing and  less  expensive,  the  total  average  cost  of  plantations  being  about 
$9  per  acre. 

The  states  which  are  reported  as  most  extensively  engaged  in 
reforestation  are  New  ^'ork,  Pennsylvania,  Massachusetts,  Vermont,  New 
llanipshire,  Connecticut,  Ohio,  Michigan,  Wisconsin  and  Minnesota.  The 
New  York  State  Conservation  Commission  furnished  in  1914  some  5,000,000 
young  trees,  which  were  planted  on  about  5,000  acres,  divided  between 
the  State  Forest  Preserve,  state  institutions  and  private  owners. 

The  following  railroads  are  known  to  have  experimented  with  tree 
planting  and  reforestation :  L.  &  N. ;  D.  &  PI. ;  C.  V. ;  N.  &  W. ;  B.  & 
A.;  P.  R.  R.;  Pa.  Lines  West;  A.,  T.  &  S.  F.;  C.  P.;  L  C,  and  N.  Y.  C. 
Information  was  obtained  from  officials  of  these  railroads  as  follows : 

The  Louisville  &  Nashville  (W.  H.  Courtenay)  reports  over 
1,500,000  trees  planted  in  1904,  1905  and  1906,  mainly  black  lo- 
cust, in  Kentucky,  and  Catalpa  Speciosa  in  other  states  from  Illinois 
to  Florida.  At  Carney,  Ala.,  700  acres  were  planted  in  catalpa,  though 
usually  planted  on  small  tracts  of  land  at  different  points  available,  some 
being  planted  on  the  edge  of  right-of-way,  where  wide.  The  main 
object  was  to  encourage  owners  of  vacant  lands  to  follow  example  and 
utilize  their  lands  for  tree  planting,  incidentally  giving  considerable  tim- 
ber for  ties.  Mr.  Courtenay  considers  the  experiment  a  failure,  and 
thinks  the  company  wnll  probably  never  recover  expenditure.  Eleven 
thousand  catalpa  trees  were  planted  in  Northern  Kentucky  in  1904  and 
1905,  and  an  inspection  during  the  summer  of  1910  showed  only  17.8 
per  cent,  in  good  condition,  wdiile  67.1  per  cent,  were  dead  or  missing, 
the  remainder  being  rated  as  fair  or  bad;  74,600  locust  trees  w^ere  planted 
in  the  same  territory  in  1904-1905,  and  65.6  per  cent,  of  these  were 
reported  dead  or  missing.  Perhaps  the  most  favorable  growth  of 
catalpa  was  planted  in  the  depot  park  at  La  Grange,  Ky.,  in  1903,  where 
one  of  the  best  trees  w^as  cut  INIarch,  1913,  and  the  maximum  diameter  of 
the  trunk  within  the  bark  w-as  found  to  be  a  little  less  than  6  in.  A 
large  proportion  of  the  trees  in  the  7GO-acre  tract  at  Carney,  Ala.,  are 
dead.  During  the  first  three  or  four  years  after  planting  a  large  amount 
of  money  was  expended  in  cultivating  them  and  in  destroying  worms 
which  infest  catalpa. 

James  MacM'artin,  of  the  Delaware  &  Hudson  Company,  reports 
that  2,600  acres  have  been  planted,  beginning  in  1907  and  continued  to 
date.  The  plantations  vary  in  size  from  two  to  650  acres.  The  lands 
planted  have  been  mainly  w^orn  out  agriculturally  or  denuded  through 
cutting  operations  and  subsequent  fires.  The  work  has  been  handled  by 
the  Woodlands  Department,  which  has  three  nurseries,  in  which  all 
stock  raised  is  used   for   reforesting,   each  being  under  a  foreman.     The 
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ork  is  directed  by  a  technically-trained  forester,  and  the  methods  are 
lose  usually  employed.  Very  little  broadcast  sowing  has  been  done,  as 
has  been  found  that  better  results  are  obtained  from  setting  out  seed- 
ngs  and  transplants.  The  poplar  planted  is  expected  to  produce  good 
Lilp  timber  in  20  to  25  years,  and  the  pine  to  be  available  for  general 
se  in  40  to  50  years.  The  land  planted  is  not  a  ])roducing  territory 
nd  has  a  relatively  low  value.  It  is  estimated  that  the  net  returns 
ill  ultimately  be  from  5  to  10  per  cent,  annually.  The  company  does 
Dt  consider  it  wise  to  plant  trees  for  railroad  purposes  on  account  of 
le  time  element  and  possibility  of  using  substitute  materials  in  railroad 
instruction. 


UMBER  OF  TREES  OF  EACH  KIND  PLANTED  EACH  YEAR  AND 

CONDITION  OF  TREES  PLANTED'  AND  PROSPECTS  OF  GROWTH. 

Per  Cent. 

No.  Trees  Area  in  Alive  at 

Location.                  Species.  Planted.  Acres.  Present. 

1907 

^olf  Pond    Scotch    Pine  18,000  18  95 

1909 

:iddle  Kilns    S.    Pine    Seed  250  25 

1910 

rolf  Pond    Scotch  Pine  233,000  240  99 

[iddle  Kilns    Scotch    Pine  62,400  60  98 

cattering     Scotch    Pine  12,720 

1911 

luff  Point    Scotch   Pine  15,000  10 

elanson    Scotch   Pine  80,000  85  20 

eadowdale    Scotch    Pine  12,000  10  10 

uanesburgh    Scotch   Pine  29,800  31  10 

elleys    Scotch  Pine  16,800  17  8 

■).    Schenectady Scotch  Pine  13,000  12  10 

echanicville   Scotch  Pine  28,600  30  25 

astleton,    Vt Scotch  Pine  20,900  19  10 

/"ilKes-Barre,    Pa Red    Oak  125,750  110  85 

1912 

elanson    Scotch  Pine  58,925  85  65 

eadowdale    Scotch  Pine  85,000  11  85 

uanesburgh Scotch  Pine  25,000  31  70 

ellevs    Scotch  Pine  15,400  17  80 

luff  Point Scotch  Pine  24,200  10  96 

O.Schenectady Scotch  Pine  12,000  10  95 

:echanicville   Scotch  Pine  24,000  30  90 

astleton,    Vt Scotch  Pine  15,000  19  20 

aratoga    Scotch  Pine  9,800  81/0  25 

rolf  Pond    Scotch  Pine  240,400  200  97 

1913 

.^olf  Pond Scotch  Pine  652,085  650  75 

7olf  Pond White    Pine  11.375  11  75 

.^olf  Pond Norway    Spruce  15,775  15  75 

/"ilkes-Barre,    Pa Locust  6,600  6  90 

7ilkes-Barre,    Pa Red  Oak  119,800  120  95 

>^olf    Pond Norway    Poplar  84,000  84  Failure 

1914 

fiddle    Kilns Norway  Poplar  194.150  194  85 

'iddle    Kilns Elm  4,900  4  80 

iddle    Kilns White    Ash  19,700  19  80 

orest   City,    Pa Red  Oak  220,000  220  90 

Locations  not  indicated  otherwise  are  in  New  York  State. 

The    above    tabulation    shows    the  number    of  each    kind    of    trees 

•  anted   each   year,   together   with  the   percentage  of   each   kind   alive   at 

lie  last  inspection,  and  the  condition  of  the  trees  living,  which  are  all 
ji  a  good,  healthy  condition,  is  indicative  of  what  may  be  expected  in 
le  manner  of  future  growth  ;  in  other  words,  good  growth  can  be  ex- 
acted from  all  trees  which  are  now  living. 


!M»L'  c:()\si;i<\  \ri().\  oi"  xaiikm.  k'I'.soukces. 

1'.  r..  Kennedy,  <il'  iIr-  Cunihirland  \'alkv  Kailroad,  rrjjorUs  200 
acres  i)Ianted  in  plots  varying  from  two  io  sixty  acres,  the  soil  varying 
from  a  gocxl  (|nality  of  clay,  nnderlaid  with  limestone,  to  poorest  slate 
and  gravel.  Plantings  are  on  strips  variously  located,  from  joining  the 
right-of-way  to  three  miles  distant  from  the  tracks.  Early  in  1906,  10,000 
yellow  locusts  were  planted;  in  1908,  13,600  red  oak  seedlings;  in  1909. 
63,000  red  oak  seedlings;  in  1910.  4,000  yellow  poplar  (on  deep,  moist 
ground),  5,000  yellow  locust,  38,000  red  oak;  in  1911,  49,000  red  oak;  ii; 
1912,  68,000  red  oak.  These  were  one  year  old,  6  to  12  in.  high.  Younp 
trees  did  hctter  w  here  grass  and  weeds  were  kept  trimmed  Ijack ;  in  some 
cases  seedlings  showed  better  in  poor  land  than  on  richer  soils,  where 
grass  and  weeds  grew  rank.  The  company's  Gardening  Department  has 
planted  and  cared  for  the  trees.  The  plantings  are  designed  to  produc( 
car  lumber,  switch  timber  and  ties  in  40  to  60  years,  depending  on  variet\ 
of  tree  and  character  of  soil  in  which  grown.  The  reforesting  will  als< 
help  preserve  the  water  supply.  The  land  in  many  cases  could  not  hav( 
been  used  for  any  other  purpose.  Care  must  be  taken  to  protect  tree^ 
from  injury  by  fire  or  live  stock. 

J.  E.  Crawford,  of  the  Norfolk  &  Western,  reports  that  in  190,: 
about  2,000  catalpa  trees  were  planted  at  Ivor,  Va.,  but  a  short  tria 
showed  them  unsuitable,  and  that  loblolly  pine  is  the  natural  timber  foi 
the  eastern  section  of  the  railway,  so  that  the  company  has  discontinue 
its  experiment  in  reforestation. 

F.  B.  Freeman,  of  the  Boston  &  Albany  Railroad,  reports  a  planting  0 
25  acres  of  catalpa  some  20  years  ago  without  success,  and  that  nothin;. 
further  has  been  done  in  reforestation. 

R.  Trimble,  of  the  Pennsylvania  Lines  West  of  Pittsburgh,  report 
an  experimental  planting  of  51  acres  of  catalpa  trees  for  cross-tie  sup 
ply  at  Kosciusko,  Ind.  The  soil  is  not  good,  the  growth  of  trees  no 
rapid,  and  it  is  now  impossible  to  give  a  very  reliable  estimate  of  thi 
time  when  these  trees  can  be  cut  for  cross-ties. 

C.  F.  W.  Felt,  of  the  Santa  Fe  System,  reports  that  nothing  ha 
been  done  for  two  years,  due  to  the  scant  rainfall  in  California.  Th- 
growth  of  trees  is  too  slow  to  make  planting  a  practical  commercia 
proposition.  The  trees  already  planted  continue  to  look  well,  an< 
while  there  is  no  doubt  about  their  ultimate  growth,  it  will  take  tO' 
long  under  present  conditions  for  them  to  attain  the  necessary  size,  henc 
there  is  no  intention  of  continuing  the  planting: 

John  Foley,  Forester  of  the  Penns3dvania  Railroad,  reports  tha' 
incident  to  extensive  changes  of  line  and  grade,  the  railroad  acquire 
property  in  excess  of  actual  right-of-way  and  station  needs.  Most  0 
this  land  was  unsuitable  in  size,  shape  and  location  for  sale  to  farmer: 
Though  more  suitable  to  agriculture  than  silviculture,  the  Pennsylvani 
Railroad  undertook  to  plant  trees  upon  it  to  encourage  farmers  along  it 
lines  to  similarly  use  their  waste  areas.  Many  tree  planters  have  profite 
by  its  advice  and  experience.  The  first  planting  was  made  in  1902,  an 
black  locust  was  used  exclusively  until   1906,  on  advice  that  it  was  th 
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most  desirable  tree.  Trofessional  iorcstcrs  were  Iheu  engaged  and 
planting  of  locust  discontinued.  In  the  railway  territory  that  tree  is 
subject  to  attacks  by  two  boring  insects,  which  so  infested  the  planta- 
tions that  the  trees  grew  much  more  slowly  than  expected,  and  have 
generally  been  made  unfit  for  other  than  fence-post  material.  Since 
1906  plantings  have  had  no  unusual  troubles  and  promise  to  furnish 
timbers  as  large  as  cross-ties  within  50  years.  All  the  lands  available 
had  trees  planted  during   1913. 

The  Canadian  Pacific  Railway  planted  25,000  tamarack  seedlings 
in  the  spring  of  1908  on  eight  acres  of  land  unsuitable  for  agricultural 
purposes,  to  grow  timber  for  ties,  trees  being  four  feet  apart  each 
way.  The  plantation  is  on  a  high,  gravelly  knoll,  and  trees  are  all 
thrifty,  requiring  no  attention.  For  close  observation,  100  trees  of  aver- 
age size  were  selected,  marked  and  measured  each  year,  beginning  with 
the  fall  of  1909,  for  growth  in  height  and  diameter,  the  latter  being 
taken  18  in.  from  the  ground.     Following  are  the  results : 


Year. 

Av.  Height. 

Av.  Growth. 

Av.  Diameter 

1909 

3  ft.  II      in. 

I  ft.  10^  in. — 2 

seasons       .55  in. 

1910 

5  ft.    8     in. 

I  ft.    9     in. 

■  79  in. 

1911 

6  ft.  11^  in. 

I  ft.     zM  in. 

1.29  in. 

1912 

8  ft.  ii^in. 

2  ft.    0     in. 

1.63  in. 

1913 

II  ft.     i^  in. 

2  ft.    2     in. 

2.02  in. 

The  Canadian  Pacific  Company  has  600,000  acres  of  permanent  tie  re- 
serves adjacent  to  its  lines.  Some  of  these  are  being  logged  so  as  to  fur- 
nish a  continuous  supply  of  ties. 

The  New  York  Central  Railroad,  lines  east  of  Buffalo,  started  refor- 
estation work  on  some  of  its  unused  and  unprofitable  lands,  in  the 
spring  of  1914.  The  land  consists  of  two  tracts  of  several  hundred 
acres  each,  which  were  purchased  in  1854  and  1864,  respectively,  in 
order  to  obtain  right-of-way.  In  1912  state  laws  were  enacted  relative 
to  assessment  and  taxation  of  forest  land  for  the  purpose  of  encourag- 
ing and  making  profitable  the  reforesting  of  denuded  tracts  and  the 
cultivation  of  timber.  By  these  laws  the  taxes  are  applied  to  the 
assessed  value  of  the  land  only,  with  no  taxation  of  the  timber,  or  with 
exemption  or  reduction  of  the  land  tax  and  a  tax  on  the  timber  when 
harvested.  The  railroad  company  decided  to  take  advantage  of  these 
laws  in  an  experimental  attempt  to  provide  a  revenue  from  its  unused 
waste  lands.  The  soil  of  one  tract  is  described  as  rocky,  stony,  part 
sand,  practically  waste.  Application  was  made  in  prescribed  form  for 
the  entry  of  the  lands  under  the  tax  laws  mentioned,  and  trees  for 
planting  were  purchased  of  the  state  nurseries.  By  an  arrangement  with 
the  State  College  of  Forestry,  the  trees  were  planted  and  will  be  culti- 
vated by  the  students  of  that  college  as  part  of  their  training.  The 
planting  of  1914  comprised  some  50,000  trees,  including  white,  Scotch, 
Norway  and  red  pines,  larches,  red  oaks  and  Carolina  poplars.  These 
covered  only  a  portion  of  the  lands  set  aside  for  the  work,  and  it  is 
understood    that    plantings    will    be    continued    from   year    to   year   until 
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the  land  is  fully  covered.     The  work  is  in  charge  of  the  railroad  com- 
pany's agriculturist. 

The  following  report  on  the  successful  plantation  of  the  Illinois 
Central  Railroad  has  been  furnished  by  A.  S.  Baldwin,  Chief  En- 
gineer : 

A   SUCCESSFUL  EXAMPLE  OF  TREE  PLANTING. 
THE   CATALPA    PLANTATION   OF   THE  ILLINOIS    CENTRAL  RAILROAD   COMPANY    AT 

HARAHAN,  LA. 

This  plantation  is  located  seven  miles  north  of  New  Orleans,  on  the 
main  line  of  the  Illinois  Central  Railroad,  and  consists  of  200  acres  set 
apart  from  land  already  acquired  by  the  railroad  company.  The  soil  is 
the  well-known  alluvial  deposit  of  the  Mississippi  River  bottom  land,  of 
great  depth,  and  having  good  drainage  and  sub-irrigation. 

The  planting  was  made  in  the  spring  of  1902,  at  which  time  173,000 
one-year  seedlings  of  the  Catalpa  Speciosa  were  planted.  The  trees  were 
planted  4  ft.  apart,  with  the  expectation  that  the  close  planting  would 
promote  a  straight  growth  until  such  time  as  the  trees  had  become 
sufficiently  large  for  fence  posts,  thinning  them  out  as  they  became  of  such 
size,  leaving  the  trees  that  were  to  grow  into  size  for  cross-ties  approxi- 
mately 12  ft.  apart. 

The  handling  of  the  plantation  was  at  first  entrusted  to  outside  parties, 
who,  on  account  of  lack  of  familiarity  with  the  soil  and  labor  conditions, 
incurred,  in  the  first  few  years,  a  greater  expense  than  is  now  felt  to  have 
been  netessary,  in  the  cultivation  and  upkeep  of  the  plantation,  although, 
due  to  the  exceedingly  fertile  soil,  an  unusual  expense  would  necessarily 
be  incurred  in  the  first  few  years  in  the  protection  of  the  seedlings  from 
the  rank  growth  of  grass,  weeds  and  underbrush,  which  had  a  tendency 
not  only  to  smother  the  seedlings,  but  presented  a  fire  risk  in  the  fall  of 
the  year,  from  which  latter  cause  considerable  injury  was  incurred  on 
several  occasions. 

When  the  trees  were  first  planted,  it  was  with  the  theory  that  when 
the  catalpa  tree  is  cut  back  at  an  age  of  from  three  to  five  years,  the 
sprouts  which  will  spring  from  the  stump  will  be  straight,  more  hardy  and 
generally  better  than  if  the  original  tree  be  allowed  to  mature.  Carrying 
out  this  theory  at  Harahan,  a  considerable  number  of  young  trees  were 
cut  back,  'but  the  few  sprouts  that  grew  were  inferior  to  the  original 
plant  and  showed  no  superior  qualities  as  to  straight  growth.  While  this 
theory  may  be  applicable  to  a  catalpa  tree  growing  in  an  isolated  position, 
experience  at  Harahan  plantation  proved  that  when  catalpa  trees  are 
planted  closely  together  the  shadows  cast  by  their  tops,  together  with 
atmospheric  conditions  and  probably  sub-surface  influence,  produce  a 
different  effect,  and  the  stump  produces  sprouts  with  short  life  and  very 
slow  growth. 

In  1906  the  practice  of  cutting  back  the  young  trees  was  abandoned 
and  the  growth  having  advanced  considerably,  cattle  were  allowed 
to  graze  throughout  the  plantation,  with  the  result  that  the  growth  of 
grass  and  weeds  was  kept  down,  danger  from  fire  was  eliminated,  the  trees 
became  sturdy  and  straightened  up  well  in  their  growth,  and  heavy  ex- 
penditures for  upkeep  were  no  longer  necessitated.  This  practice  is  con- 
tinued at  the  present  time.  While  this  might  not  be  successful  under  other 
conditions,  it  has  given  the  best  results  in  the  particular  condition  of  cli- 
mate and  soil  and  character  of  trees  at  this  particular  plantation. 

At  the  1914  convention  of  the  American  Railway  Engineering  Asso- 
ciation, the  Illinois  Central  Railroad  exhibited  a  standard  6  in.  by  8  in.  by 
8-ft.  cross-tie,  and  two  6-ft.  fence  posts   cut  from  a   single   catalpa  tree 
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grown  on  the  plantation  in  12  years  from  the  seed,  but  tlic  tree  from 
which  these  were  cut  was  one  of  the  largest  in  the  plantation,  being  prob- 
ably twice  the  size  of  the  average  tree.  It  was  given  as  an  illustration 
of  the  possiI)ilities  under  the  most  favorable  conditions. 

The  financial  status  of  the  plantation  as  of  June  30.  1914,  was  as 
follows : 

Cost  of  200  acres  of  land  in  1898 $  1,466.67 

1 73.000  seedlings  i  ,346.66 

Prei^aring  land  and  planting 2,537.96 

Cultivation    3,030.13 

Total  first  year  ending  June  30,  1903 $  8,381.42 

Cultivation,    1904    4,805.25 

Cultivation,    1905    1,643.76 

Cultivation,    1906    2,334.65 

Fencing  and  fire  protection,  1907 525.40 

Cultivation  and  thinning,  1907  to  1914 606.92 

Taxes  and  interest  charges  to  1914 8,055  70 

Total  cost  to  June  30,   1914 $26,353.10 

Credit — rent  from  pasture  and  fence  posts  cut.  ..  1. 102.92 

Net  investment  $25,250.18 

Present  value: 

150,000  posts,    first   class,   at  20  cents $30,000.00 

150,000  posts,  second  class,  at  10  cents 15,000.00 

$45,000.00 
Less  cost  of  making  at  5  cents  each 15,000.00 

Net  value   $30,000.00 

The  value  of  posts  obtained  by  thinning  has  now  reached  a  point 
where,  added  to  rent  received  from  owners  of  stock  pastured^  an  annual 
revenue  is  obtained  which  pays  for  the  small  annual  expense  of  super- 
vision and  for  taxes,  and  meets  the  annual  interest  charges  due  to  the 
heavy  expenditures  of  the  first  four  years  of  the  life  of  the  plantation. 
The  total  investment  in  1922  is  estimated  at  approximately  $25',6oo.oo.  If 
conditions  continue  as  at  present  there  should  be  obtained  from  the  planta- 
tion at  that  date  not  less  than : 

260,000  posts  at  25  cents $  65,000.00 

130,000  ties  at  75   cents 97,500.00 

Total     ■•  .$162,500.00 

Deduct  cost  of  making 45,500.00 

Net  value   $117,000.00 

The  land  has  appreciated  so  that  its  value  in  1914  was  not  less  than 
$50.00  per  acre,  or  for  the  200  acres,  $10,000.00.  In  1922  the  land  will  prob- 
ably be  worth  not  less  than  $150.00  per  acre,  or  a  total  of  $30,000.00,  but 
it  is  land  bought  and  held  for  future  terminal  expansion,  and  is  being 
used  with  a  view  of  getting  the  greatest  return  from  it  pending  the  date 
at  which  such  expansion  becomes  necessary. 

The  results,  however,  seem  to  justify  further  development  along  these 
lines,  and  the  subject  is  being  looked  into  with  a  view  of  carrying  the 
experiment  further. 


consf:rvation  of  natural  resources. 


997 


< 
o 
p< 
■-) 

(—1 

< 
< 

(A 
H 

!?: 


o 

t/) 

CO 

hJ 

<y 

1— 1 

>H 

(U 

^ 

o 

*a3 

(h 

^ 

<: 

H 

H 

z 

x) 

< 

J 

a 

PL, 

rt 

^^ 

E 

< 

rt 

hJ 

to 

O 

a 

<i> 

:?; 

a, 

<; 

c/} 

rt 

3 

< 

13 

ffi 

-4-> 

o 

b 

o 

^ 

o 

H 

CJ 

w 

C/5 

(z, 

o 

> 

i5- 

w 

«>ns  CONSERVATION  OF  NATURAL.  RESOURCES. 

(2)     COAL,  FUEL-OIL  AND  TLMDLR  RESOURCES. 

Very  complete  data  on  these  were  presented  in  the  Committee's  re- 
port of  1912.  Much  of  the  information  on  coal  and  fuel-oil  was  taken 
from  the  papers  written  for  the  report  of  the  National  Conservation 
Commission  and  reprinted  in  Bulletin  394  of  the  U.  S.  Geological  Survey, 
under  the  title  "Papers  on  the  Conservation  of  Mineral  Resources."  This 
Bulletin  is  recommended  to  anyone  seeking  information  on  the  subject. 
Reports  were  issued  in  1914  by  the  U.  S.  Geological  Survey  on  the  pro- 
duction in  the  year  1913  of  coal,  petroleum  and  natural  gas;  also  fuel 
briquetting.  A  limited  number  of  these  reports  are  furnished  without 
charge  by  the  Department  of  the  Interior.  Diagrams  in  these  reports, 
showing  the  annual  production  of  coal  and  petroleum,  respectively,  in  the 
United  States  for  the  year  1913  and  many  years  preceding,  are  thought 
valuable  and  are  reproduced  herein.  Interesting  points  of  information 
noted  in  the  report  on  the  production  of  coal  are  that  there  is  good  reason 
for  the  belief  that  the  maximum  annual  production  of  anthracite  coal  is 
nearly  attained,  and  that  production  will  soon  decline ;  no  such  condition 
is  anticipated  in  the  case  of  bituminous  coal,  but  the  supply  known  to  be 
available  is  about  4,000  times  the  amount  exhausted  in  1913,  so  that  a 
tremendous  increase  must  be  made  in  production  in  order  to  exhaust  the 
supply  within  any  moderate  period.  The  anthracite  supply  may  be  esti- 
mated at  about  88  times  the  amount  exhausted  in  1913. 

(3)     IRON  AND  STEEL  RESOURCES. 

Very  complete  information  regarding  the  supply  of  iron  ores  and 
their  characteristics  in  the  United  States  will  be  found  in  the  reprint  of 
"Papers  on  the  Conservation  of  Mineral  Resources,"  published  in  Bulletin 
394  of  the  U.  S.  Geological  Survey.  A  report  on  "The  Production  of 
Iron  Ore,  Pig  Iron  and  Steel  in  1913"  was  published  by  the  U.  S.  Geologi- 
cal Survey,  1914.  A  diagram  showing  the  annual  production  of  iron  ore, 
pig  iron  and  steel  in  the  United  States,  1870-1913,  is  shown  in  that  report 
and  reproduced  herein.  The  paper  in  Government  Bulletin  394  concludes 
in  connection  with  the  duration  of  the  iron  ore  supply  as  follows : 

"It  is  evident  that  the  present  average  rate  of  increase  in  production 
of  high-grade  ores  cannot  continue  even  for  the  next  30  years,  and  that 
before  1940  the  production  must  already  have  reached  a  maximum  and 
begun  to  decline,  and  a  very  large  use  must  be  made  of  low-grade  ores 
not  now  classed  as  available.  The  second  condition,  with  its  consequent 
greatly  increased  cost  of  iron,  is  the  only  thing  which  can  prevent  a  de- 
cline in  the  iron  industry,  measured  by  the  amount  of  pig  iron  produced 
within  the  next  30  years,  unless  there  is  in  the  meantime  very  greatly  in- 
creased importation  of  foreign  ores." 

In  addition  to  work  on  the  subjects  assigned,  your  Committee  has 
investigated  the  following: 

State  and  Canadian  laws  with  regard  to  protection  of  forests  from 
fire. 
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Curve  Showing  Production  of  Iron  Ore,  Pig  Iron  and  Steel  in  the 

United  States,  1870- 191 3. 
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State  Coiisir\  .ition  Commission's  relations  with  railways. 
Mi.scfllanr(»u>  conservation  acti\itU's. 
Coniiiunts  on  these  sultjccts  are  as  follows: 

STATR  LAWS   WITH    REGARD  TO  PROTECTION  OF  FORESTS 

FROM  FIRE. 

hi  formation  on  this  subject  to  the  date  of  its  publication  may  be 
found  in  the  pa])cr  on  "vStatc  Forest  Organization  with  Special  Reference 
to  Fire  Protection,"  published  by  the  Fifth  National  Conservation  Con- 
gress, 1913.     Extracts  from  this  are  as  follows: 

"No  less  than  25  states  have  active  forest  departments,  the  majority 
of  which  employ  professional  state  foresters,  and  20  have  efficient  fire- 
protective  systems."  .  .  .  "The  damage  from  fire  has  been  enormous. 
The  average  annual  loss  in  the  United  States  has  been  close  to  70  human 
lives  and  $25,000,000  worth  of  timber."  .  .  .  "In  1912,  as  a  result  of 
organized  protection  [federal  government,  states  and  private  owners  com- 
bined] the  loss  on  the  national  forests  was  kept  down  to  $75,000,  and  on 
state  and  private  lands  to  less  than  $200,000." 

These  results  have  been  accomplished  by  the  establishment  of  pro- 
tective systems  and  laws  and  education  to  reduce  the  causes  of  fire.  The 
federal  government  co-operates  with  many  states  in  fire  protection  of  for- 
ests on  the  watersheds  of  navigable  streams.  A  large  proportion  of  fires 
has  undoubtedly  been  started  by  railroads  and  much  of  the  success  in  re- 
ducing fire  has  been  due  to  improvements  in  railroad  equipment  and  prac- 
tices, some  of  which  have  been  brought  about  by  legislation.  The  legis- 
lation on  fire  protection  affecting  railroads  is  generally  along  the  lines  of 
requirements  for  locomotive  spark  arresters;  for  devices  for  preventing 
the  escape  of  fire  from  ash-pans  and  fire-boxes;  the  prohibition  on  de- 
positing fire,  live  coals,  etc.,  on  tracks  or  right-of-way;  the  requirements 
of  screening  smoking-car  windows,  cleaning  right-of-way,  extension  of 
cleaning  at  dangerous  points  to  strips  beyond  the  right-of-way;  main- 
tenance of  fire  patrolmen  to  follow  trains  in  forest  districts  during  danger 
seasons  and  notification  by  trainmen  of  fires  observed  in  passing.  The 
spark  and  ash-pan  requirements,  as  well  as  some  of  the  others,  generally 
apply  only  where  coal  or  wood  are  used  as  locomotive  fuel. 

One  state  (New  York)  requires  oil-burning  locomotives  to  be  used 
in  certain  localities  and  between  certain  hours  of  the-  day  during  the 
danger  season.  Oil-burning  has  been  found  a  most  efifective  measure  for 
the  prevention  of  fire  by  steam  railroads,  but  in  some  localities  adds 
greatly  to  the  cost  of  operation  over  coal-burning. 

From  Canada  it  is  reported  that  the  use  of  oil  fuel  has  practically 
eliminated  the  danger  of  locomotive  fires  on  some  587  miles  of  railway 
in  British  Columbia,  though,  of  course,  other  sources  of  fire  danger  still 
remain  and  require  attention.  According  to  a  recent  announcement  of 
the  Grand  Trunk  Pacific  Railway,  the  above  oil-burning  mileage  is  to  be 
increased  during  1915  by  the  installation  of  oil-burning  equipment  on  its 
passenger  service  between  Jasper,  Alberta  and  Prince  Rupert,  B.  C.     For 
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linos  cast  of  British  Columbia  the  cost  of  oil  is  so  high  as  to  he  prohihi- 
tivc,  until  such  time  as  supplies  can  he  developed  locally. 

STATE    CONSERVATION    COMMISSION'S    RELATIONS    WITH 

RAILROADS. 

A  letter  of  inquiry  was  directed  to  the  Conservation  Commission  of 
each  of  the  i6  states  which  were  known  to  have  appointed  such  Com- 
missions. This  letter  inquired  as  to  relations  of  the  Commission  with 
railroads  on  subjects  other  than  fire  protection. 

Replies  from  nine  had  been  received  to  the  time  of  this  writing.     Four 

replies  stated  that  the  Commission  had  gone  out  of  existence,  or  had  been 

merged  with  the  forest  department.     Of  the  remaining  five,  four  indicated 

no  relations  other  than  on  fire  protection  ;  the  North  Carolina  reply  was 

as  follows  : 

"Other  forms  of  state  conservation  work  in  which  the  railroads  of 
this  state  are  interested  are  drainage  and  reclamation  of  the  swamp  and 
overflow  lands  in  North  Carolina.  In  this  work  we  have  the  very  cordial 
assistance  of  the  Atlantic  Coast  Line  and  the  Norfolk-Southern  railroads, 
in  whose  territory  a  large  proportion  of  this  land  lies.  The  Norfolk- 
Southern  Railroad  has  also  lieen  interested  in  the  conservation  of  our  fish 
and  oyster  industries.  All  the  railroads  have  been  very  much  interested 
in  the  question  of  the  preservation  of  our  forests." 

The  Committee  has  made  a  study  of  the  conservation  and  utilization 
of  water  power  for  railway  purposes.  This  interesting  data  will  be  pub- 
lished later. 

GENERAL. 

Your  Committee  considers  that  it  has  a  field  of  usefulness  in  collect- 
ing and  presenting  to  the  Association  information  as  to  progress  in  the 
use  of  methods  to  preserve  and  of  more  permanent  materials  to  replace 
the  perishable  materials  now  in  general  use,  such  as  untreated  timber  and 
bare  steel.  It  is  also  felt  that  the  employment  of  such  methods  and  ma- 
terials should  be  urged  wherever  they  appear  economical,  and  that  care- 
ful consideration  be  given  to  the  economics  of  such  methods  and  mate- 
rials. In  this  category  falls  the  preservative  treatment  of  timber,  ties, 
piles,  telegraph  poles,  etc.,  the  substitution  of  reinforced  concrete  for  tim- 
.  ber  structures,  poles,  piles,  etc.,  and  for  bare  steel  in  bridge  spans. 

For  next  year's  work  your  Committee  suggests  that  it  be  assigned 
the  following  subjects: 

(i)  Study  of  developments  in  methods  of  lumbering  and  forestry 
tending  to  prolong  the  timber  supply. 

(2)  Collection  of  statistics  on  extent  of  use  of  treated  timber  and 
of  permanent  materials  to  replace  untreated  timber  and  bare  steel. 

(3)  Study  the  conservation  and  utilization  of  water  power  for  rail- 
way purposes. 

(4)  Continue  the  study  of  coal,  fuel-oil,  timber,  iron  and  steel  re- 
sources. 

Respectfully  submitted, 
I  COMMITTEE  ON  CONSERVATION  OF  NATURAL  RESOURCES. 


R^IPORT  OF  COMMITTEE  II— ON  BALLAST. 

II.  E.  Hale,  Chairnuni ;  J.  M.  Meade,  Vice-Cliairman; 

L.  W.  Baldwin,  C.  C.  Hill, 

I).  P.  Beach,  S.  A.  Jordan, 

W.  J.  Bergen,  William  McNah, 

T.  C.  Burpee,  S.  B.  Rice, 

O.  H.  Crittenden,  E.  V.  Smith, 

J.  AI.  Eg  an,  D.  L,  Sommervjlle, 

T.  W.  Fatherson,  F.  J.  Stimson, 

H.  L.  Gordon,  D.  W.  Thrower, 

Geo.  H.  Harris,  R.  C.  White, 

Committee. 

To  the  Members  of  the  American  Railway  Engineering  Association: 

Three  meetings  of  the  Committee  were  held :  First,  at  Atlantic  City, 
June  5,  1914;  second,  at  Chicago,  September  i,  1914,  and  third,  at  Chicago, 
January  8,  1915. 

The  following  subjects  were  assigned  your  Committee  for  investiga- 
tion by  the  Board  of  Direction : 

(a)  Make  critical  examination  of  the  subject-matter  in  the  Manual 
ind  submit  definite  recommendations  for  changes. 

(i)  Continue  investigation  of  proper  depth  of  ballast  of  various 
kinds  to  insure  uniform  distribution  of  loads  on  roadway,  conferring 
with  other  committees. 

(2)  Continue  study  of  subject  of  ballast  sections,  with  particular 
reference  to  the  use  of  a  sub-  and  top-ballast. 

(a)  REVISION  OF  MANUAL. 

The  Sub-Committee  appointed  on  this  subject  is  as  follows:  H.  L. 
jrordon,  Chairman;  J.  M.  Egan,  S.  A.  Jordan,  S.  B.  Rice,  E.  V.  Smith, 
D.  L.  Sommerville. 

This  subject  was  submitted  to  the  Ballast  Committee  for  the  first 
ime  in  1914,  and  the  contents  of  the  Manual  have  been  carefully  ex- 
imined  and  corrected,  these  corrections  being  generally  of  a  minor 
lature.  On  account  of  additions  being  made  from  time  to  time  the 
•eneral  arrangement  of  the  subject-matter  on  Ballast  in  the  Manual  has 
>ecome  somewhat  confused,  and  has   therefore  been  slightly  rearranged. 

The  following  is  the  entire  subject-matter  on  Ballast  in  the  Manual, 
vhich  has  been  rearranged  and  changed  as  indicated.  For  convenience, 
he  additions  are  underscored  and  the  parts  to  be  left  out  are  placed  in 
)arentheses. 

recommendations. 

The  following  changes  in  the  subject-matter  on  Ballast  in  the  Manual 
re  recommended  for  the  approval  of  the  Association: 
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DKIIMTIONS. 


\()TK. —  [he  symbol  ♦  indicates  tliat  tin*  iHMicipk-  has  hi-eii  cliai)Ki'<l 
from  tlu'  way  it  is  now  i^ivcn  in  tlu"  Manual.  Words  undcrscortMl  arc 
now  and  words  in  parcntlicscs  arc  to  come  f)nt. 

B.M.I. AST. — Selected  material  placed  on  the  roadlied  for  tlu'  ptnpose  of 
hol(lin<i;  the  track  in  line  and  snrface. 

Sto.nk  H.\i  last.--  Stone  broken  b\  artilicial  means  into  Iraunicnts  of  speci- 
tied  .si/es. 

♦Chats. — Tailings  from  mills  in  which  zinc  (and),  lead,  silver  and  other 
ores  arc  separated  from  the  rocks  in  which  they  occnr. 

(Jkavei.. —  (Small)  Worn  fragments  of  rock,  occurring  in  natr.ral  fleposits, 
that  will  pass  throngh  a  j'/j-ln.  ring  and  l:e  retained  njxtn  a  So.  10 
screen. 

Sand. — Any  hard,  granular,  ccjmminnted  rock  which  will  pass  through  a 
X(~).  lo  screen  and  1  e  retained  upon  a  No.  50  screen. 

Chert. — An  impure  flint  or  hornstone  occurring  in  natural  deposits. 

Cinders. — The  residue  from  the  coal  used  in  locomotives  and  other  fur- 
naces. 

Si-Ac. — The  waste  product,  in  a  more  or  less  vitrified  form,  of  furnaces 
for  the  reduction  of  ore ;  usually  the  product  of  a  blast  furnace. 

Burnt  Clay. — A  clay  or  gumbo  which  has  been  burned  into  material  for 
ballast. 

Gumbo. — A  term  commonly  used  for  a  peculiarly  tenacious  clay,  contain- 
ing no  sand. 

nisTNTE(;RATED  Granite.— A  natural  deposit  of  granite  formation,  which, 
on  removal  from  its  bed  by  blasting  or  otherwise,  breaks  into  particle^; 
of  size  suitable  for  ballast. 

Depth  of  Ballast. — The  distance  from  the  bottom  of  the  tie  to  the  top 
of  the  sub-grade.  (For  definition  of  "Sub-grade"'  see  definitions  un- 
der Roadway  Committee,  page  16,  191 1   Manual.) 

CHOICE  OF   ballast. 

♦While  there  is  great  variation  in  the  qualities  of  the  different  nat- 
ural materials  for  ballast  (the  choice  of  these  qualities  is  not  usually  left 
to  the  engineer,  but  has  been  made  already  by  nature,  and  all  that  is  left 
to  decide  is),  the  decision  must  be  as  to  what  is  most  available  or 
expedient,  and  should  be  according  to  circumstances.  (This  each  ono 
must  decide  for  himself  in  the  light  of  his  owai  circumstances.  The  ques- 
tion of  finance  may  be  a  ruling  consideration  or  there  may  be  but  one 
thing  to  be  had,  and  he  must  take  that  or  nothing.)  Financial  questions 
may  be  the  ruling  consideration,  or  there  may  be  but  one  material  ob- 
tainable. 

In  the  case  of  crushed  stone,  however,  the  process  of  manufacture 
being  under  control,  it  is  practicable  to  make  the  product  conform  to 
specifications. 

♦Tn  the  choice  of  ballast,  where  possible,  gravel  should  be  consid- 
ered, as  it  has  given  excellent  results  when  properly  screened  and  washed. 
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I'KOl'KR    DKl'Tll    OF    UAILAST. 

♦From  the  data  available,  it  is  concliulcd  that  with  ties  7  in.  by  9  in. 
by  8K>  ft.,  spaced  approximately  24  in.  to  25.5  in.,  center  to  center,  a 
depth  of  24  in.  of  stone  ballast  is  necessary  to  produce  uniform  pressure 
on  the  sub-grade,  and  a  combination  of  a  lower  layer  of  gravel  or  cinder 
ballast,  18  in.  to  14  in.,  and  an  upper  layer  of  stone  ballast,  6  in.  to  ro  in., 
approximately  24  in.  deep  in  the  aggregate,  with  the  same  spacing  of  the 
ties,  wdll  produce  nearly  the  same  results. 

SI'EClFrCATlONS    FOR    .STONE    15ALLA.ST. 

1.  Stone  ballast  shall  be  sufficiently  durable  not  to  disintegrate  in 
ihc  climate  where  used,  hard  enough  to  prevent  pulverizing  unduly  under 
the  action  of  tools  or  tratific,  and  shall  lireak  with  angular  fracture 
when  crushed. 

2.  It  shall  be  broken  into  pieces  of  such  size  that  they  will  in  any 
position  pass  through  a  2l4-in.  ring  and  will  not  pass  through  a  '^^-in. 
ring. 

3.  It  shall  be  free  from  dirt,  dust  or  rubbish. 

Attention  is  called  to  the  physical  test  of  stone  for  ballast  given  be- 
low, which  are  recommended  as  a  guide  in  connection  with  the  specifica- 
tions. 

PHYSICAL    TEST    OF    STONE   FOR   BALLAST. 

It  is  recommended  that  the  following  be  used  for  physical  tests  of 
stone  for  ballast.  Other  things  being  equal  the  maximum  or  minimum 
results,  as  indicated,  will  govern  in  selecting  stone  for  ballast : 

(a)  Weight  per  cubic  foot,  maximum. 

(b)  Water  absorption  in  pounds  per  cubic  foot,  minimum. 

(c)  Per  cent,  of  wear,  maximum. 

(d)  Hardness,  maximum. 

(e)  Toughness,  maximum. 

(f)  Cementing  value,  minimum. 

(g)  Compression  test,  maximum. 

♦The  above  physical  tests  are  made  uniformly  and  free  of  charge 
by  the  Department  of  Agriculture,  U.  S.  Government.  Washington,  D.  C. 
■Much  valuable  information  in  regard  to  tests  already  made  and  tabulated 
can  also  be  obtained  from  this  department. 

For  the  description  of  the  physical  tests  of  stone  for  ballast,  as 
recommended  by  the  Association,  and  full  instructions  as  to  how  the  sam- 
ples should  be  obtained  and  shipped  to  the  Government,  see  Proceedings 
of  the  American  Railway  Engineering  and  Maintenance  of  Way  Asso- 
ciation, Vol.  II,  Part  2,  pp.  910-914,  and  report  of  Ballast  Committee  of 
1912.  If  blueprints  of  the  machines  used  in  making  the  tests  are  desired, 
they  -can  be  obtained  from  the  Department  of  Agriculture. 
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Sl'lK  IKJCATIONS    FOK    (.l<A\K.I,    UALLAST. 

♦Class  A  Koads :  lkiiil<  gravel,  which  cunlaiiis  more  than  two 
(2)  per  cciil.  of  dust  or  forty  (40)  per  cent,  of  sand,  should  ])e  washed 
or  screened.  Washed  or  screened  gravel  should  contain  not  less  than 
twenty-five   (25)   per  cent.,  nor  more  than  thirty-five   (35)   per  cent,  sand. 

♦Class  B  Roads:  Bank  gravel,  which  contains  more  than  three 
is)  per  cent,  of  dust  or  sixty  (60)  per  cent,  of  sand,  should  be  screened 
or  washed.  Washed  or  screened  gravel  should  not  contain  less  than 
twenty-five   (25)   per  cent.,  nor  more  than  fifty   (50)   per  cent,  of  sand. 

♦Class  C  Roads  :  Any  material  which  makes  better  track  than  the 
natural  roadbed  may  he  economically  used. 

METHOD    OF   TESTINC.    OL'Al.lTV    OK   (ikAVKI,    l(Jl<    i;Al.l,AST. 

1.  The  size  of  the  sample  to  be  tested'  should  be  approximately 
I  cu.  ft. 

2.  Five  average  samples  of  about  i  cu.  ft.  each  should  be  selected 
from  various  parts  of  the  pit  which  is  to  be  tested.  The  five  samples 
should  then  be  thoroughly  mixed  and  about  i  cu.  ft.  of  the  mixture  se- 
lected for  testing. 

3.  To  separate  the  gravel  from  the  sand  and  dust,  use  a  No.  10 
screen,  ten  (10)  meshes  to  the  inch,  made  of  No.  24  wire,  B.  &  S.  gage. 
To  separate  the  sand  from  the  dust,  use  a  No.  50  screen  fifty  (50)  meshes 
to  the  inch,  made  of  No.  31  wire,  B.  &  S.  gage. 

4.  Measure  the  percentage  of  gravel,  sand  and'  dust  taken  from  the 
sample  by  volume,  giving  the  percentage  of  each  ingredient  compared 
to  the  volume  of  the  sum  of  the  ingredients  as  follows  : 

S 

Per  cent,  of  sand  = 

G  — S  — D 
Where  S  =  Volume  of  sand. 
Where  G  =  Volume  of  gravel. 
Where  D  =  Volume  of  dust. 

5.  When  sample  is  shipped  for  test  it  should  be  carefully  and  se- 
curely marked  with  name  and  location  of  the  pit  from  which  it  was  taken. 

CINDERS    AND   BURNT  CLAY   BALLAST; 

Cinder  Ballast. — The  use  of  cinders  as  ballast  is  recommended  for 
the  following  (situations)  conditions:  On  branch  lines  with  light  traffic; 
on  sidings  and  yard  tracks  near  point  of  production ;  as  sub-ballast  in 
wet,  spongy  places  (in  cuts  and  on  fills)  ;  as  sub-ballast  on  new  work 
where  dumps  are  settling,  and  at  places  where  the  track  heaves  on  account 
of  frost.  It  is  recommended  that  provision  be  made  for  wetting  down 
cinders  immediately  after  being  drawn. 

(Burnt  Clay  Ballast. — The  material  should  be  black  gumbo  or 
other  suitable  clay  free  from  sand  or  silt.     The  suitability  of  the  material 
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should  be  determined  b>-  thorough  testing  in  a  small  test  kiln  before  estab- 
lishing a  ballast  kiln.) 

(The  material  should  be  burned  hard  and  thoroughly.) 

(The  fuel  used  should  be  fresh  and  clean  enough  to  burn  with  a 
clean  fire.  It  is  important  that  a  sufficient  supply  be  kept  on  hand  to 
prevent  interruption  of  the  process  of  burning.) 

(Burning  should  be  done  under  the  supervision  of  an  experienced  and 
competent  burner.) 

(Burnt  Clay  Ballast  should  be  allowed  to  cool  before  it  is  loaded  out 
of  the  pit.)  il       ' 

(Absorption  of  water  should  not  exceed  15  per  cent,  by  weight.) 

♦specifications  for  burnt  clay  ballast. 

Kind  of  Material. — Good  ballast  clay  should  be  heavy  and  plastic, 
free  from  sand,  gypsum  or  other  impurities ;  must  not  crumble  when  ex- 
posed to  air  or  brought  in  contact  with  heat. 


Location. — Pit  must  be  located  on  level  or  moderately  sloping  ground, 
not  subject  to  overflow.  A  water  supply  is  desirable  and  it  must  be  borne 
in  mind  that  the  sulphurous  and  carbonaceous  gases  liberated  during  the 
burning  period  damage  the  surrounding  vegetation  and  make  habitation 
in  the  near  vicinity  very  disagreeable. 

Test. — Location  site  should  be  thoroughly  tested  to  determine  quality 
of  cla}',  d'Cpth  and  uniform  consistency  of  deposit  and  small  quantities 
should  be  burned  in  test  kilns  to  show  the  quality  of  ballast  to  be  secured. 

Burning. — Fuel  should  be  fresh,  clean  slack  and  arrangements  made 
to  secure  constant  supply.  One  ton  of  slack  coal  is  sufficient  for  the  per- 
fect burning:  of  four  cubic  yards  of  acceptable  ballast.  From  one  to  one 
and  a  half-inch  layer  of  slack  is  alternated  with  from  ten  to  twelve-inch 
layer  of  clay,  a  new  layer  of  slack  and  clay  being  applied  to  fire  every 
five  or  six  davs. 


Fires  once  started  must  be  kept  steadily  and  uniformly  burning. 

To  insure  thorough  and  proper  burning  of  the  clay,  the  top  and  face 
of  the  fire  must  be  frequently  raked  down,  to  avoid  clinker  or  black  spots, 
caused  bv  too  much  or  too  little  air. 


When  fully  burnt  a  proper  ballast  clay  becomes  red  in  color,  due  to  its 
high  percentages  of  iron  compounds  ;  when  underburnt  the  clay  will  show 
a  vellow  color. 


Size. — Burnt  clay  ballast  should  be  crushed  or  broken,  if  necessary, 
90  that  tbe  largest  piece  will  pass  through  a  4-in.  ring. 

Density. — The  finished  product  should  absorb  not  to  exceed  i.S  per 
cent,  of  moisture  bv  weight. 

♦cleaning  foltl  ballast. 

Under  usual  conditions  no  ballast,  except  stone  or  hard  slag,  should 
be  cleaned. 

Ballast  should  be  cleaned  when  foul  enough  to  prevent  proper 
drainaee. 


K'ln  IJAl.l.AS'l. 

L  Iran  with  ballast  forks  or  screens. 

Clean  shoulder  down  to  snh-grade. 

I'lean  between  ties  to  b(jttom  of  ties. 

Clean  center  of  ilouble  track  to  sub-grade. 

Clean  space  between  tracks  to  depth  of  six  (6)  inches  or  more  below 
the  bottom  of  tics. 


Clean  the  bernie  to  bottom  of  liallast,  i)rcferably  not  less  than  twelve 
(12)   inches  below  bottom  of  tie. 


Clean  cross  ditches  between  ties  approximately  every  rail  length  or 
thirty-three  j^;^)   feet.     Cross  ditches  should  not  be  under  rail  joints. 

Return  ballast  when  cleaned  and  apply  sufficient  new  ballast  to  pro- 
duce  standard  section. 

Tests  full}^  described  in  report  of  Committee  on  Ballast  for  1914 
indicate  stone  ballast  can  be  cleaned  by  use  of  screens  for  approximately 
one-half  cost  of  cleaning  stone  ballast  with  forks.  For  diagram  s.howing 
details  of  collapsible  screens,  see  1914  report. 

(i)      STUDY    OF    BALLAST    SECTIONS,    WITH    PARTICULAR 
REFERENCE  TO   USE   OF   SUB-   AND   T0P-BALLAS1\ 

The  Sub-Committee  appointed  on  this  subject  is  as  follows:  J.  M. 
M'eade,  Chairman:  D.  P.  Beach,  T.  W.  Fatherson,  C.  C.  Hill,  D.  W. 
Throw^er,  R.  C.  White. 

This  subject  was  first  referred  to  the  Ballast  Committee  in  1913  and 
a  Sub-Committee  was  appointed.  In  the  1914  report  standard  plans  of 
l>allast  sections  of  various  railroads  in  the  United  States  and  Canada 
were  given  in  the  report,  and  a  proposed  Class  A  section  was  submitted 
for  consideration  only,  in  the  form  of  a  progress  report. 

During  the  year  the  proposed  Class  A  ballast  section  submitted  in 
1914  report  has  been  compared  with  similar  sections  in  service,  and  also 
.studied  and  compared  with  standard  plans  of  ballast  sections  of  various 
railroads. 

Your  Committee  made  several  changes  in  the  proposed  section  and 
added  a  system  of  drainage  which  has  been  tried  out  and  found  to  be 
very  successful. 

The  diagram  of  the  proposed  ballast  section  hereto  attached  shows 
a  roadbed  26  ft.  wide  for  single  track.  This  width  is  considered  necessary 
for  a  depth  of  ballast  of  24  in.,  with  a  slope  of  2  to  i  on  the  side  and  a 
path  2  ft.  9  in.  wide. 

Your  Committee  wishes  to  call  particular  attention  to  the  fact  that 
with  this  depth  of  ballast  the  2  to  i  slope  on  the  side  and  the  2  ft.  9  in. 
path,  the  width  of  the  sub-grade  will  have  to  be  greater  than  26  ft.  on 
curves,  as  indicated  in  the  section  of  "Single  Track  on  Curve  Maximum 
Elevation." 

RECOMMENDATIONS. 

Your  Committee  recommends  that  the  ballast  section,'  as  show^n  on 
the  plan  attached,  with  24  in.  of  ballast  under  the  tie,  and  roadbed  26  ft. 
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ivide  on   single   track   on   tangents,  be   adopted   as   recommended   practice 
for  "Class  A  Track." 

Your  Committee  further  recommends  that  the  slopes  be  sodded  up 
;o  the  top  of  the  slope,  but  not  beyond,  as  the  application  of  sod  on  slopes 
>hovvn  in  the  present  Manual  lacks  uniformity. 

(2)     PROPER  DEPTH   OE  BALLAST   OF  VARIOUS   KINDS   TO 

INSURE  UNIFORM  DISTRIBUTION  OF  LOADS  ON 

THE  ROADWAY. 

The  following  is  the  Sub-Committee  on  this  subject:  Geo.  H.  Harris, 
Chairman ;  L.  W.  Baldwin,  W.  J.  Bergen,  T.  C.  Burpee,  O.  H.  Crittenden, 
William  McNab,  F.  J.  Stimson. 

This  subject  was  first  assigned  to  the  Ballast  Committee  in  1909, 
md  a  Sub-Committee  was  appointed  that  year  to  investigate  this  feature. 
In  the  Ballast  Committee's  report  of  1910  the  Sub-Committee  was  unable 
to  submit  a  report  on  this  subject  and  the  work  was  carried  over  to  the 
following  year. 

In  the  Ballast  Committee's  report  for  the  year  191 1,  several  condi- 
tions were  cited  which  would  have  a  bearing  on  the  proper  depth  of  bal- 
last to  insure  uniform  distribution  of  loads,  such  as  character  of  the  sub- 
^rade;  kind  of  ballast;  size  and  spacing  of  the  track  ties;  stififness  of  the 
rail;  the  weight  and  number  of  wheel  loads,  and  the  cost  of  the  material 
used.  References  were  given  to  articles  bearing  on  this  subject  as  fol- 
lows: A  lecture  delivered  by  Railroad  Director  Schubert  (see  Proceed- 
ings American  Railway  Engineering  and  Maintenance  of  Way  Assoc'a- 
lion,  Vol.  7,  p.  105),  a  report  on  "Strength  of  Track  for  High  Tram 
Speeds''  (Engineering  News,  February  3,  1910),  and  a  report  of  the 
Pennsylvania  Railroad  General  Managers'  Committee  appointed  "To  De- 
termine by  Experiment  the  Necessary  Depth  of  Stone  Ballast,"  dated 
March  5,  1911  (Bulletin  136,  pp.  3-155).  In  the  former  article,  after 
various  tests  and  experiments,  the  conclusion  is  reached  that  "a  given 
railroad  track,  whose  roadbed  consists  of  clay,  a  swelling  of  same  be- 
tween the  ties  will  not  occur  even  under  the  most  favorable  conditions 
where  the  height  of  the  bed  (depth  of  ballast  under  tie)  is  increased  8  in. 
over  the  clear  distance  between  the  ties."  The  Committee,  however,  did 
not  feel  willing  at  that  time  to  recommend  any  definite  rule  for  the  proper 
depth  of  ballast. 

The  Ballast  Committee's  report  for  1912  gives,  under  the  caption, 
"Historical,"  a  reference  to  various  experiments  and  investigations  hav- 
ing a  bearing  on  the  proper  depth  of  ballast,  and  upon  which  the  follow- 
ing conclusion  was  based: 

"With    the   data  available,    your    Committee   finds    that   with   the   ties 

;(7  in.  by  9  in.  by  8^  ft.)   spaced  approximately  24  in.  to  25.5  in.,  center 

0  center,  a  depth  of  24  in.  of  stone  ballast  is  necessary  to  produce  uni- 

Form   pressure   on    the    sub-grade,   and   a  combination  of  lower   layer   of 

cinder  ballast  (18  in.  to  14  in.)  and  an  upper  layer  of  stone  ballast   (6  in. 
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to    lo   in.),   api)rc)xiniatcly    24    in,    deep    in    the   aK^rcKatc,    with    the   same- 
spaciiiij^  of  the  ties,  will  produce  nearly  the  same  results." 

Ill  tin-  1913  report,  no  new  experiments  or  tests  having  l)een  made  to 
supplement  the  data  already  available  on  the  subject,  the  Committee  out- 
lined a  test  (sec  Vol.  14,  p.  145),  which,  in  the  Committee's  opinion, 
would  give  information  on  this  inii)ortant  matter  not  given  by  previous 
tests,  as  the  test  recommended  1)\  the  Committee  would  be  on  track  sub- 
jected, to  the  usual  traffic  service  and  not  subject  to  artificial  conditions 
surrounding  the  previous  tests  and  experiments,  and  recommended  that 
the  test  l:e  made  under  the  direction  of  the  Ballast  Committee  and  financed 
by  the  Association  or  some  railroad  or.  railroads. 

The  1914  report  outlined  the  various  lines  followed  up  by  the  Com- 
mittee in  the  hope  of  having  the  test  fin^anced  and  carried  out,  which 
endeavors,  however,  were  without  result,  and  the  Committee  again  recom- 
mended that  the  test  be  made  and  that  further  efforts  be  made  to  enlist 
support  of  the  railroads  to  finance  and  undertake  the  experiment,  with 
the  understanding  that  the  work  be  done  under  the  supervision  of  one  or 
more  members  of  the  Ballast  Committee. 

No  additional  references  to  tests  or  other  experiments  have  been 
found  which  will  supplement  those  already  given  the  Association  in  for- 
mer reports,  and  up  to  date  the  Committee's  endeavors  to  secure  financial 
aid  of  the  Association,  or  some  railroad,  in  order  to  carry  out  the  recom- 
mended test,  have  been  unsuccessful. 

One  railroad  company  is  now  considering  the  possibility  of  making 
the  recommended  test  on  a  new  line  now  under  construction.  If  this  can 
l)e  arranged,  the  test  can  be  made  at  practically  no  additional  cost  to  that 
of  constructing  the  main  track. 

In  some  quarters  there  is  the  idea  that  the  information  sought  will 
probably  be  developed  by  the  work  of  the  Special  Committee  on  Stresses 
in  Railroad  Track.  Your  Ballast  Committee,  however,  feels  that  data 
of  peculiar  value  can  be  secured  by  carrying  out  the  recommended 
test,  as  it  has  been  carefully  designed  to  determine  the  proper  depth  of 
ballast  under  regular  traffic,  and  the  other  tests  which  your  Committee 
have  referred  to  are  made  more  or  less  under  artificial  conditions. 

In  accordance  with  instructions,  the  Roadw^ay  Committee  was  ad- 
vised of  the  meeting  of  the  Ballast  Committee  in  the  hope  of  having  a 
representative  of  the  Roadway  Committee  present,  as  had  been  arranged 
before.  Mr.  W.  M.  Dawley,  Chairman  of  the  Roadway  Committee,  gave 
the  Committee  some  very  interesting  data  on  the  work  the  Roadway  Com- 
mittee is  doing,  which  is  fully  covered  in  their  report. 

RECOMMENDATIONS. 

The  Committee  again  unanimously  recommends  that  the  test  outlined 
in  the  1913  report  and  1914  report  be  made  under  regular  traffic.  (Copy 
of  proposed  test  is  given  below,  together  with  sketch  to  illustrate  same.) 

Your  Committee  further  recommends  that  continued  efforts  be  put 
forth   to  secure  the   recommended  test   on  one  or   more   railroads,   con- 
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ferring  with  other  committees.  The  corroborative  resuhs  of  comparing 
this  test  with  others  will,  in  the  opinion  of  your  Committee,  be  extremely 
valuable. 

PROPOSED  TEST  TO  DETERMINE  PROPER   DEPTH   OF  BALLAST  OF  VARIOUS   KINDS   TO 
INSURE   UNIFORM    DISTRIBUTION    OF   LOADS   ON   THE   ROADWAY. 

(i)  Select  a  stretch  of  track  on  clay  roadbed,  under  heavy  traffic, 
where  trouble  has  been  experienced  with  clay  working  up  between  the  ties. 

(2)  Excavate  roadbed  to  a  uniform  depth  of  30  in.  below  the  bot- 
tom of  the  ties,  for  a  space  of  two  rail  lengths;  prepare  the  adjacent  rail 
lengths  in  the  same  manner,  decreasing  the  depth  3  in.  under  each  suc- 
cessive two  rails,  until  the  bed  is  12  in.  below  the  bottom  of  the  tie  (14 
mil  lengths). 

(3)  Place  on  this  bed  a  thin  layer  of  fibrous  material,  such  as  hay, 
to  make  a  well-defined  separation  between  roadbed  and  ballast. 

(4)  Place  stone  ballast  on  bedi  to  the  above-mentioned  depths,  tamp 
well  and  put  track  in  good  line  and  surface. 

(5)  Make  note  of  tie  spacing,  width  of  ties,  keep  accurate  levels  and 
record  of  amount  of  time  spent  on  surfacing  various  parts  of  track,  also 
keep  record  of  axleloads  and  amount  of  traffic.  Take  photographs  at 
regular  intervals  to  show^  deformation  of  roadbed. 

(6)  Make  similar  test  for  gravel  and  similar  test  for  ballast  section, 
having  a  sub-ballast  of  gravel  equal  to  one-half  the  total  depth  and  a  top 
ballast  of  stone  equal  to  one-half  the  total  depth  of  ballast. 

(7)  The  estimated)  cost  of  this  test  is  as  follows  : 

(a)  Cost  of  material  (stone),  500  yds.  at  80  cents $   400.00 

(b)  Labor,   preparing   track    and    widening   bank,   where 

necessary,  at  $30.00  per  rail   (14  rails  per  test)  .  ..      420.00 

(c)  Labor,  inspecting,  six  inspections  at  $2.00  per  rail...      170.00 

(d)  Line  and  surface  to  be  paid  for  by  railway  owning 

track,  at  regular  maintenance  charge 000.00 

Total  for  one  test 990.00 

Three  tests $3,ooo.co 

DIAGRAM    ILLUSTRATING    PROPOSED   TEST   TO    DETERMINE    PROPER    DEPTH    OF    BAL- 
LAST OF  VARIOUS   KINDS  TO  INSURE  UNIFORM   DISTRIBUTION 
OF  LOADS   ON   THE  ROADWAY. 


Rai/-) 


^T/7/n  /oyer  of  fibrous  mafer/a/  such  j 

OS  hoy,  to  n7ake  o  yve//  defined  sepa- 
ration befiveen  roadbed  and  bo/fast 

(i)     The  dotted  black  line    ( )    indicates  the  original  surface 

of  the  sub-grade  which  is  usually  fairly  uniform. 


1016  BALLAST. 

(2)  The  .si)li(l   \v;ivy  line    (    -  )    indicates  surface  oi  sub-Oracle 
when  the  roadbed  material  is  soft  or  plastic,  and  the  ballast  is  too  shal 
low  to  distribute  the  loads  from  the  ties  uniformly  on  the  roadbed. 

(3)  The  Ballast  Committee  desires  to  test  various  depths  of  ballast 
on  a  soft  or  plastic  roadbed  to  determine  the  least  depth  at  which  the 
depression  of  the  roadbed  will  be  uniform  and  not  "corrugated" — this  will 
be  the  least  depth  of  ballast  which  will  produce  uniform  pressure  on  the 
roadbed. 

(4)  This  test  is  to  be  made  under  regular  traffic  and  not  under 
artificial  conditions. 

GENERAL. 

Your  Committee  submits  in  Appendix  A  photographs  of  mechanical 
devices  used  for  handling  ballast,  and  it  is  hoped  that  the  Association  will 
soon  receive  a  report  on  the  results  obtained  by  these  mechanical  devices. 

BALLAST  COMMITTEE'S  WORK  FOR  NEXT  YEAR. 

(i)  Continue  investigation  of  proper  depth  of  ballast  of  various 
kinds  to  insure  uniform  distribution  of  loads  on  roadway,  conferring  with 
other  committees. 

(2)  Report  on  the  best  methods  and  cost  of  applying  ballast,  includ- 
ing the  advisability  of  applying  ballast  by  contract,  and  the  organization 
of  the  most  economic  ballast  gang  if  applied  by  railroad  forces.  Also  the 
use  of  the  pneumatic  tamper,  and  the  use  of  the  spreader  for  forming  the 
ballast  shoulder  and  the  path. 

(3)  Report  on  the  comparative  merits  of  different  stones  used  for 
ballast,  and  gravels  which  disintegrate  when  exposed  to  the  atmosphere. 

Respectfully  submitted, 

COMMITTEE  ON  BALLAST. 


Appendix  A. 
MECHANICAL  DEVICE  FOR  HANDLING  BALLAST. 

THE    PNEUMATIC    TIE    TAMPER. 

The  following  illustrations  show  the  application  of  the  pneumatic  tie 
tamper.     The  device  is  being  tested  at  several  places. 


Pneumatic  Tie  Tamper. 
1017 
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Applying  Pneumatic  Tie  Tamper. 
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SPREADER   OK   FORMER,    FOR    FORM  INC    THE   BAI.LAST    SHOULDER    AND    PATH. 

The  following  illustrations  show  one  of  the  devices  for  forming  the 
hallast  shoulder  and  path.  This  device  is  reported  to  have  been  used 
with  considerable  success  and  saving  in  dressing  1)allast. 


Spreader  or  Former  (Side  View), 


Spreader  or  Former  (End  View)> 
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Si:i.r-PKorEi.i.Ki)  ^^()T()R  Car  with  Air-Com pressor  and  Pneumatic  Tools 
Ready  to  Traxsi'ort  Track   Gaxc. 


Self-Propelled  Motor  Car  with  Air-Compressor  and  Tie  Tampers  at 

Work. 


Self-Propelled  Motor   Car   with   Air- Com  pressor   for   Pneumatic  Tie 
Tampi^r  with  the  Housing  Off. 


DISCUSSIONS 


DISCUSSION  ON  RULES  AND  ORGANIZATION. 

(For   Report,    see  pp.    65-74.) 

list  of  speakers  taking  part  in  discussion  on  rules  and  organization. 
Curtis  Dougherty.         L,  C.  Fritch. 

The  President : — The  first  Committee  on  the  program  to  report  is 
that  on  "Rules  and  Organization."  The  Chairman  of  this  Committee, 
Mr.  Brooke,  is  not  able  to  be  here,  and  the  Vice-Chairman,  Mr.  x^nthony, 
is  also  absent,  so  that  Mr.  Dougherty  will  present  the  report  to  the  con- 
vention. 

Mr.  Curtis  Dougherty  (Queen  &  Crescent  Route)  : — The  members 
of  the  Committee  present  regret  that  neither  INIr.  Brooke  nor  INlr.  An- 
thony is  here  to  present  the  report.  We  ask  your  indulgence,  and  the 
balance  of  the  Committee  will  do  the  best  they  can  to  take  care  of  the 
matter. 

We  will  first  pass  to  the  matter  of  the  revision  of  the  Manual. 

(Mr.  Dougherty  then  read  the  matter  under  the  heading,  "Revision 
of  Manual") 

The  Committee  has  borne  in  mind  the  suggestions  made  on  the 
floor  at  the  last  convention  and  the  one  previous  thereto,  and  has  given 
consideration  to  rules  in  connection  with  the  matter  of  safety.  The 
Committee  presents  some  fifteen  rules  on  this  subject  and  recommends 
that  these  be  adopted  and  printed  in  the  JManual. 

The  President: — The  Chair  suggests  that  these  rules  be  read  in 
order,  and  at  the  end  of  each  rule  a  pause  be  made,  but  that  no  definite 
action  be  taken  unless  objection  is  made.  In  this  way  we  can  expedite 
the  work  of  the  convention  very  materially. 

(The  Secretary  read  the  matter  under  "Safety  Rules.") 

Mr.  L.  C.  Fritch  (Canadian  Northern)  : — I  would  suggest  that  we 
pass  these  over  by  giving  the  numbers  of  the  paragraphs.  The  members 
have  read  them,  and  there  are  no  essential  principles  involved.  I  make 
a  motion  that  we  pass  them  paragraph  by  paragraph  unless  some  objec- 
tion is  made. 

The  President: — There  being  no  objection,  the  "Safety  Rules"  will  be 
considered  as  adopted  by  the  Association. 

The  convention  will  note  that  in  Appendix  A  there  is  a  report  to  the 
Board  of  Direction  on  the  study  of  the  "Science  of  Organization."  The 
report  is  a  most  excellent  one,  and  the  Committee  deserves  a  great  deal 
of  credit  for  the  manner  in  which  the  study  has  been  conducted.  Atten- 
tion is  also  called  to  the  recommendation  for  next  year's  work,  No.  4, 
"Report  on  clearances  of  switchstands,  etc.,"  which  is  to  be  undertaken 
under  assignment  of  the  Committee  on  Maintenance  of  the  American 
Railway  Association.  If  there  is  no  further  discussion  of  the  work 
of  this  Committee,  it  will  be  excused  with  the  thanks  of  the  Association. 
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DISCUSSION  ON  SIGNALS  AND  INTERLOCKING. 

(For   Report,    see   pp.    75-87.) 

LIST    OF    SPEAKERb    TAKING    PART    IN    DISCUSSION    ON    SIGNALS    AND 

INTERLOCKING. 

C.  Frank  Allen.  F.  W.  Green. 

AzEL   Ames.  E.  H.   Lee. 

C.    C.    Anthony.  Hunter   McDonald. 

A.  S.  Baldwin.  L.  S.  Rose. 

W.  M.  Camp.  H.  R.  Safford. 

J.  L.  Campbell.  Thos.  S.  Stevens. 

C.  S.  Churchill.  Earl  Stimson. 

C.  E.   Denney.  John  G.  Sullivan. 

L.  A.  Downs,  G.  H.  Tinker. 

E.    A.    FrINK.  J.    E.    WiLLOUGHBY. 

L.  C.  Fritch. 

The  President: — Committee  No.  X,  on  Signals  and  Interlocking,  Mr. 
Thos.  S.  Stevens,  Chairman,  will  please  come  forward.  The  Chair- 
man will  present  to  the  convention  the  parts  of  the  report  on  which  he 
would  like   to  have   action. 

Mr.  Thos.  S.  Stevens  (Santa  Fe)  : — This  Committee  had  assigned  to 
it  four  subjects.  On  the  first  we  simply  report  progress  and  hope  to  re- 
port on  that  next  year.  (Reading  No.  2.)  Your  Committee  presents 
the  material  shown  on  pp.  75  and  y6,  together  with  the  conclusion  on 
page  76,  referring  to  this  subject. 

The  President: — The  Secretary  will  read  the  requisites  for  switch 
indicators,  as  indicated  by  the  Chairman  of  the  Committee. 

(The  Secretary  then  read,  beginning  with  the  bottom  of  page  75, 
under  the  heading,  "Switch  Indicators,"  to  and  including  the  conclusion 
on  page  76.) 

The  President : — We  would  like  to  hear  some  discussion  by  the  con- 
vention on  this  recommendation  of  the  Committee.  If  there  are  any 
operating  officers  not  members  of  the  Association  who  would  care  to 
say  something  about  it,  we  would  be  glad  to  hear  their  views. 

My.  L.  C.  Fritch  (Canadian  Northern)  : — Mr.  Chairman,  there  is  no 
provision  for  the  elimination  of  switch  indicators  where  a  switch  is 
within  clear  view  of  the  semaphore  signal.  It  seems  to  me  that  there 
ought  to  be  a  provision  of  that  kind.  There  is  no  necessity  for  havmg 
switch  indicators  where  the  switch  is  within  clear  view  of  the  home  or 
distance  signal. 

Mr.  Thos.  S.  Stevens : — Mr.  Fritch  has  given  me  a  chance  to  say 
something  which  perhaps  I  might  have  said  first:  This  Committee  is  in 
nowise  approving  or  disapproving  the  use  of  switch  indicators,  because 
they  felt  there  was  no  reason  to  do  that.  Many  railroads  are  operating 
trains  safely  without  switch  indicators.     They  provide  some  other  means 
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for  the-  train  crews  to  find  out  whether  it  is  i)ropcr  and  safe  for  them  to 
leave  the  sidetrack.  Others  feel  that  the  signal  scheme  is  more  com- 
plete with  a  switch  indicator.  So  tiiat  the  C'onimittee  has  not  inclnded 
anythinti;  in  this  report  which  would  specify  that  switch  indicators  shall 
be  used.  In  order  to  emphasize  that  fact  they  have  taken  from  the  code 
the  adjunct  which  the  American  Railway  Association  has  provided,  and 
simply  amplified  that  adjunct  and  provided  specifications  as  to  how  it 
shall  be  used,  if  it  is  used.  None  of  them  feel  that  wc  can  to-day  say 
that  a  switch  indicator  is  an  actual  requisite  of  a  signal  indication. 

Mr.  L.  A.  Downs  (Illinois  Central)  : — I  do  not  get  exactly  what 
Mr.  Fritch  means  by  a  train  in  view,  as  it  may  be  obscured  by  a  fog  as 
well  as  a  curve.  As  a  matter  of  fact,  if  there  is  straight  track,  there 
either  should  or  should  not  be  switch  indications.  I  am  not  very  much 
in  favor  of  the  switch  indicators,  anyhow,  but  if  there  is,  it  would  be 
the  same  as  if  the  train  w^ere  in  a  fog  or  around  a  curve,  as  the  condi- 
tions  are  the  same   for   switch   protection. 

The  President : — Do  you  make  any  motion,  Mr.  Fritch,  in  regard  to 
mal<ing  a  change  in  the  recommendations? 

Mr.  L.  C.  Fritch:— No. 

The  President : — If  there  are  no  further  remarks  on  this  part  of  the 
report  of  the  Committee,  we  will  take  up  the  specifications  which  have 
been  presented  for  approval,  these  having  been  adopted  by  the  Railway 
Signal  Association. 

Mr.  Thos.  S.  Stevens: — On  subject  (3)  the  Committee  presents  the 
material  shown  on  pp.  ']()  and  'j'j,  together  with  a  list  of  specifications 
of  the  Railway  Signal  Association  on  pp.  77-84.  This  Association  asked 
Committee  No.  X  to  investigate  specifications  of  the  Railway  Signal 
Association,  and  recommend,  for  approval,  such  of  them  as  they  thought 
were  worthy  of  consideration  of  this  Association,  and  when  we  looked  over 
the  field  we  found  there  were  654  pages  of  printed  matter  which  we 
could  reasonably  ask  this  Association  to  consider  in  detail.  We  did  not 
feel  that  this  was  the  proper  course  to  take,  and  have  suggested  this 
method  as,  in  a  measure,  co-ordinating  the  work  of  the  Railway  Signal 
Association  with  the  work  of  this  Association.  The  suggested  method 
is  that  this  Association  should  publish,  in  its  literature,  preferably  in  its 
Manual,  a  list  of  the  specifications  which  have  been  approved  by  the 
Railway  Signal  Association,  and  as  these  have  been  approved  not  only 
by  the  individual  members,  but  by  the  representative  vote  of  the  Railway 
Signal  Association,  it  would  seem  that  they  are  worthy  of  endorsement 
by   this    Association.. 

Mr.  L.  C.  Fritch : — Mr.  Chairman,  it  appears  to  me  that  as  long 
as  this  is  only  submitted  as  information,  it  is  hardly  necessary  to  put  it 
in  the  Manual.  Anyone  can  find  this  list  by  referring  to  the  annual 
Proceedings,  and  unless  it  is  a  conclusion  or  recommended  principle  of 
practice,  it  seems  to  me  it  ought  not  to  go  into  the  Manual. 

The  President : — The  Committee  having  made  the  recommendation 
to  include  this  in  the  Manual,  the  convention  should  decide  as  to  whether 
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• 
Mr.  Fritch's  suggestion  should  stand.  The  matter  will  be  handled  as  a 
motion  on  the  part  of  the  Committee,  to  adopt  this  conclusion.  Is  there 
;i  second  to  that  motion? 

(The  motion   was   seconded.) 

Mr,  L.  C.  Fritch : — It  seems  to  me  that  we  look  upon  our  Manual 
as  containing  recommended  principles  of  practice.  This  is  simply  a 
matter  of  information.  It  may  fall  into  the  hands  of  some  of  our  legal 
friends  and  they  may  take  this  as  accepted ;  that  these  specifications  have 
been  approved,  and  if  any  of  us  should  have  an  accident  involving  signals, 
it  might  put  us  in  an  embarrassing  position.  It  seems  to  me  that  as  long 
as  it  is  information  simply,  it  will  serve  the  purpose  if  it  is  in  our  Pro- 
ceedings.    If  we  adopt  the  specifications,  it  will  then  go  into  the  Manual. 

Mr.  Thos.  S.  Stevens : — There  is  a  broader  question  involved. 
These  specifications  are  practically  the  specifications  of  a  large  majority 
of  the  railroads  of  the  country  to-day.  They  have  been  tried  and  ap- 
proved, at  least  those  that  Committee  X  thought  were  worthy  of  being 
endorsed  by  the  Association.  Many  of  them  are  not  experiments,  and  we 
feel  that  they  would  be  given  more  dignity  if  this  Association  would 
agree  to  place  the  list  in  the  Manual,  so  that  the  members  could,  by  re- 
ferring to  the  Manual,  know  by  what  authority  these  specifications  were 
being  used ;  that  they  had,  through  the  recommendations  of  your  Com- 
mittee, received  the  endorsement  of  this  Association.  It  is  true  it  would 
be  a  long,  tedious  process  for  this  convention  to  discuss  ev^n  a  portion 
of  these  specifications  intelligently;  it  would  take  a  long  time.  These 
specifications  for  interlocking  work  are  being  used  by  purchasing  agents 
to  let  contracts  by,  and  the  detail  specifications  are  nearly  all  being  used  to 
purchase  material  from  to-day;  so  that  it  is  a  practical  question  involved 
as  well  as  one  for  this  Association  to  consider,  and  it  seems  to  me  that  if 
they  are  of  value,  it  would  be  proper  that  this  Association  should  put  them 
in  a  convenient  place  for  its  membership  to  find  them. 

Mr.  E.  A.  Frink  (Seaboard  Air  Line)  : — It  seems  to  me  that  if  we 
pubhsh  this  list  in  our  Manual,  we  would  thereby  imply  endorsement 
of  the  matter.  I  am  not  saying  that  we  should  not  say  that,  but  I  do 
not  think  we  ought  to  do  it  until  we  have  considered  each  one  of  these 
specifications.  As  the  list  stands  now,  it  is  simply  an  index,  and  I  do 
not  think  we  should  put  it  into  the  Manual,  and  by  so  doing  give  it  the 
weight  of  the  authority  of  the  Association. 

Mr.  G.  H.  Tinker  (New  York,  Chicago  &  St.  Louis)  : — I  agree  with 
Mr,  Frink.  This  is  too  much  of  a  wholesale  approval  of  the  work  of 
another  association.  While  that  work  is  probably  such  that  we  would 
approve  it  if  it  were  brought  up  in  another  manner,  it  will  detract  from 
the  value  of  the  Manual  to  adopt  it  in  this  way.  There  are  many  other 
associations  whose  specifications  and  conclusions  are  perfectly  worthy  of 
approval,  but  it  would  be  a  mistake  to  adopt  them  wholesale.  The  only 
material  which  should  go  into  the  Manual  is  that  which  has  been  con- 
sidered in  detail  before  adoption  by  this  Association. 

Mr.  C.  C.  Anthony  (Pennsylvania  Railroad)  : — We  realized  that  this 
proposition  was  a  rather  peculiar  one,  and  we  expected  the  very  criticism 
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that  wc  arc  getting.  Our  idea  was  tliat  the  list  wc  give  you  should  be 
put  ill  the  Manual  with  a  very  ckar  statement  that  it  was  put  there  for 
the  information  of  the  members.  We  did  not  cxi)cct  the  Association  to 
give  approval  to  all  this  matter,  and  it  should  l)e  made  very  clear  that 
it  is  not  given  approval  in  the  way  ap])roval  is  given  to  matter  that  is 
regularly  presented   here   and  acted  upon. 

The  reason,  as  I  see  it,  for  having  the  list  in  the  Manual  is  that  the 
Manual  is  the  place  to  which  people  go  for  information  on  matters  of 
that  sort.  If  the  members  want  to  find  specifications  or  principles  of 
practice,  they  look  in  the  Manual.  If  they  want  to  find  something  of  that 
sort  relating  to  signal  work,  they  will  look  in  the  Manual  and  find  that 
what  they  arc  looking  for  is  not  there,  but  that  there  is  an  index  showing 
where  they  can  find  it. 

It  was  clear  to  us  that  it  was  absolutely  out  of  the  question  for  this 
Association  to  act  in  detail  on  all  this  matter  relating  to  signaling  and  that 
it  was  practically  useless  to  attempt  to  select  a  small  amount  of  it  on 
which  the  Association  could  act;  and  the  only  solution  of  the  problem 
that  we  have  been  able  to  find  is  to  have  this  list  accepted,  which  accept- 
ance will  practically  recognize  the  Railway  Signal  Association  as  the 
authority  on  these  particular  subjects, 

Mr.  John  G.  Sullivan  (Canadian  Pacific)  : — Would  not  the  Com- 
mittee's idea  be  carried  out  just  as  well  if  they  printed  in  the  Manual 
the  explanations  that  are  printed  on  pp.  'jd  and  ']i,  and  simply  say  that 
the  specifications  which  the  Committee  would  approve  can  be  found  in 
a  certain  volume  of  the  Proceedings?  You  will  then  have  a  ready  refer- 
ence wdiere  you  can  get  the  information  for  which  you  are  looking. 

Mr.  L.  C.  Fritch : — I  have  the  same  suggestion  to  make,  with  the 
exception  that  there  is  to  be  published  an  index  of  the  contents  of  the 
Proceedings,  and  in  that  index  this  information  can  be  readily  located. 
This  list  is  sweeping;  it  not  only  covers  specifications,  but  rules  and 
practices,  and  things  of  that  kind.  There  are  many  lines  which  are  not 
able  financially  to  bring  up  their  signal  practice  to  the  high  standard 
these  specifications  call  for,  and  it  might  put  them  in  an  embarrassing 
position  to  put  out  these  specifications.  Wc  should  hesitate  to  place 
our  stamp  of  approval  on  them  by  putting  them  in  the  Manual  at  this 
time.  There  is  no  question  as  to  the  value  of  these  specifications,  and 
anyone  who  wants  to  find  them  can  locate  them. 

Mr.  A.  S.  Baldwin  (Illinois  Central)  :— The  declination  to  include  this 
list  in  our  Manual  does  not  in  the  slightest  degree  reflect  on  the  value 
of  this  work  to  the  members  of  this  Association.  The  point  we  make  is 
that  what  goes  into  the  Manual  should  first  be  passed  on  and  discussed  at 
a  meeting  of  the  Association,  wdiereas,  if  these  matters  were  to  be  put 
into  our  ]\Ianual,  it  would  be  taking  in  one  bunch  a  whole  mass  of  specifi- 
cations and  data  which  has  not  been  submitted  to  the  discussion  of  the 
members  of  this  Association.  For  that  reason  I  would  conclude,  while 
it  is  proper  to  put  it  in  the  Proceedings,  and  w^hile  it  is  exceedingly  valu- 
able information,   it  should  be  placed  in  the  Proceedings  as  information 
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aiul  should  not  be  endorsed  by  this  Association  througli  its  publication 
in  the  Manual. 

Mr.  Hunter  McDonald  (Nashville,  Chattanooga  &  St.  Louis)  :— May 
I  inquire  in  what  manner  Mr.  Baldwin  and  Mr.  Fritch  expect  to  perfect 
onv  Manual  in  so  far  as  signals  are  concerned?  Do  they  expect  our 
Committee  X  to  go  back  and  work  over  this  matter  presented  ])y  the 
Railway  Signal  Association,  or  do  we  expect  finally  to  treat  the  Signal 
Association  as  a  Committee  of  this  Association  and  endorse  their 
findings? 

Mr.  Thos.  S.  Stevens: — Mr.  McDonald  has  brought  out  a  very  vital 
point,  that  I  thought  should  be  brought  out  in  connection  with  the 
suggestion  of  this  Committee,  and  that  is  whether  or  not  the  Railway 
Signal  Association,  through  your  Committee  X,  is  not  practically  a  Com- 
mittee   of    this   Association? 

Mr.  L.  S.  Rose  (Cleveland,  Cincinnati,  Chicago  &  St.  Louis)  : — 
There  are  a  number  of  volumes  of  the  Proceedings  of  this  Association, 
and  if  you  cut  this  out  of  the  Manual  there  will  be  a  long  search  to  find 
out  where  the  information  is.  I  take  it  the  Manual  is  an  index  of  the 
Proceedings,  with  the  discussion  omitted,  and  only  the  actual  informa- 
tion given  wdiich  is  desired.  I  think  it  would  be  a  mistakf.  ,€>  refer  our 
members  to  the  Proceedings  of  the  Association  for  information  of  this 
character.  There  is  another  point,  too,  and  that  is,  if  this  Association 
will  not  endorse  the  action  of  the  Signal  Association,  reviewed  by  a 
Committee  of  our  Association,  how  can  we  expect  any  other  association 
to   endorse   what    we   have    done,    when    reviewed   by   their    committees? 

Mr.  Earl  Stimson  (Baltimore  &  Ohio)  : — I  am  in  favor  of  the  motion 
made  by  the  Committee,  and  endorse  the  expressions  made  by  the  other 
speakers  in  favor  of  that  motion.  As  I  understand  it,  every  member 
of  this  Committee  is  also  a  member  of  the  Signal  Association.  It  cannot 
be  expected  that  this  one  Committee  will  do  the  work  of  probably  a 
dozen  committees  in  the  Signal  Association.  We  certainly  should  have 
confidence  enough  In  the  Signal  Association,  through  our  own  members 
on  this  Committee,  to  endorse  their  findings.  I  expect  to  vote  for  the 
approval  of  the  work  of  the  Committee,  and  urge  every  member  of  the 
Association  to  do  the  same. 

Mr.  J.  L,  Campbell  (El  Paso  &  Southwestern)  : — I  heartily  agree 
that  we  should  in  some  way  cover  this  matter  of  signaling  in  our  Manual. 
It  Is  my  understanding  that  the  members  of  our  Committee  on  Signals 
and  Interlocking  are  also  m.embers  of  the  Signal  Association,  or  are  at 
least  engaged  In  that  line  of  work.  If  we  look  at  our  Manual,  we  find 
It  quite  small  considering  the  number  of  years  this  Association  has  been 
working.  I  believe  there  are  many  things  we  can  safely  put  into  the 
Manual,  some  of  which  are  proposed  by  this  motion.  I  do  not  see  how 
we  are  to  put  ourselves  on  record  about  railway  signal  work  except 
by  some  action  of  this  kind.  I  would  like  to  see  this  index  to  the  work 
of  the.  Signal  Association  go  into  the  Manual.  It  Is  valuable  information 
to  have  in  that  convenient  place.     I  believe  this  Association  will  be  safe 
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ill  .uiTpliiii;  as  best  praclicc  the  approNcd  work  of  llic  Signal  Association. 
It   will  add  t(»  the  value  of  tlic  Atamial  as  a  vv(jrking  instrument. 

Mr.  A.  .'^.  I'aldwin  :  -This  docs  not  j^ivc  simply  a  list  of  matters  on 
which  infornialion  is  desired.  'J\)  put  this  in  tiic  Manual  under  the 
motion  proposed  adopts  it  as  the  action  of  this  Association.  We  have 
never  adopted  any  specifications  without  discussion  by  this  body,  and 
I  think  it  would  be  a  mistake  to  do  so  in  this  instance. 

It  is  a  mistake  to  suppose  for  one  minute  that  our  objection  to  doing 
this  reflects  on  the  work  of  the  Signal  Association.  The  idea  is,  in  my 
mind,  that  we  should  not  adopt  anything  as  a  principle  of  this  body 
without  discussion. 

Mr.  McDonald  has  .isked  how  we  propose  to  handle  this  matter.  J 
am  frank  to  say  just  at  this  time  I  am  not  prepared  to  ofifer  a  plan. 
Undoubtedly  the  Railway  Signal  Association  can  go  into  details  to  an 
extent  it  would  be  impossible  for  this  Association  to  go,  and  I  believe 
we  must  look  to  that  Association  in  some  form  or  other  to  do  the  work 
in  this  direction  that  must  be  done  for  the  railroads  of  the  country. 
At  the  same  time  I  do  not  think  we  should  take  it  into  our  Manual  in 
one  omnibus  motion  without  any  discussion  as  to  any  of  the  details. 

Mr.  H.  R.  SafYord  (Grand  Trunk)  : — If  I  understand  the  two  op- 
posing views  in  this  matter,  one  is  that  we  feel  that  the  Signal  Committee 
and  the  Railway  Signal  Association  have  done  some  useful  work  and 
reached  the  point  where  it  should  be  of  value  to  the  members  of  this 
body,  and  yet  opportunity  has  not  been  given  to  the  members  of  our 
Association  to  thoroughly  discuss  these  specifications  in  detail,  and  that 
is  the  reason  there  is  some  hesitation  about  putting  them  into  the 
Manual. 

Could  not  the  situation  be  met  and  the  same  results  obtained,  which 
seem  to  be  desired  by  these  who  are  advancing  the  argument  for  printing 
it,  by  putting  this  set  of  specifications  in  pamphlet  form,  and  having 
them  issued  by  the  Association,  "tentatively,"  if  you  want  to  make  it  that 
way,  so  that  the  matter  can  be  put  into  shape  for  easy  distribution,  and 
in  that  way  we  can  begin  to  get  the  benefit  of  the  work  which  this  Com- 
mittee has  done,  particularly  for  those  railroads  which  have  not  been 
able  to  prepare  complete  specifications  themselves?  I  am  of  the  opinion 
that  signal  work  is  of  such  a  character  that  it  is  probably  undergoing 
more  change  than  any  other  character  of  work  on  which  recommendations 
are  made  by  our  Association.  For  that  reason  I  can  understand  that  .if 
we  published  them  in  the  Manual  at  this  time,  before  the  Manual  is 
again  published  considerable  revision  of  this  matter  would  undoubtedly 
be  necessary,  but  I  -hink  we  could  endorse  it  as  good  practice,  and  I 
believe  the  question  should  be  considered  of  putting  this  matter  in 
pamphlet  form,  so  that  it  could  be  revised  each  year,  if  occasion  required. 

Mr.  C.  E.  Denney  (Consulting  Engineer)  : — All  specifications  are 
strengthened  as  more  associations  approve  them,  and  eventually  the 
American  Railway  Engineering  Association  will  be  benefited  by  having  in 
its  Manual  the  Railway  Signal  Association  specifications. 


I 


DISCUSSION.  1031 

The  instructions  given  to  the  Committee  were,  "Present,  for  ap- 
proval, specifications  adopted  by  the  Railway  vSignal  Association,  which 
in  the  judgment  of  the  Committee  warrant  consideration." 

The  conclusion  states,  "That  this  list  of  Railway  Signal  Association 
specifications  and  standards  be  printed  in  the  Manual  for  the  information 
of  the  members." 

In  other  words,  this  is  the  first  step,  and  is  an  index  showing  what  the 
Signal  Association  has  done.  xAftcr  this  index  is  inserted,  the  Committee 
may  then  report  in  detail  on  any  specification  now  adopted  by  the  Signal 
Association,  and  when  approved  by  the  ^American  Railway  Engineering 
Association  as  a  whole,  each  specification  becomes  a  part  of  the  Manual. 

As  I  understand  the  conclusion  of  the  Committee,  its  approval  only 
carries  with  it  the  printing  of  the  index  in  the  Manual,  which  will  be 
of  benefit  to  the  members  who  are  not  members  of  the  Signal  Association, 
as  it  will  show  where  to  find  any  particular  specification  not  yet  approved 
by  the  Engineering  Association. 

Mr.  John  G.  Sullivan : — The  last  speaker  brought  out  a  point  I  want 
more  information  on.  This  conclusion  does  not  say  that.  It  says  print 
this  as  an  index,  but  it  also  says  very  plainly  that  the  specifications  and 
standards  be  printed.  Will  they  print  the  entire  matter  or  just  this  in- 
dex? 

Mr.  J.  E.  Willov'ghby  (Atlantic  Coast  Line)  : — As  I  understand  it, 
it  is  the  desire  to  place  in  the  Manual  only  those  things  which  are  recom- 
mended practice,  and  not  to  put  into  the  Manual  matters  which  are  of 
information  only  to  the  members.  We  have  that  information  in  the 
Proceedings.  It  occurs  to  me  to  put  a  matter  of  information  only  in 
the  Manual  would  have  the  effect  of  increasing  the  size  of  the  Manual 
unduly. 

Mr.  Chas.  S.  Churchill  (Norfolk  &  Western)  : — The  attention  of  the 
Association  is  called  to  the  fact  that  this  matter  is  incomplete  in  any 
event.  The  mere  listing  of  these  specifications  is  not  sufficient  informa- 
tion for  any  member  to  proceed  upon.  Therefore  this  list  should  have 
attached  to  it  a  page  showing  where  the  specifications  referred  to  may 
be  found  in  full  in  the  Proceedings  of  the  Signal  Association,  in  order  to 
be  of  any  value  whatever. 

Prof.  C.  Frank  Allen  (Massachussetts  Institute  of  Technology)  : — I 
move  as  a  substitute  motion  that  it  be  accepted  as  information,  and  that 
the  question  whether  it  be  included  in  the  Manual,  either  by  some  refer- 
ence to  it  or  as  a  whole,  be  referred  to  the  Committee  on  Manual,  with 
full  power. 

Mr.  Azel  Ames  (Consulting  Engineer)  : — Perhaps  some  of  the  members 
of  this  Association  are  not  familiar  with  the  Railv/ay  Signal  Association 
Manual.  That  consists  of  a  lot  of  specifications  and  standard  drawings. 
The  Railway  Signal  Association  reproduces  all  these  standard  drawings 
in  the  form  of  tracings  by  some  lithographic  process,  so  that  if  any 
of  the  roads  want  to  use  a  Railway  Signal  Association  plan,  all  they  have 
to  do  is  to  send  to  the  Railway  Signal  Association  and  buy  a  readymade 
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tracing  sliowing  all  the  detailed  part  vdii  would  use  in  interlocking,  or 
at  least  all  those  for  wliich  tracings  have  been  prepared. 

Now.  the  meml)ers  of  the  Committee  hclieve  that  many  of  the  roads 
will  wish  to  use  these  standard  plans  and  tracings  of  the  Railway  Signal 
Association.  The  Committee  thinks  it  is  nnuh  easier  for  you  to  buy 
the  readymade  tracings  from  the  Secretary  of  the  Railway  Signal  Associa- 
tion than  it  is  for  you  to  do  a  lot  of  drafting  or  tracing  yourselves,  and 
this  list  which  we  present  is  practically  a  catalog  of  what  the  Railway 
Signal  Association  has  to  offer  to  this  Association  and  the  railroads. 
The  Committee  is  not  attempting  to  secure  for  all  the  Railway  Signal 
Association  standards  the  official  approval  of  this  Association,  but  simply 
attempting  to  give  you  in  concrete  form  a  list  of  the  data  that  the  Railway 
Signal  Association  has  prepared.  Whether  this  list  should  be  printed  in 
the  Manual  or  as  a  separate  publication  for  distribution  is  a  matter  in 
regard  to  which  there  seems  to  be  some  question.  I  simply  make  this 
statement  to  show  what  was  in  the  mind  of  the  Committee  in  this  con- 
nection. 

Mr.  L.  C.  Fritch :— It  is  not  the  idea  that  the  Manual  shall  be  a 
catalog  of  reference — so  far  as  that  is  concerned,  we  might  publish  in 
the  Manual  catalogs  covering  other  lines  of  work.  The  "rules  governmg 
the  Manual  do  not  contemplate  including  matters  of  information.  Rule 
(4)   says: 

"The  Manual  will  only  include  conclusions  relating  to  definitions, 
specifications  and  principles  of  practice,  as  have  been  made  the  subject  of 
a  special  study  by  a  Standing  or  Special  Committee  and  embodied  in 
a  committee  report,  published  not  less  than  thirty  days  prior  to  the  annual 
convention,  and  submitted  by  the  Committee  to  the  annual  convention,  and 
which,  after  due  consideration  and  discussion,  shall  have  been  voted  on 
and  formally  adopted  by  the  Association.  Subjects  which,  in  the  opinion 
of  the  Board  of  Direction,  should  be  reviewed  by  the  American  Railway 
Assodation  may  be  referred  to  that  Association  before  being  published 
in  the  Manual." 

It  seems  to  me  that  this  being  only  a  matter  of  information,  we 
should  riot  include  it  in  our  Manual. 

Mr.  Earl  Stimson : — How  are  we  ever  going  to  cover  the  ground? 
I  take  it  that  the  matter  referred  to  here  in  this  list  is  a  matter  of  years 
of  work  by  the  Signal  Association,  and  to  have  this  Association  go 
into  the  detail  of  every  plan  and  specification  would  keep  us  here  probably 
several  weeks.  I  would  like  to  ask  the  gentleman  how  he  ever  expects 
to  have  this  Association  cover  the  entire  field  of  signaling  and  inter- 
locking in  a  manner  other  than  as  proposed  by  the  Committee. 

Mr.  F.  W.  Green  (Louisiana  &  Arkansas)  : — With  a  view  of  disposing 
of  the  matter,  and  avoiding  further  discussion  if  possible,  and  also  re- 
conciling the  two  factions,  if  it  is  in  order,  I  move  that  a  parenthetical 
reference  be  made  in  the  1915  Manual  to  the  Proceedings  for  1915,  giving 
reference  to  these  proposed  specifications,  and  stating  that  time  had  not 
been  had  up  to  the  preparation  of  the  1915  Manual  for  a  complete  dis- 
cussion of  these  rules.    I  think  that  will  accomplish  the  desire  of  the  Com- 
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niittcc  to  present  before  the  Association  in  ready  form  the  results  of  the 
labors  of  the  Railway  Signal  Association  and  at  the  same  time  avoid  the 
objections  which  were  touched  on  by  Mr.  Baldwin  and  others  with  refer- 
ence to  not  incor])orating  anything  in  the  Manual  except  the  information 
which  had  been  defined  by  thorough   discussion  of  the  Association. 

The  President : — The  motion  is  not  in  order,  in  view  of  the  fact 
that  there  is  a  motion  before  the  house. 

Mr.  L.  C.  Fritch : — 1  will  answer  Mr.  Stimson  by  saying  that  we 
do  not  object  to  accepting  the  recommendations  of  the  Railway  Signal 
Association,  but  we  do  not  want  to  incorporate  in  our  Manual  something 
which  is  submitted  as  a  matter  of  information.  To  my  mind  all  these 
reconmiendations  before  they  are  finally  passed  by  this  Association  should 
go  before  the  American  Railway  Association,  as  that  is  the  parent  asso- 
ciation, and  these  matters  are  of  sufficient  importance  to  submit  to  them. 
We  are  following  that  practice  with  regard  to  rail  specifications  and  other 
matters,  and  I  do  not  see  why  we  should  not  with  regard  to  any  matter 
which  involves  operation  as  do  the  signal  rules  and  specifications.  In 
my  opinion  it  is  beyond  the  province  of  this  Association  to  pass  upon 
such  a  matter. 

Mr.  E.  H.  Lee  (Chicago  &  Western  Indiana)  : — The  Committee  is 
asking  for  the  endorsement  of  these  specifications  in  terms.  Some  of 
the  speakers  have  intimated  that  if  our  Association  gives  this  endorse- 
ment it  will  have  done  so  without  mature  consideration.  Our  Signal 
Committee  is  composed  of  the  best  brains  in  the  Association  along  that 
line  and  wdio  have  devoted  several  years  to  the  study  of  this  question. 
They  have  had  the  assistance  of  a  great  body  of  men  who  are  intimately 
acquainted  with  the  subject,  who  have  devoted  years  to  the  consideration 
of  this  particular  subject,  one  which  is  highly  technical  and  involved.  The 
agent  of  this  Association  in  the  investigation  of  this  involved  matter  is 
our  Committee,  and  we  should  consider  very  carefully  whether  we  can 
afTord  to  turn  down  the  recommendations  of  a  Committee  which  has 
given  the  matter  such  careful  and  mature  consideration.  How  much  will 
the  more  or  less  sporadic  and  momentary  discussion  in  this  convention 
of  the  matters  covered  by  this  report  affect  the  final  result?  It  is  ex- 
ceedingly difficult  to  handle  a  subject  of  this  kind  in  any  other  way  than 
as  recommended  by  the  Committee,  and  the  members  of  the  Association 
should  consider  their  action  very  carefully  before  voting  against  the 
recommendation  of  the  agent  of  the  Association  for  investigating  this 
subject,  which  is  its  Signal  Committee. 

Mr.  W.  M.  Camp  (Railway  Review)  : — I  call  attention  to  the  fact 
that  whenever  a  matter  presented  by  the  Committee  on  Signaling  of  this 
Association  has  come  up  for  adoption  heretofore,  it  has,  I  believe,  in 
nearly  every  instance,  been  something  which  had  already  been  adopted  by 
the  Railway  Signal  Association;  and  the  consideration  of  the  subject  by 
this  body,  other  than  by  the  members  who  belong  to  the  Railway  Signal 
Association,   has   always  been   rather  perfunctorily  done. 

It  has  been  intimated  that  the  matter  now  under  discussion  has  been 
brought   up  by   the   Committee   in   wholesale   form.     That   is   not   exactly 
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the  case.  It  appears  llial  llic  Committee  lias  given  careful  attention  to 
the  standards  presented,  as  there  are  certain  matters  on  page  85  and 
other  pages  where  the  Committee  recommends  that  certain  things  should 
not  he  puhlished  in  the  next  issue  of  the  Manual,  showing  that  they  have 
gone  thoughtfully  over  the  work,  using  due  discrimination,  and  have  not 
presented   matter   for   adoption    in   any   careless   manner. 

I  also  invite  attention  to  what  the  Secretary  read  earlier  in  the  meet- 
ing in  regard  to  duplication  of  work.  He  states  that  there  are  fifteen 
other  organizations  doing  work  which  overlaps  w'ork  of  this  Associa- 
tion; then  he  says:  "In  view  of  these  facts,  it  would  seem  advisahle 
for  our  committees  to  give  careful  consideration  to  what  has  heen 
done  along  the  lines  of  the  subjects  assigned  them,  make  use  of  the 
best  thought  and  experience  developed  elsewhere,  and  adapt  the  net 
results  to  our  present  needs."  I  think  that  is  just  what  this  Committee 
has  been  trying  to  do. 

The  President: — All  in  favor  of  the  motion  that  this  list  be  printed 
in  the  Manual  for  the  information  of  the  members  will  please  say  Aye ; 
contrary  minded,  No. 

(The  motion  was  carried.) 

Mr.  Thos.  S.  Stevens : — With  due  consideration  to  the  fact  that  the 
Manual  is  to  be  revised  this  year,  your  Committee  placed  in  its  report 
the  matter  which  appears  on  page  84,  under  the  heading,  "The  Problem 
of  Signaling  Single-track  Roads  with  Reference  to  the  Effect  of  Signaling 
and  Proper  Location  of  Passing  Sidings  on  the  Capacity  of  the  Line," 
thinking  that  it  might  receive  the  endorsement  of  the  Railway  Signal 
Association  letter-ballot.  The  matter  was  not  approved,  and  therefore 
your   Committee   desires  to   withdraw  that  part  of   its   report. 

With  reference  to  the  matter  under  "Automatic  Train  Control"  we 
found  that  the  American  Railway  Association  was  also  working  on  this 
subject,  and  w^e  asked  to  be  excused  from  further  consideration  of  it 
at  that  time,  but  we  present  now  for  the  information  of  the  Association 
the  information  shown  on  pp.  86  and  87,  and  we  move  the  conclusion, 
"That  the  foregoing  be  accepted  by  the  Association  as  information." 

(The  motion  was  carried.) 

The  first  two  recommendations  with  reference  to  conventional  signs, 
and  arrangement  of  signals  at  interlocking  plants  have  been  made  neces- 
sary by  previous  action  of  this  Association. 

Now  that  yon  have  accepted  the  Committee's  suggestions  with  refer- 
ence to  the  specifications  of  the  Raihvay  Signal  Association,  you  have 
also  rendered  unnecessary  the  discussion  of  the  Committee's  recommenda- 
tions with  reference  to  specifications  for  mineral  matter,  rubber  com- 
pound, insulated  wire.  This  specification  had  been  changed  necessarily  by 
the  Railway  Signal  Association,  and  it  was  proposed  by  the  Committee 
that  if  you  did  not  accept  our  recommendations,  that  this  should  be 
eliminated  from  the  Manual;  but  now  you  have  accepted  our  suggestions, 
I  believe  that  only  formal  action  is  necessary  with  reference  to  the 
Committee's  recommendations  about  revision  of  the  Manual. 
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The  President: — Will  you  make  a  motion  to  cover  exactly  what  you 
want,  Mr.  Stevens? 

Mr.  Thos.  S.  Stevens : — Yes ;  that  the  Committee's  suggestions  with 
reference  to  the  revision  of  the  Manual  be  accepted. 

(The  motion  was  carried.) 

Mr.  Safiford : — Is  it  in  order  to  make  a  suggestion  with  reference  to 
the  future  work  of  the  Committee? 

The  President: — It  is  entirely  in  order, 

Mr.  Safford : — It  seems  to  me  that  there  is  some  need  for  intensive 
study  along  the  lines  of  developing  more  uniform  practice  regarding 
contracts  for  interlocking  plants  and  for  crossings.  The  contracts  of 
fifteen  or  twenty  years  ago  did  not  seem  to  be  entirely  satisfactory,  and 
the  railroads  now  are  having  more  or  less  trouble  trying  to  harmonize 
the  views  in  regard  to  certain  details,  such  as  defining  the  responsibilities 
and  rights  of  junior  and  senior  companies,  and  the  best  practice  for  con- 
ducting the  work;  the  definition  of  "sole  employes,"  "joint  employes," 
and  the  rights  and  responsibilities  for  the  action  of  these  employes.  At- 
tempts have  also  been  made  to  take  these  matters  before  railway  com- 
missions, where  the  railroad  companies  cannot  agree,  and  the  commissions 
are  issuing  orders,  some  of  which  are  confusing.  I  believe  these  com- 
missions would  welcome  suggestions  with  regard  to  making  such  orders 
and  that  we  ought  to  take  this  matter  up  and  attempt  to  work  out  a  proper 
basis  for  such  contracts.  The  Signal  Association  and  this  Association, 
in  endorsing  its  action,  have  already  done  good  work  in  the  matter  of 
operating  units.  Those  have  been  accepted  and  adopted  by  a  great  many 
railroads  to-day,  but  there  are  many  other  features  not  yet  covered  by 
the  endorsement  of  the  Signal  Association  and  our  own  Association. 
I  think  there  is  an  opportunity  to  do  good  work  in  attempting  to  har- 
monize various  views  on  this  subject. 

The  President : — Your  suggestion,  Mr.  Safford,  will  be  referred  to 
the  Committee,  and  will  be  taken  into  consideration  next  year.  The 
Committee  is  excused,  with  the  thanks  of  the  convention. 
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DISCUSSION  ON  UNIFORM  GENERAL  CONTRACT 

FORMS. 

(For  Keport,  see  pp.   SI),   101.) 

LIST   OF    SPEAKERS    TAKING    PART    IN    DISCUSSION    ON     UNIFORM    GENERAL 

CONTRACT    FORMS. 

E.  H.  Lee.  L.  C.  Fritch. 

The  President : — The  Chairman  of  the  Committee  will  make  a  pre- 
liminary statement,  in  which  he  will  indicate  how  he  desires  to  have  the 
report  considered  by  the  convention. 

Mr.  E.  H.  Lee  (Chicago  &  Western  Indiana)  : — The  work  of  the 
Committee  is  outlined  by  the  instructions  which  are  shown  in  the  report. 
The  Committee  has  prepared  and  submitted  a  form  of  Bond.  The 
Committee  was  instructed  to  go  over  its  previous  work  with  a  view  of 
making  revisions  in  the  Manual,  and  these  are  shown  in  detail.  Some 
of  these  changes  were  due  to  what  were  evidently  typographical  errors ; 
others  have  been  developed  by  the  use  of  the  Contract  Form.  The 
matter  is  one  of  some  detail.  I  offer  a  motion  that  the  form  of  Bond 
shown  be  approved  by  the  Association,  after  such  consideration  as  the 
convention  cares  to  give. 

Mr.  L.  C.  Fritch  (Canadian  Northern)  : — As  this  Association  is  an 
international  one,  I  believe  the  Bond  ought  to  be  amended  to  include  the 
Dominion  of  Canada. 

Mr.  Lee : — The  Committee  will  accept  such  change  in  the  Bond  as 
will  make  it  applicable  to  Canada  as  well  as  the  United  States. 

Mr.  L.  C.  Fritch :— There  is  still  important  work  for  this  Committee 
to  do,  such  as  the  preparation  of  standard  siding  agreements  and  right- 
of-way  leases.  Many  railways  are  now  trying  to  get  together  on  a 
standard  right-of-way  lease.  I  think  that  is  important  work  for  this 
Committee. 

Mr.  Lee: — Referring  to  our  report,  I  would  move  that  the  Uniform 
Contract  Form,  as  amended,  be  approved  by  the  Association.  I  think 
it  is  recognized  by  the  members  that  this  form  is  not  intended  to  be 
obligatory  in  any  sense;  that  it  is  useful,  that  it  has  been  adopted  by 
many  roads,  but  that  it  may  not  be  adopted  by  others. 

(The  motion  was  carried.) 

The  President: — I  understand  the  Committee  recommends  that  it  be 
discharged.  You  have  heard  the  suggestions  of  Mr.  Fritch  on  this  sub- 
ject. I  would  like  to  have  the  wishes  of  the  convention  on  the  subject. 
Will  some  one  make  a  motion? 

(A  motion  to  the  effect  that  the  Committee  be  continued,  being  duly 
seconded,  was  carried.) 

The  President :— The  work  of  the  Committee  is  commended,  and  it 
receives  the  thanks  of  the  convention  for  what  it  has  done.  We  will 
ask  the  Committee  to  do  further  work.    The  Committee  is  excused. 
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DISCUSSION  ON  SIGNS,  FENCES  AND  CROSSINGS. 

(For  Report,   see   pp.    433-519.) 

LIST    OF    SPEAKERS    TAKING    PART    IN    DISCUSSION    ON     SIGNS,    FENCES    AND 

CROSSINGS. 

J.  L.  Campbell.  E.  A.  Frink. 

C.  S.  Churchill.  J.  R.  Leighty. 

Curtis  Dougherty.  D.  W.  Smith. 

Hunter  McDonald.  W.  F.  Strouse. 

L.  C.   Fritch.  R.   Trimble. 

The  President: — Mr.  W.  F.  Strouse,  the  Chairman  of  the  Commit- 
tee, will  make  a  statement  as  to  the  way  in  which  he  wishes  the  report 
considered. 

Mr.  W.  F.  Strouse  (Baltimore  &  Ohio)  : — The  Committee  was  as- 
signed four  subjects,  including  revision  of  the  Manual,  shown  on  page 
443  of  Bulletin  172.  A  careful  study  of  the  Manual  has  been  made,  the 
result  of  which  will  be  found  on  pages  435  to  443.  It  is  suggested, 
however,  that  the  word  'Vertical"  be  inserted  between  the  words  and 
and  boards,  in  the  third  line  of  the  definition  of  "Fence,"  on  page  435. 

The  Committee's  reasons  for  the  principal  changes  in  the  subject- 
matter  of  the  Manual  are  set  forth  on  pages  434  and  435. 

Tiie  President : — The  Chairman  makes  the  statement  that  under 
"Definitions''  there  are  minor  changes,  and  the  sense  of  the  Manual,  as 
now  showing  these  different  definitions,  is  practically  not  changed. 
Therefore  it  seems  as  though  action  by  the  convention  is  not  necessary, 
except  that  those  marked  with  an  asterisk  are  recommended  as  defini- 
tions that  can  be  dropped,  as  being  more  than  is  necessary  for  the 
J\Ianual. 

Mr.  Strouse : — I  move,  therefore,  that  the  definitions  that  are  marked 
with  an  asterisk  be  eliminated  in  the  reprint  of  the  Manual. 

The  President: — If  there  is  no  objection  to  that  motion,  it  will  be 
regarded  as  passed.  The  next  question  to  be  taken  up  is  the  matter  of 
specifications  for  standard  right-of-way  fences.  It  is  suggested  that  we 
can  expedite  this  matter  by  simply  reading  the  articles  by  title.  A  pause 
will  be  made  after  each  one,  in  order  to  allow  any  comments  or  objec- 
tions, if  there  are  any. 

(The  Secretary  then  read  the  titles  to  paragraphs  on  pp.  436,  437,  438, 
439,  440  and  441.) 

Mr.  L.  C.  Fritch  (Canadian  Northern)  : — Is  the  matter  referring  to 
"snow  fences,  snow  sheds,  and  recommended  methods  of  snow  removal," 
part  of  the  specifications? 

The  President : — The  Committee  wishes  to  have  it  considered  as 
part  of  their  specifications ;  from  "snow  fences"  down  it  is  to  be  regarded 
as  definitions. 
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Mr.  1\.  TriniMc-  (  I  Vnii-ylvaniti  I.iiiis  \\\-st)  :- -There  is  one  matter 
that  1  want  to  call  your  attention  to,  and  that  is  the  specification  as  to 
rii^ht-ot-way  fence — tirst-ch'iss,  second  class,  third-class  and  fourth-class. 
Heretofore,  the  Association  has  ohjected  to  that  kind  of  classification, 
hecause  it  is  subjected  tcj  criticism.  Take  our  standard  roadway,  it  is 
classified  as  "Class  A,"  "Class  W  and  "CHass  C."  We  (night  to  change 
this  fence  classification  to  correspond,  and  1  move  that  the  change  be 
made  so  that  right-of-way  fence  shall  be  designated  as  "Class  A,"  "Class 
J^,"  etc.  , 

The  President: — The  Committee  will  accept  that  suggestion. 
Mr.  Curtis  Dougherty  (Queen  &  Crescent  Route)  : — On  page  440, 
relating  to  "Gates  for  Right-of-Way  Fences,"  I  suggest  to  the  Com- 
mittee that  it  be  specified  that  the  end  of  the  gate  opposite  the  hinged 
end  lap  by  the  post,  so  as  to  prevent  the  gate  being  pushed  open  by 
stock,  or,  if  the  gate  would  be  buckled,  that  it  would  come  out  of  the 
fastening  and  be  readily  opened  by  simply  pressing  against  it,  the  idea 
being  that  that  end  of  the  gate  should  pass  by  the  post  far  enough  so  as 
to  prevent  absolutely  the  gate  being  opened  towards  the  track  by  pressure 
of  stock. 

Mr.  Strouse : — The  Committee  offers  no  objectfon  to  the  suggestion 
made.  I  might  state  that  the  paragraphs  under  "Gates  for  Right-of- 
Way  Fences"  are  the  same  as  that  in  the  Manual  of  191 1.  I  see  no 
objection  to  the  suggestion,  and  the  wording  of  the  recommendations 
m'ght  be  changed  so  as  to  cover  that  particular  point. 

The  President : — The  Chair  thinks  the  wording  should  to  be  submitted, 
so  that  we  may  know  exactly  wdiat  is  being  adopted  in  the  way  of  a 
change. 

Mr.  Dougherty: — I  move  that  the  last  paragraph  under  the  head- 
ing. "Gates  for  Right-of-Way  Fences"  be  amended  to  read  by  adding, 
after  the  last  present  reading,  "and  the  end  of  the  gate  opposite  the 
hinged  end  shall  lap  by  the  post  a  sufficient  distance  to  prevent  it  from 
being  opened  by  side  pressure." 

The  President : — The  Committee  will  accept  the  amendment.  The 
Committee  moves  the  adoption  of  the  specifications  as  read  by  title  of 
the  paragraphs,  and  that  they  be  included  in  the  next  Manual.  The 
motion  will  read  that  the  specifications  as  read  are  adopted  and  will  be 
included  in  the  next  Manual. 
(The  motion  was  carried.) 

(The  Secretary  then  read,  beginning  with  the  heading  "Surface 
Stock-Guards,"  on  page  443,  to  and  including  paragraph  4.) 

]\Ir.  L.  C.  Fritch : — The  Committee  recommends  a  change  from  the 
old  requirements.  I  would  like  to  have  that  taken  up  to  see  whether  the 
convention  approves  that  change. 

Mr.  Strouse:— In  the  body  of  the  report  we  use  this  statement: 
"The  use  of  the  term  'Stock-Guard'  instead  of  'Cattle-Guard'  is  con- 
sidered desirable  in  view  of  the  fact  that  the  laws  in  over  half  of  the 
States   require  a   guard  to  be   of  such  type  as  will  turn   not  only  cattle, 
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horses  and  mules,  but  sheep  and  swine  as  well."  This  is  our  reason  for 
changing  the  word  "cattle"  to  "stock,"  intending  it  to  cover  all  kinds  of 
stock. 

The  President: — Before  taking  up  the  matter  of  track  construction, 
etc.,  the  adoption  of  the  definitions  and  general  requirements  for  Sur- 
face Stock-Guards  w^ill  be  passed  on  by  the  convention.  The  Committee 
moves  the  adoption  of  that  portion  of  the  report. 

(The  motion  was  carried.) 

(The  Secretary  then  read  the  title,  "Track  Construction  and  Flange- 
ways  at  Paved  Street  Crossings  and  in  Paved  Streets,"  on  page  443.) 

The  President : — There  is  no  change  in  this  feature  of  the  report, 
and  it  so  appears  in  our  present  Manual ;  so  the  Chair  does  not  take 
it  that  any  action  is  necessary  at  the  present  time.  The  conclusions, 
which  are  recommended  by  the  Committee,  are  shown  on  page  508,  which 
the  Secretary  will  please  read. 

(The  Secretary  read  the  conclusions.) 

The  President : — You  have  heard  the  conclusions.  Their  adoption  is 
moved  by  the  Committee. 

(The  conclusions  on  page  508  were  then  adopted.) 

Mr.  L.  C.  Fritch: — On  page  443,  under  the  heading,  "Track  Con- 
struction," etc.,  is  that  to  be  included  in  the  Manual? 

Mr.  Strouse: — That  is  in  the  Manual  at  the  present  time. 

Mr.  L.  C.  Fritch : — Paragraph  3  calls  for  "one  hundred  and  fort}'- 
one-lb.  nine-inch  depth  girder  rail."  That  will  be  rather  expensive  on 
some  lines.     I  think  it  ought  to  be  modified. 

Mr.  J.  L.  Campbell  (El  Paso  &  Southwestern)  : — I  do  not  agree  to 
that,  and  do  not  believe  the  Manual  limits  us  to  that  kind  of  rail.  We 
are  using  ordinary  track  rails,  and  I  think  the  latter  ought  to  be  included 
in  the  specification. 

Mr.  Strouse : — In  regard  to  the  criticism  of  that  paragraph,  it  states 
"141-lb.  9-in.  depth  girder  rail,  or  similar  section,  with  suitable  tie- 
plates  and  screw-spikes,  should  be  used."  It  does  not  necessarily  tie  us 
down  to  that  particular  weight.  The  idea  in  using  that  depth  of  rail  is 
to  take  care  of  the  style  of  paving  that  is  so  frequently  used,  namely, 
the  use  of  granite  blocks,  which  usually  range  between  5^  and  6^/2 
inches  in  depth,  and  in  addition  to  the  block,  of  course  provision  is 
made  for  the  sand  cushion.  Where  sheet  asphalt  is  used  on  a  concrete 
base,  a  shallower  rail  can  be  used,  but  this  is  the  depth  of  rail  that  was 
recommended  in  one  of  the  former  reports,  and  it  had  reference  par- 
ticularly to  the  use  of  granite  blocks  for  the  paving. 

Mr.  L.  C.  Fritch : — Does  the  Committee  recommend  that  this  type 
of  construction  be  recommended  for  paved  streets? 

Mr.  Strouse: — Paved  street  crossings  is  the  statement. 

The  President : — The  matter  as  it  now  stands  in  this  report  is  as 
shown  in  the  Manual.  If  you  have  any  suggestions  relative  to  changes, 
.Mr.  Fritch,  will  you  embody  them  in  the  form  of  a  motion? 
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Mr.  I  riiiihlc :  It  is  an  ohjiTtioiiahli'  (•(mslnictioii,  and  if  used  as 
l)rt>adl>'  as  appears  to  ho  the  iiiteiitiipii  of  tlie  ("oininittee,  I  tliiiik  it  is  oh- 
jeclional)le.  \Vc  oiiKlit  to  eliminate  all  reference  to  a  special  rail,  ex- 
cept where  especial  occasion  requires  the  use  of  a  special  rail.  On  all 
ordinary  street  crossings  wc  ought  to  maintain  the  regular  standard  rail 
section.  1,  therefore,  mo\  e  that  "one  hundred  and  forty-one-lh.  nine- 
inch  depth  girder  rail,  or  similar  section,"  be  stricken  out  and  that  wherever 
l)Ossihle  wc  use  the  words  "standard  construction." 

The  President: — You  have  heard  the  motion,  that  "At  paved  cross- 
ings and  paved  streets  J4i-lb.  9-in.  depth  girder  rail,  or  similar  sec- 
tion," be  changed  to  "a  standard  girder  rail."  Is  that  the  way  you  un- 
derstand it,  Mr.  Trimble? 

Mr.  Trimble: — The  standard  rail  that  is  being  used  on  either  side  by 
the  road. 

]\Ir.  Hunter  McDonald  (Nashville,  Chattanooga  &  St.  Louis)  : — As 
I  understand  it,  the  standard  girder  rail  recommended  in  the  Manual 
has  a  fliangeway  wdiich  prevents  the  driving  of  the  dirt  down  under 
the  paving,  and  is  a  grooved  rail.  I  think  the  Committee,  in  recom- 
mending that,  had  in  mind  the  question  of  maintaining  brick  or  other 
pavement,  and  the  use  of  any  other  plan  makes  it  very  difficult  to  main- 
tain a  paved  street.  If  you  are  going  to  strike  that  out,  it  seems  to 
me  some  other  method  of  maintaining  track  in  paved  streets  ought  to 
])e   submitted. 

Mr.  Stronse : — In  reply  to  the  criticisms  as  to  that  style  of  rail,  I 
wish  to  state  that  it  has  been  my  experience  that  where  we  have  cross- 
ings of  street  car  tracks  they  use  that  depth  of  rail,  and,  of  course,  the 
prime  object  in  using  the  girder  rail  is  to  provide  a  flangeway  for  the 
wdicels.  There  are  other  methods  of  providing  flangeways  and  a  good 
many  other  styles  of  crossings  recommended  and  in  use.  This  particu- 
lar depth  of  rail  was  decided  upon  and  recommended  for  adoption  by 
the  Association  several  years  ago,  before  I  had  anything  to  do  wnth  the 
work.  If  the  ordinary  T-rail  is  used,  of  course  some  provision  will 
have  to  be  made  for  the  flangeway  to  hold  the  brick  paving  in  place. 
If  provision  is  made,  either  by  turning  a  rail  on  its  side  or  providing 
some  style  of  proprietary  flangeway,  it  will  be  more  expensive  than 
the  girder  rail  suggested. 

-.Mr.  Dougherty:— I  move  to  substitute  for  the  motion  before  the 
convention,  a  motion  to  change  the  word  should,  in  the  second  line,  to 
the  word  may. 

Mr.  E.  A.  Frink  (Seaboard  Air  Line)  : — I  would  like  to  offer  an 
amendment,  as  follows  :  "Rails  should  be  of  the  proper  depth  and  section 
to  suit  the  class  of  paving  laid."  The  standard  girder  rail  is  not  neces- 
sarily a  grooved  rail.  Therefore,  the  clause  in  the  Manual  as  it  is  does 
not  necessarily  afTect  the  paving.  In  cases  where  a  stone  or  block  pave- 
ment is  laid,  we  have  to  have  a  deep  rail.  Moreover,  w^e  have  to  comply 
with   the  requirements   of   the   various   municipalities.     I    think   it   would 


DISCUSSION.  1043 

be  better  to  put  in  a  general  clause,  allowing  as  lull  lalitiule  as  pos- 
sible. 

The  President: — The  Chair  did  not  hear  a  second  to  Mr.  Dougherty's 
motion. 

Air.  J.  L.  Campbell : — I  move  as  a  substitute  that  this  section  be 
referred  back  to  the  Committee,  with  instructions  to  revise  it  and  report 
to  the  next  convention. 

Mr.  L.  C.  Fritch : — I  think  the  construction  is  satisfactory  and  desir- 
able where  the  track  extends  some  distance  through  a  street,  but  to 
have  to  change  the  rails  at  every  street  crossing  certainly  is  objection- 
able.    I  think  it  ought  to  be  made  "tracks  in  paved  streets." 

The  President : — The  only  motion  before  the  house  is  Mr.  Trimble's 
at  the  present.  Does  the  originator  of  the  motion  accept  Mr.  Frink's 
amendment? 

Mr.  Trimble: — If  we  adopt  Mr.  Frink's  motion,  what  will  be  the 
effect  on  the  Manual?  Will  the  old  recommendation  stand?  If  you  will 
allow  me,  I  will  revise  my  motion,  so  as  to  read :  "One  hundred  and 
forty-one-lb.  nine-inch  depth  girder  rail,  or  similar  section,  with  suit- 
able tie-plates,  should  be  used  for  track  laid  longitudinally  in  streets, 
when  the  conditions  require  such  construction.  Tracks  should  be  filled 
in  with  crushed  rock,  gravel  or  other  suitable  material,  allowing  for  two- 
inch  cushion  of  sand  under  finished  pavement.  For  street  crossings  the 
standard  track  construction  should  be  used  with  such  modification  as 
may  be  required  to  suit  the  situation." 

The  President: — Do  3'OU  accept  that  amendment? 

(The  amendment  was  accepted  by  Mr.  Frink  and  adopted.) 

Mr.  J.  L.  Campbell: — In  the  fifth  section,  I  move  to  strike  out  the 
words  "granite  or  trap  rock  blocks  preferred,"  making  it  read  "to  con- 
form to  municipal  requirements." 

Mr.  Strouse : — In  regard  to  eliminating  the  character  of  material,  I 
see  no  special  reason  for  defending  it,  except  that  it  is  the  class  of 
material  that  is  very  generally  used,  but  the  first  sentence  of  that  para- 
graph provides  for  the  use  of  material  that  will  meet  municipal  require- 
ments. That  would  cover  the  case,  and  the  class  of  material  might  be 
eliminated  without  detriment  to  the  recommendations. 

Mr.  L.  C.  Fritch: — I  think  the  first  part  of  that  paragraph  is  objec- 
tionable— that  it  must  conform  to  municipal  requirements.  The  tracks 
are  subject  to  vibration,  and  I  do  not  think  w^e  should  bind  ourselves  to 
conform  to  all  municipal  requirements. 

The  President : — The  Committee  does  not  give  its  consent  to  chang- 
ing the   recommendation. 

Mr.  J.  L.  Campbell : — I  am  in  favor  of  referring  this  back  to  the 
Committee.  I  do  not  believe  this  specification  as  it  stands  covers  the 
matter  fully.  I  would  like  to  see  the  specification  put  on  a  tasis  that 
will  cover  street-crossing  construction  comprehensively. 

The  President :— Will  you  change  your  motion  so  as  to  eliminate  it 
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from  tlu-  Mamuil  at  the  present  time,  and  refer  it  back  to  the  Committ<e 
for   fnrther  consideration? 

Mr.   J.    I..   Canii)l)ell:  — Vcs. 

Mr.  John  R.  J.eighty  (Mi.s.sonri  Pacific)  : — Tiiis  matter  of  crossings 
of  paved  streets  is  a  very  important  (jne  in  the  growing  Western  cities. 
Towns  as  small  as  fifteen  hnndred  inhabitants,  which  have  city  engineers 
and  commissioners  of  somewhat  deficient  experience,  as  a  rnle,  adopt 
specifications  that  are  very  difficult  to  comply  with,  and  are  very  ex- 
pensive without  corresponding  benefits.  1  believe  that  the  recommen- 
dations as  they  stand  now  put  the  railroads  in  the  attitude  of  being  will- 
ing to  do  whatever  a  municipality  might  demand  of  them.  Our  recom- 
mendation should  be  such  that  it  could  be  used  as  an  educational  recom- 
mendation for  the  city  engineers  and  city  administrations,  and  I  think 
that  we  ought  to  take  the  lead  in  the  matter  as  to  what  kind  of  cross- 
ings should  be  used,  instead  of  putting  ourselves  in  the  attitude  of 
following  whatever  lead  may  be  established  by  the  various  municipali- 
ties. 

The  President : — Any  further  remarks  on  the  motion  that  the  mat- 
ter be  expunged  from  the  Manual? 

Mr.  Strouse : — Since  Mr.  Leighty  has  spoken,  I  am  reminded  of  a 
sketch  I  received  from  him  a  few  days  ago,  and  another  sketch  that 
I  received  from  some  manufacturing  concern  about  the  same  time.  Both 
sketches  referred  to  arc  entirely  different  from  the  plan  shown  in  the 
Manual.  In  view  of  the  fact  that  the  subject  apparently  does  not  meet 
the  approval  of  many  of  the  members  present,  I  would  like  to  have  the 
matter  referred  back  to  the  Committee  as  it  stands,  and  not  printed  in 
the  Manual  this  year. 

(Mr.  Campbell's  motion  was  then  carried.) 

Mr.  L.  C.  Fritch : — Are  we  to  understand  that  the  matter  in  the 
present  Manual  is  withdrawn? 

The  President  :-rWhat  appears  on  page  443  of  the  Bulletin  and  as 
given  in  the  Manual  at  the  present  time  is  withdrawn. 

]\Ir.  Hunter  McDonald: — That  also  includes  the  plan? 

The  President : — That  wnll  be  withdrawn  also. 

(The  Secretary  then  read  the  recommendations  on  page  508,  which 
the  Chairman  of  the  Committee  moved  to  adopt.) 

Mr.  D.  W.  Smith  (Hocking  Valley)  :— Since .  the  word  "Stock- 
Guard"  has  been  substituted  for  the  word  "Cattle-Guard"  in  the  general 
definitions,  I  would  suggest  following  out  the  idea,  and  the  word  "Stock- 
Guard"  be  substituted  for  the  word  "Cattle-Guard"  at  top  of  page  509. 

The  President : — The  Committee  accepts  that  suggestion.  The  rec- 
ommendations are  adopted. 

Mr.  C.  S.  Churchill  (Norfolk  &  Western)  : — It  seems  to  me,  from 
the  way  the  heading  on  paragraph  3  is  worded,  we  are  led  to  the  con- 
clusion that  such  is  the  standard  for  general  use  all  over  the  country. 
We  should  avoid  any  such  intimation  as  that.  Many  railroads  do  not 
practice    the   whitewashing    of    fences    or    anything    else.      The    wording 
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should,  therefore,  be  clianged  so  that  the  practice  may  be  considered  as 
optional  only. 

Mr.  Hunter  McDonald : — I  would  suggest  that  it  would  be  well,  also, 
to  have  tlie  recommendations  further  revised  and  liave  chemists  go  along 
with  the  men. 

Mr.  Strouse : — The  third  subject  assigned  the  Committee  this  year 
asked  that  the  Committee  present  specifications  for  whitewashing  cattle- 
guards  and  fences.  After  getting  specifications  from  quite  a  number  of 
railroads  and  the  specifications  adopted  by  the  United  States  Government, 
this  particular  specification  appeared  to  be  the  best  that  the  Committee 
secured.     For  that  reason  it  recommended  its  adoption. 

Mr.  Hunter  McDonald: — Is  this  the  "Government's  specification? 

Mr.  Strouse  : — It  is. 

Mr.  Hunter  McDonald: — I  would  like  to  ask  if  the  Committee  be- 
lieves any  large  number  of  railroad  men  would  undertake  to  use  this 
specification. 

The  President : — The  Committee  will  accept  the  modification  sug- 
gested by  Mr.  Churchill. 

(The  recommendations,  as  read  and  amended,  were  then  adopted.) 

The  President: — The  Chair  would  ask  the  Chairman  of  the  Com- 
mittee to  mention  certain  things  in  regard  to  the  experiments  that  have 
been  made  on  concrete  fence  posts.  Reference  thereto  has  been  made  in 
the  report,  but  the  Chairman  of  the  Committee  will  call  attention  to  it 
somewhat  more  specifically. 

Mr.  Strouse : — I  think  perhaps  Mr.  Johnson,  who  conducted  the 
tests,  would  probably  be  better  fitted  to  bring  this  matter  before  the 
Association.  I  want  to  call  attention  to  the  illustrations  and  the  text  in 
regard  to  these  tests  on  pp.  482,  495  and  497.  This  work  was  started  a 
little  over  a  year  ago,  and  was  completed  about  the  first  of  this  year. 
Si.x  different  forms  of  posts  were  subjected  to  the  tests,  and  from  the 
results  it  would  appear  that  post  M,  as  it  is  designated  in  the  report, 
which  is  circular  in  section,  showed  the  best  results.  I  think  that  the 
information  on  this  subject  is  valuable  to  the  railroads  that  are  using 
concrete  posts,  and  particularly  as  an  aid  in  the  selection  of  posts  which 
would  seem  to  give  the  best  results.  The  Committee  has  given  that 
consideration. 

The  President : — The  Committee  has  given  the  Association  a  large 
amount  of  valuable  information,  and  it  is  to  be  commended  very  highly 
for  its  efforts  in  that  ilirection.  The  Committee  is  excused,  with  the 
thanks  of  the  Association. 
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W.  FI.  Courtenay.  J.  E.  Willoughby. 
L.  C.  Fritch. 

The  President: — The  first  report  which  we  have  for  consideration 
this  afternoon  will  be  that  of  the  Committee  on  Economics  of  Railway 
Location.  The  Chairman  of  the  Committee,  Mr.  John  G.  Sullivan,  will 
go  briefly  over  the  work  that  was  laid  out  for  the  Committee  and  de- 
scribe what  has  been  accomplished  during  the  year,  and  then  bring  for- 
ward the  conclusions  for  discussion  by  the  convention, 

]\Ir.  John  G.  Sullivan  (Canadian  Pacific)  : — If  you  could  use  a  value 
for  rise  and  fall  in  curvature,  and  average  it  all  over  the  country,  it 
would  not  be  of  any  value  for  any  one  point.  I  assumed,  therefore,  the 
responsibility  of  changing  instruction   (i)   to  read: 

"To  study  the  question  of  grade,  curvature,  rise  and  fall,  and  dis- 
tance, and,  if  possible,  to  present  instructions  to  Engineers  to  obtain  rea- 
sonable values,"  that  is,  to  develop  a  method  by  which  the  subject  could 
be  studied. 

There  has  been  very  little,  if  anything,  done  on  the  subject  assigned 
to  the  Committee,  "to  collect  information  in  regard  to  effects  of  pas- 
senger and  freight  traffic  on  the  cost  of  maintenance."' 

The  idea  that  I  had  in  mind  was  that  there  was  very  little  pub- 
lished in  the  way  of  instructions  to  Engineers  in  the  field,  in  order  that 
they  could  be  justified  in  saying  they  had  made  an  economic  location. 
Various  roads  have  issued  instructions,  some  of  them,  no  doubt,  very 
good.  My  experience  has  been  that  they  have  stuck  too  closely  to  the 
train-mile  as  the  basis  for  all  calculations,  and  we  have  been  led  into 
some  evident  errors.  Therefore,  before  we  could  go  ahead  and  study 
the  grades  and  study  the  larger  problems  of  economics  of  location,  I 
felt  it  necessary  to  decide  on  a  method  of  calculating  the  effects  of  minor 
details.     The  one  principal   feature  that   I   had  in   mind   was   to   separate 
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llic  cost  uf  fuel  from  llio  train  waj^cs  and  from  other  items.  If  lliat 
method  was  approved  of,  then  \vi'  mi.i^ht  lind  a  method  of  calculation,  not 
necessarily  the  total  fuel  consum|)li()n,  Imt  the  amount  of  fuel  that  could 
be  saved  by  the  elimination  of  resistance,  whicli  includes  curvature  and 
rise  and  fall. 

There  has  been  some  very  good  work  done  by  this  Committee  in 
former  years,  and  especially  by  Mr.  Shurtleff,  and  he  has  some  infor- 
mation which  is  almost  invaluable,  and  1  am  proud  to  say  that  while  I 
have  not  the  Committee  as  a  whole  back  of  me,  there  arc  a  majority  of 
the  members  who  agree  with  me.  We  have  come  to  the  conclusion  that 
we  want  some  discussion  which  will  bring  out  some  ideas  that  will  be  a 
guide  to  us  in  carrying  on  the  work  next  year,  if  our  conclusions  arc 
not  adopted.  I  think  the  better  way  to  bring  out  that  discussion  is  to 
read  the  conclusions  and  have  them  discussed. 

The  President: — The  Secretary  will  read  the  conclusions  and  they 
will  be  taken  up  as  they  are  read,  one  at  a  time. 

(The  Secretary  then  read  the  conclusions.) 

Mr.  L.  C.  Fritch  (Canadian  Northern)  : — I  think  it  would  be  an  im- 
provement if  Conclusion  i  read:  "A  line  is  located  when  its  alinement 
and  grades  are  established." 

The  President: — The  Committee  is  of  the  opinion  that  the  sugges- 
tion does  not  give  a  better  definition,  although  it  is  equally  as  good  as 
that  ofifercd  by  the  Committee.  Do  you  care  to  have  it  put  to  a  vote  of 
the  convention,  Mr.  Fritch? 

Mr.  L.  C.  Fritch  : — That  was  merely  a  suggestion  to  the  Committee. 

It  does  not  seem  to  me  that  the  statement  in  Conclusion  2,  reading : 
"The  economical  plant  for  a  given  quantity  and  class  of  traffic  cannot 
be  the  economical  plant  for  a  greater  or  less  quantity  of  traffic  or  for 
traffic  of  a  different  class,"  wmII  hold  true  in  all  cases. 

The  President: — Will  you  suggest  a  better  form? 

Mr.  L.  C.  Fritch : — I  suggest  eliminating  it  entirely. 

]\Ir.  John  G.  Sullivan: — If  you  are  going  to  make  a  location  with- 
out any  data  or  assumptions,  what  are  you  going  to  start  from?  Mr. 
Fritch  may  be  right  in  the  idea  that  we  have  gone  a  little  too  far. 

Mr.  L.  C.  Fritch : — The  economical  plant  Mr.  Sullivan  designed 
to-day  would  not  be  the  economical  plant  for  to-morrow  or  the  next 
day. 

Mr.  John  G.  Sullivan :— No,  sir ;  it  will  not.  That  is  the  reason 
we  say  we  should  discount  the  future.  We  wdll  change  it  to  read,  "It 
may  not  be  the  economical  plant."     Perhaps  that  is  better. 

Mr.  L.  C.  Fritch : — That  covers  the  point. 

The  President: — Conclusions  3  and  4  are  formulae,  and  we  had  better 
stop  to  consider  them.  A  written  discussion  has  been  received,  which 
the  Secretary  will  read,  if  there  are  no  comments  to  be  made  from  the 
floor  at  this  time. 

(The  Secretary  read  the  written  discussion  bv  Mr.  Edwin  J.  Beug- 
ler.) 
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Mr.  lulwiii  J.  Bciiglcr  (CoiisuUing  Kiigiuccr — by  letter)  :--Tlic  Com- 
iiiiltee  is  to  be  congratulated  on  its  work  of  correlating  the  elements  of 
Railway  Location  Economics. 

With  reference  to  Formulas  (i)  and  (2),  for  determining  the  best 
I'uc  on  the  basis  of  comparative  revenues,  expenses  and  investment,  it 
scorns  to  the  writer  that  the  problem  should  not  be  complicated  by  the 
introduction  of  various  methods  of  financing  railway  construction.  So 
far  as  the  Engineer  is  concerned,  "Capital  Invested"  should  be  the  total 
cost  of  construction,  irrespective  of  what  portion  is  raised  by  the  sale 
of  bonds  or  from  the  disposal  of  preferred  and  common  stock.  Methods 
of  financing  change  from  time  to  time  in  order  to  secure  funds  to  the 
best  advantage.  Furthermore,  in  view  of  the  present  activity  of  Pub- 
lic Service  Commissions  and  the  Federal  Government  in  an  endeavor 
to  arrive  at  the  physical  value  of  railway  property  as  a  basis  for  deter- 
mination and  regulation  of  rates,  it  seems  logical  to  use  the  actual  cash 
cost  or  the  estimated  cost  of  reproduction  for  the  economic  problem  in 
hand. 

The  selection  of  a  proper  rate  of  interest  should  be  made  with 
respect  to  the  probable  cost  of  securing  funds,  and  is  largely  a  matter  of 
experience  and  judgment.  The  figure  is  rarely  the  current  rate  of  inter- 
est on  bonds,  but  must  take  into  consideration  the  discount  at  which 
the  securities  may  be  sold  and  an  equivalent  rate  of  interest  selected. 

The  apparently  different  results  from  the  application  of  Formulas 
(i)  and  (2),  with  the  same  premises,  introduces  some  confusion  in  the 
mind  of  the  reader.  As  a  matter  of  fact,  the  results  are  identical  when 
carried  out  in  comparative  terms.  In  the  example  given,  the  surplus 
of  $5,000,  in  the  first  case,  figured  by  Formula  (2),  amounts  to  V2  per 
cent,  on  the  cost  of  construction,  and  i  per  cent,  on  the  cost  in  the  sec- 
ond case,  wliich,  added  to  interest  rate  of  5  per  cent.,  assumed,  results 
in  a  total  net  return  of  <Y2  per  cent,  and  6  per  cent.,  respectively,  on  the 
investment,  the  same  as  arrived  at  by  Formula  (i).  Formula  (2),  as 
presented  by  the  Committee,  appears  to  the  writer  to  be  incomplete.  It 
is  suggested  that  it  might  be  better  in  the  following  form : 
R-(E+I) 

C 

where      R=:Gross  revenue.  \ 

E=:Expenses,  including  taxes  and  depr-eclation. 
I=:Interest  on  investment. 
C:=Investment  (cost  of  construction). 
P'^Per  cent,  of  profit  over  cost  of  funds. 

This,  it  will  be  noticed,  becomes  almost  identical  to  Formula  (i), 
but  has  the  advantage  of  showing  directly  what  profit  will  result  from 
the  investment  over  and  above  the  cost  of  securing  funds  for  con- 
struction. 

Consideration  of  the  underlying  purpose  of  the  investigation  will 
have   a  bearing  on   the   selection   of   method   to   be    used    in    deciding    on 
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the  most  ccDiioiiiical  procedure.  'Jlurc  arc  two  general  eases:  (a)  The 
(letenniiiation  of  tlie  prohahle  net  linancial  returns  from  a  complete  line 
between  certain  points,  and  wliether  these  returns  will  justify  the  re- 
quired investment;  and  (h),  where  alternate  routes  arc  available,  the 
determination  of  the  best  route  as  regards  relative  financial  returns. 

\n  the  first  case  (a),  the  problem  is  to  find  out  whether  the  line, 
with  certain  assumptions  as  to  traffic,  revenue,  construction  and  operat- 
ing costs,  will  earn  a  fair  return  on  the  investment  necessary  to  cover 
cost  of  construction.  Incidental  studies  as  to  the  probable  net  earnings 
from  the  first  years  of  operation,  compared  with  what  may  be  reason- 
ably expected  in  the  later  periods  of  operation,  will  have  a  bearing  on 
the  amount  of  capital  to  be  invested.  Where  a  line  may  not  pay  at  the 
start,  but  at  the  end  of,  say,  five  years,  and  thereafter  will  yield  a 
fair  return  on  the  capital  invested,  including  the  capital  required  to 
carry  on  the  operations  during  the  earlier  years,  it  may  still  be  good 
business  to  build  the  line.  Problem  (a)  would  be  solved  by  the  modifica- 
tion suggested  for  Formula   (2) 

R-(E  +  I) 

C 
where  P'  equals  the  per  cent,  of  profit  on  the  investment  over  the  cost 
of    funds.     This   is   not,   strictly   speaking,   a   question  of   Economics.     It 
is  rather  the  underlying  problem  of  w'hether  or  not  to  build  any  line. 

In  the  second  case,  (b),  the  problem  is  to  determine  which  of  sev- 
eral alternate  lines  or  sections  is  best.  If  revenues  are  not  affected,  the 
problem  resolves  itself  into  finding  the  line  on  which  the  sum  of  the 
operating  costs  and  interest  on  the  investment  (E-f-I)  is  a  minimum. 
On  the  other  hand,  if  the  revenue  is  affected  the  line  must  be  found 
on  which  the  revenue,  less  the  sum  of  the  operating  costs  and  interest, 
R  —  (E  +  I),  is  greatest. 

It  is  of  great  importance  that  the  premises  of  the  problem  in  hand 
equate  properly.  For  instance,  (i)  that  the  equipment  contemplated  in 
the  estimates  of  cost  can  carry  the  assumed  traf^c  with  reasonable  speeds 
and  ratios  of  ton-miles  and  passenger  miles.  Also,  (2)  that  the  trackage 
is  sufficient  to  accommodate  the  trafhc  without  overloading,  and  (3) 
that  an  adequate  margin  is  allowed  in  equipment  and  track  and  other 
facilities  to  care  for  some  growth  of  traffic,  as  well  as  the  peak  loads 
occurring  from  time  to  time. 

To  sum  up,  the  writer  suggests : 

(i)  The  problems  of  Railway  Economics  should  not  be  complicated 
by  the  introduction  of  methods  of  financing. 

(2)  Formulas  (i)  and  (2)  give  identical  results  if  based  on  the 
same  premises. 

(3)  For  a  determination  of  economic  value  of  a  new  line,  the 
most  useful  formula  is  one  which  shows  the  ratio  of  investment  to  sur- 
plus available  after  payment  of  operating  expenses  and  interest  on  in- 
vestment. 
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(4)  For  a  determination  of  economic  values  of  alternate  lines, 
including  relocations,  where  revenue  is  not  affected,  the  problem  is  simply 
to  find  on  which  line  the  sum  of  operating  expenses  and  interest  on 
investment  is  a  minimum. 

Where  revenue  is  affected,  that  line  is  best  on  which  revenue  less 
sum  of  operating  expenses  and  interest  is  a  maximum. 

(5)  To  get  a  proper  basis  for  comparison,  it  is  necessary  that  the 
assumed  traffic,  conditions  as  to  quantities  of  business  handled,  speed  and 
length  of  trains,  and  other  factors,  are  consistent  with  the  estimates  of 
cost  of  line  and  equipment. 

The  President: — What  will  you  do  with  Conclusions  3  and  4? 
In  view  of  the  criticism  which  has  been  made,  do  you  desire  to  take 
any  action  in  the  way  of  changing  the  conclusions  of  the  Committee? 

Mr.  C.  P.  Howard  (Consulting  Engineer)  : — This  equation  (i)  is 
simply  a  statement  of  the  fact  that  the  general  formula,  or  basis  of 
comparing  lines,  is  that  the  ratio  of  profit  to  investment  shall  be  a 
maximum.  It  is  necessary  to  have  some  basis  on  which  to  compare 
different  lines.  Sometimes  the  other  view  is  taken,  represented  by  equa- 
tion (2),  that  the  sum  of  fixed  charges  and  operating  expenses  shall 
be  a  minimum.  The  latter  consideration  does  not  take  into  account  the 
ratio  of  profit  to  investment,  and  might  be  misleading  in  some  cases,  so 
it  was  concluded  that  the  first  statement  should  be  the  most  general  form 
of  comparing  an  investment — that  is,  the  ratio  of  profit  to  investment 
should  be  a  maximum. 

Mr.  J.  B.  Berry  (Consulting  Engineer)  : — Going  back  to  Conclusion 
2,  I  would  suggest  that  the  Committee  omit  the  words  "providing  the 
necessary  funds  are  available."  I  have  in  mind  one  situation — take  the 
Union  Pacific  across  the  Rocky  Mountains,  west  of  Cheyenne;  we 
figured  the  savings  which  would  accrue  from  the  change  of  line,  grade, 
heavier  locomotives,  etc.,  with  the  traffic  we  were  then  handling,  and  it 
would  not  pay  to  spend  the  amount  estimated  it  would  cost.  We  also 
figured  with  an  increase  of  twenty-five,  also  to  see  if  it  would  pay,  fifty 
per  cent,  in  the  traffic.  It  was  not  left  to  the  Engineers  to  decide  on 
the  availability  of  funds;  the  Board  of  Directors  decided  that  and  pro- 
vided the  funds.  I  do  not  think  it  is  a  part  of  the  Engineer's  work 
to  provide  funds,  or  to  suggest  anything  about  them,  but  let  them  show 
what  the  results  will  be  on  existing  or  estimated  traffic,  also  by  an  in- 
crease of  twenty,  forty  or  fifty  per  cent.,  and  let  the  people  furnishing 
the  money  decide  on  the  question  of  the  amount  they  will  spend. 

I  move  that  part  of  the  conclusion  be  stricken  out. 

Mr.  C.  P.  Howard : — We  believe  that  the  problem  of  economics  is 
not  necessarily  one  that  should  be  confined  either  to  the  Engineer  or  the 
management  of  the  railroad.  We  did  not  attempt  to  differentiate  be- 
tween what  portion  of  the  problem  could  be  solved  by  the  President  and 
what  portion  should  be  solved  by  the  Engineer.  As  a  matter  of  fact, 
the  Engineer  in  some  cases  might  be  called  on  to  solve  the  whole  prob- 
lem  and   in    others    confined   to   small    details,   but   certainly   the   ultimate 
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economy  of  a   line   IuvdIvcs  those  considerations,   whoever   has   to  decide 
the  question. 

Mr.  John  (i.  Sullivan:-  I  have  in  mind  a  case  where  I  was  locating 
a  line,  and  I  presume  if  1  said  to  the  manaj^ement  I  could  not  huild  that 
line  for  any  less  money  than  it  would  take  after  I  had  made  an  economi- 
cal location,  they  would  have  got  some  other  I'^ngineer  to  do  it.  They 
told  us  to  huild  the  cheapest  possihlc  line  hetween  two  points,  giving  no 
value  whatever  to  any  o])Struction  or  anything  that  would  cost  money  in 
operation.  Of  course,  that  was  going  to  one  extreme,  hut  I  can  hardly 
agree  with  Mr.  Berry  that  it  is  not  the  province  of  Engineers  to  study 
the  situation  and  the  prol)lem  of  financing.  The  Chief  Engineer  will 
tell  the  Board  of  Directors  he  can  l)uil(l  a  line  to  carry  the  present 
traffic  economically  at  so  much  a  mile,  and  can  huild  a  line  to  carry  the 
expected  traffic  in  ten  years  for  so  much  a  mile,  and  will  make  the 
recommendations  according  to  his  best  judgmeiit.  1  do  not  know,  how- 
ever, that  the  sentence  will  be  affected  seriously  if  we  cut  out  those 
words,  Imt  I  do  not  think  the  Engineer  should  be  left  out  of  the  financial 
considerations. 

Mr.  Berry : — I  do  not  mean  to  say  that  the  Engineer  shall  not  con- 
sider the  financial  part  of  it,  but  I  said  that  when  the  Engineer  pre- 
sents a  location  and  shows  that  with  an  existing  estimated  trafftc  or 
with  an  increased  traffic  it  will  produce  certain  results,  it  is  up  to  the 
owners  to  decide  which  plan  they  will  adopt  and  provide  the  amount  of 
money  necessary.  I  expect  the  Engineer  to  take  an  interest  in  the  finan- 
cial part  of  it,  but  not  to  provide  the  funds. 

(Mr,  Berry's  motion  was  seconded,  put  to  vote  and  lost.) 

Mr.  L.  C.  Fritch  : — I  wish  to  ofTer  a  sul.stitute  for  Conclusion  2,  as 
follows :  "Locating  a  railway  means  the  establishment  of  the  line  with 
grade,  alinement  and  characteristics  that  will  handle  in  the  most  economi- 
cal manner  an  estimated  amount  of  traf^c.'' 

The  President : — The  Committee  is  not  willing  to  accept  the  sug- 
gestion, feeling  that,  while  the  definition  is  good,  it  is  practically  the  same 
as  they  have  offered.  If  you  care  to  put  it  in  the  form  of  a  motion,  Mr. 
Fritch,  we  will  take  a  vote  on  it. 

Mr.  L.  C.  Fritch ; — In  Conclusion  5,  the  Committee  has  left  out  the 
question  of  rates.  I  presume,  however,  they  intend  to  cover  that  in  the 
amount  and  class  of  traffic.  They  have  also  eliminated  the  question 
of  the  direction  of  heavy  traffic,  which  is  an  important  item  in  locating 
a  railroad. 

Mr.  G.  J.  Ray  (Delaware,  Lackawanna  &  Western)  : — In  looking 
over  the  report  of  the  Committee,  I  fail  to  find  any  mention  of  direc- 
tion of  traffic,  which  will  materially  affect  the  location  of  any  line,  espe- 
cially an  old-established  line,  where  the  line  is  being  relocated.  I  think 
there  should  be  something  in  this  conclusion  in  regard  to  the  direction 
of  traffic.  Is  the  Committee  willing  to  have  the  word  "direction"  in- 
serted after  the  word  "amount"  on  the  second  line,   so  that  it  will  read. 
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"a  reasonable  assumption   of.  llie  amount,   direction  and  class  of  traffic," 
etc.? 

The  President : — The  Committee  will  accept  that  suggestion. 

Mr.  L.  C.  Fritch  : — In  Conclusion  6,  it  seems  to  me,  the  Committee 
should  give  a  definite  rule  for  the  length  of  engine  districts.  It  should 
not  he  less  than  one  hundred  miles,  and  not  over  one  hundred  and 
thirty  miles ;  it  should  be  arranged  so  that  the  engine  ca-n  make  the 
run  with  the  maximum  train  within  the  limits  of  overtime.  I  would 
place  it  at  not  less  than  one  hundred  miles  and  not  over  one  hundred 
and  thirty  miles. 

Mr.  John  G.  Sullivan : — That  is  one  of  the  things  that  we  paid  as 
much  attention  to  as  any  other.  In  fact,  we  had  a  formula  and  thought 
it  was  all  solved.  We  knew  it  was  not  of  any  use  to  put  in  a  definite 
mileage,  as  the  Association  would  not  agree  on  what  is  a  proper  mileage 
distance  for  a  sub-division.  The  formula  was  that  the  interest  on  the 
cost  of  terminals,  plus  operating  expenses,  should  be  a  minimum.  It 
looked  very  nice  on  paper,  but  when  we  came  to  put  it  into  effect  we 
got  engine  runs  about  eighteen  hundred  miles  long,  and  there  was  no 
minimum  within  reasonable  limits.  We  will  be  glad  if  this  convention 
will  direct  us  as  to  the  mileage  which  should  be  put  in. 

Mr.  Maurice  Coburn  (Vandalia)  : — I  have  a  suggestion  with  regard 
to  Conclusion  6.  In  the  first  line  omit  the  word  "most,"  and  in  the 
second  line,  after  "engine  districts,"  make  it  read,  "but  the  question  is 
governed  largely  by  considerations  beyond  the  control  of  the  Engineer," 
and  at  the  end  of  the  paragraph  I  would  add :  "Under  present  laws 
and  rates  of  pay  of  trainmen,  the  district  should  preferably  be  at  least 
one  hundred  miles  long  and  short  enough  to  almost  entirely  avoid  runs 
of  over  sixteen  hours." 

The  President : — The  Committee  has  discussed  this  wording ;  a 
portion  of  the  Committee  prefers  the  substitute  as  just  stated,  while 
the  Chairman  of  the  Committee  states  that  the  present  wording  seems  to 
meet  the  view  of  a  majority  of  the  Committee;  but  if  the  convention 
thinks  that  suggested  by  Mr.  Coburn  is  better,  it  will  be  accepted. 

Mr.  John  G.  Sullivan: — I  would  object  to  that  last  portion.  I  do 
not  think  any  division  should  be  less  than  one  hundred  miles  long.  I 
think  when  the  traffic  becomes  so  great  that  you  cannot  run  one  hundred 
miles  in  sixteen  hours,  you  had;  better  double-track  the  road,  and  you 
will  find  it  more  economical.  If  I  get  Mr.  Coburn's  idea,  he  would 
say,  instead  of  "at  least,"  that  the  minimum  distance  be  one  hundred 
miles,  and  preferably  as  much  longer  as  we  think  could  be  made  and  get 
the  traffic  over  in  sixteen  hours. 

Mr.  L.  C.  Fritch : — I  do  not  think  we  should  state  the  matter  in  terms 

i  of  hours.     It  seems  to  me  it  might  be  improved  if  it  should  be  so  stated 

that  the  only  definite  rule  would  be  for  the  division  to  be  of  such  length 

that  no  constructive  mileage  nor  excess  overtime  shall  be  incurred  on  the 

j  engine  district. 
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Mr.  A.  S.  Baldwin  (Illinois  Central)  : — I  wduM  like  to  offer  as  a 
substitute  that  "the  district  shall  be  sufficiently  U)n^  to  avoid  con- 
structive mileage  and  short  enough  to  enable  the  maximum  slow  freight 
train  to  make  the  run  within  the  hours  of  service  requirements." 

The  President : — The  Committee  is  willing  to  accept  that  sugges- 
tion. ^? 

Mr.  F.  W.  Green  (Louisiana  &  Arkansas)  : — Before  that  last  sug- 
gestion is  accepted  by  the  convention,  1  would  make  this  inquiry:  Does, 
Mr.  Baldwin's  suggestion  carry  with  it  the  implication  that  there  is  a 
disposition  on  the  part  of  railways  to  go  the  full  sixteen  hours?  I  do  not 
think  that  the  railways  have  that  idea  in  mind,  and  1  think  we  should 
be  careful  to  avoid  that. 

The  President: — Mr.  Baldwin  did  not  include  any  reference  to  six- 
teen hours  in  his  suggestion.  If  there  is  no  objection,  the  sul)Stitute  will 
be  accepted. 

Mr.  L.  C.  Fritch : — I  think  there  should  be  something  said  about 
locating  terminal  points  within  city  limits  on  account  of  the  growth  of 
cities.  I  would  suggest  adding,  following  the  words  "minor  summits," 
these  words,  "and  in  proximity  to,  but  outside  of,  the  limits  of  cities" 
or  towns." 

Mr.  John  G.  Sullivan : — No  matter  what  we  offer  on  a  point  like  that, 
it  will  not  affect  the  definite  location  of  a  terminal  point.  Any  dis- 
cussion on  this  subject  will  not  mean  much.  It  is  an  economical  prob- 
lem of  financing  and  will  be  settled,  not  by  rules,  but  by  conditions. 

Mr.  L.  C.  Fritch : — We  all  know  of  cases  where  railways  are  con-' 
structed  in  the  country  where  the  terminals  are  located  right  near  the 
station,  and  within  five  or  ten  years  the  town  begins  to  spread  out, 
and  the  result  is  you  have  a  congested  terminal  within  the  city  limits. 

Mr.  John  G.  Sullivan: — We  have  had  the  experience  of  building 
some  eight  or  ten  terminals  in  towns  which  are  now  cities,  where  we 
bought  the  land  at  acreage  prices,  and  if  we  had  located  the  stations 
in  town  and  terminals  two  miles  away  from  these  towns,  the  terminals 
would  still  be  in  the  center  of  the  city,  and  the  city  would  be  two  miles 
from  the  station.  The  location  of  these  terminals  is  now  very  valuable 
property,  and,  as  I  say,  we  bought  it  at  acreage  prices. 

(The  Secretary  then  read  Conclusions  7  and  8.) 

Mr.  L.  C.  Fritch : — Nothing  is  said  in  there  about  not  locating  passing 
sidings  on  curves. 

Mr.  John  G.  Sullivan:— I  think,  possibly,  that  was  an  oversight. 
We  have  in  all  of  our  instructions  sard  that  stations  will  not  be  located 
on  curves;  in  fact,  we  are  not  doing  it  where  we  have  a  chance,  and 
especially  that  no  obstructions  shall  be  placed  on  the  inside  of  curves. 
That  may  have  been  a  minor  rule.     It  is  a  good  idea  to  put  that  in. 

The  President :— Will  you  suggest  a  modification,  Mr.   Fritch? 

Mr.  L.  C.  Fritch:— That  is  only  a  suggestion. 

Mr.  A.  S.  Baldwin:— I  would  suggest  that  the  requirement,  that  the 
gradient  "should  be  compensated  for  a  full  train  length,  in  either  direc- 
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tion,  from  cither  end  of  the  siding,"  is  excessive.  I  have  had  experience 
on  long"  maximum  gradients,  where  it  is  exceedingly  difficult  to  get  a 
gradient  compensation,  and  it  is  not  necessary  to  have  compensation  for 
the  full  length  of  the  train.  There  is  only  a  small  part  of  the  train  on 
the  switch  and  the  approach,  and  a  much  shorter  compensation  is  suffi- 
cient than  with  the  full  length  of  the  train. 

Mr.  H.  R.  Safford  (Grand  Trunk)  : — Is  that  not  an  erroneous  use 
of  the  term  "compensation?"  Compensation  really  refers  to  compensa- 
tion for  curvature. 

Mr.  John  G.  Sullivan : — The  Committee  will  accept  your  suggestion. 

The  President : — The.  former  suggestion  has  not  yet  been  passed  on 
by  the  Committee,  the  one  in  regard  to  carrying  the  compensation  beyond 
the  end  of  the  sidetrack. 

Mr.  John  G.  Sullivan : — There  is  a  great  deal  in  what  Mr.  Baldwin 
states.  The  ideal  condition,  if  you  can  get  it,  is  to  have  your  sidetracks 
on  a  lower  rate  of  grade  and  to  have  this  lower  rate  extended  for  a 
full  train  length  at  either  side  so  that  when  a  train  going  up-hill  stops  to 
enter  the  switch,  it  is  made  easier  to  pull  into  the  siding  and  when  the  train 
stops  to  close  the  switch  it  is  easier  to  get  started  again.  Personally,  I 
do  not  believe  that  this  is  always  a  good  practice,  because  when  you  are 
building  a  new  line  you  will  probably  locate  sidings  8  or  lo  miles  apart. 
Later,  when  intermediate  sidings  are  established  you  cannot  compensate 
at  these  latter  points  and  you  may  have  to  lower  your  rating  accordingly, 
while  you  may  have  spent  a  considerable  sum  of  money  in  the  first  place  to 
compensate  or  lower  the  grade  at  the  sidings  and  eventually  you  will  not 
get  very  much  in  return.  This  question  was  fully  discussed  at  a  Com- 
mittee meeting,  and  I  was  a  little  opposed  to  it  personally,  but  I  was 
overruled  by  the  majority,  who  said  that  it  was  an  ideal  condition  we 
should  recommend,  and  that  possibly  we  should  leave  it  in  the  rules  for 
the  benefit  of  those  who  are  revising  a  line  and  can  decide  on  where  their 
sidings  will  be,  possibly  for  all  time. 

Mr.  A.  S.  Baldwin : — Because  we  cannot  anticipate  what  future  con- 
ditions will  be,  we  should  not  fail  to  make  proper  arrangements  for  the 
conditions  that  we  have  in  mind  when  the  line  is  constructed.  Much  the 
larger  portion  of  the  train  is  not  on  the  curves  at  the  switch,  the  lead 
or  the  approach.  I  would,  therefore,  suggest,  as  a  modification,  a  suffi- 
cient distance  to  counteract  the  curvatvire  of  the  switch  lead  and  its 
approach. 

Mr.  John  G.  Sullivan : — You  have  the  wrong  idea  altogether — I  mean 
you  misunderstood  the  Committee.  The  Committee's  idea  is  to  change 
the  rate  of  grade  through  the  siding,  be  it  tangent  or  curve,  so  that  you 
can  start  your  trains  more  easily  pulling  into  sidings,  when  stopped  to 
throw  the  switch,  and  start  more  easily  after  leaving  the  siding,  having 
stopped  to  close  the  switch. 

Mr.  A.  S.  Baldwin : — Of  course,  if  you  are  going  to  stop  on  your  side- 
track two  or  three  hours  in  excessively  cold  weather  and  your  train  is 
going  to  get  very  cold,  you  will  have  to  reduce  your  gradient  some  dis- 
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tancc.  T  have  in  mind  now  a  case  of  a  long  maximum  grade  leaving  a 
terminal  yard  where  we  cannot  get  the  tonnage  over  it  in  cold  weather. 
That  is  a  case  where  one  would  have  to  compensate  several  miles. 
Ordinarily   a   compensation    for   a  passing   track   is   not   necessary. 

Mr,  John  G.  Sidlivan  : — That  is  what  we  had  in  mind  when  we  recom- 
mended that  we  put  terminals,  if  nossiblc,  on  minor  summits,  so  that  you 
can  easily  start  your  train  and  get  the  journals  warmed  up  before  you  strike 
the  up-grade. 

Mr.  S.  S.  Roberts  (Consulting  Engineer)  : — I  do  not  see  the  neces- 
sity for  the  clause  at  aU.  If  you  would  say,  "passing  sidings  should  not 
be  located  on  maximum  grades,  where  avoidable,"  it  would  cover  the 
whole  ground.  If  you  compensate  or  modify  your  grade,  it  is  no  longer 
a   maximum  gradient. 

Mr.  John  G.  Sullivan  : — Answering  Mr.  Roberts,  I  am  afraid  he  has 
not  had  much  experience  in  locating  mountain  grades  with  twenty-five 
or  thirty  miles  of  a  two-two  grade.  It  would  be  pretty  serious  not  to 
have   sidings  on  that  grade. 

Mr.  W.  H.  Courtenay  (Louisville  &  Nashville)  : — As  an  ordinary 
proposition,  the  reduction  of  grade  at  passing  sidings  works  out  very  well. 
I  know  of  cases  where  unusual  and  unlooked-for  difficulties  have  occurred. 
On  a  line  where  the  grades  were  fixed  at  0.3  per  cent,  for  northbound 
business  and  at  0.5  per  cent,  for  southbound  business,  some  trouble  was 
experienced  by  engines  in  passing  sidings  running  beyond  the  clearance 
point  and  having  difficulty  in  backing  up  a  0.5  per  cent,  grade,  the  ton- 
nage having  been  fixed  for  0.3  per  cent,  grade.  If  a  reduction  be  made  in 
rate  of  grade  at  passing  tracks  and  approaches,  it  would  be  a  good  thing. 

Prof.  C.  Frank  Allen  (Massachusetts  Institute  of  Technology)  : — 
As  I  understand  the  purpose  of  the  Committee,  it  is  to  meet  this  condi- 
tion, that  the  train  resistance  at  starting  is  probably  fourteen  to  eighteen 
pounds  per  ton;  the  train  resistance  after  you  get  going  is  more  likely  to 
be  five  pounds  per  ton.  If  I  understand  the  purpose  of  the  Committee,  it 
is  to  reach  that  condition  and  not  on  account  of  the  curve  of  the  siding  or 
anything  of  that   sort. 

Mr.  John  G.  Sullivan  : — That  is  true,  of  course ;  but  at  the  same 
time  your  engine  is  more  efficient ;  it  can  pull  a  greater  load.  We  can 
start  the  trains  usually  on  any  grade,  if  they  have  not  frozen  up;  but 
it  is  an  aid  to  operation.  Answering  Mr.  Roberts,  I  do  not  think  his 
point  is  well  taken.  If  I  am  running  a  two-two  grade  for  twenty  or 
thirty  miles,  regardless  of  the  minor  changes  I  make  on  that  for  com- 
pensation for  curvature,  I  call  that  a  maximum  grade  or  a  ruling  grade, 
and  we  are  putting  a  siding  on  that  ruling  grade.  I  think  the  language 
is  all  right.  It  is  a  question  whether  we  are  doing  it  right  or  wrong, 
whether  we  should  compensate  at  all,  or  for  what  distance. 

Mr.  A.  S.  Baldwin: — I  wish  to  reiterate  that  I  am  not  opposed  to 
the  reduction  of  the  gradient  through  the  sidetrack.  I  have  been  mak- 
ing it  a  point  to  do  that  on  every  line  I  have  had  anything  to  do  with  for 
a  number  of  years.    A  sidetrack,  for  instance,  on  a  five-tenths  gradient,  we 
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woiiUl  put  at  least  on  four-tenths,  and  a  short  distance  on  each  side  of 
the  switches,  but  I  think  to  make  it  a  full  train  length  each  side  of  the 
switch  is  unnecessarily  long,  because  it  is  adding  a  large  amount  to  the 
cost   of   construction. 

The  President : — Mr.  Baldwin,  will  you  embody  that  in  the  form 
of  an  amendment? 

Mr.  F.  W.  Green : — The  intention  of  the  Committee  at  the  time  that 
recommendation  was  made  was  that  the  grade  should  be  such  that  the 
train  could  stop  at  the  siding,  to  enter  it  at  either  end,  and  could  stop 
and  be  able  to  start  after  leaving  the  siding  at  either  end.  That  was  the 
object  the  Committee  had  in  formulating  the  recommendation  as 
it  is. 

The  President: — Will  Mr.  Baldwin  accept  the  words,  "and  prefer- 
ably for  a  full  train  length?" 

Mr.  A.  S.  Baldwin  : — Yes,  I  will  accept  that. 

The  President : — It  will  be  changed  and  the  words  "and  preferably" 
will  be  inserted. 

(The  Secretary  then  read  Conclusion  9.) 

Mr.  L.  C.  Fritch : — The  first  clause  of  Conclusion  9  is  beyond  my 
comprehension.  We  try  to  get  all  the  tonnage  we  can  on  our  local  and 
our  fast  freight  trains,  and  I  think  it  is  quite  an  important  element  in 
regard  to  those  trains ;  and  also  as  to  passenger  trains.  There  may  be  a 
case  where  we  have  a  limit  on  passenger  trains  up  to  the  point  of  double 
headers. 

Mr.  A.  S.  Baldwin  : — I  concur  with  Mr.  Fritch  on  that.  An  essential 
requirement  in  the  study  of  that  problem  is  the  determination  of  what 
increase  will  be  had  in  the  rating  of  not  only  your  dead  freight  trains, 
but  your  manifest  freights  and  your  local  freights,  and  each  of  these  is 
a  problem  to  be  considered  on  its  own  basis,  and  I  think  it  should  not 
be  dismissed  with  the  mere  statement  that  but  little  increase  in  tonnage 
can  be  looked  for.  I  would  suggest  that  the  clause  be  made  to  read, 
"the  prospective  increase  in  tonnage  rating  for  local  and  fast  trains 
should  be  given  careful  consideration."  There  are  times  when  we  can 
get  a  great  deal  of  benefit  in  that  class  of  traffic  by  a  reduction. 

Mr.  John  G.  Sullivan : — I  will  try  to  explain  the  first  paragraph,  'Tn 
deciding  upon  the  ruling  gradient  for  each  engine  district,  where  dif- 
ferent ruling  gradients  are  contemplated  for  adjoining  districts  carrying 
approximately  equal  traffic,"  you  have  under  consideration  different  rul- 
ing grades — "due  consideration  must  be  given  to  the  breaking  up  of 
trains,  which  may  be  caused  by  the  difference  in  ruling  gradients."  Now, 
you  have  three  engine  districts,  and  if  you  put  one  in  the  center 
with  a  five-tenths  grade  and  one  at  each  side  with  seven-tenths  grade, 
you  have  got  to  break  up  your  trains  at  every  division  point  and  make  a 
different  loading.  Adjoining  districts,  where  it  can  be  possibly  done, 
should  have   the   same    ruling   gradients. 

Mr.  L.  C.  Fritch  : — You  say,  "due  consideration  must  be  given  to  the 
breaking  up  of  trains." 
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Mr.  John  G.  Sullivan: — I  mean  llic  work  of  breaking  up  trains.  That 
i&  an  added  cost  of  operation.  We  have  had  grades  reduced  where  our 
terminal  charges  went  up  so  much  that  we  did  not  make  much  money. 

Mr.  L.  C.  Fritch : — Then  it  is  a  question  of  the  breaking  up  of  the 
trains? 

Mr.  John  G.  Sullivan: — The  cost  of  operation.  Mr.  Baldwin's  criti- 
cism as  to  little  increase  in  tonnage,  is  another  matter.  We  simply  state 
on  lines  with  light  grades.  Even  on  a  road  that  runs  up  to  one  per  cent, 
grades  or  higher,  if  they  are  short,  you  do  not  save  anything  by  reduc- 
tion in  the  grades. 

Mr.  A.  S.  Baldwin : — The  point  I  wish  to  make  is  this :  I  have  seen 
occasions  where  a  reduction  in  gradient  did  not  help  the  manifest  freight 
a  particle,  because  those  trains  had  to  be  run  on  schedule  time,  whether 
or  not  full  tonnage  rating  was  at  hand  and  credit  to  operation  could  not 
be  claimed  for  them ;  again  I  have  seen  where  you  had  a  steady  mani- 
fest business,  you  got  a  proportional  increase  in  tonnage  in  the  manifest 
trains,  the  same  as  in  the  dead  freight,  and  I  have  seen  where  local 
freight  trains  have  handled  a  large  amount  of  tonnage  that  they  did  not 
handle  before,  and  you  got  credit  for  that  in  figuring  reduction  of  operat- 
ing expenses.  I  think  as  given  by  the  Committee  it  dismisses  the  prob- 
lem  too   lightly. 

Mr.  John  G.  Sullivan: — I  think  Mr.  Baldwin  is  probably  right  and 
justified  in  his  conclusions,  because  we  do  give  credit  to  the  reduction  of 
the  ruling  gradients.  I  think  that  should  be  struck  out.  It  really  is 
not  a  ruling  gradient. 

Mr.  L.  C.  Fritch  : — That  was  the  whole  thing  in  the  question  as  I 
see  it. 

Mr.  John   G.   Sullivan : — It  should  be  a  reduction  of  gradients. 

Mr.  Coburn : — In  the  ninth  line  of  the  paragraph,  reading,  "line  re- 
sistance, and  thereby  fuel  consumption  is  increased,"  I  think  the  word 
"time"  should  be  inserted. 

Mr.  John  G.  Sullivan : — I  think  that  is  right.  The  Committee  accepts 
the  suggestion. 

(The  Secretary  then  read   Conclusion   lo.) 

Mr.  John  G.  Sullivan: — Mr.  Coburn  has  written  a  letter  objecting 
to  the  words  "location  of  station  buildings,"  and  suggesting  "stations," 
meaning  to  include  all  buildings  and  track,  which,  the  Committee  will 
accept. 

Mr.  Ray : — I  would  like  to  call  attention  to  the  last  four  lines  of  the 
first  paragraph,  considering  the  advisability  of  rebuilding  lines.  The 
Committee,  under  the  discussion  on  page  no,  make  this  statement:  "On 
the  other  hand,  it  is  apparent  that  to  make  revisions  in  a  line  after  it  has 
once  been  constructed  will  increase  the  total  capital  charges,  because  usu- 
ally the  cost  of  the  abandoned  line  is  a  total  loss."  In  connection  with  this 
Conclusion  lo,  I  want  to  raise  this  question :  LTnder  some  recent  court 
decisions  it  has  been  necessary  for  a  certain  line  to  charge  against 
operating  costs  a  big  portion  of  the  cost  of  rebuilding  an  old  line.    There- 
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fore,  it  seems  to  me  there  should  be  something  which  will  bring  that  to 
the  Engineer's  attention.  In  other  words,  in  this  paragraph  the  cost  of 
operating  the  line  in  the  future  may  be  very  materially  affected  by 
throwing  away  a  piece  of  old  line  and  having  its  value  charged  out 
against  operating  expense.  That  would  affect,  over  a  series  of  years, 
the  actual  cost  of  operating  the  railroad,  whereas  if  this  was  put  in  capi- 
tal costs  entirely,  as  is  mentioned  at  the  bottom  of  page  no,  the  interest 
would  be  constant  and  a  continual  charge.-  Therefore,  it  seems  to  me 
there  should  be  an  addition  to  the  clause.  If  the  Committee  is  willing 
to  consider  the  matter,  I  have  a  suggestion  to  make.  Add  to  the  clause, 
after  the  words,  "would  appear  economical" — "in  such  cases  considera- 
tion should  also  be  given  to  the  probable  increase  in  operating  expenses, 
due  to  spreading  the  value  of  the  line  abandoned,  less  salvage,  over  a 
reasonable  number  of  years."     That  is  what  we  will  probably  have  to  do. 

Mr.  John  G.  Sullivan : — I  understood  that  you  could  charge  to  capi- 
tal the  cost  of  a  line  reduction,  when  you  got  outside  of  the  right-of-way 
fences;  I  do  not  understand  why  the  line  should  be  drawn  at  the  right-of- 
way  fence,  but  I  do  not  see  that  that  affects  the  question.  What  difference 
does  it  make  whether  I  pay  for  my  home  and  have  the  money  tied  up 
or  have  it  mortgaged  and  pay  interest  on  it?  It  does  not  appear  to  me 
that  it  is  vital  one  way  or  the  other.  If  you  charge  the  cost  of  the  new 
line  to  capital  entirely  and  not  to  operating,  you  have  your  fixed  charges 
greater,  instead  of  spreading  them  out  for  a  few  years.  The  problem 
is  about  the  same,  and  will  work  out  the  same. 

Mr.  Ray : — In  a  way  that  is  true ;  but  we  are  probably  facing  this 
proposition :  In  charging  up  the  difference  in  the  cost  of  the  new  line 
and  the  value  of  the  old,  we  can  charge  that  to  capital,  but  the  value 
of  the  old  line  you  will  have  to  charge  to  operating  expenses  over  a 
given  number  of  years,  or  else  to  profit  and  loss.  The  latter  you  can  do 
with  the  permission  of  the  Interstate  Commerce  Commission.  This  will 
affect  the  ultimate  result  merely  because  you  will  be  charging  it  up  to  oper- 
ating expenses  over  a  certain  number  of  years,  whereas  if  it  goes  to 
capital  there  will  be  a  constant  charge.     There  is  some  difference. 

Mr.  J.  E.  Willoughby  (Atlantic  Coast  Line)  : — Charging  to  operating 
expenses  the  value  of  the  abandoned  line  is  for  purpose  of  retiring  capi- 
tal ;  the  method  of  accounting  prescribed  by  the  Interstate  Commerce 
Commission  provides  merely  for  the  retirement  of  capital.  When  you 
abandon  the  line,  the  capital  put  into  that  construction  ought  to  be  retired. 

Mr.  John  G.  Sullivan: — There  is  no  objection  to  calling  attention  to 
that,  if  it  is   necessary. 

The  President : — Have  you  any  wording  to  suggest  as  an  addition 
to  that  line,  that  we  can  insert  with  the  consent  of  the  Committee? 

Mr.  Ray : — Nothing  more  than  I  did  suggest,  if  that  is  necessary. 
Add  what  I  have  suggested  to  the  first  part  of  the  paragraph,  this  state- 
ment :  After  the  words,  "would  appear  uneconomical,"  insert,  "in  such 
cases  consideration  should  also  be  given  to  the  probable  increase  in  operat- 
ing expenses,  due  to  spreading  the  value  of  the  line  abandoned,  less 
salvage,  over  a  reasonable  number  of  years." 
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Mr.  v.  II.  Alfri'd  (  IVtc  Marquette): — It  seems  to  me  when  a  i)iece 
of  property  is  abandoned  tliat  the  vahie  of  tliat  property  is  charged  to 
profit  and  loss,  and  the  ruling  of  the  Interstate  Commerce  Commission 
now  provides  for  that.  It  is  not  a  (piestion  that  will  he  taken  up  with 
them,  hut  it  is  a  fact  that  it  is  charged  to  ])rofit  and  loss.  The  only  case 
where  it  will  he  taken  into  considcTation  and  si)rcad  over  a  i)eriod  oi  tinx- 
is  in  the  rei)lacement.  If  we  replace  a  station  huilding  with  a  larger  huild- 
ing,  then  the  other  station  will  have  to  he  absorbed  in  the  operation,  but 
not  otherwise. 

Mr.  John  G.  Sullivan: — I  am  afraid — maybe  I  have  no  business  to 
talk  about  foreign  laws — I  am  afraid  Mr.  Alfred  is  talking  about  salvage 
and  not   the  property  that  is  abandoned. 

Mr.  Alfred : — I  am  talking  about  profit  and  loss. 

Mr.  John  G.  Sullivan : — Mr.  Ray's  wording  would  hardly  do,  where 
we  would  be  allowed  to  carry  it  as  an  operating  charge.  I  think  if  we 
leave  that  to  the  Secretary,  he  can  get  both  ideas  in. 

Mr.  H.  R.  Safiford : — It  seems  to  me  that  we  are  getting  off  the  ques- 
tion of  economics  in  adopting  Mr.  Ray's  suggestion.  It  is  a  question  of 
how  the  bookkeeping  is  conducted  after  the  work  has  been  done.  When 
you  propose,  for  example,  to  consider  a  revision  of  grades  you  make 
your  calculation  as  to  the  percentage  of  saving  on  the  amount  of  cold 
cash  paid  for  the  making  of  the  improvement.  After  the  money  is  spent, 
if  there  is  some  peculiar  requirement  of  the  Interstate  Commerce  Com- 
mission that  causes  some  operating  expense  to  be  included  by  reason  of 
that  improvement,  it  does  not  affect  the  economics  of  the  case  at  all. 
The  ratio  of  money  that  you  save  to  what  is  spent  is  based  upon  the 
actual  cash  you  have  to  raise.  There  ought  to  be  left  out  of  the  work 
of  the  Committee  any  reference  to  purely  accounting  matters. 

Mr.  John  G.  Sullivan : — I  think  Mr.  Safford's  point  is  well  taken. 

The  President : — Mr.  Ray's  motion  is  now  before  the  convention  for 
consideration. 

(A  vote  was  taken  on  the  amendment  offered  by  Mr.  Ray,  which  was 
lost.) 

(The  Secretary  then  read  Conclusion  ii.) 

Mr.  L.  C.  Fritch : — It  has  been  common  to  use  minimum  speed  of 
ten  miles  per  hour  at  top  of  grade.     Why  has  it  been  changed  to  eleven? 

Mr.  John  G.  Sullivan : — That  was  where  the  momentum  grade  broke 
on  the  ruling  grade.  We  did  not  want  the  engine  to  strike  the  ruling 
grade  almost  dead. 

Mr.  L.  C.  Fritch : — Even  then  it  has  been  customary  to  use  ten  miles 
an  hour. 

Mr.  John  G.  Sullivan : — The  velocity  head  at  ten  miles  an  hour  is  not 
a  great  deal.  That  was  discussed  and  we  compromised  on  that.  If  the 
convention  prefers  another  figure,  we  will  be  glad  to  adopt  it. 

Mr.  Ray : — You  state  that  "momentum  gradients,  not  exceeding  that 
over  which  a  locomotive  loaded  for  the  ruling  gradient  can  handle  its 
train  in  two  parts,  if  stalled  for  any  reason  in  the  sag,  may  be  used  to 
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reduce  construction  costs,"  and  further  on  you  say,  "should  be  used 
where  economy  in  construction  cost  is  thereby  eflfected."  I  think  there 
are  exceptions  to  that  rule.  Certainly  it  would  be  a  bad  thing  to  do 
on  a  railroad  where  traffic  is  so  heavy  that  you  could  not  have  trains 
cut  in  two  in  the  sag.  I  suggest  that  we  add  to  that  paragraph  the  words, 
*'and  except  where  traffic  is  unusually  heavy."  I  think  the  statement 
should  not  be  so  positive. 

Mr.  John  G.  Sullivan: — You  are  objecting  to  the  use  of  velocity 
grades   at   all   where   traffic   is   heavy? 

Mr.  Ray: — No;  I  say,  where  traffic  is  heavy,  you  coiild  not  afford  to 
cut  the  trains  in  two  at  the  bottom  of  the  sag. 

Mr.  John  G.  Sullivan: — We  mean  if  we  are  broken  in  two  or  flagged 
and  stopped  there.  I  am  afraid  we  cannot  accept  that.  That  is  an 
economic  question  that  will  have  to  be  figured  out  in  detail  for  each 
position.  If  you  can  raise  twenty  feet  rather  than  take  a  cut  five  miles 
long,  twenty  feet  deep,  or  a  fill  back  of  that  six  miles  long,  twenty  feet 
high,  and  you  have  double  track,  which  you  might  have  in  that  kind  of 
construction,  I  fail  to  comprehend  how  heavy  the  traffic  would  be  to  war- 
rant you  in  not  putting  in  a  momentum  grade. 

Mr.  Ray : — I  should  certainly  never  recommend  the  adoption  of  a 
grade  on  the  Lackawanna  that  would  require  a  train  to  be  cut  in  two 
in  order  to   move   it. 

Mr.  John  G.  Sullivan : — We  will  not  do  that  once  a  month  probably. 

Mr.  Coburn : — I  think  the  last  two  lines  cover,  in  a  measure,  Mr. 
Ray's  point.  It  might  make  it  a  little  clearer  to  call  attention  to  the  fact 
that  stops  are  liable  to  be  necessary  on  busy  railroads.  I  do  not  think 
that  any  railroad  which  has  a  momentum  grade  is  as  efficient  as  it  would 
be  without  that  grade.  I  would  suggest  making  the  fourth  line  read : 
"Without  decreasing  the  train  rating  or  materially  affecting  the  efficiency 
of  the  railway." 

Mr.  John  G.  Sullivan  : — Let  us  have  this  Association  vote  on  whether 
we  are  or  are  not  going  to  introduce  momentum  grades. 

Mr.  J.  L.  Campbell  (El  Paso  &  Southwestern)  : — Will  the  Commit- 
tee consider  a  suggestion  to  make  the  paragraph  say  that  momentum 
grades  may  be  used  where  economy  in  construction  is  thereby  effected? 

Mr.  Hunter  McDonald  (Nashville,  Chattanooga  &  St.  Louis)  : — 
Should  we  not  stick  to  momentum  grades  throughout?  They  use  veloc- 
ity grades  in  the  last  line. 

The  President : — That  criticism  is  well  taken. 

Mr.  Geo.  H.  Bremner  (Interstate  Commerce  Commission)  : — I  would 
suggest  leaving  out  after  "train  rating"  on  line  4,  the  words,  "or  the 
efficiency  of  the  railway,  and  should  be  used  where  economy  in  con- 
struction cost  is  thereby  effected."  Momentum  grades  do  affect  the 
efficiency  of  operation  on  a  railway  of  heavy  traffic,  and  there  should 
not  be  a  positive  instruction  to  use  them,  even  where  the  cost  of  con- 
struction is  reduced.  There  are  many  places  where  momentum  grades 
might  for  efficiency  be  reduced  to  the  maximum  grades  over  other  parts  of 
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a  (livisitdi  on  impoiiatit  railroads,  while  on  roads  of  incdiiiin  tr.iffic  tiii^ 
may  not  be  advisable. 

The  President: — We  would  like  to  have  Mr.  Campbell's  suggestion 
passed  on. 

Mr.  John  G.  Sullivan  : — That  is  exactly  what  we  say,  "where  econcjmy 
in  construction  cost  is  thereby  effected."  The  word  "economy"  means 
that  you  are  making  a  saving,  that  you  have  taken  into  account  the  cost 
of  doubling  up  where  you  have  to  double. 

The  President: — If  ihcrc  is  no  further  discussion,  we  will  pass  on  to 
Conclusion  12. 

Mr.  John  G.  Sullivan : — Some  members  of  the  Committee  think  it 
preferable  to  omit  the  word  "best"  .and  say  "ordinary  conditions,"  next 
to  the  last  line. 

Mr.  L.  C.  Fritch :— I  would  like  to  see  the  Committee  on  Economics 
adopt  another  principle  for  the  establishment  of  the  value  of  various 
lines.  When  we  estimate  the  output  of  a  machine,  we  find  out  how  much 
work  that  machine  can  do.  It  is  quite  a  simple  matter  to  estimate  the 
ton-miles  per  hour  that  can  be  handled  over  a  given  line  in  each  direction. 
The  ideal  line,  of  course,  where  one-hundred-per-cent.  efficiency  can  be 
secured,  a  straight  level  piece  of  line  between  two  points — if  you  take 
that  as  the  standard  of  efficiency  and  compare  all  other  lines  with  that, 
you  would  have  an  ideal  basis  of  comparison.  Compare  the  number  of 
ton-miles  per  hour  that  it  would  be  possible  to  handle  over  any  given  line, 
and  what  should  be  done  over  a  one-hundred-per-cent.  line,  would  estab- 
lish the  relative  value  of  the  various  lines. 

Mr.  John  G.  Sullivan: — Our  idea  was  to  separate  the  cost  of  fuel 
in  operating  a  railway^from  train  wages,  and  also  from  the  train-mile 
basis,  or  even  the  ton-miie  basis  (-the  ton-mile  is  better  than  the  train- 
mile,  of  course),.,  _I_do.jiC)t  quite  know  how  Mr.  Fritch  would  carry  out 
his  conclusions.  I  think  it  would  have  been  better  had  he  said  to  draw 
a  straight  line  between  the  two  terminal  points  and  compare  other  lines 
with  that;  but  I  do  not  see  what  would  be  gained.  I  think  if  you  will 
follow  up  the  rest  of  the  conclusions,  you  will  see  that  we  are  establish- 
ing the  basis  for  a  logical  result. 

Mr.  A.  K.  Shurtleff  (President's  Conference  Committee)  : — I  desire 
to  state  that  Mr.  Sullivan's  or  the  Committee's  report — I  will  not  say 
Mr.  Sullivan  alone — the  Committee's  report  has  entirely  neglected  one 
item  of  resistance,  that  is,  the  resistance  overcoming  acceleration.  This 
may  or  may  not  be  a  large  per  cent,  of  the  resistance.  In  some  cases  it 
will  be  twenty  per  cent,  of  the  total  resistance  overcome  between  two 
points ;  in  other  cases  it  will  be  only  one  per  cent.  I  cannot  see  how  he 
is  going  to  compare  two  lines  without  taking  into  consideration  the 
acceleration  resistance.  In  this  same  conclusion  there  is  a  repetition  of 
a  previous  conclusion.  They  are  speaking  of  the  formula.  If  it  is  as 
stated,  it  may  be  obtained  from  the  formula  as  given  in  the  Manual, 
and  they  can  do  away  with  the  giving  of  the  formula  here. 
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Mr.  John  G-  Sullivan : — Answering  Mr.  Shurtleff,  what  he  says 
about  the  formula  is  true.  This  is  the  formula  adopted  by  the  Associa- 
tion. When  this  was  written  up  by  Mr.  Dennis,  Mr.  Ramsey  and  myself, 
it  was  thought  at  that  time  we  would  make  this  report  take  the  place  of 
a  good  deal  that  was  in  the  Manual;  there  was  no  idea  of  taking  the 
credit  for  this  formula  away  from  Mr.  Begien  and  Mr.  Shurtleff,  who 
liad  worked  on  it  in  previous  years.  Answering  Mr.  Shurtleff's  question 
regarding  acceleration:  acceleration  can  be  taken  into  consideration,  if 
necessary.  If  you  are  going  to  run  your  trains  twenty-five  or  thirty 
miles  an  hour,  you  know  the  velocity  head ;  you  know  that  you  have  spent 
that  much  energy  to  get  it  up  to  that  velocity,  but  in  comparing  the  minor 
details  between  the  different  points,  if  you  go  to  that  refinement,  you  have 
it  for  to-day,  but  you  do  not  know  how  many  trains  you  will  run  to-mor- 
row, how  many  stops  you  will  make,  or  what  the  conditions  will  be;  but  I 
think  we  are  safe  in  assuming  that  they  will  be  usually  about  the  same 
on  this  line  or  that  line,  the  two  alternate  lines  that  are  under  com- 
parison. What  we  are  aiming  to  get  is  a  value  for  the  resistance  that  we 
can  eliminate,  and  are  not  trying  so  much  to  find  out  the  exact  economy 
of  operation  or  how  much  coal  we  are  using  in  operating  the  line  in  this 
problem. 

Mr.  Shurtleff : — I  simply  desire  to  call  the  attention  of  the  conven- 
tion to  the  minority  report,  and  the  table  worked  out  on  page  150-b,  Bul- 
letin 174.  Here  are  four  lines  between  two  points  using  the  same  train. 
The  acceleration  horsepower  on  the  level  grade  was  134.  On  the  one- 
per-cent.  grade  it  was  13  horsepower.  On  the  level  grade  it  was  about 
twenty  per  cent,  of  the  total  horsepower  used. 

Mr.  C.  P.  Howard: — Of  course,  as  Mr.  Sullivan  said,  the  accelera- 
tion can  be  reduced  to  so  many  feet  of  velocity  head — for  instance,  thirty 
miles  an  hour  corresponds  very  closely  to  thirty  feet  rise,  that  is,  to 
accelerate  to  thirty  miles  an  hour  will  correspond  to  raising  a  train  to  a 
height -of  thirty  feet.  There  is  no  method  that  can  be  obtained  that 
'would  not  show  wide  variations  under  certain  circumstances.  For  in- 
stance, a  locomotive  using  saturated  steam,  as  Mr.  Shurtleff  has  assumed, 
will  give  one  result,  and  one  using  superheated  steam  will  give  a  different 
result.  The  variations  in  fuel  per  foot  of  rise  with  the  locomotive 
using  superheated  steam,  according  to  our  figures,  will  not  be  nearly  so 
much  as  with  the  locomotive  Mr.  Shurtleff  uses. 

This  report  gives  two  different  methods :  one  the  method  advocated 
by  Mr.  Shurtleff  and  other  members  of  the  Committee,  plotting  the 
speed  curve  and  calculating  the  fuel  for  a  locomotive  working  and  drift- 
ing, and  the  other  the  method  which  Mr.  Sullivan  has  just  read;  but 
it  is  considered  that  neither  method  would  be  applicable  to  all  conditions, 
but  either  has  sufficient  merit  to  be  given  as  a  method  which  could  be 
used  in  calculating  the  fuel  or  time. 

Mr.  F.  W.  Green : — I  cannot  see  that  there  is  any  essential  dif- 
ference between  the  method  advocated  by  Mr.  Shurtleff  and  that  rec- 
ommended by  the  majority  of  the   Committee.     If  it  is  assumed   by  the 
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Engineer  who  makes  tlic  comparison  of  alternative  lines  tliat  there  will 
be  tile  same  number  of  stops  and  the  same  number  of  locomotives  used, 
nnd  the  accelerations  will  be  the  same  in  each  case,  then  they  are  iden- 
tical. 

If  it  becomes  necessary  for  the  Engineer  making  a  comparison 
of  locations  to  take  into  consideration  the  stops  and  starts  made,  an<l 
the  dilTerence  in  speed  of  certain  classes  of  trains,  then  the  method  which 
the  majority  of  the  Committee  advocates  readily  permits  of  the  add! 
tion  of  acceleration  resistance,  so  that  after  all  the  differences  between 
the  method  which  the  Committee  recommends  and  the  method  recom- 
mended by  Mr.   Shurtleff  are  very  slight. 

Mr.  C.  P.  Howard  : — Mr.  Green  makes  one  mistake  in  his  statement  - 
the  majority  of  the  Committee  recommended  both  methods.  At  the  top  of 
page  io6  it  says :  "In  estimating  the  time  required  for  trains  to  pass  over 
an  engine  district,  a  speed  curve  and  time  card  should  be  plotted."  I 
think  it  goes  on  further  to  state  that  the  method  of  calculating  the  fuel 
burned,  working  and  drifting,  is  also  advocated.  The  majority  of  the 
Committee  recommend  both  methods. 

Mr.  Coburn : — I  think  the  whole  trouble  is  that  after  the  meetmg 
of  the  Committee,  an  attempt  was  made  to  compromise.  We  do  not 
clearly  state  the  differences  in  the  two  methods.  In  discussing  grades,  we 
say  in  estimating  time  a  speed-curve  shall  be  used.  In  Conclusion  12  we 
recommend  the  foot-ton  method.  In  Conclusion  13,  we  speak  of  the 
fpot-ton  method  and  speed-curve  method,  and  do  not  clearly  state  the 
differences  between  these  two  methods,  and  the  advantages  or  disad- 
vantages of  each. 

Further  on  we  give  as  a  factor  some  of  the  other  details,  and  omit 
hire  of  equipment  and  leave  out  largely  questions  of  time,  which  are 
important.  It  seems  to  me  that  from  Conclusions  12  to  17,  inclusive,  this 
work  should  be  referred  back  to  the  Committee,  and  that  we  should  ask 
them  to  attempt  to  harmonize  this  matter  and  put  it  in  good  shape. 

Mr.  John  G.  Sullivan: — I  have  no  objection  to  having  it  go  back  to 
the  Committee  if  the  convention  sees  fit.  I  do  not  think  that  Mr.  Coburn's 
statement  is  quite  correct.  In  Conclusion  12  we  do  not  recommend  a 
method,  but  the  report  states  facts.  The  fuel  consumption  comes  in  the 
next  class.  We  are  taking  the  factors  of  the  resistance  from  the  twice 
approved  recommendations  already  published.  We  are  not  recommending 
any  method  in  Conclusion   12. 

Mr.  Shurtleff : — In  case  we  are  not  making  a  recommendation  for 
doing  anything,  let  us  cut  that  clause  out,  and  I   move  it  be  cut  out. 

(The  motion  was  seconded  put  to  vote,  but  not  carried.) 

The  President: — In  this  connection,  the  minority  report  contains  a 
suggestion  which  possibly  should  be  read  at  this  time,  and  the  Secretary 
will  read  the  suggestion  made  by  the  minority  part  of  the  Committee. 

(The  Secretary  read  the  minority  report  of  the  Committee.) 

Mr.  John  G.  Sullivan : — I  wrote  to  Mr.  Coburn  that  w^e  might  agree 
to  this,  but  the  more  I  think  of  it,  the  more  I  am  struck  that  it  is  not  a 
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fact.  It  is  a  fact,  in  the  examples  given  in  the  discussion  further  back, 
acceleration  was  not  taken  into  account,  but  that  does  not  say  that  acceler- 
ation could  not  be  taken  into  account,  as  we  have  explained  here  on 
two  or  three  occasions.  I  would  rather  have  that  go  to  a  vote  of  the 
convention. 

Mr.  Shurtleff: — I  move  that  the  following  insert  be  made  in  Conclu- 
sion 12,  after  the  first  paragraph:  'The  above  method  must  be  under- 
stood to  not  take  into  account  the  resistance  due  to  accelerating  trains. 
This  may  or  may  not  be  a  considerable  part  of  the  total  resistance,  de- 
pending on  the  rate  of  grades  and  the  distance  between  stops." 

Mr.   John    G.    Sullivan : — The    Committee    accepts    that. 

Mr.  Shurtleff: — I  move  that  the  next  to  the  last  sentence  in  Con- 
clusion 12  be  changed  to  read :  "In  comparing  different  locations,  the 
resistance    under    average    conditions    should    be    used." 

Mr.  John  G.  Sullivan : — The  Committee  accepts  that. 

Mr.  Shurtleff: — I  move  in  Conclusion  13  we  cut  out  the  last  sentence 
and  insert :  "It  should  be  understood  that  the  first  method  does  not  give 
information   as   to   the   actual   fuel   consumed." 

Mr.  John  G.  Sullivan : — "It  is  the  unanimous  opinion  of  the  Com- 
mittee that  the  train-mile  basis  alone  is  not  a  reliable  or  correct 
method  of  estimating  fuel  consumption  for  comparative  purposes."  That 
is  true.  This  is  superfluous.  It  was  put  in  to  emphasize  the  fact  that 
we  were  getting  away  from  the  train-mile  basis  for  estimating  fuel  con- 
sumption, and  we  expected  a  good  deal  of  opposition  from  some  operat- 
ing men  to  that.  That  has  been  my  experience.  These  word's  might 
well  be  left  out.  The  elimination  of  these  words  is  accepted  by  the 
Committee. 

Mr.  Shurtleff : — Mr.  Sullivan  misunderstands  me  somewhat.  All  I 
want  to  have  cut  out  is  just  the  words,  "It  is  the  unanimous  opinion  of 
the  Committee  that;"  and  have  the  sentence  read,  "the  train-mile  basis 
alone."     Just  cut  out  the  first  nine  words. 

Mr.   John    G.    Sullivan : — The   Committee   will   agree   to   that. 

Mr.  Shurtleff : — I  want  to  state  that  this  way  of  arriving  at  fuel  con- 
sumption does  not  check  out  very  well.  I  have  here  figures  of  four 
lines  of  exactly  the  same  foot-tons  resistance.  The  first  was  a  line  with 
twenty  miles  of  level  grade.  The  second  line  was  a  line  seventeen  and 
two-thirds  miles  long,  with  81-3  miles  of  ascending  and  descending  four- 
tenths  per  cent,  grade.  The  third  was  a  line  12.72  miles  long  with  5.86 
miles  of  ascending  and  descending  seven-tenths  per  cent,  grade.  The 
fourth  was  a  line  10.04  miles  long  with  4.52  miles  of  ascending  and  de- 
scending one  per  cent,  grade.  Taking  the  coal  working  at  4,000  lbs.  per 
hour  and  the  coal  drifting  at  789  lbs.  per  hour,  we  have  for  the  four- 
tenths  per  cent,  grade  2,744  lbs.  of  coal  consumed,  and  for  the  one  per 
cent,  grade  3,753  lbs.  of  coal  consumed.  The  one  per  cent,  line  shows 
Zl  per  cent,  more  fuel  than  the  four-tenths  per  cent.  line. 

In  considering  fuel  by  the  method  of  time  consumed,  there  is  only 
one  thing  taken   into   consideration   that   has   not   been    adopted   by   this 
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Association,  and  that  is  the  amount  used  when  drifting,  which,  on  dis- 
tricts having  aiTproxiniatcly  equal  rise  and  fall,  will  vary  from  about 
four  per  cent,  to  ten  per  cent,  of  the  total  fuel  used. 

To  adopt  the  foot-ton  method  of  dealing  with  the  fuel  consumed 
means  practically  to  nullify  the  conclusions  of  this  Committee  hereto- 
fore adopted  by  this  Association  as  well  as  the  conclusions  accompany- 
ing the  very  able  report  on  superheaters  and  stokers  presented  this  year. 

1  personally  object  to  this,  since  I  put  in  all  my  spare  time  for  three 
years  in  gathering  and  digesting  the  data  on  power,  and  it  is  conceded 
that  for  long  continuous  work  on  hand-fired  freight  locomotives  the  aver- 
age fireman  can  handle  about  4,000  lbs.  per  hour. 

Fuel  being  the  largest  single  item  of  operating  expenses  and  one 
directly  affected  by  changes  in  location,  I  cannot  see  how  this  Association 
can  go  on  record  as  adopting  a  conclusion  that  will  vary  ;^y  per  cent.,  in 
fact,  as  shown  in  the  foregoing  table.  It  will  lead  in  many  cases  to 
taking  a  location  that  will  not  be  the  most  economical  one.  Furthermore, 
how  is  an  Engineer  to  determine  the  fuel  consumed  per  1,000  foot-tons, 
since  it  is  shown  in  the  minority  report  as  a  quantity  varying  in  the  pro- 
portion of   I   to  6? 

It  has  been  my  desire  to  work  in  harmony  with  the  Committee,  but 
for  the  reasons  named  I  cannot  agree  with  them  on  the  foot-ton  method, 
and  I  do  not  want  this  Association  to  go  on  record  as  adopting  a  con- 
clusion that  is  shown  to  be  so  inconsistent  as  this  one. 

Mr.  John  G.  Sullivan: — This  discrepancy  comes  about  in  this  way — 
a  locomotive  burning  fuel  at  full  cut-off  will  probably  use  7  or  more  lbs. 
per  horsepower  hour.  If  you  take  that  case  and  compare  it  with  a  case 
where  it  can  run  with  a  cut-off  of  less  than  fifty  per  cent.,  where  it  will 
burn  3  or  4  lbs.,  or  rhaybe  5  lbs.  per  horsepower  hour,  you  will  get  dis- 
crepancies, and  I  do  not  know  any  railroad  that  is  operating  long  hills  at 
full  cut-offs,  maximum  grades  of  twenty  or  thirty  miles,  and  even  if  it 
was  figured  that  way,  the  errors  we  are  going  to  make  in  the  assumption 
of  traffic  we  will  have  twenty  years  hence,  are  greater  than  the  errors  we 
will  make  in  this  one  factor  of  figuring  the  saving  of  fuel.  We  have  tried 
it  on  several  divisions,  and  have  come  to  the  conclusion  with  experi- 
ments of  members  on  various  railways,  that  between  4  and  5  lbs.  of  coal 
is  ordinarily  assumed  in  doing  a  horsepower  hour  of  work  under  ordinary 
conditions,  and  it  is  ordinary  conditions  that  we  wish  to  compare. 

I  wish  to  say  further,  in  making  a  location,  the  man  in  charge  of 
ten  or  fifteen  parties,  if  he  hopes  to  get  anything  like  uniformity,  is  not 
going  to  ask  each  Locating  Engineer  to  figure  out  his  own  plans ;  he  will 
assume  how  he  is  going  to  operate  the  road,  the  amount  of  power  he  will 
use,  make  an  assumption  of  the  traffic  he  will  have,  and  he  will  deduce 
values  for  curvature,  rise  and  fall,  distance,  etc.,  the  subjects  we  are  dis- 
cussing, and  he  will  send  that  information  to  his  Locating  Engineers  and 
they  will  be   governed  accordingly. 

In  the  case  of  a  fixed  traffic,  like  a  coal  road,  where  we  know  about 
what  the  traffic  is,  there  is  no  doubt  but  what  Mr.  Shurtleff's  method  is 
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the  correct  one,  if  you  know  what  your  train  movements  are  going  to  be, 
and  you  can  figure  accurately  the  coal  you  are  going  to  burn,  knowing  the 
stops,  and  therefore  you  will  be  able  to  take  into  account  fully  the  factor 
of  acceleration. 

There  is  no  necessity  of  a  man  going  into  that  refinement  and  figuring 
out  the  economics  of  a  line  he  has  got  to  figure  on  for  ten  or  fifteen  trains 
a  day,  maybe  and  probably,  in  ten  or  fifteen  years.  He  will  not  know 
where  the  stops  will  be,  or  how  many  stops  they  will  have  to  make,  and 
that  is  a  matter  which  will  probably  balance  itself.  It  is  the  minimum 
saving  that  we  can  make.  In  the  examples  given  in  the  discussion  here, 
the  units  taken,  I  think,  are  a  little  less  than  what  Mr.  Shurtleff  s  ex- 
ample would  show  here.  It  is  true,  he  shows  how  he  can  get  a  discrep- 
ancy. I  do  not  think  there  is  any  doubt  but  what  the  discrepancy  comes 
from  the  fact  that  an  engine  is  not  an  economical  consumer  of  coal  at 
full  cut-off. 

Mr.  Shurtleff: — I  move  that  Conclusion  13  be  referred  back  to  the 
Committee  for  further  consideration, 

(The  motion  was  carried.) 

Mr.  Berry : — I  suggest  that  in  Conclusion  14  the  word  "minor"  be 
stricken  from  the  first  line  of  the  paragraph,  where  it  refers  to  "minor 
details  of  location." 

Mr.  John  G.  Sullivan : — We  started  on  this  matter  by  defining  the 
minor  details  as  such,  Mr.  Berry.  If  we  cut  that  out,  some  people  might 
think  we  had  solved  the  economics  of  location,  whereas  it  is  something 
we  will  be  working  on  for  many  years  to  come. 

Mr.  Berry : — It  really  is  comprised  in  "curvature,  distance,  rise  and 
fall,"  and  I  do  not  see  any  need  of  reproducing  the  substance  of  it.  If 
you  do  it  in  that  paragraph,  you  might  as  well  do  it  in  all  the  others. 

Mr.  Bremner: — Do  I  understand  Conclusion  14  to  say  that  the  rise 
of  the  line  can  be  neglected  in  comparing  locations?  Is  that  the  meaning 
of  the  last  sentence,  that  rise  can  be  eliminated  from  our  consideration? 

Mr.  John  G.  Sullivan : — Some  economists  of  railway  location  add  a 
small  percentage  to  the  cost  per  train-mile  in  figuring  the  cost  of  main- 
tenance of  way,  and  also  the  cost  of  equipment,  to  what  it  would  be  if 
they  had  been  running  on  a  level  line.  That  is  a  refinement  we  do  not 
feel  able  to  go  into  at  the  present  time. 

Mr.  Bremner : — I  did  not  so  understand  it  in  reading  it. 

Mr.  John   G.   Sullivan :— The  Editorial   Committee   will   fix   that. 

(The  Secretary  then  read  Conclusions  15  to  18.) 

Mr.  R.  Trimble  (Pennsylvania  Lines  West)  : — I  suggest  that  the 
recommendations  on  page  149  be  considered. 

(The  Secretary  read  the  five  recommendations  on  pages  149-150, 
and  they  were  adopted  without  change.) 

The  President: — Any  further  discussion  on  the  report  of  this  Com- 
mittee? 

Mr.  Chas.  Churchill  (Norfolk  &  Western)  : — I  wish  to  ask  one  or  two 
questions,  in  order  to  bring  out  discussion.     In  the  first  place,  the  Com- 
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mittcc  makes  a  report  on  page  117  in  which  they  have  assumed  two  liiin- 
drcd  dollars  a  mile  per  year  as  the  saving  in  eliminating  distance.  I  do 
not  see  how  they  get  such  a  low  figure.  The  annual  renewal  of  ties  alone 
would  he  greater,  and  the  renewal  of  rails  would  add  something  more. 

In  the  paragraph  above  mention  is  made  of  savings  of  from  two 
hundred  dollars  to  six  hundred  dollars  a  mile  of  track.  I  believe,  when 
everything  is  taken  into  account  in  these  days,  one  cannot  assume  a  mini- 
mum of  less  than  five  hundred  dollars  per  mile. 

I  call  attention  to  these  points,  not  because  they  have  very  great  effect 
in  this  analysis,  but  because  I  believe  that  some  investigation  should  be 
made  of  these  statements. 

Referring  to  the  last  two  insets,  examples  are  given  of  lines  A  to 
F,  inclusive ;  and  the  last  two,  E  and  F,  are  low-grade  lines.  Both  of  the 
low-grade  lines  have  0.4  ruling  grades  in  each  direction,  and  about  the 
same  length.  The  conclusions,  therefore,  on  the  next  to  the  last  inset 
in  the  small  table,  left-hand  corner,  entitled  "Summary,"  wherein  line  F, 
which  is  the  long  low-grade  line,  is  compared  with  the  shorter  one,  that 
the  extra  cost  of  operating  capitalized  amounts  to  $1,373,295.  That  is 
virtually  stating  that  the  cost  of  operating  eight  miles  of  level  line  capi- 
talized, amounts  to  $180,000  a  mile,  or  thereabouts.  It  does  not  look  quite 
reasonable  to  me,  and  I  am  suggesting  that  the  Committee  give  this 
further  consideration. 

In  the  matter  of  comparing  costs  of  low-grade  line  operation  with 
that  of  present  lines,  I  have  not  been  able  to  devise  any  method  of  arriv- 
ing at  those  costs,  except  by  actual  test,  the  keeping  of  log  records  of  the 
actual  transportation  costs  on  the  particular  district  in  question.  These 
short  lines  that  are  compared  in  the  last  inset  are  lines  only  thirty-two  miles 
long.  I  think  it  is  impracticable  to  compare  costs  on  lines  of  such  short 
lengths  without  taking  a  close  record  of  just  what  is  being  done  on  dis- 
tricts similarly  located  to  those  in  question.  It  is  not  an  engine  district,  it 
is  only  a  piece  of  one,  and  I  fear  that  unless  some  of  these  statements 
are  checked  up  very  closely  we  will  be  led  to  incorrect  conclusions. 

The  most  recent  case  I  have  had  anything  to  do  with  was  the  study 
of  the  practicability  of  the  electrification  of  a  certain  district.  We  got  no- 
where until  after  we  took  the  logs  of  every  engine,  the  time  consumed, 
stoppages,  etc.,  on  every  portion  of  the  thirty  miles.  To  my  mind,  that  is 
the  only  way  to  get  at  anything  like  true  detailed  results. 

Now,  referring  to  page  116,  under  "Effect  of  Minor  Details  on  Oper- 
ating Expenses,"  the  statement  is  made  that  nothing  is  known,  particu- 
larly, about  what  the  effect  of  curvature  is.  I  obtained  from  the  Penn- 
sylvania Lines  West  quite  a  long  time  ago  some  figures  giving  actual 
results  in  wear  of  rail  on  curves ;  and  after  having  obtained  some  sim- 
ilar information  on  our  own  road,  the  data  may  be  stated  as  follows: 
Taking  the  rail  life  on  a  straight  track  as  i.oo,  the  life  of  the  rail  on 
curves  under  similar  traffic  is  expressed  in  ratios,  as  follows :  On  2  de- 
gree curve,  0.90;  2  to  4  degree  curve,  0.71;  4  to  6  degree  curve,  0.66; 
6  degree  curve,  0.56;  9  degree  curve,  0.33. 
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Now  there  is  a  basis  for  determining  what  we  can  attribute  to  the 
rail  wear  on  different  degrees  of  curvature. 

I  believe  the  Committee  is  to  be  commended  for  the  work  it  has 
done,  and  we  can  help  them  out  only  by  giving  such  information  as  they 
have  asked  for.  The  previous  work  on  this  subject  has  been  very  diffi- 
cult, because  railroad  people  did  not  have  the  information  in  the  form 
asked  for,  but  the  work  of  this  Committee  gives  the  matter  a  start,  and  I 
believe  it  calls  the  attention  of  all  the  members  of  this  Association  to  the 
particular  points  upon  which  they  may  have  information;  I  therefore 
urge  upon  everyone  the  desirability  of  furnishing  that  information  to  this 
Committee  so  that  they  can  go  on  with  their  investigations. 

Mr.  John  G.  Sullivan: — As  to  the  matter  on  page  117,  I  am  afraid 
Mr.  Churchill  did  not  read  the  entire  paragraph.  It  says :  "In  calculat- 
ing the  saving  in  maintenance  of  way,  by  eliminating  distance,  it  is  as- 
sumed that  about  $200  per  year  per  mile  would  be  spent  on  main- 
tenance, regardless  of  distance,  and  in  order  to  make  even  figures  it 
is  assumed  that  maintenance  of  way  affected  by  shortening  distance  will 
cost  $211.20  per  mile,  plus  25  cents  per  train  mile  on  straight  track."  On 
our  road  we  figured  about  four  hundred  dollars  to  five  hundred  dollars 
per  mile  of  fixed  charges,  but  half  of  that  is  not  affected  by  distance  at 
all.  The  balance,  between  two  hundred  dollars  and  four  hundred  dollars, 
is  affected ;  you  are  wearing  out  your  ties  or  rotting  them  out.  Then  we 
take  a  fixed  price  of  twenty-five  cents  per  train  mile  in  addition,  I  have 
taken  our  annual  reports  for  8,000  to  15,000  miles  of  track,  for  ten  or 
fifteen  years,  and  I  find  we  have  not  been  as  low  as  that,  but  I  think  we 
will  be  this  year. 

Mr.  Churchill : — My  point  is  we  should  begin  at  about  five  hundred 
dollars. 

Mr.  John  G.  Sullivan : — Coming  to  the  second  point,  this  shows  a 
problem  which  came  up  on  our  road ;  we  saved  considerable  curvature 
there,  too ;  on  that  hill  we  think  this  is  less  favorable,  although  it  shows 
pretty  well,  and  after  I  made  this  I  got  the  train  sheets  for  the  year 
and  found  on  that  hill,  about  ten  or  fifteen  miles  long  at  each  side,  the 
train  wages  alone  for  pusher  engines  was  over  twenty-five  cents  a  mile, 
to  say  nothing  about  fuel,  single  track  line.  We  took  the  number  of 
train  miles  saved,  and  multiplied  it  by  twenty-five  cents  per  mile,  and 
capitalized  that  at  five  per  cent. 

Mr.  Churchill: — You  are  speaking  about  the  high-grade  line? 

Mr.  John  G.  Sullivan: — I  took  the  low-grade  line  and  the  variable 
factors,  took  the  difference  between  the  most  favorable  line  and  the 
others,  and  computed  the  differences  at  the  price  given  on  page  116. 

Mr.  Churchill : — You  consider  that  $180,000  represents  the  capital- 
ized value  of  one  mile? 

Mr.  John  G.  Sullivan : — It  might  be  that,  or  a  million  dollars,  it  de- 
pends on  the  traffic. 

Mr.  Churchill : — The  question  was  raised  by  me  on  account  of  the 
summary  at  the  bottom  of  the  inset  just  before  the  last  one,  between  line 
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F  and  line  E,  and  was  based  upon  tlic  figures  given  under  the  "Lxtra 
Cost  of  Operating,  Capitalized,"  which  is  put  down  at  $1,373,-95;  the 
difference  in  the  length  of  lines  between  F  and  E  is  eight  miles,  and 
that  is  practically  $180,000  a  mile  for  level  lines. 

Mr.  John  G.  Sullivan: — If  you  take  the  sunnnary,  you  will  fnid  on 
that  saving  we  were  not  justified  in  doing  what  we  wanted  to  do. 

Mr.  Churchill : — The  point  I  am  speaking  about  is  this — is  the  sav- 
ing of  a  mile  of  level  line  correctly  stated  as  being  worth  $180,000  in 
capitalized  form? 

Mr.  John  G.  Sullivan  : — T  will  send  you  those  details,  Mr.  Churchill. 

The  President : — The  Committee  will  be  excused,  with  the  thanks 
of  the  Association   for  its  valuable  report. 
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G.  D.  Brooke.  Hunter  McDonald. 
W.  M.  Camp.                                  .       J.  C.  Nelson. 

J.  L.  Campbell.  S.  S.  Roberts. 

A.  W.  Carpenter.  W.  F.  Strouse. 

C.  S.  Churchill.  John  G.  Sullivan. 

W.  H.  Courtenay.  a.  N.  Talbot. 

W.    M.    DaWLEY.  J.   E.   WiLLOUGHBY. 

The  President : — The  first  business  to  be  taken  up  this  morning  is 
the  report  of  the  Committee  on  Roadway,  Mr.  W.  M.  Dawley,  Chair- 
man. The  Chair  will  ask  Mr.  Dawley  to  make  a  statement  as  to  the 
manner  in  which  the  report  is  to  be  considered. 

Mr.  W.  M.  Dawley  (Erie  Railroad)  : — On  the  question  of  Revision 
of  Manual,  considerable  work  was  done  by  the  Committee,  but  most  of 
it  consists  in  grammatical  corrections  or  corrections  in  verbiage,  with- 
out material  change  in  the  sense.  There  are  but  six  changes  in  sense  or 
additions  to  the  Manual.  These  revisions  are  given  on  page  566.  The 
first  is  a  definition  of  "Cattle  Pass." 

The  President : — The  definition  as  given  by  the  Chairman  of  the 
Committee  for  "Cattle  Pass"  is  new,  and  the  Chair  would  ask  if  there 
are  any  remarks  to  be  made  or  suggestions  as  to  changes  in  this  defini- 
tion. 

Mr.  W.  M".  Camp  (Railway  Review)  : — Would  it  suit  the  Committee 
to  insert  the  word  "opening"  after  the  word  "bridge"?  Is  not  a  cattle 
pass  a  culvert  opening  or  bridge  opening  under  the  track? 

Mr.  Dawley : — Under  the  heading  of  "Definitions,"  a  little  f  urthe- 
down  on  page  556,  "Culvert"  is  defined  as  an  arched-circular  or  flat- 
covered  opening,  which  would  seem  to  cover  the  point. 

Mr.  Camp: — How  about  the  bridge? 

Mr.  Dawley : — I  think  that  "bridges"  are  also  defined ;  you  will 
find  the  definition  for  "bridge"  somewhere  in  the  Manual. 

Mr.  W.  F.  Strouse  (Baltimore  &  Ohio)  : — Yesterday  the  structures 
formerly  called  "Cattle  Guards"  were  changed  to  "Stock  Guards."  Might 
it  not  be  well  to  make  a  similar  change  in  this  case?  The  last  word 
in  the  definition  provides  for  the  passage  of  stock,  rather  than  cattle. 

Mr.  A.  W.  Carpenter  (New  York  Central)  : — Would  it  not  improve 
the  definition  to  substitute  "opening"  for  "built,"  making  it  read  "bridge 
opening"  ? 

Mr.  Dawley : — The  Committee  will  accept  that. 
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'I'he  I'residciit : — It  lias  hocn  called  to  the  attention  of  tlic  Chair 
that  it  has  ikH  heen  the  practice  to  discuss  detinitions  on  the  iloor,  hut 
tiiese  proposed  changes  in  definitions  are  sent  out  so  that  the  menihers 
may  send  in  suggestions  of  improvement  to  the  chairmen  of  commit- 
tees. The  Chair  will  ask  the  Secretary  to  read  the  remainder  of  the 
definitions,  and  they  can  be  taken  up  later  on  and  differences  adjusted 
witii  the  Committee  before  they  arc  finally  adopted.  The  discussion  of 
the  definitions  would  take  up  a  very  large  part  of  the  session,  and  we 
are  restricted  as  to  time.  We  will,  therefore,  pursue  that  course.  The 
Chairman  of  the  Committee  will  call  attention  to  the  main  differences 
as  we  come  to  them. 

(The  Secretary  read  the  proposed  changes  in  the  definitions). 

The  President: — We  have  a  letter  from  Prof.  J.  C.  L.  Fish,  of 
Stanford  University,  bearing  on  some  of  these  definitions,  which  the 
Secretary  will  read. 

(The  Secretary  read  the  communication  from  Prof.  Fish,  as  fol- 
lows:) 

Prof.  J.  C.  L.  Fish  (Stanford  University)  : — The  writer  desires  to 
call  attention  to  the  fact  that,  in  the  report  of  the  Committee  on  Road- 
way, on  page  569  of  Bulletin  173,  the  use  of  the  terms  "Haul,"  "Free 
Haul"  and  "Overhaul,"  in  Sections  48  and  48-a,  is  not  everywhere  con- 
sistent with  the  definitions  of  these  terms  as  given  on  page  566. 

To  be  specific:  "Overhaul"  is  defined  as  a  distance;  but  in  Sec- 
tion 48  "Overhaul"  evidently  means  distance  X  cubic  yards;  and  in  the 
last  two  lines  of  page  569  it  is  definitely  stated  to  have  the  latter  mean- 
ing. There  are  other  places  in  48-a  where  "Overhaul"  means  some- 
thing else  than  mere  distance. 

Also  "Haul,"  defined  as  a  distance,  is  used  as  meaning  ''distance  X 
cubic  yards. 

Again,  "Limit  of  Free  Haul"  is  used  in  one  place  to  designate  a 
point,  and  in  another  to  designate  a  distance. 

And  again,  "Free  Haul,"  defined  as  a  distance,  is  used  in  the  expres- 
sion length  of  haul,  meaning  then  length  of  distance — ^plainly  a  waste  of 
two  good  words. 

The  writer  thinks  the  foregoing  sufficiently  shows  the  need  of  over- 
hauling these  technical  terms. 

The  inconsistency  noted  above  should  be  eliminated  for  two  very 
good  reasons:  (i)  The  inconsistency  makes  it  difficult  for  Engineers 
and  others  to  correctly  interpret  the  directions  of  the  section. 

There  is  no  doubt  of  this.  The  writer  was  formerly  in  charge  of 
work  on  which  upward  of  ioo,ooo,0(X)  station-yards  of  overhaul  had  to 
be  computed  on  the  American  Railway  Engineering  Association  basis, 
and  recalls  that  the  Engineers  and  computers,  all  of  whom  were  new 
to  this  method,  had  great  difficulty  by  themselves  in  interpreting  the 
directions  as  they  appeared  in  the  Manual.  And  always  my  students 
have  had  the  same  difficulty  with  the  overhaul  clause  as  wirtten  in  the 
Manual. 
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(2)  It  borders  on  the  ridiculous  to  set  out  witli  a  show  of  ])re- 
ision  of  language  by  formally  defining  terms  and  then  to  disregard  the 
lefinitions  when  using  the  terms. 

The  writer  respectfully  suggests  that  pp.  566  and  569  of  Bulletin  173 
le  revised  as  indicated  in  the  following  sheets. 

The  new  definitions  indicated  on  the  following  sheet  are  those  used 
n  my  "Earthwork  Haul  and  Overhaul"  (copy  of  which  you  have  in 
•our  library).  On  page  53  of  said  book,  where  is  quoted  Clause  48-a, 
•ou  may  observe  here  and  there  interpolated  bracketed  words.  These 
vere  inserted  to  make  the  meaning  of  the  clause  perfectly  definite  to 
he  readers  of  the  book.  That  the  bracketed  words  accomplish  their 
mrpose  is  evidenced  by  the  fact  that  not  one  out  of  about  one  hundred 
tudents  who  have  applied  the  directions  of  Clause  48-a,  as  stated  on 
»age  53,  has  had  any  difficulty  whatever  in  so  doing. 

In  place  of  the  definitions  appearing  on  page  566,  relating  to  the 
erms  "Haul,"  "Free  Haul"  and  "Overhaul,"  insert  the  following: 

:1.\UL. — The  product  of  yardage  (place  measurement)  and  haul  dis- 
tance. 

Taul  Distance. — Horizontal  distance  over  which  material  is  trans- 
ported. 

ii^ARDAGE. — Volume  expressed  in  cubic  yards. 

"ree  Haul. — Haul  for  which  no  extra  compensation  is  allowed. 

•'ree-Haul  Distance. — The  extreme  horizontal  distance  to  which  mate- 
rial is  transported  without  extra  compensation  under  the  terms  of 
a  contract. 

JvERHAUL. — Haul  for  which  extra  compensation  is  allowed. 

Overhaul  Distance. — The  horizontal  distance  over  which  material  is 
transported  for  an  extra  compensation. 

roTAL  Haul. —  (Omit  this,  since  with  the  foregoing  definitions  no  defini- 
tion is  needed  here.) 

{Suggested  revision  of  Overhaul  Clause  48-a  of  "Specifications  for 
he  Formation  of  the  Roadway,"  page  569,  Bulletin  173,  to  accompany 
uggested  changes  in  definitions:) 

Present  Form.  Proposed  Form. 

48-a.     No  payment  shall  be  made  48-a.     No  payment  shall  be  made 

or     hauling     material     when     the  for     hauling     material     when     the 

ength  of  haul  does  not  exceed  the  haul   distance   does   not   exceed   the 

imit   of    free  haul,   which   shall   be  free-haul    distance,    which    shall    be 

....     ft.  .....     ft. 

The  limits  of   free  haul  shall  be  .     The  limits  of   free  haul   shall  be 

letermined  by  fixing  on  the  profile  determined  by  fixing  on  the  profile 

wo   points — one    on    each    side    of  two    points — one    on    each    side    of 

he  neutral  grade  point — one  in  ex-  the  neutral  grade  point — one  in  ex- 

avation  and  the  other  in  embank-  cavation  and  the  other  in  embank- 

nent;    such    that    the    distance    be-  ment ;    such    that    the    distance    be- 

jween  them  shall  equal  the  specified  tween  them  shall  equal  the  specified 
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frcc-liaiil  limit,  and  such  that  the 
iiichulcd  quantities  of  excavation 
and  emhankinent  shall  balance.  All 
haul  on  material  beyond  the  free- 
haul  limit  shall  be  estimated  and 
paid  for  on  the  basis  of  the  fol- 
lowing method  of  computation, 
viz. : 

All  material  within  this  limit  of 
free  haul  shall  be  eliminated  from 
further  consideration. 

The  distance  between  the'  cen- 
ter of  gravity  of  the  remaining 
mass  of  excavation  and  center  of 
gravity  of  the  resulting  embank- 
ment, less  the  limit  of  free  haul  as 
above  described,  shall  be  the  length 
of  overhaul.  The  compensation  to 
be  rendered  therefor  shall  be  deter- 
mined by  multiplying  the  yardage 
in  the  remaining  mass,  as  above 
described,  by  the  length  of  the 
overhaul.  Payment  of  overhaul 
shall  be  by  units  of  one  cubic  yard 
hauled  one  hundred   (loo)   ft. 


free-haul  distance,  and  such  that 
the  included  quantities  of  excava- 
tion and  embankment  shall  balanci'. 
All  haul  on  material  beyond  the 
free-haul  limits  shall  be  estimate<l 
and  paid  for  on  the  basis  of  the 
following  method  of  computation, 
viz. : 

All  material  within  these  limits 
of  free  haul  shall  be  eliminated 
from   further  consideration. 

The  distance  between  the  center 
of  gravity  of  the  remaining  mass 
of  excavation  and  center  of  gravity 
of  the  resulting  embankment,  less 
the  free-haul  distance  as  above  de- 
scribed, shall  be  the  overhaul  dis- 
tance. The  compensation  to  be  ren- 
dered therefor  shall  be  determined 
by  multiplying  the  yardage  in  the 
remaining  mass,  as  above  described, 
by  the  overhaul  distance.  Pay- 
ment for  overhaul  shall  be  by  units 
of  one  cubic  yard  hauled  one  hun- 
dred (too)  ft. 


Mr.  Dawley: — The  Committee  considers  that  the  subject-matter  re- 
garding steam-shovel  work  should  be  revised,  but  it  is  too  much  of  a 
problem  to  attempt  to  do  it  under  the  heading  'T^evision  of  Manual." 
It  should  be  assigned  as  a  separate  subject  and  given  full  considera- 
tion. 

The  subject  of  "Unit  Pressures  Allowable  on  Roadbed  of  Differ- 
ent Materials"  should  have  further  consideration.  The  Committee  has 
drawn  no  conclusions,  and  would  ask  the  members  of  the  Association 
to  follow  up  the  subject  along  the  lines  of  (i)  prevention  and  cure  of 
water  pockets  in  new  track,  single  and  double;  (2)  in  old-operated 
tracks — single  and  multiple;  (3)  in  filled  bridges,  or  trestles;  and  (4)  in 
yards  and  terminals — giving  the  Committee  the  benefit  of  their  expe- 
rience during  the  coming  season.  We  are  not  at  present  able  to  draw 
conclusions  from  the  information  at  hand,  on  account  of  the  great  dif- 
ference of  opinion  as  to  causes  and  methods  of  cure.  In  conclusion,  the 
Committee  would  ask  that  the  classification  of  soils,  given  on  page  575» 
be  adopted  and  included  in  the  Manual ;  also,  that  the  Specifications  for 
Sodding  with  Bermuda  Grass,  given  on  pp.  594  and  595,  be  adopted  and 
included  in  the  Manual. 

The  President : — The  Secretary  will  take  up  the  report  of  the  Com- 
mittee on  page  567  and  go   over  the   General   Contract  Requirements  by 
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paragraph  number,  giving  the  members  an  opportunity  to  raise  any 
question  or  criticism.  We  will  not  take  the  time  to  read^the  report  in 
tull.  The  paragraphs  will  be  considered  approved  as  we  pass  over  them 
if  no  objections  are  made. 

(The  Secretary  then  read  the  "General  Contract  Requirements," 
paragraphs  5,  6,  8.) 

The  President: — As  the  Chairman  of  the  Committee  has  pointed  out, 
the   changes   in   these    requirements    are   underscored,   but   are   largely    a 
matter   of    improved    verbiage.      There    is    no    essential    difference   icojrr, 
what  we  now  have  in  the  Manual. 

Mr.  H.  A.  Lloyd  (Erie  Railroad)  : — In  paragraph  6,  first  line,  the 
word  should  appears  a  little  too  definite.  I  would  recommend  that  we 
insert  the  words  "should  preferably  be  not  less  than  thirteen  feet  on 
tangents   (centers  of  tracks)." 

The  President : — The  Committee  is  willing  to  accept  the  suggestion. 

(The  Secretary  then  read  the  changes  in  Specifications  for  Formation 
of  Roadway,  paragraphs  7,  11,  20,  22,  23.) 

Mr.  John  G,  Sullivan  (Canadian  Pacific)  : — It  may  be  out  of  order, 
but  I  presume  we  are  discussing  the  changes.  There  is  one  point  in 
paragraph  23  that  has  caused  some  trouble,  and  that  is  the  latter  part. 
It  reads:  "The  classification  of  the  material  shall  be  in  accordance  with 
its  condition  at  the  time  of  removal,  regardless  of  prior  conditions."  In 
overbreak  in  rock  cuts,  if  you  classify  that  as  loose  rock,  most  specifica- 
tions do  not  specify  how  it  shall  be  measured.  We  know  that  loose 
rock  will  measure  more  than  the  space  it  occupies  as  solid  rock  in  the 
cut.  In  order  to  avoid  disputes,  I  have  inserted  in  our  contracts  a  re- 
quirement that  the  measurement  shall  be  the  original  space  occupied  by 
the  material,  regardless  of  classification.  That  may  or  may  not  be  wrong, 
but  it  is  definite,  and  a  man  knows  when  he  is  taking  a  contract  how 
he  is  going  to  be  paid.  I  presume  a  matter  like  that  would  require  the 
action  of  the  Association  before  it  can  be  put  in  the  Manual.  As  we 
are  getting  out  a  new  Manual,  I  think  that  is  a  point  that  should  be 
discussed. 

The  President : — I  think  the  discussion  is  in  order,  and  that  the 
matter  can  be  changed  at  the  present  time,  if  the  convention  so  de- 
cides. 

Mr.  John  G.  Sullivan : — I  will  move  that  there  be  added  to  that 
paragraph  that  "the  measurement  of  the  material  shall  be  the  original 
space  occupied,  regardless  of  the  classification." 

Mr.  J.  E.  Willoughby  (Atlantic  Coast  Line)  : — The  objection  to 
classifying  the  material  when  it  is  softer  than  it  was  in  its  original  posi- 
Hon  is  that  it  is  not  quite  fair.  It  is  entirely  feasible  to  cross-section  a 
^Ude  after  it  has  come  into  a  cut. 

Mr.  John  G.  Sullivan: — I  have  no  objection  to  making  it  that  way, 
;3Ut  make  it  something  definite. 

t       Mr.  J.  B.  Jenkins    (Baltimore  &  Ohio)  : — I   would   suggest  that  this 
limendment,  instead  of  being  added  to  the  paragraph  in  question,  should 
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be  made  a  separate  paragraph  and  he  put   in  its  appropriate  phice  in  the 
spccitieation. 

Mr.  W.  l\.  COnrtenay  (Louisville  &  Nashville)  : — One  objection  t<> 
Air.  Sullivan's  suggestion  is  that  certain  slides  cannot  be  measured 
They  sometimes  extend  four  or  five  hundred  feet  beyond  the  roadbed 
and  come  down  gradually  as  they  are  taken  out.  At  times  the  natural 
surface  of  the  ground  crumples  and  slides  down  as  the  excavation  is  in 
progress.  In  many  cases  it  is  impracticable  to  measure  the  space  occu 
pied  by  the  slide.  Much  of  the  material  which  is  not  removed  is  loos 
ened  and  occupies  more  space  than  the  same  material  occupied  before 
the  slide  started.     It  is  a  difficult  question  any  way  it  is  considered. 

Mr.  A.  W.  Carpenter : — I  would  offer  as  an  amendment  to  insert  in 
the  last  sentence  of  the  paragraph,  after  the  word  "classification,"  the 
words  "and  measurement." 

Mr.  John  G.  Sullivan : — I  can  see  that  we  are  going  to  have  the 
same  trouble  here  that  we  have  with  all  the  specifications.  The  operat- 
ing man  has  in  mind  the  ordinary  slide,  which  comes  down  after  the 
road  has  been  constructed,  and  the  construction  man  is  dealing  with  the 
building  of  new  lines.  If  you  put  it  as  Mr.  Carpenter  states,  you  will 
get  this  condition  in  the  building  of  a  new  line.  You  must  recognize 
the  fact  that  we  cannot  build  a  railroad-cut  through  solid  rock  with- 
out having  overbreak  (unless  we  use  channeling  machines  and  go  to 
an  enormous  expense).  Therefore,  all  projections  in  the  rough  rock- 
cut  must  be  outside  the  line  of  clearances.  I  have  never  yet  heard  of  a 
large  road  building  through  mountains  that  did  not  pay  for  some  of 
the  overbreak  as  solid  rock,  regardless  of  specifications.  If  a  contractor 
has  a  large  rock-cut  and  brings  down  in  overbreak  or  slides  an  amount 
not  exceeding  lo  per  cent,  or  15  per  cent.,  the  chances  are  he  will  be 
paid  for  this  as  solid  rock.  If  he  shoots  heavy  and  brings  down  from 
25  per  cent,  to  30  per  cent,  of  overbreak,  or  slides,  he  may  get  half  solid 
rock  and  half  loose  rock.  If  he  shoots  to  excess,  it  may  be  considered 
carelessness,  and  he  will  not  be  paid  for  any  of  the  overbreak;  but  I 
would  like  to  ask  how  measurements  can  possibly  be  made  when  yon 
divide  this  material  between  solid  and  loose  rock,  or  even  when  you 
classify  it  all  as  loose  rock.  All  of  the  material  in  the  cut  is  taken  out 
at  the  same  time,  either  by  cart,  cars,  or  maybe  loaded  by  steam  shovel, 
and  you  cannot  possibly  measure  this  material  separate  from  the  mate- 
rial taken  out  that  occupied  the  space  within  the  regular  cross-section. 

I  have  had  no  trouble  in  doing  work  with  the  specifications  I  have 
mentioned,  but  I  have  had  trouble  when  I  did  not  have  that  clause  in. 
for  the  reason  that  when  we  got  through  and  paid  as  per  measurements 
of  the  cut,  the  contractor  claimed  for  every  yard  of  loose  rock  that  f 
turned  in  on  overbreak  an  additional  amount  up  to  60  or  70  per  cent., 
and  I  did  not  have  a  very  good  argument  against  his  claim.  The  only 
possible  way  in  construction  work,  when  you  are  taking  out  rock  cut,  to 
measure  overbreak,  is  the  solid  contents  of  the  cut,  because  it  all  goes  H 
out  of  the  same  cart   or   car,   and  you  have  no  way  to  measure  it.    I 
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0  not  think  this  Association  will  make  any  mistake  in  endorsing  the 
iggcstion  1  have  made,  nor  do  I  think  Engineers  will  find  any  trouble 
arrying  on  the  work.  I  would  like  to  hear  from  Mr.  Ambrose,  or  from 
Irand  Trunk  men  who  have  been  doing  some  work  lately,  or  possibly 
roni  Northern  Pacific  men  who  have  been  doing  work  through  the 
lountains,  where  they  have  rock. 

Mr.  J.  R.  W.  Ambrose  (Toronto  Terminals)  : — I  will  second  Mr. 
ullivan's  motion.  In  the  West  we  have  had  rock  work  with  consid- 
rable  overbreak,  resulting  sometimes,  perhaps,  from  carelessness,  of 
'hich  the  Engineer  is  the  judge.  The  question  of  measurement,  to  my 
lind,  is  independent  of  the  classification.  After  the  material  has  been 
limoved,  the  neat  cross-section  v/ill  give  the  quantity  taken  out,  and 
'e  must  depend  on  and  trust  the  Engineer  in  charge  for  the  classifi- 
ition. 

Mr.  J.  L.  Campbell  (El  Paso  &  Southwestern)  : — It  is  impracticable 
)  determine  the  volume  of  the  broken  material  except  by  proper  cross- 
actions  after  the  excavation  has  been  completed.  In  rock  cuts  broken 
y^  blasting,  the  breakage  outside  of  the  cross-section  lines  is  indivisibly 
lixed  with  the  breakage  inside  of  those  lines,  and  all  of  the  material  is 
ecessarily  removed  from  the  excavation  without  separation.  I  believe 
le  space  originally  occupied  is  the  fair  basis  for  determining  the  quantity 
f  excess  breakage,  and  that  the  proper  classification  for  such  breakage 

1  rock  is  loose  rock,  for  the  reason  that  the  excess  is  neither  required 
or  desired  by  the  company,  and  the  price  for  loose-rock  classification 
ill  cover  the  cost  to  the  contractor  of  removal  of  the  breakage.  Neither 
'ill  classifications  of  material  in  its  original  condition  and  location,  and 
3  unstable  that  it  slides  into  the  excavation,  work  any  hardship  on 
le  contractor,  for  the  reason  that  the  consistency  or  character  of  such 
laterial  is  not  substantially  changed  by  such  sliding. 

(Mr.  Sullivan's  motion  was  adopted.) 

Mr.  J.  L.  Campbell : — Will  the  Committee  substitute  the  word  "found" 
Dr  the  word  "met"  in  paragraph  28? 

Mr.  Dawley: — The  Committee  will  accept  that  suggestion. 

Mr.  John  G.  Sullivan  : — Referring  to  paragraph  38,  has  anyone  ever 
lied  a  trestle  and  leveled  the  ground  off  in  layers  at  the  time? 

Mr.   Hunter   McDonald    (Nashville,    Chattanooga   &   St.    Louis)  :— It 

as  been  done,  and  done  very  successfully,  by  employing  scrapers  where 

le  material   is   of   sandy   nature.     Two   or   three   scrapers   will    remove 

le  earth  dumped  from  the  cars  at  a  cost  of  three  or  four  cents  a  yard. 

have  found  that  it  pays  to  do  it. 

Mr.  J.  B.  Berry  (Consulting  Engineer)  : — I  have  done  that  many 
mes  and  always  found  it  satisfactory.  Near  Kansas  City  we  had  a 
mg  bridge  and  filled  it  in  sections ;  we  had  a  few  teams  to  spread 
le  material,  and  there  was  practically  no  settlement.  When  we  got 
irough  we  had  a  better  fill  than  you  can  possibly  get  by  dumping  the 
irt  without  spreading  it.  If  you  use  slushers  and  wheelers  and  spread 
he   material,    you    will    have    less    slides,    no    settling    of   bridges,    better 
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roadbed,  and  1  believe  you  i;ave  iiioucy  as  compared  with  (lumping  it  and 
kiting  it  take  care  of  itself. 

iVIr.  J.  C.  Nelson  (Seaboard  Air  i.iuc)  : — I  suggest  the  omission  of 
the  word  "or"'  in  paragraph  41,  so  that  it  will  read,  "Material  for  embank- 
ments about  masonry  or  other  structures,"  etc. 

Mr.  Daw'ley: — That  is  satisfactory. 

Mr.  John  G.  Sullivan: — The  same  question  which  was  brought  up 
aljout  measuring  overbrcak  comes  up  in  Clause  48-a  also,  in  the  fourth 
paragraph :  "The  compensation  to  be  rendered  therefor  shall  be  deter- 
mined by  multiplying  the  yardage  in  the  remaining  mass,  as  above  de- 
scribed, by  the  length  of  the  overhaul."  The  Committee  has  not  spec- 
ified which  yardage — yardage  in  the  fill  or  yardage  in  the  cut.  There 
is  no  distinction  between  loam  which  will  become  compact  and  make 
less  yardage,  or  rock  which  will  expand  and  make  more  yardage. 

The  President: — How  would  you  rectify  that? 

Mr.  John  G.  Sullivan: — That  can  be  rectified  by  specifying  the 
yardage — yardage  in  the  cut  or  yardage  in  the  fill. 

The  President: — How  would  you  word  it? 

Prof.  C.  Frank  Allen  (Massachusetts  Institute  of  Technology)  : — 
Is  it  not  necessary  we  should  know,  how  much  material  came  from  one 
place  and  how  much  space  it  occupied  in  the  other  place?  Are  not  bc^th 
cuts  and  fills  involved? 

Mr.  John  G.  Sullivan: — Yes,  certainly;  but  how  do  you  get  the  num- 
ber of  yards  you  haul?     Which  yardage  do  you  take? 

Prof.  Allen: — It  is  necessary,  in  order  to  get  the  haul  correctly, 
that  you  determine  the  yards  in  the  excavation,  and  again  the  yards  the 
same  mass  will  occupy  in  fill,  taking  into  account  the  shrinkage-  or 
swell,  or  whatever  it  may  be.  Unless  this  is  done,  you  do  not  know  the 
haul.  You  must  know  how  far  the  first  section  of  excavation  goes  in 
the  fill,  and  how  far  the  next  section  of  excavation  goes  in  the  fill,  and 
you  must  take  account  of  both  cut  and  fill  in  order  to  determine  the 
length  of  the  haul. 

Mr.  John  G.  Sullivan : — I  am  afraid  you  would  not  get  many  con- 
tractors to  agree  with  that.  The  contractor  will  say,  for  example,  if 
he  is  getting  one  cent  for  hauhng  earth,  he  should  get  a  cent  a  yard 
for  hauling  loose  rock;  and  if  he  is  entitled  to  that,  he  is  entitled  to 
more  than  a  cent  a  yard  for  hauling  the  material  that  was  made  out  of 
a  cubic  yard  of  solid  rock. 

Prof.  Allen : — Inasmuch  as  the  yard  of  solid  rock  will  stretch  out 
further  in  the  fill,  he  will  get  additional  payment  for  it. 

Mr.  John  G.  Sullivan : — He  will  get  a  very  small  percentage.  It 
carries  the  center  of  gravity  a  little  further. 

Prof.  Allen : — Two  elements  enter  into  the  calculation  of  haul. 
First,  the  number  of  yards  hauled,  and,  second,  the  distance  hauled. 
To  determine  the  number  of  yards,  it  is  quite  proper  to  follow  Mr.  Sul- 
livan's motion  to  measure  the  excavation.  To  determine  the  distance 
hauled,  it  is  necessary  to  know  how  much  space  this  will  occupy  in  fill; 
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tlic  space  occupied  in  fill  should  have  no  value  for  determining  the  num- 
ber of  yards  hauled. 

Mr.  G.  D.  Brooke  (Baltimore  &  Ohio  Southwestern)  : — ^I  offer  an 
amendment  to  the  paragraph  by  inserting,  after  the  words  "yardage  in," 
the  words  "excavation  of,"  so  that  it  will  make  the  sentence  read,  "Com- 
pensation to  be  rendered  therefor  shall  be  determined  by  multiplying  the 
yardage  in  excavation  of  the  remaining  mass,"  etc. 

The  President: — I  suggest  it  read,  "Multiplying  the  excavation  yard- 
age." 

Mr.  Dawley: — The  Committee  will  accept  that  amendment. 

Mr.  J.  L.  Campbell: — If  there  is  a  proper  clause  in  these  specifications 
covering  construction  of  roads  by  the  contractor  in  the  execution  of  his 
work,  I  favor  the  elimination  of  paragraph  59.  If  not,  I  offer  a  substi- 
tute for  paragraph  59  as  follows :  "The  contractor  shall  without  loss  or 
liability  to  the  company  construct  all  roads  necessary  for  his  use  in  the 
execution  of  this  contract." 

Mr.  Dawley: — The  Committee  is  willing  to  accept  that   amendment. 

Mr.  John  G.  Sullivan: — Referring  to  paragraph  60,  "where  desig- 
nated" is  quite  broad.  Would  the  Committee  be  willing  to  place  some 
limit  to  that  distance?  We  are  building  a  tunnel  at  present  and  I  had 
to  place  a  limit;  and  it  was  put  within  two  miles  of  the  portal.  Some 
of  the  material  which  we  will  handle  in  this  case  might  have  to  be 
carried  six  or  seven  miles.  Our  contractors  would  not  stand  for  this 
specification. 

Mr.  Willoughby : — Generally  in  a  tunnel  of  the  size  indicated  by  Mr. 
Sullivan,  the  disposition  of  the  material  is  designated  on  the  profile 
or  in  the  contract.  What  Mr.  Sullivan  desires  to  accomplish  can  be 
secured  by  saying  "Where  designated  in  this  contract,"  or  "'designated 
on  the  profile."  The  purpose  of  the  present  form  of  the  clause  is  to 
prevent  any  overhaul  on  the  material  over  the  space  between  the  portals 
of  the  tunnel  or  through  the  portal  cuts,  because  these  hauls  add  very 
much  to  the  cost  if  this  matter  is  not  cared  for. 

Mr.  John  G.  Sullivan  : — If  that  is  the  intention  I  would  suggest  that 
we  change  the  wording  to  read,  "Where  designated,  within  limits  agreed 
upon."    I  think  that  would  cover  the  point. 

Mr.  Dawley : — The  Committee  will  accept  that. 

The  President : — This  concludes  the  changes  in  the  specifications  rec- 
ommended by  the  Committee,  and  if  there  is  no  objection,  the  suggestions 
as  made  will  stand  approved. 

Mr.  J,  L.  Campbell : — Before  that  is  done,  permit  me  to  go  back 
to  paragraph  5  under  "General  Contract  Requirements."  I  believe  this 
part  of  the  contract  form  should  be  referred  back  to  the  Committee  for 
consideration  of  the  specified  widths  of  roadbed.  I  do  not  believe  the 
widths  of  20  ft.,  16  ft.  and  14  ft.  are  wide  enough  or  as  wide  as  the 
roads  are  now  finding  necessary.  The  Committee  on  Ballast  has  recom- 
mended a  width  of  26  ft.   for  ballasted  track. 

Mr.  Willoughby : — The  classification  of  tracks  is  not  an  act  of  this 
Committee,  but  of  the   Committee  on  the   Classification   of   Track.     We 
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adopted  the  classification  wliirli  the  Committee  on  Classification  of  Track 
reported  some  years  ago, 

Mr.  John  G.  Sullivan: — That  being  the  case,  in  order  to  make  it 
consistent,  the  recognized  width  of  track  shouhl  be  as  specified  by  the 
Committee  on  Classitlcation  of  Track. 

The  President : — We  are  somewhat  at  a  loss  in  this  matter.  As  the 
Chair  understands  it.  that  Special  Committee  is  no  longer  in  existence, 
and  there  should  be  some  way  of  changing  these  widths,  if  the  conven- 
tion so  desires. 

Mr.  W.  M.  Camp : — Is  it  the  understanding  of  the  Committee  that 
the  Special  Committee  on  Classification  of  Track  established  these 
widths? 

The   President : — That  is  what  the  Committee  states. 

Mr.  W.  M.  Camp : — I  do  not  recall  that  such  was  the  case  and  I 
ask  Mr.  Churchill,  who  was  chairman  of  that  committee,  to  advise  us 
whether  the  Committee  did  establish  roadbed  widths. 

Mr.  Chas.  S.  Churchill  (Norfolk  &  Western)  : — That  Committee  re- 
ported several  years  ago,  and  my  recollection  is  that  these  widths  were 
suggested  at  that  time  as  being  the  desirable  widths.  They  were  the 
widths  in  general  use  at  that  time.  It  is  true  that  some  roads  are  now 
exceeding  these  widths  and  possibly  this  matter  should  be  revised.  All 
specifications  change  from  time  to  time.  As  the  width  and  depth  of 
ballast  increases,  certainly  the  width  of  the  roadbed  must  increase  to 
correspond.  This  paragraph  can  be  modified  by  making  it  discretionary 
with  every  railroad  to  establish  its  own  width.  The  Committee  can  insert 
a  word  or  two  in  this  paragraph  to  show  that  the  widths  should  be  as 
prescribed  by  the  railroads ;  but  preferably  not  less  than  those  widths 
specified  in  the   Manual. 

The  President: — It  seems  to  be  advisable  to  refer  this  paragraph 
back  to  the  Committee.  It  is  willing  to  have  the  matter  referred  back 
for  further  consideration.  The  Committee  accepted  these  widths  as 
having  been  determined  by  the  convention.  It  recognizes  that  there  are 
wider  widths  in  use  at  the  present  time  and  it  is  willing  to  give  the 
matter  further  consideration. 

Mr.  Hunter  MdDonald :— I  would  call  attention  to  the  fact  that  the 
Special  Committee  on  Classification  of  Track  is  no  longer  in  existence. 
If  that  Committee  made  any  errors  it  would  be-  the  function  of  this 
Committee  to  correct  them,  so  that  in  my  opinion  this  Committee  may 
overhaul  the  work  of  both  committees. 

The    President : — They   so    recognize. 

Mr.  S.  S.  Roberts  (Consulting  Engineer)  : — I  think  in  paragraph  8i 
after  the  word  "assistants"  there  should  be  inserted  the  words,  "acting 
within  the  scope  of  their  authority." 

The   President : — The  Committee  is  willing  to  accept  the  suggestion- 
Mr.  J.   C.  Nelson    (Seaboard  Air  Line)  : — I  would  ask  the  Commit- 
tee about  paragraph   78,   the   sentence  which   reads,   "The  contractor  as- 
sumes risk  of  damage  to  stock,  tools  and  machinery  used  on  the  work. 
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etc.  How  about  the  men?  I  recall  we  once  had  a  case  of  a  contractor's 
employe  being  injured  and  the  contractor  was  not  financially  responsible, 
with  the  result  that  the  injured  party  sued  the  railroad  company  and  was 
awarded  damages. 

The  President : — Have  you  any  suggestion  to  make,  Mr.  Nelson,  how 
the  clause  could  be  amended  to  cover  what  you  have  in  mind? 

Mr.  Nelson : — It  might  be  well  to  insert  "men,"  preceding  the  word 
"stock." 

Mr.  John  G.  Sullivan : — I  think  "personal  liability"  would  be  better. 

The  President : — The  Committee  will  accept  that,  and  insert  the 
words  "personal  liability." 

(The  Secretary  then  read  the  paragraphs  beginning  "Grade  Reduc- 
tion Work,"  "Track  Elevation  Work,"  "Waterways,"  "Slides,"  and 
"Washouts.") 

Mr.  J.  L.  Campbell : — In  the  specification  for  protective  work  around 
the  ends  of  trestles  and  bridges,  will  the  Committee  substitute  the  fol- 
lowing in  paragraph  i,  under  the  heading  "Washouts :"  "The  ends  of 
trestles  and  bridges  shall  be  efficiently  protected  with  masonry,  riprap 
or  other  protective  work  when  necessary." 

Mr.   Dawley: — The  Committee  will  accept  that. 

Mr.  G.  D.  Brooke : — It  hardly  seems  to  me  that  paragraph  2,  under 
"Washouts,"  is  necessary.  If  the  roadbed  is  built  to  the  established 
grade  line,  it  seems  to  me  that  the  contractor  would  have  fulfilled  his 
obligation,  and  he  should  not  have  to  look  out  for  high  water. 

The  President — The  Committee  replies  to  the  comment  that  this  is  not 
for  the  contractor.  It  is  a  specification  to  show  how  the  work  shall  be 
built,  as  much  for  the  Engineer  as  for  the  contractor. 

Mr.   G.   D.   Brooke : — That   explains   it. 

(The  Secretary  then  read  the  matter  under  the  headings  of  "Tun- 
nels" and  "Steam  Shovel  Work,"  which  was  adopted  as  read.) 

The  President — The  next  matter  to  be  considered  are  the  conclusions 
recommended  by  the  Committee,   which  appear   on  page  600. 

(The  Secretary  read  Conclusion  i.) 

Mr.  Hunter  McDonald : — I  do  not  know  whether  the  Committee 
has  been  in  touch  with  the  Committee  which  has  been  appointed  by  the 
American  Society  of  Civil  Engineers  on  the  question  of  soils.  I  under- 
stand that  Committee  is  making  a  very  extended,  thorough  and  scientific 
research  into  this  question.  I  think  the  adoption  of  this  matter  at 
the  present  time  would  be  premature  and  I  should  oppose  it  being  done. 

Prof.  A.  N.  Talbot  (University  of  Illinois)  : — I  would  like  to  bring 
up  the  question  of  the  terms  used  in  this  list  on  page  579.  I  understand 
these  names  refer  of  the  sizes  of  the  grains  of  the  different  classifications 
used  for  this  particular  purpose.  However,  we  have  to  look  out  for  the 
bearing  upon  other  lines  of  work,  as,  for  example,  mortar  sand,  where 
the  largest  grains  of  the  sand  are  the  grains  which  would  be  compared 
with  the  terms  used  here.  By  the  classification  of  sand  for  mortar  pur- 
poses adopted  by  the  Association,  the  particles  may  include  those  passing 
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an  opciiinp  onc-qnartcr  of  an  inch  in  diameter.  The  term  "fine  gravel," 
used  here  for  the  largest  size,  would  seem  to  conflict  with  this  definition 
of  sand.  The  term  "coarse  sand,"  as  given  here,  is  about  the  same  size 
as  the  standard  Ottawa  sand  used  in  testing  cement;  not  a  very  coarse 
sand.  The  size  given  as  a  very  fine  sand  includes  material  which  would 
be  called  dust,  and  which  would  not  be  considered  as  available  for  mortar- 
making  purposes.  I  would  like  to  suggest  two  changes  for  consideration: 
That  some  word  be  added  after  the  terms  in  the  table,  like  "size"  or 
"grain,"  to  distinguish  between  the  use  intended  here  and  the  mixture  of 
sizes  intended  in  a  mortar-sand  classification ;  and  that  instead  of  the 
words  "fine  gravel"  the  term  "very  coarse  sand,"  be  employed.  Personally 
I  should  be  pleased  to  see  the  sizes  made  somewhat  larger  than  they  are, 
but  that  is  not  an  important  point. 

The  President: — Before  considering  Prof.  Talbot's  remarks,  I  would 
be  glad  to  have  Mr.  McDonald  put  a  motion,  if  he  cares  to,  because  it 
really  means  a  suspension  of  the  recommendation,  or  non-approval  of 
the  recommendation  of  this  Committee. 

Mr.  Hunter  McDonald: — I  simply  stated  what  I  did  as  an  argument 
against  the  adoption  of  the  conclusion.  I  have  nothing  to  suggest  in 
lieu  of  it. 

The  President : — Wil!  you  make  a  motion  that  the  matter  be  referred 
back  to   the   Committee? 

Mr.  Hunter  McDonald: — I  move  that  the  matter  be  received  as  in- 
formation and  referred  back  to  the  Committee  for  further  investigation. 

Mr.  Robert  A.  Cummings  (Civil  Engineer — by  letter)  :— Owing  to 
professional  engagements,  it  will  not  be  possible  for  me  to  attend  the 
annual  convention  of  the  Association  in  Chicago  on  March  i6th  to  i8th. 
I  am  therefore  expressing  my  appreciation  of  the  encouragement  the 
Association  is  giving  the  Committee  on  Roadway  in  writing,  particularly 
Sub-Committee  i  on  Unit  Pressures  Allowable  on  Roadbed  of  Different 
Materials. 

This  Committee  should  receive  all  the  constructive  criticism  that  is 
possible,  as  its  subject  is  of  the  most  vital  importance  to  every  foot  of 
American  railroads  and  in  this  direction  the  attention  of  the  Committee 
is  called  to  the  progress  report  of  the  Committee  of  the  American  Society 
of  Civil  Engineers  upon  the  bearing  capacity  of  soils,  dated  January  20, 

1915. 

Reference  is  now  made  in  the  Sub-Committee's  report  as  to  Bulletin 
84  of  the  United  States  Department  of  Agriculture  and  extracts  are  taken 
from  this  Bulletin,  giving  the  granular  sizes  of  particles.  This  may  be 
very  satisfactory  from  an  agricultural  point  of  view,  but  from  an  engi- 
neering or  railroad  standpoint,  a  word  of  caution  would  not  be  amiss. 
The  photographic  reproductions  on  page  575  do  not  indicate  a  comparative 
basis  for  the  sizes  of  particles.  Further,  the  arbitrary  sizes  of  particles 
given  in  the  seven  subdivisions  should  be  subjected  to  the  strictest 
scrutiny.  It  may  be  interesting  to  state  that  the  sizes  to  be  adopted  are 
now  under  investigation  by  an  International  Commission,  whose  last  con- 
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ferciice  was  held  on  October  31,   1913,  at  Berlin.     The  sizes  of  particles 
there  adopted  vary  considerably  from  the  list  given  on  page  579. 

Attention  is  further  directed  to  the  standards  for  screens.  For  in- 
stance, where  will  the  Committee  find  a  230  screen?  or  a  number  160 
screen?  or  a  number  32?  or  a  number  18?  The  facts  are  that  there  are 
no  two  screens  manufactured  at  the  present  time  that  are  comparable, 
on  account  of  the  variation  in  the  size  of  the  openings  and  the  size  of  wire 
of  which  these  screens  are  made,  to  say  nothing  of  the  variations  in  the 
process  of  manufacture.  The  result  of  an  investigation  on  this  subject 
is  recorded  m  the  report  of  the  American  Society  of  Civil  Engineers  pre- 
viously referred  to. 

Another  word  of  caution  is  directed  to  the  method  of  mechanical 
analysis  adopted  by  the  Bureau  of  Soils.  The  writer's  experience  indi- 
cates that  these  methods  do  not  produce  consistent  and  satisfactory  re- 
sults and  the  laboratory  procedure  should  be  revised. 

The  Committee's  reference  to  the  work  of  the  United  States  Geological 
Survey  is  interesting,  but  the  activity  of  this  Government  Department  is 
not  evident.  However,  the  attention  of  the  Committee  may  be  directed  to 
the  active  work  of  the  United  States  Bureau  of  Standards  now  being 
carried  out  at  the  Experimental  Station  in  Pittsburgh,  and  also  the  work 
of  the  United  States  Bureau  of  Mines,  which  is  co-operating  with  the 
United  States  Geological  Survey  on  the  Pressures  in  Tunnels,  etc. 

However,  too  much  encouragement  cannot  be  given  to  the  Sub- 
Committee  along  the  line  of  their  investigation  of  the  consideration  of 
the  bearing  capacity  of  roadbed  soils.  And  it  seems  to  the  writer,  that 
their  work  could  be  advantageously  pursued  along  the  line  of  settlement 
shrinkage,  etc.,  of  new  and  old  railroad  embankments  and  cuts,  also  the 
influence  of  thorough  rolling  or  otherwise  consolidation  of  the  roadbed 
before  the  ballast  is  applied;  in  other  words,  the  influence  of  treatment 
of  the  sub-grade  upon  the  maintenance  of  the  roadway.  This  phase  of  the 
Committee's  work  will  prove  of  inestimable  interest  and  benefit  to  road 
maintenance. 

(The  motion   was   carried.) 

(The  Secretary  then  read  Conclusion  2.) 

The  President: — Before  consideration  of  that  the  Chair  would  say 
to  Prof.  Talbot  that  the  former  motion  disposed  of  his  suggestions,  which 
may  be  considered  later  on. 

(The  Secretary  then  read  the  specifications  for  sodding  with  Bermuda 
grass,  given  on  pp.  594  and  595.) 

Mr.  John  G.  Sullivan: — I  would  suggest  that  where  it  reads,  "water 
for  twenty  days,"  they  should  say  "where  necessary."  We  did  consider- 
able sodding  at  Panama,  but  did  not  do  any  watering. 

The  President : — The  Committee  accepts  the  suggestion.  The  con- 
clusion as  presented  by  the  Committee  will  be  considered  as  approved. 

Mr.  Hunter  McDonald : — I  would  like  to  call  the  attention  of  the 
Committee  to   their  definition   of   "water   pocket"  on  page  596.     I   think 
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there  is  cither  something  left  out  or  else  the  Committee  had  not  clearly 
in   mind   what   they   intended   to   say. 

Mr.  Davvley: — The  word  "fdled"  should  he  inserted  before  "with"  in 
the  second  line  of  the  third  paragraph  on  page  596. 

The  President  :  The  Conimitlee  is  excused,  with  the  thanks  of  the 
c(^nvention. 


DISCUSSION  ON  RECORDS  AND  ACCOUNTS. 

(For  Report,   see  pp.   785-790.) 
1  1ST    OF    SPE.VKF.KS    TAKING    PART    IN    DISCUSSION    ON    RECORDS    AND    ACCOUNTS. 

W.  McC.  Bond.  J.  R.  Leichty. 

G.  D.  Brooke.  R.  A.  Rutledge. 

W.  A.  Christian.  John  G.  Sullivan. 

W.    H.    COURTENAY. 

The  President : — The  report  of  the  Committee  on  Records  and  Ac- 
counts  will  be   presented   by  the   Chairman,   Mr.   W.   A.   Christian. 

Mr.  W.  A.  Christian  (Interstate  Commerce  Commission)  : — Your 
Committee  was  instructed  to  consider  three  subjects,  the  first  being  to 
"make  a  comprehensive  study  of  the  forms  in  the  Manual,  adopted  a 
number  of  years  ago,  and  bring  the   forms  up  to   date." 

The  recommendations  of  the  Committee  are  shown  on  page  786,  and 
are  submitted  for  your  approval. 

(The  Secretary  read  the  recommendations  of  the  Committee.) 

The  President: — If  there  are  no  objections,  the  revision  of  the  forms 
as  recommended  will  be  made. 

(The  Secretary  then  read  the  matter  under  the  heading  of  "Sub- 
Divisions  of  I.  C.  C.  Classification  Account  No.  6.") 

The  President : — The  Committee  also  suggests  certain  sub-divisions 
to  be  made  in  the  two  accounts.  This  will  be  received  simply  as  in- 
formation for  future  consideration  by  the  Association.  The  Committee 
makes  no  recommendations  in  regard  to  this  particular  subject.  The 
next  subject  to  be  considered  is  that  of  "Conventional  Signs,"  on  page  789. 

(The  Secretary  read  the  recommendations  relating  to  Conventional 
Signs.) 

Mr.  W.  H.  Courtenay  (Louisville  &  Nashville)  : — It  is  utterly  un- 
necessary to  adopt  a  complicated  system  of  symbols  to  designate  weight 
per  yard  of  the  rail.  It  is  much  cheaper  and  quicker  to  adopt  the  method 
of  marking  the  weight  per  yard  in  figures  on  a  line. 

Mr.  W.  McC.  Bond  (Baltimore  &  Ohio)  : — It  is  usual  to  have  a  num- 
ber of  symbols  to  cover  the  rail  weight,  from  85  lbs.  up,  but  why  not  have 
a  symbol  for  75  or  80  lbs.  up,  and  show  the  figures  on  all  widths  under 
that?     Then  every  road  could   use  the  symbols. 

Mr.  Christian : — By  reference  to  the  Manual  it  will  be  noted  that 
the  Association  endorsed  the  use  of  colors  for  showing  different  weights 
of  rail.  The  Committee  has  endeavored  to  relieve  railway  companies 
of  the  expense  involved  m  the  use  of  the  color  scheme  and  the  symbols 
shown  are  therefore  submitted  as  a  substitute.  Engineers  may  have  other 
methods  of  showing  weights  of  rail,  but  the  Committee  was  instructed  to 
submit  symbols.  The  Committee  has  therefore  presented  for  your  ap- 
proval, the  symbols  shown  in  the  Bulletin,  to  simplify  the  requirement  of 
showing   different   weights   of   rail ;    furthermore,    black   line    symbols    on 
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tracings  will  give  white  lines  on  Ijlucprints,  indicating  weights  of  rail, 
without   additional  labor. 

Mr.  Courtenay: — Tlusc  symbols  do  not  tell  tbc  whole  story.  They 
do  not  show  cnongh.  The  operating  officer  of  a  railroad  not  only  wants 
to  learn  by  referring  to  his  record  what  weight  of  rail  is  used  on  a  cer- 
tain part  of  the  track  but  may  want  to  know  the  age  of  the  rail  and  by 
whom  made.  All  such  information  can  be  covered  with  great  brevity  by 
using  one  line  and  marlcing  thereon  in  figures  the  weight  per  yard  of 
the  rail,  and  if  necessary  the  section  by  its  initials,  and  the  year  made 
This  gives  the   information   needed   very  briefly. 

(A  vote  was  then  taken  on  Mr.  Courtenay's  motion,  which  was 
carried.) 

Mr.  Christian : — There  seems  to  be  quite  a  difference  of  opinion. 
Some  prefer  to  indicate  the  rail  by  one  line  and  mark  thereon  the  weight 
of  rail,  others  prefer  symbols.  We  have  submitted  symbols  for  rail  from 
56  lbs.  up  to  no  lbs. 

Mr.  Courtenay : — It  will  take  a  draughtsman  a  long  time  to  represent 
the  weight  per  yard  of  rail  by  these  symbols.  It  would  be  a  considerable 
strain  on  the  memory  of  the  man  who  refers  to  the  drawing  showing 
such  symbols  to  recognize  them.  If  the  weight  per  yard  of  the  rail  is 
represented  by  figures,  there  will  be  no  mental  strain  whatever. 

Mr.  R.  A.  Rutledge  (Santa  Fe)  : — On  our  road  we  have  61  and  71  lb. 
rail,  and  we  also  have  52-lb.  rail.  We  seem  to  be  short  some  symbols. 
AFy  recommendation  would  be,  as  Mr.  Courtenay  says,  to  use  the  blue- 
print and  write  the  number  of  the  rail  on  it. 

Mr.  J.  R.  Leighty  (Missouri  Pacific)  : — There  is  one  disadvantage  in 
this  system  of  rail  records,  which  I  think  is  important  for  those  who  want 
to  get  into  ancient  history  for  purposes  of  comparison.  These  symbols 
are  progressive,  and  when  new  rails  are  laid,  all  records  of  the  old  are 
destroyed ;  whereas  lines  with  the  date  written  on  them  make  a  con- 
tinuous history,  as  well   as  the   record   for  the  present. 

Mr.  Courtenay : — I  move  that  the  convention  do  not  adopt  the  con- 
ventional symbols  to  designate  the  w^eight  per  yard  of  the  rail,  but  in 
lieu  thereof  represent  the  rail  by  one  straight  line  with  the  weight  per 
yard  marked  on  it  in  figures. 

Mr.  John  G.  Sullivan  (Canadian  Pacific)  : — It  would  be  regrettable 
to  destroy  this  Committee's  work  on  such  short  notice.  I  think  there  is 
a  lot  of  good  use  for  this  information.  It  is  merely  recommendatory, 
and  we  do  not  necessarily  have  to  use  them.  There  is  a  lot  of  work  be- 
ing done,  so  that  it  would  be  desirable  to  have  uniform  designation 
symbols.     I    think   the   convention   should   hesitate  before  voting  on   this. 

Mr.  G.  D.  Brooke  (Baltimore  &  Ohio  Southwestern)  :— I  believe  the 
views  of  the  differing  members  of  the  Association  can  be  brought  to- 
gether by  offering  an  alternate  to  these  conventional  symbols  or  signs  of 
a  single  line,  with  the  weight  written  on  it.  giving  the  roads  the  option 
to  use  this,  or  the  others,  as  they  see  fit.  I  would  like  to  offer  that  as 
an  amendment  to  the  motion. 
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Mr.  Courtenay : — T  would  like  to  make  a  further  suggestion.  The 
Valuation  Engineers  of  the  Interstate  Commerce  Commission  have  in- 
dicated their  intention  of  adopting  the  symhols  which  are  adopted  by 
this  Association.  If  the  Valuation  Engineers  demand  that  these  rail 
symbols  be  shown  on  the  various  drawings  to  be  submitted  by  the  car- 
riers to  the  Commission  for  valuation  purposes,  they  will  add  to  the  cost 
of  the  preparation  of  the  maps.  The  number  of  symbols  shown  by  the 
Committee  is  not  sufficient.  There  are  a  number  of  weights  of  rail  in 
use  which  are  not  covered  by  the  symbols.  There  will  be  an  endless  num- 
ber of  symbols  if  an  attempt  be  made  to  cover  all  w^eights  of  rail  used. 

(Mr.    Courtenay's    motion    was    carried.) 

The  President : — Are  there  any  remarks  to  be  made  in  regard 
to  the  ballast  symbols  given  on  this  same  page?  If  not,  they  will  be 
considered  as  approved.  Any  remarks  or  suggestions  in  regard  to  the 
symbols  for  electrified  lines,  on  page  789?  If  not,  they  will  be  taken  as 
approved. 

Any  suggestions  in  regard  to  the  work  of  this  Committee?  If  not, 
the  Committee  is  excused,  with   the  thanks  of  the  convention. 


DISCUSSION  ON  TIES. 

(For  Report,  see  pp.   521-564.) 
LIST  OF  SPEAKERS   TAKING   PART  IN   DISCUSSION   ON  TIES. 

G.   D.   Brooke.  Hunter  McDonald, 

W.     H.    COURTENAY.  H.   T.    PoRTER. 

L.  A.  Downs.  Earl  Stimson. 

C.   E.  Lindsay.  John  G,  Sullivan. 

The  President : — The  report  on  Ties  will  be  presented  by  the  Chair- 
man of  the  Committee,  Mr.  L.  A.  Downs. 

Mr.  L.  A.  Downs  (Illinois  Central)  : — The  Committee  has  reported  on 
three  subjects;  first,  the  revision  of  Manual,  relating  principally  to  defini- 
tions. Some  of  the  definitions  have  been  changed,  as  will  be  noted.  The 
first  four  definitions  have  been  changed  slightly,  but  there  is  not  much 
difference  between  those  submitted  and  the  ones  now  in  the  Manual.  The 
additional  definitions  following  those  are  new  and  I  think  those  should 
be  passed  on  by  the  convention.  I  hardly  think  it  is  necessary  in  the 
first  four,  but  the  additional  definitions  should  be  taken  up  in  order. 

Mr.  C.  E.  Lindsay  (New  York  Central)  : — Will  the  Committee  sub- 
stitute for  the  words  "member  or  members"  the  words  a  "tie  or  ties?" 

The   President : — The   Committee   accepts   that. 

Mr.  G.  D.  Brooke  (Baltimore  &  Ohio  Southwestern)  : — I  would  like 
to  inquire  what  a  "Substitute  Tie"   would  be. 

Mr.  L.  A,  Downs  • — Any  tie  other  than  a  wood  tie — a  steel  tie,  a  paper 
tie — anything  other  than  vdiat  is  generally  used. 

Mr.  Earl  Stimson  (Baltimore  &  Ohio)  : — I  see  no  use  for  that  term, 
and  I  move  to  strike  out  the  definition. 

Mr.  L.  A.  Downs: — The  object  in  defining  that  term  is  that  through- 
out our  Proceedings  the  words  "Substitute  Tie"  are  used.  A  young  man 
might  want  to  know  what  a  "Substitute  Tie"  is  and  for  that  reason  the 
Committee  thought  it  should  define  a  "Substitute  Tie." 

Mr.  Earl  Stimson : — It  seems  to  me  that  definition  defines  the  mean- 
ing of  something  less  desirable,  or  something  temporary.  Now  that  ties 
of  other  material  than  wood  have  come  into  more  general  use  and  come 
to  stay,  I  fail  to  see  the  necessity  for  perpetuating  the  term  "Substitute 
Tie."  Several  years  ago  it  might  have  had  some  better  meaning,  but  now 
we  do  not  say  "Substitute  Tie,"  but  designate  by  the  materials  of  which 
it  is  made,  as,  a  steel,  a  concrete  or  a  composite  tie.  It  is  for  this  reason 
that  I  made  the  motion  that  the  definition  proposed  be  stricken  out. 

Mr.  L.  A.  Downs: — I  do  not  agree  with  Mr.  Stimson.  If  we  were 
always  in  the  habit  of  using  silver  money  and  then  began  the  use  of  gold 
and  called  gold  a  substitute  for  silver,  it  would  not  mean  that  gold  was 
inferior.  In  the  past  we  have  always  used  wood  ties.  Now  we  are  coming 
to  a  substitute  for  wood.    It  matters  not  whether  it  is  inferior  or  superior, 
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wlu'tlRT  it  is  coiuTC'lc  or  sU'cl.  il  is  a  siihslitiilf  tic  for  the  usually  acccpttwl 
term  of  what  a  tic  mean  >  We  have  always  had  wood  ties.  Now  we  are 
going  into  something  new,  thai  has  not  hren  developed.  This  Committee 
is  building  up  a  liistory  (;f  crf)ss-ties.  We  are  submitting  a  definition  of 
the   word   "substitute." 

Mr.  H.  T.  Porter  (Bessemer  &  Lake  b'rie)  :— This  definition  of  "Sub- 
stitute Tic"  simply  defines  a  general  term.  In  discussing  tics  other  than 
wood  ties  they  may  have  qualities  which  do  not  belong  to  the  wood,  but 
do  belong  to  all  the  other  different  classes  of  ties.  It  would  save  de- 
scribing the  different  classes  of  ties  referred  to,  or  in  using  the  expres- 
sion "other  than  wood  ties."  I  think  it  is  a  general  term  that  is  very 
convenient  and  we  ought  to  have  a  definition  of  it. 

Mr.  G.  D.  Brooke : — Why  introduce  ambiguity  in  describing  ties  other 
than  wood  ties?  "Substitute"  seems  to  be  the  longest  word  in  that  list 
of  definitions,  except  "intermediate."  It  seems  to  me,  instead  of  writ- 
ing "Sulxstitute  Tie"  we  could  say,  "steel"  or  "concrete  tie."  Suppose 
we  would  have  ten  miles  of  steel  ties  and  put  in  wood  ties.  There  we 
would  have  a  substitute  tie,  which  is  a  wood  tie.  I  hope  Mr.  Stimson's 
motion   will   prevail. 

Mr.  Earl  Stimson  : — T  also  would  like  to  take  exception  to  the  Chair- 
man of  the  Committee  classifying  gold  as  a  substitute  for  silver.  I  do 
not  think  that  it  i^  applicable  at  all. 

Mr.  L.  A.  Downs: — If  silver  were  generally  used,  it  would  be  a  sub- 
stitute. We  did  not  coin  the  word  "substitute;"  it  has  been  generally 
used  in  the  Proceedings  of  this  Association,  and  we  are  defining  the  term 
only.  We  do  not  want  any  definition  of  "substitute,"  and  that  is  what  we 
are  to  vote  on.     This  is  the  correct  definition  of  a  "Substitute  Tie." 

(The  motion  was  lost.) 

Mr.  Hunter  McDonald  (Nashville,  Chattanooga  &  St.  Louis)  :— I 
make  the  point  of  order  that  discussion  of  definitions  on  the  floor  is  out 
of  order. 

The  President : — The  point  of  order  is  well  taken. 

Mr.  L.  A.  Downs: — For  Mr.  Stimson's  information,  I  would  like  to 
read  Rule  (d)  of  the  "General  Rules  for  the  Preparation  of  Committee 
Reports."  % 

"(d)  Technical  terms  used  in, the  report,  the  meaning  of  which  is 
not  clearly  established,  should  be  defined,  but  defined  only'  from  the 
standpoint  of  railway  engineering." 

The  President :— The  additional  definitions  as  given  by  the  Commit- 
tee will  be  considered  as  approved,  unless  there  are  further  suggestions 
to  be  made  in  regard  to  them. 

(The  Secretary  then  read  the  conclusions  under  "Conservation  of 
Timber  Supply.") 

Mr.- Courtenay  (Louisville  &  Nashville):—!  would  like  to  inquire 
whether  this  convention  is  willing  to  commit  itself  at  this  time  to  such 
a  broad  and  unlimited  approval  of  the  use  of  screw  spikes.  There  are 
thousands  of  miles  of  railroad  laid  with  light  rail  which  undulates  under 


DISCUSSION.  1091 

llie  passage  of  trains,  and  it  is  doubtful  whether  a  screw  spike  would  be 
an  effective  track  fastening  with  such  rails,  particularly  when  they  carry 
heavy  engines. 

Mr.  L.  A.  Downs: — The  point  is  well  taken.  The  Committee  will 
withdraw  Conclusions   i   and  2. 

Mr.  Hunter  McDonald  :— I  object  to  the  Committee  withdrawing  those 
two  paragraphs.  The  only  thing  necessary  to  do  is  strike  out  the  last 
three  words  of  Conclusion  2,  and  I  move  that  be  done. 

Mr,  Courtenay : — I  would  like  to  offer  an  amendment  to  Mr.  Mc- 
Donald's motion,  and  make  Conclusion  2  read,  "treated  ties  should  be 
protected   against  failure   from  mechanical  wear  by  means  of  tie-plates." 

Mr.  Hunter  McDonald : — I  accept  the  amendment. 

Mr.  L.  A.  Downs : — What  the  Committee  meant  was  that  we  would 
bring  that  up  again  in  its  proper  form.  I  agree  with  Mr.  Courtenay  and 
Mr.  McDonald  in  regard  to  that.  We  were  a  little  premature  in  saying, 
"screw  spikes,"  but  the  Committee  will  accept  what  has  been  suggested. 

Mr.    Hunter   McDonald : — I    will    withdraw   my   motion. 

The  President : — 1  think  your  action  proper,  Mr.  MdDonald,  as  it  is 
desired  to  have  this  recommendation  inserted  in  the  coming  issue  of  the 
Manual. 

Mr.  John  G.  Sullivan : — The  Committee  might  possibly  want  to  further 
revise  Conclusions  i  and  2.  Does  the  Committee  mean  physically  prac- 
ticable or  mechanically  practicable? 

Mr.  L.  A.  Downs: — That  would  be  left  to  the  judgment  of  the  per- 
son reading  it.  The  next  subject  is,  "Study  of  economy  in  track  labor 
and  material  effected  through  the  use  of  treated  compared  with  untreated 
cross-ties."  Last  year  the  Committee  made  a  report  on  this  subject,  and 
asked  that  it  be  received  as  information  only.  This  year  we  present  a 
formula  that  is  recommended  for  the  Manual  as  an  economic  compari- 
son of  railway  ties  of  different  materials.  I  move  that  this  be  adopted 
and  printed  in  the  Manual. 

Mr.  John  G.  Sullivan: — In  the  first  paragraph,  "C  =  first  cost  of  tie  in 
place,"  but  further  down  the  page  "C"  has  a  different  meaning;  "C"  is 
used  in  two  w^ays.    That  should  be  changed. 

Mr.  L.  A.  Downs : — The  Committee  will  reconcile  that. 

Mr.  H.  T.  Porter: — Does  it  need  any  alteration?  "C"  means  in  both 
cases  the  cost  of  the  tie  in  place.  It  is  simply  a  little  further  exemplifica- 
tion when  it  says  a  tie  will  last  ten  years.  It  occurs  to  me  that  we  ought 
to  have  R  prime,  and  R  second.  Take  the  first  cost  of  the  tie  and  charge 
up  to  it,  say,  five  per  cent.,  which  wnll  probably  represent  a  close  ap- 
proximate figure  at  the  present  time,  whereas  if  you  put  in  annually  an 
amount  of  the  net  value  of  the  tie  a  certain  period,  four  per  cent,  would 
represent  better  what  you  would  get  at  compound  interest.  I  suppose  you 
could  do  that  under  this  formula,  but  I  think  it  would  be  better  to  separ- 
ate it  into  R  prime  and  R  second. 

Mr.  L.  A,  Downs : — In  our  Proceedings  last  year  we  had  these  same 
symbols   and  they  were  worked   out  and   explained.     If  we  were  to   ex- 
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plain  these  a^ain  it  iiiii;hl  he  confii^iiiK  with  our  Prf)ceedinKS  of  last  year. 
Tlie  resiih  is  just  the  same. 

Mr.  (i.  I).  Brooke: — 1  wonhl  suKK^'st  that  the  ("ointiiittee  consider,  in 
preparing  this  formula,  of  adding  a  diagram  showing  the  cost  of  a  num- 
her  of  ties,  assuming  the  first  cost,  so  that  at  the  end  of  a  given  numher 
of  years,  a  tie  co.sting  a  given  amcnnit  per  year  can  be  taken  right  oflf 
of  the  diagram.  That  would  he  of  a  good  deal  of  interest  and  1  think 
it  could  i)e  used  very  largely  in  comparing  diflferent  tics,  much  easier  than 
the  formula. 

Mr.  L.  A.  Downs: — If  you  will  refer  to  last  year's  Proceedings,  you 
will  hnd  that. 

The  President: — If  there  is  no  further  discussion,  the  formula  will 
be  considered  adopted  for  insertion  in  the  Manual. 

Mr.  L.  A.  Downs: — The  next  subject  is  the  use  of  Metal,  Composite 
and  Concrete  Ties.  Our  instructions  were  to  build  up  a  history  of  the 
same,  which  you  will  find  in  the  report.  I  want  to  call  your  particular  at- 
tention to  two  innocent-looking  pages,  536  and  537,  which  represent  a 
couple  of  years'  work  of  one  member  of  the  Committee  who  prepared  the 
index.  I  think  it  will  be  a  valuable  aid  to  anyone  looking  up  the  ques- 
tion of  substitute  ties. 

The  next  subject  to  be  considered  is  ''The  Distribution  and  Care  of 
Cross-ties."  On  page  538  and  beyond  the  balance  of  the  report  is  taken 
up  with  this  subject,  about  which  we  make  no  recommendations.  I  move 
that  this  part  of  the  report  be  received  as  information. 

Mr.  Earl  Stimson  : — My  friend  has  just  made  some  mention  of  the 
use  of  the  words  "Substitute  Ties"  in  connection  with  these  two  pages  of 
"innocent-looking  matter  "  Why  did  he  not  use  his  expression,  "Substi- 
tute Ties,"  at  the  head  of  this  list?  He  could  have  saved  some  little  of 
printing. 

The  President: — If  there  is  no  further  discussion,  the  Committee  is 
excused,  with  the  thanks  of  the  Association   for  its   valuable  work. 
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(For  Report,  see  pp.  601-67G). 

LIST    OF    SPEAKERS    TAKING    PAKT    IN    DISCUSSION    ON    IRON    AND    STEEL 

STRUCTURES. 

W.  McC.  Bond.  C.  F.  Loweth. 

A.  W.  Carpenter.  Hunter  McDonald. 

C.  H.  Cartlidge,  H.  T.  Porter. 

Chas.  S.  Churchill.  E.  T.  Reisler. 

\\'.    H.    Courtenay.  a.   F.  Robinson. 

Thos.  Earle.  F.  E.  Schall. 

W.   IL   Elliott.  O.  E.  Selby. 

E.  a.  Frink.  C.   E.  Smith. 

A.  J.  HiMES.  John   G.   Sullivan. 

C.  E.   Lindsay. 

The  President: — The  report  of  the  Committee  on  Iron  and  Steel 
Structures  will  be  presented  by  the  Chairman,  Mr.  A.  J.  Himes. 

Mr.  A.  T.  Himes  (New  York,  Chicago  &  St.  Louis)  :— I  will  not  read 
the  work  assigned  to  the  Committee.  It  is  before  you,  in  Bulletin  173. 
\Ve  will  take  up  the  subjects  separately.  First,  with  reference  to  the 
revision  of  the  subject-matter  in  the  Manual.  A  Sub-Committee  is  now 
engaged  upon  editing  this  matter  in  the  Manual.  No  material  changes 
are  contemplated  at  the  present  time,  except  as  set  forth  in  this  report. 
The  reason  such  changes  are  not  now  contemplated  is  because  the  sub- 
jects that  are  in  need  of  revision  are  of  great  importance,  and  any 
changes  must  be  made  slowly  and  with  discretion.  Some  changes  are 
under  consideration. 

(Mr.  Himes  then  outlined  the  subjects  referred  to  the  Committee.) 

Subject  (i)  is  "Report  on  the  Methods  of  Protection  of  Iron  and 
Steel  Structures  Against  Corrosion" — ^the  'Sub-Committee  thought  it 
would  be  wise  and  helpful  to  our  membership  to  make  a  report  on  cur- 
rent practice,  in  order  that  the  members  might  be  posted  on  what  is 
actually  being  done.  I  would  call  your  attention  to  the  description  given 
on  page  612,  at  the  bottom  of  the  page,  headed,  "Shop  A."  One  of  our 
inspectors  made  a  tour  of  several  shops  to  see  what  sort  of  painting  they 
were  doing,  and  he  has  reported  his  observations.  It  is  of  interest  to 
read  this  report  in  order  that  you  may  see  what  excellent  painting  some 
bridge  shops  are  doing,  and  we  have  a  right  to  assume  that  inasmuch  as 
such  a  fine  job  was  found  in  this  single  instance  equally  good  work  can 
be  secured  again  through  sufficient  effort. 

Mr.  A.  W.  Carpenter  (New  York  Central)  : — With  regard  to  this 
shop  painting  inspection,  attention  ought  to  be  called  to  the  fact  that  it 
was  made  at  a  time  when  the  w^eather  conditions  were  good  and  while 
the  conditions  were  found  favorable,  the  matter  of  weather  conditions 
should  be   borne   in   mind. 
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Mr.  1  limes:-  1  move  that  tlic  report  on  subject  (i)  hv  recc'ivc<l  as 
information. 

(The   motion   was   carried.) 

Mr.  llimt's: — The  second  subject  is,  "Study  Designs  and  Report  on 
lUiilt-up  Colunnis,  Co-operating  with  Other  Investigators  and  Committees 
of  Other  Associations."  On  page  636,  in  Api)endix  B,  is  given  the  report 
of  the  Sub-Committee,  of  which  Mr.  W.  H.  Moore  was  cliairmaii.  Mr 
Moore  is  unable  to  be  present  because  of  ilhicss. 

Many  column  tests  have  been  made  in  which  the  \'ariables  were  so 
numerous  tliat.a  difTcrence  of  behavior  could  not  l)e  assigned  to  a  spccili* 
cause.  In  the  tests  which  we  have  under  way  it  is  proposed  to  vary  one 
detail  at  a  time  so  that  in  the  end  we  will  know  the  cause  of  any  dif- 
ference in  behavior. 

We  are  very  fortunate  in  being  »ible  to  secure  the  co-operation  of 
the  Bureau  of  Standard:,  and  as  evidence  of  the  interest  displayed  on 
the  part  of  the  Bureau,  I  had  the  pleasure  yesterday  of  meeting  Dr. 
Olshausen,  who  has  direct  charge  of  the  making  of  these  tests,  lie  is 
sufficiently  interested  in  the  work  to  come  to  Chicago  to  attend  our 
meetings. 

If  you  will  turn  to  pages  648-9,  I  would  call  your  attention  particu- 
larly to  the  behavior  of  the  two  columns  there  illustrated  under  test. 
You  will  note  that  they  take  the  double  reversed  curvature  illustrated  in 
text-books  as  the  proper  theoretical  behavior  of  columns.  I  think  it  is 
safe  to  draw  two  conclusions  from  these  photographs,  one  that  the  theory 
is  about  right  and  the  second  that  the  columns  are  well  designed.  One 
of  these  columns  is  that  submitted  by  Mr.  Kittredge,  Past-President.  It 
was  built  for  the  New  York  Central  Lines,  and  he  kindly  permitted  us  to 
make  use  of  the  record   in  our  publications. 

The  accompanying  stress-strain  diagrams  illustrate  the  strength  of 
the  columns.  The  unit  stress  that  we  can  count  on  in  a  column  is  in  the 
neighborhood   of  30,000   lbs. 

This  information  is  submitted  as  a  progress  report,  and  I  move  that 
it  be  accepted  as  such. 

(The  motion  was  carried.) 

Mr.  Himes: — The  third  subject  is,  "Report  on  Design,  Length  and 
Operation  of  Turntables."  The  report  on  this  subject  is  presented  in  Ap- 
pendix C,  page  665.  The  Chairman  of  the  Sub-Committee  is  Mr.  O.  E. 
Selby,  and  I  will  ask  him  to  call  attention  to  the  more  important  features 
of  the  report. 

Mr.  O.  E.  Selby  (Cleveland,  Cincinnati,  Chicago  &  St.  Louis)  : — The 
report  on  turntables  is  submitted  as  a  progress  report  only,  in  the  hope 
that  it  will  be  discussed  and  that  the  discussion  brought  out  at  this  con- 
vention will  enable  the  Committee  to  centralize  on  a  definite  report  next 
year.  The  report  covers  the  principal  features  of  length,  type,  type  of 
center,  end  lift,  end  latch,  type  of  deck,  live  load,  unit  stresses  and 
impact,  and  deflection.  Of  course,  the  primary  things  governing  the  de- 
sign are  length,  type   (meaning  by  type  whether  deck  or  through),   live 
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load  and  unit  stresses,  and  the  remainder  of  the  nine  features  men- 
tioned may  be  considered  secondary  in  a  way. 

In  tlie  matter  of  length,  there  has  been  a  progressive  increase  in  the 
reciuirements  for  some  years,  and  tliey  seem  to  have  gotten  up  to  some- 
thing like  85,  90  or  100  feet.  It  is  important  to  decide  whether  we  are 
to  recommend  two  different  lengths  of  turntable,  or  one  standard  length. 
That  is  one  of  the  points  the  Committee  hopes  will  be  settled  in  ad- 
vance for  it,  as  to  whether  there  shall  be  two  lengths  or  one  length 
adopted  as  standard,  and  possibly  it  can  be  determined  here  what  that 
length  shall  be. 

The  other  features  that  it  is  important  to  discuss  and  fix  in  advance 
for  the  guidance  of  the  Committee  are  the  live  load  and  possibly  the  unit 
stresses  and  impact. 

The  Committee  would  like  to  ask  the  attention  of  the  convention 
particularly  to  the  features  of  length,  live  load,  and  unit  stresses. 

The  President : — You  have  heard  the  statement  of  the  Chairman  of 
the  Sub-Committee.  The  report  of  the  Sub-Committee  is  before  you 
for   discussion. 

Mr.  W  H.  Courtenay  (Louisville  &  Nashville)  :■ — As  to  the  first  item, 
that  of  length,  it  would  seem  that  this  is  hardly  a  matter  for  this  Asso- 
ciation to  decide,  but  should  be  fixed  by  each  individual  railway  com- 
pany; in  fact,  one  railway  company  may  need  one  length  of  turntable  at 
certain  points,  and  a  different  length  at  other  points,  which  is  commonly 
the  case.  Although  a  length  of  90  feet  is  coming  into  favor,  it  would 
hardly  seem  necessary  to  stipulate  what  the  length  shall  be. 

Mr.  Selby : — There  is  one  reason  which  occurs  to  me  why  this  con- 
vention should  consider  the  length*  Each  road,  of  course,  has  the  priv- 
ilege of  fixing  the  length  it  wants  to  use,  but  not  all  roads  know  what  length 
they  need.  Many  Managers  and  Engineers  think  they  know  what  length 
they  need,  but  they  aie  apt  to  fix  on  a  length  that  is  too  short,  and  the 
result  is  heavy  expenditures  for  renewals  within  a  few  years,  when  if  a 
proper  and  economical  length,  taking  into  account  future  developments, 
had  been  determined,  a  large  expenditure  might  have  been  saved,  and  I 
think  it  is  part  of  the  functions  of  this  Association  to  bring  out  these 
points  and  guide  the  managements  of  the  railroads  in  their  decision  as 
to  the   length   required. 

Mr.  Courtenay : — As  to  live  load,  it  has  been  shown  that  impact 
is  not  generally  figured.  Those  who  have  the  care  of  turntables  know 
that  they  are  subject  to  shocks,  particularly  by  engines  going  upon  the 
turntable.  Occasionally  an  engine  is  permitted  to  go  over  the  side  of 
the  turntable  pit  and  strike  the  turntable.  If  turntables  were  figured  for 
impact  in  addition  to  the  live  load,  it  would  be  equivalent  to  making 
some  provision  for  such  abuses.  Ample  provision  of  lateral  bracing  should 
be  made,  for  one  frequent  difificulty  with  turntables  is  that  they  get  out 
of  wind.  Frequently  a  turntable  which  is  giving  poor  service  can  be 
?reatly  improved  by  renewing  or  strengthening  the  lateral  bracing. 

Mr.  C.  E.  Smith  (Missouri  Pacific)  : — The  diagram  between  pp.  664 
and  665  shows  a  comparison  of  the  center  moments  on  turntables  caused 
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by  various  licavy  engines  now  ininiinK.  A  large  number  of  tbe  roads 
are  using  Cooper's  loa(bi'gs  in  turntable  design.  Tbe  overload  in  center 
inoineut  on  lurulabK's  for  tbe  ordinary  Mikado  engine  is  practically  80 
per  cent,  above  tbe  inotnent  caused  by  Cooper's  I''-6o  loading.  Tbe  sbort 
wbeelbase  of  Cooper's  engine,  wbile  increasing  tbe  stresses  in  bridges, 
decreases  center  nioincnts  in  turntables  below  tbose  caused  by  present- 
day  engines  of  weigbt  equivalent  to  Cooper's  equivalent,  wbich  fact 
renders   Cooper's   loadings    unsuitable    for   turntable   design. 

The  design  of  a  90-ft.  turntable  for  the  Missouri  Pacific  to  replace  a 
75-ft.  turntable  has  just  been  completed.  It  has  been  found  that  the 
(luestion  of   drainage   enters   largely  into   the  type  of  turntable. 

Four  designs  were  made  as  follows  : 

(a)  A  complete  deck-girder  design  requiring  a  distance  of  9  ft. 
from  base  of  rail  to  top  of  center  foundation.     Estimated  cost,  $11,000. 

(b)  Deck-girder  span  having  running  rails  supported  on  I-beams, 
tops  of  main  girders  level  with  tops  of  rails,  requiring  depth  of  about  6 
ft.  3  in.  base  of  rail  to  top  of  center  foundation.     Estimated  cost,  $12,100. 

(c)  Half-through  girders,  13  ft.  center  to  center,  tops  of  girders 
being  i^  ft.  above  top  of  rail,  requiring  depth  of  about  6  ft.  3  in.  from 
base  of  rail  to  top  of  center  foundation.     Estimated  cost,  $12,400. 

(d)  Standard  through  girder  construction  requiring  depth  of  about 
5  ft.  from  base  of  rail  to  top.  of  center  foundation.  Estimated  cost, 
$13,300. 

The  second  and  third  designs  will  fit  present  center  foundations  used 
by  7S-ft.  turntables. 

The  figures  do  not  include  pile  foundations,  tractors  nor  drainage. 
It  will  be  noted  that  the  figures  do  not  vary  much.  Piles  under  center 
foundation  will  cost  $300  to  $500.  Piles  under  circle  wall  $1,000  to  $1,200 
and  tractor  $500  to  $1,500. 

When  replacing  a  75-ft.  by  a  90-ft.  turntable  the  fact  that  drainage 
has  already  been  provided  at  great  expense  for  a  75-ft.  pit  may  easily 
control  the  design  of  the  table  to  be  used. 

Mr.  F.  E.  Schall  (Lehigh  Valley)  : — In  connection  with  what  Mr. 
Smith  said  about  the  live  load  on  turntables  and  Cooper's  engine  loading, 
I  wish  to  say  that  we  are  designing  our  turntables  for  Cooper's  E-60  load- 
ing, but  we  introduce  a  uniform  load  of  5,500  lbs.  per  linear  foot  of  track; 
the  maximum  stress  due  to  either  loading  is  used  to  design  the  sections 
under  the  requirements  of  our  bridge  specifications.  Without  the  uni- 
form load,  a  turntable  designed  for  Cooper's  engines  would  not  provide 
sufficient  stiffness  to  permit  the  various  designs  of  modern  engines  to 
be  turned.    We  provide  75  per  cent,  impact  on  live  loads. 

I  think  the  Committee  should  be  asked  to  fix  the  allowable  unit 
stresses   for   turntables   and   submit   them   for   adoption. 

Mr.  C.  H.  Cartlidge  (Chicago,  Burlington  &  Quincy)  :— We  have 
found,  for  general  purposes,  a  through  type  to  be  the  more  economical, 
building  the  turntable  as  a  frame  structure  and  not  as  a  plate  girder.  I 
agree  with  Mr.  Smith  that  it  is  useless  to  try  to  design  according  to  the 


DISCUSSION.  1097 

Cooper  classification.  A  turntable  is  necessarily  designed  for  particu- 
lar service,  and  it  is  very  easy  to  design  that  table  for  the  engines  which 
are  to  be  put  upon  n. 

The  turntable  must  deflect  but  slightly,  and  for  all  members  which 
are  directly  concerned  in  the  deflection  low  unit  stresses  should  be  used. 
There  are  other  parts  in  a  through  table,  whether  through  girder  or 
three  truss  table,  which  may  be  used  at  high  unit  stresses — with  resulting 
economy — such  as  the  floor  system  throughout,  and  the  floor  system  is  a 
large  part  of  the  total   weight. 

Our  experience  has  been,  proceeding  along  these  lines,  that  a  turn- 
table such  as  Mr.  Smith  describes,  90  ft.  long  for  the  heaviest  power  we 
run,  will  cost  us  less  than  $10,000  with  a  pit  of  a  depth  of  not  over  4.5 
ft.  in  the  center.  Both  of  the  items  tend  to  economy.  I  would  suggest 
in  connection  with  the  designing  of  turntables,  that  it  is  within  the 
province  of  this  Committee  to  make  designs  for  pits,  ring  walls  and  cen- 
ter bearing  as  well  as  the  turntable  itself. 

Mr.  C.  F.  Loweth  (Chicago,  Milwaukee  &  St.  Paul)  : — If  I  correctly 
understood  the  remarks  made  a  few  minutes  ago  by  the  Chairman  of 
the  Sub-Committee,  he  said  that  it  was  the  intention  of  the  Committee 
another  year  to  recommend  a  standard  length  of  turntable;  that  many 
railroads  are  desirous  of  having  a  recommendation  of  that  kind,  as  they 
do  not  know  what  length  of  turntables  they  ought  to  use.  It  seems  to 
me  exception  ought  to  be  taken  to  that  statement.  I  think  the  railroads 
do  know  what  lengths  of  turntables  they  should  use,  nor  will  any  one 
standard   length,  or  even   several  standard  lengths,   fit  all  conditions. 

There  are  many  engine  terminals  where  only  passenger  locomotives 
are  handled,  and  tables  of  sufficient  length  to  handle  Mallet  locomotives 
would  not  be  required.  There  are  also  terminals  on  branch  lines  where 
heavy  power  is  not  required  nor  used,  and  relatively  short  tables  could 
well  be  used.  It  seems  to  me  inconceivable  that,  except  in  comparatively 
few   cases,   turntable   lengths    could   be   safely  standardized. 

I  think  the  Committee  in  this  particular  should  confine  itself  to  the 
various  lengths  of  turntable,  leaving  the  railroads  to  determine  what 
lengths  wonld  best  meet  their  requirements  in  the  various  locations. 

Mr.  Cartlidge : — I  think  it  would  be  a  valuable  contribution  to  the 
sum  of  knowledge  possessed  by  the  Association  if  the  Committee  would 
obtain  a  report  upon  the  actual  experience  with  turntable  centers  of  vari- 
ous designs,  giving  in  each  case  the  actual  working  drawings  of  details. 
There  is  some  difference  of  opinion  among  Engineers  as  to  the  proper 
type  of  center,  whether  there  should  be  used  the  Sellers'  type  with  roll- 
ers, or  the  older  disc  style.  Experience  with  these  two  types  in  handling 
the  extremely  heavy  modern  loads  will  determine  what  the  designs  of  the 
future  are  to  be.     A  very  important  function  of  the  Committee  is  to  ob- 
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tain  just  siicli  iiifornialioii  as  this  for  the  mcinbcrs,  and  T  snp^cst  it  he 
aski'd   to  obtain    a    report    on   this   particular   matter. 

Mr.  llinu's:  In  reply  to  Mr.  Cartlidue.  I  will  say  the  (ioinniittec 
has  already  done  much  work  of  that  character,  it  has  not  heen  rcportc<l 
and  is  still  in  the  development  stage.  Measurements  of  power  required 
in  the  operation  of  different  kinds  of  turntables  and  turntables  with  dif- 
ferent centers  have  been  made  and  much  interesting  information  has 
been  accumulated  and  in  due  season  will  be  published. 

The  President: — The  subject  is  an  interesting  one,  and  the  sug- 
gestions made  will  be  considered  by  the  Committee.  The  rcconnnenda- 
tion,  that  this  be  accepted  as  a  progress  report,  is  before  you,  and  if 
there  are  no  objections  it  will  be  so  received. 

Mr.  nimes: — The  fifth  subject  is  one  which  was  continued  from 
last  year,  "Investigation  of  Secondary  Stresses  and  Impact."  This  sub- 
ject has  been  continued  for  the  purpose  of  putting  into  practical  effect 
the  results  of  experiments  and  measurements  which  have  been  made 
in  the  past  on  impact  and  secondary  stresses.  The  Committee  merely 
desires  to  report  progress  in  this  connection.  There  is  a  brief  statement 
of  what  has  been  done  on  page  667,  which  I  will  not  take  your  time  to 
read.  I  w\\\  only  say  that  it  is  contemplated  to  make  a  revision  of  the 
unit  stresses  and  the  impact  formula,  making  use  of  the  specific  knowledge 
which  we  have  acciuired.  This  is  a  matter  of  prime  importance  and  of 
very  great  interest,  and  will  undoubtedly  give  rise  to  a  great  deal  of  dis- 
cussion. Sometime  during  the  succeeding  year  we  hope  to  make  real 
progress  in  this  direction.  This  report  is  also  submitted  as  a  report  of 
progress. 

The  President :— I  assume  no  discussion  is  necessary  on  the  report 
as  made. 

Mr.  Himes : — The  next  subject  considered,  continued  from  last 
year,  is  "Adaptation  of  Designs  of  Movable  Bridges  to  Signal  and  Inter- 
locking Appliances  Required."  We  do  not  believe  it  is  in  order  to  make 
any  recommendation  on  this  subject  now,  but  it  is  a  subject  of  very  great 
interest  and  importance,  and  it  may  be  that  some  discussion  is  desired. 
Mr.  C.  E.  Smith,  the  Chairman  of  the  Sub-Committee,  prepared  an  in- 
teresting written  discussion  on  the  subject,  too  late  for  publication.  I 
think  it  would  be  well  for  him  to  refer  briefly  to  some  of  the  more  im- 
portant features  embodied  in  his  written  discussion. 

Mr.  C.  E.  Smith : — Many  early  drawbridges  had  continuous  rails 
spiked  down  on  the  approaches  and  on  the  drawspan,  the  rails  being 
connected  over  the  openings  at  the  ends  by  ordinary  angle  bars  or  fish 
plates  which  were  removed  and  replaced  by  hand.  Later,  on  account  of 
the  burden  of  delay  due  to  handling  the  angle  bars  or  fish  plates,  the 
draw  rails  were  extended  a  short  distance  onto  the  approaches  and  sup- 
ported on  shoes  designed  and  placed  to  hold  the  ends  of  approach  and 
draw  rails  in  line  and  to  hold  the  ends  as  close  together  as  practical, 
the  space  being  usually  intended  as  not  more  than  2  inches. 
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Tlic  latter  made  it  necessary,  in  order  to  turn  the  draw,  to  raise  tlie 
cnerlianging  ends  of  tlie  draw  rails  a  sutiticient  distance  to  clear  the  shoes 
and  other  obstrnctions.  As  the  movable  rails  could  not  be  spiked  down 
or  otherwise  permanently  fastened  they  were  supported  by  shoes  or 
troughs  of  various  design^  to  hold  them  in  proper  position  and  were 
held  to  gage  by  connecting  bars,  there  being  many  such  bridges  in  service 
at  present.  The  openings  at  the  bridge  ends  caused  objectionable  pound- 
ing, leading  to  rapid  deterioration  of  the  rails  and  their  supports  as  well 
as  tlie  structural  work  at  the  ends  of  the  bridge.  Efforts  to  eliminate  this 
pounding  and  to  secure  a  firmer  connection  led  to  great  diversity  of 
practice  in  the  use  of  mitered  rail  ends,  easer  bars,  and  pointed  rails  re- 
sembling switchpoints.  The  special  construction  and  arrangement  of  the 
end-rail  connections  created  points  of  special  hazard  and  received  the 
early  attention   of   Signal   Engineers. 

There  has  not  been  in  the  past  and  is  not  at  present  any  accepted 
standard  method  of  arranging  rail  ends  of  movable  bridges.  Both  mitered 
rails  and  square-end  rails  with  easer  bars  have  given  entire  satisfaction 
and  entire  safety  on  heavy  traffic  lines  when  properly  maintained,  while 
on  the  other  hand  both  designs  have  caused  trouble  when  not  properly 
maintained. 

In  1906,  the  General  Manager  of  the  Pennsylvania  Lines  West,  de- 
siring to  ascertain  the  then  present  ''state  of  the  art,"  appointed  a  Commit- 
tee consisting  of  J.  C.  Bland,  Engineer  of  Bridges,  and  W.  McC.  Grafton, 
Signal  Engineer,  to  investigate  and  report.     Part  of  their  report  follows : 

"We  interviewed  the  officers  of  the  following  named  railroads,  the 
following  Consulting  Engineers  and  Bridge  Companies,  and  visited  certain 
bridges  to  see  the  devices  in  working  order: 

"East  of  Pittsburgh: 

"The  American  Bridge  Company,  Pittsburgh;  the  Union  Switch  & 
Signal  Company,  Swissvale,  Pa.;  Pennsylvania  Railroad;  Pennsylvania 
Steel  Company,  Steelton,  Pa. ;  New  York  Central  &  Hudson  River  Rail- 
road; the  New  York,  New  Haven  &  Hartford  Railroad,  New  Haven, 
Conn.;  Boston  &  Maine  Railroad,  Boston,  Mass.;  Theodore  Cooper,  Con- 
sulting Engineer,  New  York  City;  Boiler  &  Hodge,  Consulting  Engineers, 
New  York  City;  the  American  Bridge  Company,  New  York. 

"West  of  Pittsburgh: 

"The  Lake  Shore  &  Michigan  Southern  Railway,  Cleveland,  Ohio; 
the  Strauss  Trunnion  Bridge  at  Cleveland;  the  Toledo-Massillon  Bridge 
Company,  Toledo,  Ohio;  all  the  drawbridges  over  Maumee  River  at 
Toledo,  four  in  number,  which  included  our  own  bridge;  the  Michigan 
Central  Railroad,  Detroit,  Mich. ;  our  Strobel  Retractile  drawbridge  at 
Delphos;  E.  C.  Shankland,  Consulting  Engineer,  Chicago;  C.  L.  Strobel, 
Civil  Engineer,  Chicago;  R.  Modjeski,  Consulting  Engineer,  Chicago; 
the  Scherzer  Rolling  Lift  Bridge  Company,  Chicago;  the  Rock  Island 
Railroad ;  the  Chicago  &  Eastern  Illinois  Railroad ;  the  Chicago  &  Western 
Indiana  Railroad ;  the  Chicago,  Milwaukee  &  St.  Paul  Railway ;  the 
Chicago  &  Northwestern  Railway ;  the  Atchison,  Topeka  &  Santa  Fe 
Railway;  the  drawspan  at  Peoria  on  the  Toledo,  Peoria  &  Western  Rail- 
way; the  drawbridge  at  Rock  Island,  III.,  on  the  Chicago,  Rock  Island  & 
Pacific  Railway;   all  our  own   drawbridges,   viz.,  those  around  Chicago; 
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oiu-  at   I.ouisN  ilK" ;  one  at  ZaiH's\ilk-.  Ohio,  and  oiu-  at   New  Conicrstowii, 
Ohio. 

"Tlic  'state  of  the  art'  is  as  foHows  : 

"Type  1 — Rails  Lifting;  Rcvohiug  Driras/^aits: 

"The  rails  at  en  J  of  the  hridge  are  free  to  move  vertically  for  a 
length  of  from  lo  to  30  feet;  they  rest  in  chairs  on  the  ties,  or  hetween 
anj^lc  irons  forminc;  a  trough.  The  rails  are  held  to  gage  by  bridle  rods. 
The  joint  in  rails  hetween  shore  rails  and  hridge  rails  is  over  the  back- 
wall,  and  at  that  i)oint  the  rails  rest  in  chairs  or  seats,  the  joints  (^f  rails 
being  either  square,  mitered  or  halved.  These  movable  rails  arc  attached  to 
the  mechanism  operating  the  end  lifts  or  wedges,  so  that  rails  are  lifted 
out  of  end  seat  in  order  that  bridge  may  be  revolved.  There  are 
two  methods  of  managing  these  movable   rails  when  lifted  : 

"Class  A — The  lifted  rail  is  allowed  to  fall  into  its  seat,  and  there  rests 

merely  by  gravity. 
"Class  B — The  lifted  rail  is  pulled  down  by  the  mechanism  to  its  place, 

and  hence  cannot  be  moved  unless  the  end  lifts  are  moved. 

"Fully  9c  per  cent,  of  the  revolving  drawbridges  are  provided  with 
attachments  of  this  Type  I,  the  older  bridges  being  Class  A  as  to  managing 
the  movable  rails,  the  new  bridges  of  Class  B.  Some  few  bridges  also 
have  the  rails  locked  up  with  the  signaling  device. 

"Type   II — Fixed   Rails.      Used   in    both    Revolving   Drawspans   and   for 
Bascule  or  Trunnion  or  any  kind  of  Lift  Bridge: 

"In  this  type  the  rails  at  ends  of  bridge  are  fastened  firmly  to  the  ties 
as  in  a  fixed  span.  The  rails  where  joining  the  shore  rails  are  butt  or 
square  joints,  and  this  joint  occurs  over  /he  backwall  in  lift  bridges,  and 
immediately  in  front  of  backwall  in  swing  bridges.  There  is  a  cast-steel 
coupler  or  slider  attached  to  the  bridge  rail  and  when  bridge  is  in  place 
sliding  forward  to  shore  rails,  the  coupler  or  slider  embracing  the  rails 
or  sides  and  underneath.  This  slider  or  coupler  has  trunnions  on  each 
side,  to  which  is  attached  the  operating  mechanism.  When  slider  is  in 
place  the  rails  are  fixed  both  vertically  and  laterally.  In  some  five  or 
six  cases  the  operating  mechanism  of  these  couplers  is  locked  up  with 
signaling  devices  so  that  clear  signal  cannot  be  given  unless  the  coupler 
is  'home.'  In  the  recent  bridges,  on  the  slider,  outside  the  rail  head,  is 
a  tread  piece  of  hardened  or  tool  steel,  reversible  and  removable,  acting 
as  a  'Barschair  Rail  Joint,  in  carrying  the  wheel  treads  over  the  open 
joint  in  main  rails. 

"This  Type  II  rail  lock  is  the  standard  on  the  Lake  Shore  &  Michi- 
gan Southern  Railw-ay  and  on  the  Michigan  Central  Railroad.  It  was 
also  used  by  John  N.  Ostrom  in  his  swing  bridge  for  the  Wheeling  & 
Lake  Erie  Railroad  at  Toledo,  which  w-as  built  in  1898,  where  it  is 
used  in  connection  with  mechanical  signals. 

"This  Type  II  is  also  used  in  the  Strauss  Trunnion  bridge  for  the 
Wheeling  &  Lake  Erie  Railroad  at  Cleveland,  Ohio.  It  is  also  used  in 
our  Bridge  No.  443  over  the  Calumet  River  at  South  Chicago  (Pitts- 
burgh, Fort  Wayne  &  Chicago  Railway),  where  it  is  operated  by  power 
from  center  of  bridge,  and  is  interlocked  with  the  signals. 

"Type  III — Fixed  Rails.     Revolving  and  Vertically  Moving  Bridges: 

"In  this  type  the  end  rails  are  fixed  or  spiked  down  to  the  ties  as  is 
the  case  in  Type  II,  the  joint  in  rails  jDcing  square  and  occurring  over 
the  free  space  between  end  of  drawspan  and  face  of  backwall.  The  ends 
of  rails  rest  in  cast  or  wrought  chairs  with  lugs  or  guidel  outside  of 
rail.  There  is  a  tongue  of  cast  or  hardened  steel  operating  on  outside 
of   rail,  between   the   rail   and   aforesaid  lugs   or  guides.     The   operating 
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incclianisni  is  hence  entirely  outside  of  gage  line  of  rails  and  is  operated 
generally  in  connection  with   the  end   lifts  of  wedges. 

"This  Type  111  is  used  on  our  bridge  on  the  Calumet  Western  Rail- 
road, where  it  is  operated  by  hand  and   with  no  interlocking  or  signals. 

**A  very  good  improvement  is  that  the  chairs  or  seats  are  of  cast- 
steel,  and  the  tongue  of  hardened  tool-steel.  The  main  rail  is  planed 
down  to  a  width  of  about  2  inches  at  head,  and  the  tongue  is  slightly 
beveled  on  top  to  take  the  wheel  treads.  This  modified  type  is  in  use  at 
the  Rock  Island  drawspan  at  Rock  Island,  operated  jointly  by  the  United 
States  Government  and  the  Chicago,  Rock  Island  &  Pacific  Railway.  It 
is  also  to  be  used  by  R.  Modjeski  in  his  new  drawspans  at  Portland,  Ore- 
gon, for  the  Northern  Pacific  Railway. 

"In  a  somewhat  modified  form  it  is  in  use  at  our  Delphos  drawspan 
(Pittsburgh,  Fort  Wayne  &  Chicago  Railway).  Also  is  used  by  the 
Santa  Fe  Railway  in  its  quite  recent  drawspan  over  the  Illinois  River, 
where  it  is  not  interlocked. 

"A  modification  of  this  Type  III,  which  also  presents  features  com- 
mon to  Type  II,  is  in  use  at  the  drawspan  on  the  Pennsylvania  Railroad 
over  Delaware  River  at  Trenton.  This  device  has  a  wedge  action,  and 
is  operated  from  the  shore  span  outward  to  the  drawspan,  which  is  un- 
usual. It  has  been  in  use  some  six  or  seven  years,  acts  well,  but  has  been 
so  poorly  maintained  that  the  rail  tread  is  worn  down  so  as  to  be  useless 
as  a  rail  joint. 

DISCUSSION. 

"Drawbridges  equipped  with  lift  rail  device  of  Type  I,  Class  A,  when 
not  interlocked,  we  consider  dangerous,  because  it  is  possible  that  rails 
may  not  be  home  (when  end  lifts  are  in  place)  and  the  operator  have 
no  knowledge  of  such  fact.  Drawbridges  equipped  with  lift  rail  device 
of  Type  I,  Class  B  (i.  e.  the  rails  pulled  down  to  place)  even  when  not 
interlocked,  we  do  not  consider  dangerous  per  se,  since,  if  for  any  reason 
the  rails  are  prevented  getting  in  place,  the  operator  has  knowledge  of  the 
fact  by  the  working  of  his  machinery.  However,  it  might  be  possible  to 
break  the  rail  pulls  and  no  knowledge  of  such  conveyed  to  operator ;  also, 
the  integrity  of  the  device  is  so  dependent  upon  perfect  maintenance  and 
operation  that  we  consider  the  use  of  any  device  of  Type  I  (either  Class 
A  or  Class  B)  inadvisable,  unless  interlocked,  and  even  then  there  is 
possibility  of  the  movable  rails  being  broken  under  traffic,  and  this  really 
did  occur  on  a  Lake  Shore  &  Michigan  Southern  bridge  at  Sandusky. 
Also,  we  do  not  consider  the  use  of  angle-iron  guides  for  the  movable 
rail,  forming  a  trough  as  they  do,  at  all  desirable.  They  form,  between 
rail  head  and  angle,  places  where  anything  dropping  or  dragging  from  the 
train  may  lodge,  wedge  and  so  cause  trouble. 

"Drawbridges  equipped  with  devices  of  Type  II  or  Type  III,  we 
consider  safe,  even  when  not  interlocked,  provided  telltales  showing  the 
several  movements  of  pulling  the  end  bridge  latch;  end  lifts  or  wedges, 
and  rail  locks  are  shown  in  the  operator's  house.  When  interlocked, 
however,  such  devices  are  safe  beyond  peradventure. 

RECOMMENDATIONS. 

"In  view  of  the  uncertainties  in  devices  of  Type  I,  whether  Class  A 
or  Class  B,  and  considering  as  we  do  that  the  first  essential  of  perfect 
safety  is  that  rails  be  spiked  down,  i.  e.,  that  there  is  no  stretch  of  loose 
or  unspiked  rail,  we  recommend  that  all  our  bridges  be  equipped  at  an 
early  date  with  devices  of  Type  III,  preferring  Type  III  rather  than 
than  Type  II,  because  all  the  operating  numbers  come  on  outside  of 
rail,  and  hence  nothing  between  gage  line  of  rails  to  be  harmed  by  trailing 
brakebeams  or  such  like. 

"We  further  recommend  the  use  of  the  rail  lock  shown  by  the  sketch 
attached,  which  is  in  all  essentials  the  one  used  by  R.   Modjeski  at  his 
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Rock  Isl.iiul  (Irawspaii,  and  lo  l)c  used  fur  his  new  I'urlland  draw  spans. 
This  is  a  minor  nicxhlication  of  the  locks  wc  have  in  use  at  our  bridge 
over  the  Calumet  River,  South  Chicago,  and  used  in  the  Santa  he  bridge 
over  the  Illinois  River. 

"We  also  recommend  that  the  rail  locks  be  interlocked  in  case  of  all 
bridges    which    are    fre(|uently    turned." 

Since  the  above  report  the  square-end  rails  with  sliding  tongues  have 
been  largely  used,  while  extensive  use  has  also  been  made  of  mitered 
rail  ends.  On  account  of  the  comparatively  even  and  continuous  surface 
offered  by  the  mitered  ends  they  ride  more  smoothly  and  quietly  than 
the  square  ends,  and  the  reduced  pounding  causes  less  wear  and  less 
danger  of  breakage  than  with  the  square  ends.  The  mitered  rails  need 
not  be  loose  as  they  can  be  so  supported  as  to  be  much  more  secure  than 
switchpoints. 

As  the  wearing  surface  of  the  easer  bar  or  sliding  tongue  used  with 
sciuare  ends  must  of  necessity  be  outside  the  rail  head,  the  bearing  of 
the  wheel  tread  is  widened  for  a  short  distance  through  which  the  easer 
bar  carries  the  wheel  over  the  joint. 

For  the  exact  tire  wear  for  which  the  top  of  the  bar  is  adjusted  there 
will  be  no  lifting  of  the  wheels;  wheels  with  less  wear  must  drop  into 
the  opening  between  the  rail  ends  before  coming  down  on  the  easer  bar; 
wheels  with  greater  wear  strike  the  easer  bar  sooner  and  are  lifted  over 
the  open  space.  In  any  case  the  weight  is  transferred  from  rail  to  bar 
to  rail  in  a  small  fraction  of  a  second;  the  resultant  pounding  rapidly 
wears  down  both  rail  ends  and  easer  bar  and  causes  hard  noisy  riding. 

Among  the  roads  using  mitered  and  lapped  rail  ends  with  rail  lifts 
for  the  full  length  on  the  movable  span  and  approaches  and  provided 
with  sliding  tongues  or  shoes  are  the  following : 

Atchison,  Topeka  &  Santa  Fe; 

Boston  &  Maine ; 

Baltimore  &  Ohio; 

Chicago   Great  Western ; 

Chicago,  Milwaukee  &  St.  Paul ; 

Chicago,  Rock  Island  &  Pacific ; 

Grand  Trunk ; 

Illinois   Central; 

Lake  Shore  &  Michigan  Southern ; 

Lehigh   Valley ; 

Michigan  Central ; 

New  York,  Chicago  &  St.   Louis;     • 

New  York,  New  Haven  &  Hartford ; 

Pennsylvania  Lines  West ; 

St.  Louis  &  San  Francisco. 

The  reports  of  these  roads  indicate  that  approximately  four  times 
as  many  roads  use  the  sliding  bar  or  easer  outside  the  rail  as  those  roads 
that  use  a  sliding  shoe  of  the^Lake  Shore  type,  completely  enclosing  the 
rail. 

The  Chicago,  Milwaukee  &  St.  Paul  reported  using  sliding  easer 
bars  at  the  ends  of  a  drawspan  near  a  yard,  but  account  of  switch  en- 
gines  operating  frequently  over  the   bridge   the   moving  parts   w^ere  dif- 
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ticult  to  operate  on  account  of  accinnulation  of  sand  and  debris,  for 
which  reason  their  use  was  abandoned  and  other  arrangements  made ; 
simihir  troul)les  have  1)een  reported  by  other  roads.  The  reports  also  in- 
dicate that  this  arrangement  does  not  result  in  smooth  riding. 

Among  the  roads  using  mitcrcd  and  lapped  rail  ends  with  rail  lifts 
are  the   following : 

Atlantic  Coast  Line; 
Baltimore  &   Ohio; 
Chicago  &   Northwestern  ; 
Chicago,  Milwaukee  &  St.  Paul; 
Central    Railroad    of    New    Jersey; 
Philadelphia  &  Reading; 
Illinois  Central ; 
Seaboard  Air  Line. 

The  ends  of  these  rails  are  bent  and  heads  and  flanges  planed  off 
so  that  the  full  webs  and  rail  ends  lap  by  12  inches,  giving  practically  a 
continuous  bearing  surface,  the  ordinary  width  of  the  rail  head.  The  lift 
rails  vary  in  length  from  15  to  30  feet  and  are  held  to  true  gage  by  bridle 
rods  at  intervals  and  held  in  line  by  chairs  consisting  of  individual  or 
continuous  troughs.  The  same  style  of  miter  rail  is  also  used  on  a  num- 
ber of  lift  bridges  on  which  the  rails  are  spiked  down  for  full  length 
of  movable  and  fixed  spans. 

Many  roads  still  use  lift  rails  with  the  ends  cut  square  with  nothing 
to  hold  them  in  line  other  than  the  chairs  in  which  they  rest,  meeting 
the  ends  of  the  approach  rails  in  chairs  on  the  ends  of  the  approach 
spans  or  back  wall. 

A  slight  departure  from  this,  having  the  rail  ends,  sawed  off  at  an 
angle  of  about  30  degrees,  is  also  in  use. 

The  miter  rail  used  by  the  Pennsylvania  Railroad  (Lines  East)  has 
the  ends  sawed  at  an  angle  of  about  45  degrees,  but  the  space  between 
lift  rail  and  fixed  rail  on  approach  is  bridged  by  a  short  stretch  of  fixed 
easer  consisting  of  rail  section  planed  to  fit  and  bolted  to  the  outside  of 
the  end  of  the  fixed  rail,  overlapping  the  end  of  the  fixed  rail  18  inches 
and  overlapping  the  end  of  the  lift  rail   12  inches. 

On  a  number  of  lift  bridges  the  outside  of  the  rail  head  on  the  lift 
span  is  planed  off  for  a  length  of  18  inches  and  an  easer  bar  30  inches 
long  riveted  to  each  lift  rail  with  12-inch  overhang,  which  slides  by  and 
fits  up  against  the  end  of  the  fixed  rails  on  the  approach  spans. 

The  Long  Island  Railroad  has  in  use  long  beveled  rails  similar  to 
switchpoints,  fitting  against  wing  or  stock  rails  on  two  drawbridges  over 
7V2  years,  carrying  400  to  500  trains  daily;  one  double-track  bridge  with 
points  trailing  trafiic  in  normal  direction  and  one  single-track  bridge  with 
points  trailing  traffic  entering  the  drawspan.  Guard  rails  are  attached 
to  the  sides  of  the  lift  rails  at  each  end  of  the  bridge.  The  devices 
have  never  given  any  trouble.  The  lift  rails  are  interlocked  with  the 
signal  mechanism  and  report  indicates  that  it  is  impossible  to  have  the 
rail  blocked  or  in  any  way  out  of  place  and  get  a  clear  indication  of  the 
signal. 
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I'cihaps  llic  most  conipk'to  rail  t-iul  connection  is  a  patented  device 
in  use  on  the  Nashville,  ( "iiattanooi;a  &  St.  Louis.  It  consists  of  switch- 
|)oints  on  the  draw  facinj;  toward  the  end  about  H  feet  from  the  ai)proach. 
The  switchpoints  are  hacked  up  hy  stock  or  \\'\\\\i,  rails  which  extend 
over  the  gap  of  tS  feet  to  the  end  of  the  draw  and  reach  over  onto  the 
approach  span,  the  square  ends  of  the  rails  being  held  between  angle 
bars  in  contact  with  the  s(|uare  ends  of  the  approach  rails.  The  stock 
or  wing  rails  arc  withdrawn  from  the  angle  bars  and  driven  into  them  by 
the  rail-operating  mechanism.  The  movable  rails  rest  on  bearing  plates 
and  are  held  to  true  position  by  screw  spikes,  eliminating  the  possibility 
of  their  movement  laterally.  This  device  was  adopted  after  long  experi- 
ence with  square  ends,  beveled  rail  lifts,  easer  rails,  etc.,  and  if  properly 
installed  and  maintained  is  undoubtedly  the  safest  of  the  rail-end  con- 
nections. 

There  are  various  other  types  of  rail-end  connections  in  use,  some  of 
which  consist  of  fixed  easer  bars  similar  to  those  already  described  but 
welded  or  forged  onto  the  rail  ends. 

Where  rail  heads  are  planed  off  to  fit  easers  it  is  customary  to  leave 
a  width  of  head  of  2  inches  in  the  running  rail,  although  in  some  cases 
the  heads  are  planed  off  even  with  the  face  of  the  web,  while  in  other 
cases  the  head  is  not  planed  at  all.  Unless  the  easer  bars  are  made  of 
special  steel  they  will  wear  rapidly.  Crucible  steel,  nickel  steel  and  man- 
ganese steel  have  given  good  results. 

Regardless  of  the  type  of  rail-end  connection,  creeping  must  be 
absolutely  avoided,  either  by  use  of  sufficient  anti-rail  creepers  or  by 
inserting  switchpoints  in  the  track  at  proper  places,  the  latter  in  every 
case  being  protected  by  guard  rails  against  the  opposite  rail. 

On  account  of  the  special  joint  at  the  rail  ends  special  precautions 
must  be  taken  in  the  design  of  the  ends  of  approach  spans  and  drawspans, 
particularly  in  the  details,  in  order  that  the  structural  work  may  not  be 
broken  down  under  the  unusual  impact. 

Special  locks  are  used  on  lift  spans  for  lining  purposes,  which  locks 
cannot  be  driven  home  until  the  lift  spans  have  reached  the  final  position. 
On  drawspans  there  are  comparatively  few  departures  from  the  well- 
known  vertical  end  latch,  which  engages  a  casting  on  the  bridge  seat. 
While  the  end  latches  are  very  necessary  for  stopping  swing  bridges  at 
nearly  the  correct  position,  they  should  not  be  relied  upon  to  automatically 
line  the  bridges  as  is  the  present  almost  universal  practice,  but  the  end- 
lifting  device  should  be  so  designed  as  to  permit  of  more  accurate  lining. 

Two  special  types  of  lock  bars  for  drawspans  wxre  reported,  but 
they  appear  entirely  inadequate  to  remove  any  appreciable  distortion  of  a 
long  drawspan  due  to  inequalities  in  temperature. 

Comparatively  few  bridges  are  reported  as  having  end  lifting 
devices  so  designed  as  to  bring  the  bridge  end  to  exact  alinement.  The 
information  at  hand  indicates  about  equal  use  of  toggles  and  sliding 
wedges  for  vertical  adjustment.  The  bearing  blocks  and  bed  plates  in 
connection    with    either    arrangement    can    readily   be    provided    with   the 
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tiecessary  sloping  surfaces  to  force  the  bridge  ends  to  correct  line. 
Either  type  lends  itself  readily  for  interlocking  with  the  rail  ends,  the 
signaling  and  the  operating  machinery,  as  may  he  desired. 

The  practice  as  to  interlocking  the  various  parts  of  the  bridge-operat- 
ing mechanism  each  with  the  others  and  with  the  signals  is  far  from 
standard,  as  widely  different  arrangements  are  reported  by  a  number 
3f  different  roads.  In  some  cases  the  end-lifting  mechanism  and  rail- 
Dperating  mechanism  are  interlocked ;  in  other  cases  directly  connected. 
In  some  cases  only  the  rail-operating  machinery  is  interlocked ;  in  others 
also  the  end-lifting  mechanism.  One  road  reports  the  sliding  rail  sleeves 
:onnected  up  with  the  automatic  signals,  copper  tongue  on  the  side  of 
Dne  of  the  rail  locks  entering  a  forked  contact  on  the  approach  span 
tvhen  the  rail  lock  is  driven  home  and  automatically  clearing  the  signal, 
fn  the  reverse  movement  the  signal  goes  to  "Danger." 

Illustrations  accompanying  the  report  show  several  designs  of  mitered 
rail-end  connections  and  sliding  sleeves,  easer  bars  and  wing  rails,  as 
well  as  several  details  illustrating  the  adaptation  of  the  designs  to  inter- 
locking. 

Mr.  Himes : — Perhaps  Mr.  McDonald  will  describe  the  appliance  Mr. 
Smith  referred  to. 

Mr.  Hunter  McDonald  (Nashville,  Chattanooga  &  St.  Louis)  : — Mr. 
Smith  has  already  described  it  as  well  as  I  could  do.  It  has  been  in  use  on 
two  drawbridges  on  our  lines  for  about  four  years.  On  one  of  them  we 
have  about  60  trains  a  day.  It  was  developed  as  a  result  of  complaints  on 
the  part  of  the  Signal  Department,  that  they  could  not  properly  maintain 
the  interlocking  where  square  joints  with  easer  rails  were  used.  It 
was  thought  that  the  split  rail  raised,  up  was  not  a  safe  device.  Con- 
stant complaints  from  the  Signal  Department,  coming  through  the  man- 
agement, drove  us  to  some  other  device.  It  provides  for  the  movement 
of  a  stock  rail  alongside  of  a  split  switchpoint.  The  split  switchpoint  is 
confined  to  the  stock  rail,  by  means  of  a  permanent  cuff.  It  cannot  sep- 
arate more  than  one-sixteenth  of  an  inch  but  allows  easy  longitudinal 
movement  of  the  stock  rail.  There  is  no  danger  in  using  the  splitpoints 
in  the  main  line  under  these  conditions.  As  soon  as  the  stock  rail  is 
driven  home  into  the  socket  prepared  for  it  on  the  fixed  span,  a  heel  block 
is  driven  behind  it  by  means  of  the  interlocking  which  holds  it  in  position. 
That  heel  block  is  of  course  necessary  to  keep  the  stock  rail  from  coming 
out  in  case  an  engine  should  stop  on  the  bridge  and  slip.  Our  attention 
was  brought  to  its  necessity  on  that  very  account.  It  is  removed  by  the 
same  lever  which  sets  the  danger  signal. 

I  can  only  say  that  since  we  put  it  in  about  four  years  ago,  our 
expenses  for  repairs  have  been  very  small.  One  was  installed  on  a  draw- 
bridge 397  ft.  in  length  and  the  other  on  a  drawbridge  365  ft.  in  length, 
the  latter  being  opened  about  three  times  a  week  and  the  former  about 
three  times  a  day. 

Mr.  Himes : — I  would  like  to  get  into  this  discussion  a  paragraph 
from  the  book  by  F.  E.  Turneaure,  J.  B.  Johnson  and  C.  W.  Bryan  on 
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"iXrodfin  Framed  Stnicturos,"  relating  to  end  lifting  arrangements.  1 
submit  it  for  the  i)nri)()sc  of  placing  before  yon  a  statimeiit  of  the  need 
for   pro^jerly   snpi)orting  ilie   I'nds   of   a   bridge: 

"b'Ni)  LiiTiNc;  Akkan(;ements. —  In  llu'  early  designs  f<jr  swing  bridges 
very  little  attention  was  paid  to  the  proper  elevation  of  the  ends  of  the 
arms  when  the  bridge  is  closed  ;  and  even  at  this  late  day  a  great  many 
important  swing  bridges  are  bnilt  by  contractors  with  an  utter  disregard 
of  the  condition  of  the  end  supports.  In  fact,  the  majority  of  swing 
bridges  have  no  provisions  for  lifting  the  ends  whatever;  while  others 
have  all  kinds  of  makeshifts,  which  generally  shirk  their  duty  entirely.  It 
is  safe  to  say  that  in  this  country  it  is  the  exception  to  find  a  swing 
bridge  where  proper  provision  is  made  for  raising  the  ends  wdien  the 
bridge  is  closed.  It  has  been  shown  in  Chapter  Xll,  that  if  the  ends  arc 
not  raised  we  cannot  obtain  the  conditions  necessary  for  a  beam  con- 
tinuous over  three  rigid  supports.  In  other  words,  if  the  ends  are  not 
raised,  we  must,  in  our  analysis  for  finding  the  stresses,  make  an  assump- 
tion which  will  satisfy  this  condition  of  the  ends  under  the  extreme 
variations  of  temperature.  Now,  it  is  difficult  to  say  just  what  this  con- 
dition should  be.  Furthermore,  if  the  ends  are  left  free  to  hammer, 
under  extreme  variations  of  temperature,  the  ends  may  be  thrown  out 
of  line  so  far  as  to  cause  derailment  of  a  train  coming  on  the  bridge. 
In  fact,  a  swing  bridge,  wherein  no  proper  provision  is  made  for  raising 
the  end,  is  a  dangerous  structure  at  all  times." 

The  President: — If  there  is  no  objection,  these  remarks  will  be  in- 
serted in  the  report  of  the  meeting. 

Mr.  A.  W.  Carpenter : — I  think  we  ought  to  make  some  progress  on 
this  subject,  and  to  get  something  into  the  Proceedings  as  adopted.  I 
would  therefore  of¥er  this  motion,  on  the  interlocking  of  the  signal  and 
bridge  functions  : 

"The  bridge  operating  functions  shall  be  interlocked  with  the  signal 
system  in  such  a  manner  that  none  of  the  functions  for  opening  can  be 
performed  until  the  signals  have  been  set  at  stop  indication  and  so  that 
the  signals  cannot  be  set  at  proceed  indication  until  all  of  the  functions 
for  closing  have  been  completed. 

"The  bridge  operating  functions  shall  be  interlocked  with  each  other 
so  that  they  must  be  performed  in  a  predeterrnined  order,  both  for  open- 
ing and  for  closing." 

Mr.  Thos.  S.  Stevens  (Santa  Fe)  :— I  would  like  to  see  that  motion 
changed  so  that  the  home  signals  shall  be  put  at  stop,  or  that  the  signals 
shall  be  put  to  give  the  stop  or  caution  indication.  That  is  not  a  very 
good  statement  though.  We  want  one  signal  at  stop,  and  that  is  really 
what  is  in  interlocking  parlance  known  as  the  home  signal,  and  then 
there  will  be  another  signal  some  distance  from  that  which  will,  give 
the  caution  indication  for  that  stop  indication.  I  think  it  would  be  ad- 
visable to  put  the  motion  as  requiring  that  the  home  signals  shall  display 
the  stop  indication. 

Mr.  A.  W.  Carpenter : — My  understanding  would  be  that  you  would 
have  this  clause  read  in  this  way:  "Bridge  operating  functions  shall 
be  interlocked  with  the  signal  system  in  such  manner  that  none  of  the 
functions  for  opening  can  be  performed  until  the  home  signals  have  been 
set  at  stop  indication-'  '■■"''■ 
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I.  Mr.  C.  E.  Liiulsay  (New  York  Central)  : — I  think  tlic  rase  wonld  be 
overed  if  we  say  "until  tlie  signals  controllini>  the  movement  of  trains 
ivcr  the  draw  have  been  set  at  stop  indication." 

Mr.  A.  W.  Carpenter : — We  will  accept  that. 

Mr.  Thos.  S.  Stevens : — A  caution  indication  controls  movements  over 
he  draw  just  as  much  as  the  home  signal  indication  does.  I  simply 
I'ant  to  prevent  confusion,  because  there  will  be  signals  which  properly 
/ill  be  allowed  to  give  a  caution  indication,  which  gives  specific  indications 
or  the  trains  actually  passing  over  the  draw  in  the  proceed  indication.  I 
hink  if  the  gentleman  would  use  the  words  "home  signal,"  it  would 
over  the  case  entirely. 

Mr.  W.  H.  Elliott  (New  York  Central)  : — Is  Mr.  Carpenter's  motion 
nade  for  the  purpose  of  having  the  matter  received  as  information  or 
s  a  standard  to  be  entered  in  the  Manual?  In  my  opinion  it  is  impor- 
ant  that  anything  that  is  to  go  in  the  Manual  should  be  carefully  con- 
idered  so  that  there  will  be  no  misunderstanding  as  to  its  meaning,  and 
f  it  is  something  to  be  formally  adopted,  I  believe  it  should  be  held 
ver  for  further  consideration. 

The  President : — It  cannot  go  into  the  Manual  under  the  rules  regard- 
tig  publication.  It  should  have  been  offered  thirty  days  prior  to  the 
onvention  before  being  considered  in  that  way. 

Mr.  A.  W.  Carpenter : — This  will  be  considered  simply  as  the  sense 
if  the  convention. 

Mr.  Loweth : — I  would  like  to  inquire  whether  the  motion  offered 
provides  that  all  drawbridges  shall  be  interlocked.  If  the  intent  of  the 
[lotion  is  to  interlock  all  drawbridges,  it  seems  to  me  that  it  should  not 
le  approved,  as  there  are  many  bridges  for  which  there  is  no  necessity 
f  interlocking.  The  speaker  knows  of  many  drawbridges  where  there 
re  not  more  than  four  to  six  trains  daily,  all  unimportant,  and  where 
lie  bridges  are  opened  but  a  few  times  each  navigation  season.  In  such 
ases,  and  there  are  many  such,  interlocking  is  certainly  not  necessary. 

(The  motion  of  Mr.  Carpenter,  as  amended  by  Mr.  Lindsay,  was 
lien  put  to  vote  and  adopted.) 

Mr.  Himes : — The  next  subject  on  which  we  wish  to  report  is  "An 
elastic  Strength  Requirement  for  Steel."  The  report  is  found  in  Ap- 
endix  E,  on  page  668.  This  is  a  very  full  and  complete  discussion  of 
lie  elastic  limit,  as  used  in  bridge  practice,  the  manner  in  which  it  is 
etermined  in  inspection,  and  on  page  671  is  the  proposed,  revision  of  the 
pecification.  The  present  specification  is  found  in  paragraph  86  of  the 
Specifications  for  Iron  and  Steel  Structures  in  the  Manual. 

We  present  the  proposed  revision  of  that  specification,  which  appears 
n  page  671.     I  move  the  adoption  of  the  revision. 

(The  motion  was  seconded  and  carried.) 

Mr.  A.  W.  Carpenter: — In  order  to  carry  that  revision  through  the 
pecifications  consistently,  we  should  have  added  a  proposal  to  modify 
aragraph   163  of  the  General   Specifications   for  Steel  Railway  Bridges, 
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wliich  refers  to  the  full-size  tests  of  eye-bars.     Paragraph    \()^  iimv  rea<ls 
as  follows  : 

"In  eye-bar  tests,  the  iniiiiimim  ultimate  strength  shall  be  55,ooo  lbs. 
per  sq.  in.  The  elongation  in  lo  ft.,  including  fracture,  shall  be  not  less 
than  15  per  cent.  Bars  shall  generally  break  in  the  body  and  the  frac- 
ture shall  be  silky  or  fine  granular,  and  the  elastic  limit  as  indicated  by  the 
drop  of  the  mercury  shall  be  recorded.  Should  a  bar  bicafc  in  the  head 
and  develop  the  specified  elongation,  ultimate  strength  and  character  of 
fracture,  it  shall  not  be  cause  for  rejection,  provided  not  more  than  one- 
third  of  the  total  number  of  bars  break  in  the  head." 

We  propose  to  modify  paragraph  163,  as  follows.  To  the  first  sen- 
tence add  the  words:  "And  the  minimum  yield  point,  as  indicated  by 
the  drop  of  the  beam  or  of  the  mercury  column  of  the  testing  machine, 
shall  be  29,000  lbs.  per  sq.  in."  In  the  third  sentence  eliminate  the 
words  following  the  word  "granular." 

This  will  make  the  paragraph  read  as  follows : 

"In  eye-bar  tests,  the  minimum  ultimate  strength  shall  be  55,000  lbs, 
per  sq.  in.,  and  the  minimum  yield  point,  as  indicated  by  the  drop  of  the 
beam  or  of  the  mercury  column  of  the  testing  machine,  shall  be  29.000  lbs. 
per  sq.  in.  Bars  shall  generally  break  in  the  body  and  the  fracture  shall 
be  silky  or  fine  granular.  Should  a  bar  break  in  the  head  and  develop 
the  specified  elongation,  ultimate  strength  and  character  of  fracture,  it 
shall  not  be  cause  for  rejection,  provided  not  more  than  one-third  of  the 
total  number  of  bars  break  in  the  head." 

This  has  the  effect  of  introducing  the  yield-point  requirement  into 
the  specification  for  full-size  tests  of  eye-bars  and  is  consistent  with  the 
introduction  of  the  yield  point  into  the  specification  for  the  specimen 
test  requirements. 

The  President : — It  is  the  understanding  of  the  Chair  that  this  has 
not  been  passed  on  by  the  Committee  as  a  whole,  but  inasmuch  as  it  is 
subsidiary  only  and  is  simply  introduced  to  make  the  specifications  con- 
sistent, the  matter  may  be  taken  as  having  been  presented  by  the  Commit- 
tee as  a  whole. 

Mr.  Cartlidge : — I  would  like  to  ask  the  Committee  if  it  is  decided 
as  to  whether  29,000  lbs.  is  the  "maximum  minimum."  Cannot  we  obtain 
a  30,000  lbs.  lower  limit  about  as  easily  as  one  of  29,000  lbs.  ?  It  is  my 
experience  that  it  is  possible  to  get  as  high  an  elastic  limit  in  full-sized 
eye-bars  as  we  specify  for  the  ordinary  material  in  the  same  structure. 

Mr.  A.  F.  Robinson  (Santa  Fe)  : — It  seems  to  me  if  we  adopt  this 
matter  in  the  shape  it  is,  we  will  get  into  trouble.  I  think  the  question 
should  be  more  carefully  considered,  as  there  are  other  points  to  the 
proposition.  We  should  let  the  elastic  limit  in  the  sample  tests  go  in 
just  as  it  is,  and  leave  the.  other  parts  for  further  consideration.  I  do 
not  believe  we  ought  to  take  precipitate  action  on  the  matter.  I  feel 
confident  if  we  amend  the  specification  in  the  form  as  indicated  by  Mr. 
Carpenter,  we  will  find  when  we  make  our  full-sized  tests  we  will  have 
difficulty. 

Mr.  A.  W.  Carpenter : — I  do  not  think  that  there  will  be  any  difficulty 
in  obtaining  the  29,000-lb.  minimum  proposed  with  the  full-size  eye-bars. 
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It  is  prol)al)le  that  a  higher  value  will  he  obtained,  hut  as  it  is  quite  usual 
to  permit  a  little  lower  strength  in  full-size  material  in  specifications, 
especially  for  full-size  test  eye-bars,  it  seemed  consistent  and  rational  to 
drop  the  limit  for  the  yield-point  for  the  full-size  tests  a  little  below  that 
for  the  specimen  test. 

Mr.  Cartlidge : — Perhaps  I  did  not  make  my  point  quite  clear.  We 
are  specifying  under  specimen  test  56,000 — 64,000  lbs.,  as  I  remember  it. 
However  that  may  be,  there  is  an  8,coo-lb.  range.  In  the  manufacture  of 
the  steel  for  a  particular  structure  it  ought  to  be  possible  to  pick  out 
material  which  will  make  full-size  eye-bars  of  somewhat  better  quality 
than  the  poorest  material  used  in  the  structure.  In  a  tension  member  we 
ought  to  get  better  material  than  the  poorest  steel  of  the  lot.  I  believe 
we  can  specify  that  and  that  it  will  not  work  any  hardship. 

Mr.  Thomas  Earle  (Pennsylvania  Steel  Company)  : — I  know  you 
will  have  difficulty  in  many  cases  in  meeting  the  29,000  lbs.  in  your  full- 
size  test,  where  you  only  specify  30,000  lbs.  in  j^our  specimen  test,  and 
it  also  must  be  evident  that  if  the  grade  of  steel  is  to  be  picked  out  and 
separated  by  the  manufacturer  so  as  to  obtain  these  results,  while  you 
may  not  see  it,  it  is  certain  that  you  will  pay  the  extra  expense. 

Mr.  Selhy : — I  think  it  is  common  practice  with  manufacturers, 
whether  specified  or  not,  to  pick  out  the  higher  grades  of  steel  within 
the  range  of  ultimate  strength  required  for  specimen  tests  and  manufacture 
their  eye-bars  out  of  this  steel.  It  is  onl}'-  a  common  business  precaution, 
and  I  do  not  concede  that  such  a  precaution  would  add  anything  to  the 
cost  of  the  eye-bars. 

Referring  to  Mr.  Cartlidge's  suggestion,  certainly  there  ought  to  be  a 
range  of  difference  between  the  elastic  limit  required  in  specimen 
tests  and  that  required  in  full-size  eye-bar  tests.  It  is  com- 
mon experience  that  the  elastic  limit  specification  required  for 
specimen  tests  cannot  be  obtained  in  full-size  tests,  and  the  same  is  true 
of  the  full-size  tests  of  other  members.  The  1,000  lbs.  seems  to  be  only 
a  moderate  allowance  for  such  reduction.  If  there  is  any  idea  of  re- 
quiring 30,000  lbs.  in  full-size  tests  of  eye-bars  without  putting  the  mini- 
mum elastic  limit  for  specimen  tests  up  to  something  like  33,000  lbs., 
the  manufacturer  would  have  to  disregard  the  specimen  tests  and  use 
a  higher  grade  material  for  his  eye-bars,  that  is,  material  that  would 
show-  something  like  32,000  to  33,000  lbs.  in  the  specimen  test,  even 
though   it   might   not   be   required   by   the    specifications. 

Mr.  A.  W.  Carpenter : — I  present  the  matter  as  a  motion  for  adoption 
by  the  Association. 

(The  motion   was   carried.) 

Mr.  Himes : — The  next  and  last  subject,  and  one  continued  from  last 
year,  is  "Bridge  Clearance  Diagram."  We  have  shown  on  page  676  a 
clearance  diagram  which  it  is  proposed  to  substitute  for  that  in  the 
Manual. 

It  is  worth  while  to  say  a  word  concerning  the  effect  of  this  change 
in  the  specifications.     It  is  not  a  general  clearance  diagram.     It  is  a  dia- 
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yrain  tliat  is  rccomnundid  iov  iron  aiul  s!ccl  stntciiircs  for  l)ri(l^cs.  It 
is  iKit  utidcTStood  that  its  piihlioatioii  in  the  Manual  will  carry  with  it  the 
necessity  on  the  i)art  of  the  raihoads  of  replaein^  all  those  hridf^ics  which 
have  a  lesser  clearance.  If  adopted  it  would  mean  that  it  was  recom- 
mended hy  the  Association  as  ^ood  practice,  and  it  woidd  he  presumed 
that  in  future  construction  this  clearance  diagram  W(juld  be  followed. 

Tiiesc  matters  arc  set  forth,  because  there  will  be  certain  criticism  to 
tlie  effect  that  existing  siructures  cannot  be  chan,i>ed  to  meet  this  diagram 
witliout  an  expense  that  would  be  unreasonable  and  impossible.  In  the 
investigation  of  this  subject  wc  have  heard,  as  a  Committee,  a  great 
many  assertions  that  a  new  diagram  is  needed.  Some  roads  want  a 
greater  change.  This  diagram  proposes  a  horizontal  width  of  15  ft.  .Some 
roads  would  like  16  ft.  1  think  in  Canada  there  is  a  government  require- 
ment that  16  ft.  shall  be  used  and  in  some  of  the  States  of  this  country 
16  ft.  has  been  called  for  ])y  State  Commissions.  Other  roads  would  pre- 
fer their  present  practice,  and  use  14  ft. 

The  Committee  has  studied  this  subject  for  two  years,  has  corre- 
sponded with  many  roads  and  has  received  many  replies  in  answer  to  its 
circular  letters.  We  present  in  the  inset  a  very  complete  drawing  show- 
ing the  recommended  clearance  diagram  and  the  equipment  used  on 
various  roads.  The  data  is  before  you  quite  as  fully  as  it  was  in  the 
hands  of  the  Committee  when  deciding  upon  this  recommendation.  The 
Committee  has  recognized  that  the  subject  is  one  concerning  which  no 
man  can  say  finally  that  this  diagram  is  right  and  all  other  diagrams  are 
wrong.  It  is  for  the  Association  to  decide  whether  a  change  in  the 
clearance  diagram  is  needed  and  if  so,  whether  this  chang^  is  satisfac- 
tory. It  is  the  recommendation  of  the  Committee  that  this  diagram  be 
adopted,  and  I  so  move. 

Mr.  Schall : — The  Manual  now  specifies  a  width  of  14  ft.  in  the  clear 
for  bridges.  It  we  make  an  analysis,  based  on  a  car  10  ft.  6  in.  wide, 
and  the  track  spacing  13  ft.  centers  as  now  adopted  by  this  Association, 
we  will  find  that  for  a  6-degree  curve,  with  a  car  45  ft.  long,  of  above 
width,  moving  at  a  fair  speed,  passing  a  similar  car  standing  on  side- 
tracks, and  making  allowance  for  the  curve  ordinate  and  the  tipping  of 
the  car  on  account  of  elevation  of  outer  rail,  we  will  have  not  over  i  ft.  9 
in.  clear  space,  or  the  same  amount  as  is  obtained  for  the  same  car  on 
a  straight  line  with  14  ft.  clear  bridge  width.  It  may  be  argued  that  the 
engineer  is  usualh'  on  the  outside  or  right-hand  side;  this  is  correct;  but 
for  multiple  track  systems  or  through  yards,  the  track  spacing  of  13  ft. 
centers  will  govern  the  available  clearance.  There  are  some  parts  of  East- 
ern lines  where  the  track  spacing  is  only  12  ft. 

For  bridges  on  curves, -the  effect  of  curves,  ordinate  and  tipping  of 
car  is  generally  allowed  for  at  a  height  of  20  ft.  above  the  rail,  therefore 
such  a  bridge  afifords  more  clearance  at  a  height  of  10  to  12  ft.,  or  cab 
window  of  engine,  than  a  bridge  on  straight  track. 

If  wc  assume  a  four-track  system  of  railroad,  we  will  have  to  provide 
for  two  lines  of  trusses  between  each  two  tracks  and  the  spacing  between 
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third  ami  fourth  tracks  will  have  to  1)C  from  19  ft.  to  20  ft.,  which  will 
irost  a  lot  of  money  in  providing  extra  masonry,  extra  embankment,  extra 
right-of-way  or  expensive  retaining  walls,  and  what  are  we  going  to  gain? 
I  know  there  are  in  service  freight  cars  10  ft.  6  in.  wide,  15  ft.  high,  but 
the  widening  of  the  clearance  diagram  will  produce  a  lot  more  trouble  for 
the  Eastern  roads,  who  have  small  clearances  in  tunnels,  etc.  If  the 
large  cars  are  sent  East,  what  will  you  do  with  them?  There  may  be  one 
line  of  railroad  that  can  take  them  and  the  rest  of  the  roads,  who  have 
smaller  clearances,  can  look  on,  and  lose  revenue. 

I  do  not  believe,  if  the  convention  looks  at  this  matter  from  the 
[)oint  of  view  I  mentioned,  as  to  the  effect  the  widening  of  the  clearance 
diagram  will  have  on  the  interests  of  your  companies  and  the  effect  it 
will  have  on  the  motive  power,  which  will  surely  follow  the  widening  of 
the  clearance  diagram  with  larger  equipment  and  still  further  compli- 
cate the  situation  and  affect  the  earnings  of  your  companies,  that  it  will 
adopt  the  Committee's   recommendations. 

I  do  not  believe  that  it  would  be  wise  on  the  part  of  this  convention 
to  adopt  a  clearance  diagram  as  presented,  and  I  hope  the  recommendation 
of  the  Committee  will  be  voted  down.  If  the  matter  is  to  be  subjected 
to  further  investigation,  let  it  be  submitted  by  letter-ballot  to  every  mem- 
ber and  let  it  be  submitted  by  them  to  their  managements,  to  find  out 
whether  they  can  obtain  the  support  of  their  companies  for  a  vital  change 
of  this  kind.  The  railroads  that  want  these  large  clearances  are  princi- 
pally lines  located  on  the  prairies,  where  it  does  not  make  any  difference 
how  much  space  is  used ;  there  are  no  structures,  no  buildings  and  other 
obstructions  to  hinder  the  widening  of  the  clearances.  It  is  in  the  East 
where  the  trouble  will  be  experienced. 

The  legal  aspect  of  widening  the  clearances  and  the  effect  the  enlarge- 
ment will  have  on  legislative  bodies  must  also  be  considered.  The  proper 
method  to  pursue  is  to  curb  the  Motive  Power  department  as  to  maximum 
size  of  equipment,  and  stop  the  constant  race  between  the  large  equip- 
ment and  the  available  clearances. 

Mr.  Lovveth  : — The  speaker  represents  what  the  previous  speaker  has 
referred  to  as  one  of  the  "prairie"  railroads.  The  road  he  represents 
does  not  want  the  clearances  recommended  by  the  Committee  made 
standard.  The  present  specifications  approved  by  this  Association  re- 
ijuire  clearances  of  not  less  than  14  ft.,  and  leaves  it  optional  as  to  increas- 
ing this  clearance  wherever  it  may  be  desirable.  It  would  appear  that 
lliis  is  as  far  as  the  Association  should  commit  itself.  For  new  struc- 
tures the  standard  clearance  on  the  railroad  represented  by  the  speaker 
is  15  ft.,  but  we  have  many  hundred  structures  where  the  clearance  is 
less,  and  most  of  these  will  have  to  be  continued  in  service  for  many 
\ears.  The  Chairman  says  that  if  the  Association  adopts  the  recom- 
mended clearances  it  does  not  imply  that  the  railroads  will  necessarily 
ciiange  old  structures,  but  if  the  Association  is  committed  to  a  standard 
of  15  ft.  as  the  proper  clearance  for  bridges,  then,  by  the  same  token,  all 
structures   which   have   less  than   that   clearance   are   discredited,   and   in 
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many  casrs  tlicir  ri'iiioval  will  coiiu-  about  on  this  consideration  alone. 
I'uiilicr.  if  an  increase  in  the  present  standard  clearance  to  15  ft.  is  uni- 
\ersal  for  hridjj^c  structures,  why  is  it  not  necessary  for  the  same  reason 
to  increase  proportionately,  if  not  to  15  ft.,  the  clearance  for  ronnrl- 
house  doors  and  (;ther  structures,  the  ultimate  cost  of  which  will  he 
enormous?  To  be  sure,  the  conditions  with  respect  to  these  structures 
arc  somewhat  different,  but  the  same  line  of  reasoning  which  demands 
a  wider  clearance  for  bridge  structures  demands  at  least  some  increased 
clearance  for  all  other  structures.  I  think  it  will  be  very  unwise  for  the 
Association  to  approve  the  recommendation  to  increase  the  present  clear- 
ances, and  I  trust  the  motion  will  not  prevail. 

Mr.  Selby : — In  answer  to  the  first  part  of  Mr.  Schall's  criticism,  I 
will  say  that  14  ft.  certainly  is  not  wide  enough  for  the  bridges,  if  13  ft. 
6  in.  between  centers  of  tracks  is  not  wdde  enough  on  6-degree  curves. 

Referring  to  Mr.  Loweth's  remarks,  the  standard  14  ft.  clearance  be- 
tween track  centers  is  being  used  on  many  Western  roads.  I  think  that  a 
15-ft.  clear  width  is  necessary  on  all  bridges,  and  there  should  be  an 
equivalent  of  15  ft.  clear  width  for  many  structures  along  the  line,  such 
as  water  columns,  or  anything  else  on  main  tracks  where  high  speed 
prevails.  There  is  not  the  same  necessity  for  wide  clearances  in  round- 
house doors,  where  trains  do  not  run,  and  locomotives  only  are  handled 
at  low  speed  in  charge  of  an  employe  who  is  thoroughly  familiar  with 
the  clearances  that  exist. 

In  regard  to  the  safety  of  existing  bridges,  the  fact  remains  and  is 
well  known  that  men  have  been  killed  and  many  others  have  been  seri- 
ously injured  with  bridges  of  only  14  ft.  clear  width. 

Mr.  Courtenay: — I  have  adopted  the  15  ft.  clearance  for  through 
bridges  for  bridges  hereafter  to  be  constructed.  Notwithstanding  this,  I 
am  opposed  to  changing  the  clearance  diagram.  The  legislature  of  at 
least  one  of  the  States  has  recently  had  under  consideration  the  question 
of  lateral  clearance.  If  this  Association  increases  the  clearance  from 
14  to  15  ft.  it  will  encourage  such  legislation,  which  might  result  in 
the  railroads  having  to  reconstruct  existing  structures. 

Mr.  H.  T.  Porter  (Bessemer  &  Lake  Erie)  : — The  only  argument  in 
favor  of  this  extra  width  is  as  to  safety.  I  have  made  some  investigation 
of  the  question  of  clearance  and  I  have  come  to  the  conclusion  that  we  can- 
not get  what  you  call  safe  clearance  unless  we  go  to  16  ft.  There  are 
trainmen  who  can  hang  on  the  side  of  box  cars  with  16  ft.  clearance  and 
hang  out  far  enough  to  be  rubbed.  A  15-foot  clearance  might  reduce 
the  accidents  and  might  not.  If  the  bridge  is  wider  the  chances  are 
they  will  be  less  careful.  So  that  if  safety  is  the  only  reason,  I  do  not 
think  that  we  have  gone  far  enough.  We  ought  to  go  16  ft.  I  do  not  think 
it  is  necessary — I  am  not  advocating  going  to  16  ft.,  but  I  am  in  favor 
of  leaving  the  diagram  as  it  was,  because  there  are  so  many  trusses  that 
have  recently  been  built  with  14-ft.  clearance,  and  there  is  such  a  tend- 
ency of  legislatures  to  take  up  this  question  of  clearance,  wanting  14-ft 
centers    and    other   clearances    to   correspond,   so    that   we    ought   not  to 
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recommend  a  clearance  that  does  not  accomplish  the  only  argument 
made  for  it ;   that  is,  one  which  does  not  completely  provide   for   safety. 

Mr.  C.  E.  vSmith  : — If  our  predecessors  had  adopted  this  same  atti- 
tude, undoubtedly  the  railroads  would  to-day  be  building  bridges  ii  ft. 
wide  with  14  ft.  overhead  clearance.  We  will  never  reach  the  point  where 
we  cannot  get  further  improvement  and  be  ready  for  further  develop- 
ment. 

In  anticipation  of  an  increase  in  the  clearance  diagram,  the  clear- 
ance diagram  on  the  Missouri  Pacific  was  increased  about  five  years  ago 
to  15  ft.  wide,  and  supports  for  overhead  bridges  and  other  construction 
in  yards  and  elsewhere  are  placed  at  minimum  distances  of  8  ft.  from 
center  of  nearest  track. 

We  should  all  get  out  of  our  minds  the  idea  that  the  clearance 
diagram  automatically  compels  the  removal  of  present  obstructions  closer 
to  the  track  and  will  apply  only  to  new  structures  in  the  future. 

I  think  the  Association  should  anticipate  the  fact  that  increased 
clearances  are  going  to  be  insisted  upon  and  grow  up  to  it.  I  hope  the 
diagram  recommended  by  the  Committee  will  be  adopted. 

Mr.  A.  F.  Robinson : — When  14  ft.  was  adopted,  about  the  widest 
freight  car  would  stand  8  ft.  over  the  grab  irons,  leaving  3  ft.  on  either 
side  for  clearance,  and  if  we  are  going  to  increase  the  14-ft.  width  we 
should  still  adhere  approximately  to  3-ft.  side  clearance;  15  ft.  will  not 
give  it.  What  is  the  use  of  our  making  two  bites  at  a  cherry?  I  think 
we  ought  to  leave  the  diagram  just  as  it  is — 14  ft. — ^and  if  the  various 
railway  commissions  or  parties  in  control  of  these  matters  want  to  call 
for  increased  widths  in  certain  States  we  can  give  it  to  them ;  but  I  do  not 
think  we  ought  to  increase  it  above  the  14  ft.  in  general.  When  this 
matter  was  taken  up  with  our  late  Chief  Engineer,  who  is  now  dead, 
and  was  thoroughly  discussed,  we  came  to  the  conclusion  that  even  16 
ft.  would  not  be  enough  to  meet  all  the  conditions;  the  only  thing  then 
would  be  17  ft.  He  said :  "Well,  I  do  not  believe  we  will  increase  it. 
It  is  only  offering  a  premium  to  the  fellows  to  build  wider  cars."  I 
sincerely  hope  that   the    15-ft.   clearance   will  not  be   adopted. 

Mr.  W.  McC.  Bond  (Baltimore  &  Ohio)  :— I  think  we  all  agree  that 
most  trainmen  who  are  injured  through  their  own  negligence  and  not 
the  company's,  are  injured  because  of  close  or  insufficient  side  clear- 
ances. That  being  the  case,  we  must  look  carefully  to  increasing  our 
clearances  enough  to  protect  the  men  riding  on  the  side  of  the  equipment. 
Of  course,  the  clearance  being  increased,  we  would  have  to  move  our 
structures  back.  I  think  that  it  is  a  question  whether  we  ought  to  adopt 
the  increased  distance  at  this  time,  but  that  is  a  point  which  will  come 
up  in  the  future.  The  only  way  to  offset  the  building  of  the  wider  cars 
is  to  increase  the  width  of  the  bridge.  We  ought  not  to  keep  on  widening 
our  structures  and  have  cars  widened,  and  then  have  to  still  further  in- 
crease the  size  of  our  bridges.  We  should  remember  that  we  are  responsi- 
ble for  the  men  that  are  killed  if  the  clearance  is  not  large  enough.     Too 
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many  mcii  arc  struck  by  llicsc  hridj^cs,  poles,  buildings  and  sheds.  Tliis  is 
a   serious  matter ;   wc   should   find   the   remedy. 

Mr.  Chas.  S.  Chunliill  (Norfolk  &  Western)  :— The  recommenda- 
tion of  the  Committee,  as  I  understand  it,  is  largely  based  upon  the 
re(|uircments  of  some  of  the  State  laws.  Those  State  laws  do  not  base 
the  limit  on  cars  only,  but  cui  all  kinds  of  equipment.  The  width  of 
engine  cabs  now  used  indicate  a  probability  that  a  greater  clearance  than 
14  ft.  at  bridges  may  be  advisable  at  some  future  date.  The  Ohio  law 
reads  that  the  clearance  shall  be  i  ft.  6  in.  outside  of  the  widest  equipment. 
It  is  a  question  as  to  whether  it  is  wise  to  put  this  suggested  clearance 
in  the  Manual  as  the  action  of  this  Association.  The  fact  remains  that 
many  railroads  will   continue  to  build  bridges    15   ft.  clear. 

Mr.  Cartlidge : — It  seems  to  me  that  it  ought  to  be  remembered  that 
what  the  Association  has  adopted  in  the  past  and  what  it  has  now  printed 
in  the  Manual  is  not  a  recommendation  for  the  maximum  clearance, 
but  a  recommendation  for  minimum  clearance.  Anyone  having  con- 
ditions requiring  larger  clearances  is  at  liberty  to  provide  them.  The 
danger  in  adopting  enlarged  minimum  clearance  is  very  real,  and  I 
sincerely  hope  that  the  motion  made  by  the  Chairman  of  the  Committee 
will  fail.  I  have  in  mind  a  suit  at  law  consequent  upon  injury  to  a 
trainman  where  the  clearance  was  less  than  14  ft.,  whereby  the  case 
Avas  lost,  but  the  Court  admitted  as  competent  evidence  testimony  to  the 
effect  that  the  practice  of  the  railroad  had  been  to  design  its  bridges 
with  14  ft.  clearance ;  tha't  that  was  customary  among  Engineers  in  gen- 
eral, and  evidence  to  that  effect  was  taken  from  a  number  of  roads 
and  was  admitted  by  the  Court.  We  ought  not  to  lose  sight  of  the  point 
that  we  have  a  great  many  bridges  that  might  be  affected  by  the  change 
in  our  minimum   clearance. 

Mr.  E.  A.  Frink  (Seaboard  Air  Line)  : — I  think  there  is  a  great  deal 
more  to  this  subject  than  that.  If  there  was  any  prospect  that  widening 
the  clearance  would  cure  the  evils  that  we  anticipate,  I  think  it  would  be 
well,  but  I  do  not  think  there  is  any.  I  think  the  width  of  the  cars  and 
other  equipment  will  follow  the  widening  of  the  clearance.  In  addition 
to  our  not  getting  greater  clearance,  there  is  another  aspect  of  the  case. 
It  has  taken  us  a  good  many  years  to  develop  a  type  of  structure  that 
will  carry  our  equipment.  When  you  widen  the  clearance  you  will  get 
wider  cars,  and  that  will  mean  a  heavier  load  per  foot  for  the  equip- 
ment, and  you  know  what  that  means  on  bridges.  At  the  present  the 
only  feasible  way  to  increase  the  tractive  power  of  a  locomotive  is  to 
lengthen  it,  and  that  has  been  the  salvation  of  a  great  many  more  bridges 
than  we  know  of.  If  we  take  away  that  salvation,  what  will  be  left? 
I  sincerely  hope  that  this  diagram  will  not  be  adopted. 

Mr.  E.  T.  Reisler  (Lehigh  Valley)  : — I  want  to  call  attention  to  the 
fact  that  the  action  of  this  Committee,  according  to  Bulletin  i/;^,  is  based 
on  an  inquiry  in  regard  to  electric  equipment.  A  number  of  roads  did  not 
answer;  quite  a  number  of  other  roads  did  not  completely  answer  the 
inquiry  on  which  the  Committee  is  acting.     If  this  question  of  clearance  is 
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to  be  taken  up  fairly  vviili  the  roads,  they  should  be  asked 'for  the  clear- 
ance. As  to  the  questions  of  larger  equipment,  an  agreement  between 
the  Maintenance  department  people  and  the  Motive  Power  department 
shoidd  precede  and  not  follow  the  clearance  lines  that  you  adopt.  You 
should  by  all  means  make  an  agreement  with  the  mechanical  people  be- 
fore establishing  lines.  One  of  the  members  of  the  Committee  expressed 
the  opinion  that  this  new  ruling  would  not  affect  old  structures.  While 
the  Western  Commissions  have  interpreted  clearance  requirements  len- 
iently, the  New  York  State  Legislature  refused  to  permit  the  Commis- 
sion to  rule  on  the  question  of  number  of  men  in  train  crews,  and  we 
have  no  reason  to  expect  that  legislation  in  New  York  State  will  be  in- 
fluenced by  reasonable  considerations.  It  is  true  that  men  get  injured  on 
narrow  clearances;  they  also  get  injured  between  cars  in  a  train,  but 
no  one  thinks  of  asking  that  we  keep  the  cars  of  freight  trains  wide 
enough  apart  to  allow  a  man  to  pass  through.  We  cannot  get  absolute 
safety  for  the  men,  but  we  must  look  for  intelligent  action  on  their 
part  to  guard  against  accidents. 

Mr.  Himes : — It  seems  that  there  is  a  strong  desire  on  the  part  of 
sonle  members  to  set  up  a  rigid  templet  that  will  prevent  the  passage  of 
large  equipment  and  throttle  further  development.  It  is  fair  to  pre- 
sume that  the  reason  we  are  using  larger  locomotives  and  heavier  and 
stronger  cars  is  because  by  so  doing  we  can  handle  the  traffic  more  eco- 
nomically, that  it  is  for  the  purpose  of  making  money.  Now,  if  by 
building  greater  locomotives  and  greater  cars  a  road  can  earn  enough 
more  profit  to  pay  for  the  structures  it  wants  to  take  down  and  renew,  it 
looks  like  pretty  good  business  to  do  so.  That  is  what  the  railroads 
have  been  doing  in  the  past  and  that  is  what  we  have  a 
right  to  expect  that  they  will  continue  to  do  in  the  future.  It 
is  clear  that  there  has  been  some  mismanagement  in  permitting  a  per- 
petual seesaw  between  the  Engineering  department  and  the  Motive 
Power  department,  by  which  we  get  first  bigger  locomotives  and  next 
larger  bridges  and  so  on  indefinitely  at  a  great  waste  of  money.  But  that 
is  not  a  problem  of  engineering.  It  has  to  do  with  administration.  I 
think  the  idea  that  we  must  so  build  our  structures  as  to  throttle  the 
development  of  motive  power  and  of   equipment  is  entirely  wrong. 

Second,  in  regard  to  the  danger :  I  do  not  think  that  it  is  a  matter 
for  us  to  consider  what  the  custom  in  the  past  has  been  in  regard  to 
the  clearance  diagram.  W^e  have  to  consider  the  element  of  safety  to 
those  who  operate  the  railroad.  It  is  clear  that  if  a  number  of  years 
ago  it  was  considered  necessary  to  have  a  clearance  of  14  ft.,  that  is,  3 
ft.  on  each  side  of  a  car  8  ft.  wide,  and  if  the  width  of  the  equipment  to- 
day has  been  increased  a  couple  of  feet,  then  by  the  standards  of  safety 
which  were  in  vogue  twenty  or  thirty  years  ago,  our  bridges  to-day,  de- 
signed in  accordance  with  these  specifications,  are  all  dangerous  and 
ought  to  be  taken  down.  We  are  not  on  a  secure  foundation.  We  were 
instructed  by  the  Board  of  Direction  to  discuss  this  question.  We  sent 
out  a  lot  of  circular  letters  and  asked  a  lot  of  questions.      The  answers 
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were  nol  compk'lc.  but  \vc  liavc  a  good  many,  riu-  (lucstiuii  is  before  us 
and  we  cannot  very  well  dodge  it.  It  i.s  something  that  must  be  acted  on 
— I  do  not  mean  to-day,  but  it  is  a  live  question  with  the  railroads.  Any 
public  utility,  any  public  servant,  any  soldier,  general  or  statesman  is 
strongest  when  in  his  own  sphere  he  docs  the  best  he  can.  We  should 
not  sit  here  and  ask  what  people  will  say  if  we  decide  such  and  such 
should  be  done.  The  only  thing  that  wc  should  say  is  that  something 
ought  to  be  done.     I  am  not  arguing  for  15  ft.    I  am  arguing  for  action. 

The  President: — The  subject  is  very  interesting,  and  we  have  had 
some  interesting  discussion. 

(A  rising  vote  was  tlicn  taken  on  the  motion,  resulting  in  37  ayes 
and  48  nays.) 

The  President: — ^Tf  there  is  no  further  discussion,  the  Committee 
will  be  excused,  with  the  thanks  of  the  Association  for  its  valuable  work. 
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/.  A.  Atwood.  G.  J.  Ray. 

W.  H.  CouRTENAY.  H.  R.  Safford. 

Dr.    p.   H,   Dudley.  R.   Trimp.le. 
C.   E.  Lindsay. 

The  President : — The  first  business  this  afternoon  will  be  the  con- 
sideration of  the  report  of  the  Committee  on  Rail,  Mr.  J.  A.  Atwood, 
Chairman.     ]\fr.  Atwood  will  outline  the  report. 

Mr.  J.  A.  Atwood  (Pittsburgh  &  Lake  Erie)  : — We  suggest  action 
on  the  conclusions  shown  on  page  159,  relating  to  rail  sections. 

The  President : — The  motion  of  the  Chairman  is  before  you.  The 
sections  referred  to  are  found  on  pp.  397  to  402.  Are  there  any  sug- 
gestions or  remarks  ?  We  would  like  to  hear  from  any  representatives 
of   manufacturers   who   may  be  present. 

Mr,  G.  J.  Ray  (Delaware,  Lackawanna  &  Western)  : — I  would  like  to 
'ask,  as  a  matter  of  information,  whether  it  is  not  possible  to  give  the  same 
base   for   these   three   sections   on   account   of   the   use   of   tie-plates    and 
thus  make  it  easier  to  replace  rails  when  changing  section. 

Mr.  R.  Trimble  (Pennsylvania  Lines)  : — That  matter  was  taken  under 
consideration  and  a  great  deal  of  thought  was  given  to  it.  One  of  the 
main  reasons  for  the  recommended  standard  was  that  there  was  a  feeling 
on  the  part  of  some  of  the  members  of  the  Committee  that  it  was  very 
necessary  to  have  a  certain  fixed  ratio  between  the  depth  of  the  rail  and 
the  width  of  base  in  order  to  properly  take  care  of  the  overturning 
moment.  Having  a  high  rail  with  a  narrow  base,  the  tendency  of  the 
rail  to  turn  over  is  increased.  If  you  take  any  three  of  these  sections 
and  assume  a  uniform  base  for  all  of  them,  they  will  not  have  equal 
resistance  as  to  overturning.  That  was  one  of  the  main  reasons.  There 
was  another  reason — that  the  tie-plates,  so  far,  have  not  outlived  the  life 
of  more  than  one  section  of  rail.  Possibly  we  may  get  a  tie-plate  that 
will  last  longer,  and  there  will  be  opportunity  for  laying  a  new  rail  on 
an  old  tie-plate. 

On  page  No.  152,  in  the  fourth  paragraph,  from  the  top,  the  reason 
is   given   why   we    do    not    follow   that    suggestion. 

The   President : — The    question    of   the   adoption    of   these   three    sec- 
tions for  insertion  in  the  Manual  is  presented. 
(The  three  sections  were  then  adopted.) 
I  Mr.  Atwood  :— I  will  read  the  second  recommendation,  under  the  first 

I  paragraph : 

j         "(b)     That  the  A.R.A.-A  section  be  adopted  as   standard   for  90-lb. 
I  rails."         . 
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Tlir  ri\si(K'iit  :  'I'liis  slioiild  i>i\c  a  fniitfiil  suhjcct  fur  discussion; 
the  niatUr  of  the  A.K  A. -A  or  the  A.R.A.-1>  section  lias  been  with  us 
for  ([uite  a  nuuiher  of  years.  The  Committee  now  comes  out  strongly 
in  fa\()r  of  A.K. A. -A.  We  would  lu-  ulad  to  hear  frf)ni  those  who  are 
()])l)osed    to    that    idea. 

Mr.  W.  II.  Courteuay  (Louisville  iH:  Xashville)  :--Mr.  President,  I 
hesitate  to  criticise  the  conclusions  reached  by  such  a  talented  Commit- 
tee, but  favor  the  A.R.A.-P)  in  i)refercnce  to  the  A.R.A.-A.  On  the 
Louisville  &  Nashville  Railroad,  which  has  a  large  amount  of  curvature 
on  many  of  its  lines,  the  A.R..\.-1)  is  in  use,  and  it  would  seem  to  be 
better  for  such  lines.  The  "B"'  section  has  a  heavier  base  and  it  is 
claimed  by  some  of  the  manufacturers'  representatives  that  it  rolls  bet- 
ter and  does  not  require  as  much  straightening  in  the  mill.  For  those 
roads  which  have  adopted  the  A.R.A.-B  section,  where  it  has  thus  far 
given  fair  satisfaction,  there  is  not  much  inducement  to  change  to  the 
A.R.A.-A. 

The  President : — The  privileges  of  the  floor  arc  extended  to  manu- 
facturers or  their  representatives.  The  question  presented  is  the  adoption 
of  the  recommendation  of  the  Committee  to  the  effect  that  the  A.R.A.-A 
section  be  adopted  as  standard   for  go-lb.   rail. 

(The  motion  to  adopt  the  section  was  carried.) 

Mr.  Atwood  : — The  Committee  recommends  the  adoption  of  the  fol- 
lowing conclusion  : 

"(c)  That  for  sections  below  go  ll)s.  it  is  advisaljle  to  recommend 
any  changes  in  the  sections  now  in  use." 

The  President : — By  the  sections  now  in  use  the  Committee  does  not 
refer  to  any  particular  section,  but  the  A.R.A.-A,  the  A.R.A,-B  and  the 
A.S.C.E.  sections  are  all  included  in  that  phrase. 

(The   conclusion    was    adopted.) 

Mr.  Atwood: — Conclusion  (d)  reads:  "That  the  above  conclusions 
be  presented  to  the  American  Railway  Association  for  adoption."  Some 
of  the  members  of  the  Committee  are  not  in  favor  of  that,  but  it  seemed 
to  be  the  general  sentiment  of  the  Rail  Committee  that  this  l)e  done.  Some 
of  the  Committee  thought  it  would  be  better  to  hold  these  conclusions 
under  advisement  for  a  year  and  present  them  later,  but  we  thought 
that  might  be  left  to  the  decision  of  the  convention,  or  the  Board  of 
Direction. 

The  President : — The  question  of  presenting  the  conclusions  to  the 
A.R.A.  for  adoption  is  before  you. 

(The  motion   was   carried.) 

Mr.  Atwood: — The  second  subject  assigned  to  us  is  "Investigation 
of  Rail  Failures  and  Conclusions  Deduced  Therefrom"  (see  page  I53  of 
Bulletin  175).  The  conclusions  are  given  in  Bulletin  170,  page  230,  and 
this  matter  is  presented  as  information.  I  think  it  is  unnecessary  to 
take  up  any  time  in  considering  the  conclusions. 

The  next  subject  is  "Special  Investigation  of  Rails."  The  Commit- 
tee has  continued  its  efforts  in  this  line  bv  the  assistance  of   Mr.  Wick- 
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Iiorst  and  others,  and  there  ha\e  heen  pnljHshed  and  distrihnted  a  nnni- 
ber  of  reports  on  this  siilijeet.  and  these  reports  appear  in  Bnlletins  i/O 
and  175.  The -conchisions  arc  drawn  at  the  end  of  each  of  these  reports, 
and  these  reports  are  presented  as  information. 

The  President : — You  have  heard  the  motion  of  the  Chairman  that 
the  reports  on  special  investigation  of  rail  referred  to  on  page  153  of 
the  Bulletin  be  accepted  as  information,  and  it  will  be  so  considered. 

Mr.  Atwood  : — The  next  subject  is  on  page  154,  Bulletin  175.  "Specifi- 
cations for  Material  in  Rail  Joints."  I  wish  to  make  a  statem.ent  on  this 
subject.  The  Committee  construed  its  instructions  in  this  matter  to  refer 
not  only  to  the  material  in  the  angle  bar  itself,  but  to  the  material  in 
track  holts.  We  therefore  presented  specifications  for  track  bolts,  but  that 
particular  subject  had  already  been  referred  to  the  Track  Committee  by 
the  Board  of  Direction.  We  therefore  wish  to  wit^idraw  our  sugges- 
tions with  reference  to  the  specifications  for  medium  carbon  steel  track 
bolts  and  for  heat-treated  steel  track  bolts,  and  as  the  result  of  our  work 
we  present  for  your  consideration  specifications  for  high-carbon  steel 
joint  bars  and  specifications  for  heat-treated,  oil-quenched  steel  joint  bars, 
and  these  specifications  are  presented  for  adoption  by  the  convention. 

Mr.  H.  R.  Safiford  (Grand  Trunk)  : — I  may  be  out  of  order,  for  I 
have  not  compared  the  specifications  for  track  bolts  with  those  prepared 
by  the  Track  Committee.  There  may  be  some  changes  desirable.  Would 
it  not  be  wise  to  refer  it  to  the  Track  Committee  for  work  next  year? 

The  President : — That  will  be  taken  under  consideration.  I  would 
suggest,  in  considering  the  specifications  shown  on  page  403,  the  Secre- 
tary read  them  by  captions  and  give  opportunity  for  discussion  after 
each    paragraph. 

(The   Secretary   read   the   specifications.) 

The  President : — We  will  take  up  the  specifications  for  heat-treated, 
oil-quenched  steel  joint  bars.  The  first  specification  will  be  considered 
approved. 

(The  Secretary  then  read  the  specifications  on  pages  404  and  405.) 
The  President : — We  wdll  take  up  the  specifications  for  discussion,  if 
there   is   any.     If   not,   they   will   be   considered    approved.      Both    of    the 
specifications  will  be  considered  as  adopted  for  insertion  in  the  ^Manual. 

Mr.  Atwood: — The  next  subject  is  "Revision  of  Manual.'"  We  have 
a  few  minor  changes  in  wording  to  suggest.  Of  course  there  will  be 
added  such  matter  as  has  been  adopted  by  this  convention.  The  next 
subject  is  "Specifications,"  page  157.  In  paragraph  4,  under  the  heading, 
"Silicon,"  the  words  "not  less  than  o.io  for  both  Bessemer  and  Open- 
Hearth  steel"  is  a  change — the  last  specification  showed  not  more,  than 
0.20.  These  specifications  show  not  less  than  o.io.  Then  the  addition 
of  the  words,  "When  other  acceptable  deoxidizing  agents  are  used,  the 
minimum  limit  for  silicon  will  be  omitted."  The  Committee  recommend 
the  adoption  of  these  changes. 

The  President: — If  there  is  no  objection,  they  will  be  considered 
adopted. 
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All.  Xtwond:  In  p.-uaKi'ii)!!  u  of  the  spcciticalions,  liLii^lil  (;f  (irup, 
cli.iii.uc  till-  p.ira^rapli  to  read:  "The  test  piece  shall  preferably  l)e  placed 
base  upwards  on  the  supports,  and  be  subjected  to  impact  of  the  tup  fall- 
ing   free   from   the    following   heights: 

"For   70-lb.    rail    16  ft. 

"For  80,  85  and  QO-lb.  rail 17  ft. 

"For    lOO-lb.    rail    18  ft." 

The  two  words  "preferably''  and  "base''  are  the  only  changes.  In  the 
former  specifications  the  word  "head"  took  the  place  of  the  word  "base" 
in   the   specifications.     We   recommend   these   changes. 

The  President: — If  tliere  is  no  objection,  they  will  be  considered 
adopted. 

Mr.  Atwood  : — Cliange  entire  paragraph  32,  as  shown  on  pp.  157  and 
158.     I  would  suggest  it  be  read. 

(The  Secretary  read  paragraph  32.) 

The  President: — If  there  is  no  discussion  on  this  paragraph,  it  will 
be  considered  approved  and  changes  ordered. 

Mr.  Atwood : — Under  specifications,  add  one  additional  paragraph, 
No.  34,  as  follow'S  : 

"34.  Loading. — Rails  shall  be  carefully  handled  and  loaded  in  such 
manner  as  not  to  injure  them." 

The  President: — That  will  be  considered  approved. 

Mr.  Atwood: — Paragraph  2  of  the  conclusions  should  read:  "That 
the  specifications  for  the  material  in  joint  bars  as  recommended  by  your 
Committee  be  adopted  and  printed  in  the  Manual,"  cutting  out  the  words, 
"and    track   bolts." 

The    President: — That   will  be   regarded   as   adopted. 

Air.  Atwood: — Conclusion  (3)  reads  as  follows:  "That  the  revisions 
of  the  specifications  for  Carbon  Steel  Rails  recommended  by  your  Com- 
mittee be  adopted  and  printed  in  the  Manual." 

The  President : — From  the  vote  already  taken  the  Chair  assumes  this 
is   satisfactory  and  it  will  stand  approved. 

Mr.  Atw^ood : — There  is  one  item,  page  156,  which  I  wish  to  call  at- 
tention to,  "Transverse  Fissures."  Considerable  study  has  been  given 
to  this  matter.  I  wish  to  say  that  Dr.  Dudley  has  made  some  investigation 
of  this  subject,  wdiich  has  not  yet  come  generally  before  the  Rail  Com- 
mittee.    He  has  some  points  he  would  like  to  speak  to  you  about. 

Dr.  P.  H.  Dudley  (New  York  Central)  : — This  is  part  of  a  letter  to 
President  Smith  of  the  New  York  Central  Lines  in  reference  to  interior 
transverse  fissures  in  rail  heads,  stating  that  the  investigations  of  the 
past  year  confirm  the  former  statements  made  to  him  in  my  letter  of 
January  6.  1914,  with  added  more  definite  information  in  reference  to 
abnormal  or  heterogeneous  metal  in  the  rail  heads. 

I  found  by  the  investigations  of  the  past  year  that  in  a  few  rails 
which  leave  the  hotbeds,  the  transformations  were  not  as  complete  as 
usual,  from  the  hot  molten  metal  to  the  finished  product,  after  the  sep- 
arate periods  of  recalescence  of  the  head  and  base.    This  sometimes  leaves 
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a  central  core  in  the  head  which  is  less  ductile  than  it  is  in  the  enclosing 
exterior  envelope,  and  the  less  ductile  metal  may  be  injured  more  or 
less   in  the   gagging. 

1  hold  in  my  hand  an  illustration  (Fig.  17)  representing  a  "high  rail" 
as  it  leaves  the  hotbed,  in  which  the  head  has  curved  around  the  base ; 
also  a  "low  rail"  in  which  the  base  has  curved  around  the  head.  Should 
there  be  au}^  transformations  that  are  not  complete  in  the  head  of  the 
"high   rail,"  the   tcndenc3^  of  the  gag   is  to  uncaj)   this   non-ductile   metal. 
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Fig.  17. 


leaving  its  imprint  underneath  the  bearing  surface,  and  the  wheel  loads 
may  enlarge  the  check  into  a  crack  in  that  metal,  from  which  the  in- 
terior transverse  fissure  develops.  This  refers  to  the  "high  rail"  from 
the  hotbeds,  and  to  straighten  it  the  head  must  be  shortened,  while  the 
base  is  lengthened  by  the  localized  permanent  sets  of  the  gag. 

The  "low  rails"  have  the  base  curved  around  the  head  and  the  base 
will  be  turned  up  in  the  straightening  press.  The  metal  in  the  base  must 
be  shortened,  and  that  in  the  head  lengthened,  the  reverse  of  what  it  is 
m    the    "high    rails."      Should    there    be    incomplete    transformations    in 
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tlic  heads  (if  .NiU'Ii  i-ail.s,  the  (.•ore  ma\  he  riicikcfl  |)\  the  j^a^  <  set-  1'"!^-  l^). 
I  ha\r  Ituind  and  rduld  Maci'  maii\  i>\  [\\v  pcnnaiu-iU  sets  of  tlic  jijag 
with  the  straiyhted.m'  where  tlu'  "low  rails"  had  heeii  ^^a^Rcd.  and  I  termed 
the  cheeked  cores  "the  inler.nrannlar  nncjei"'    for  that   type  of  fissure, 

'Ihese  were  thi-  niosi  nunierous.  as  we  found  only  a  few  specimens 
with  a  tran>\eise  crack,  which  I  termed  "interior  transverse  fis- 
sur(.s  of  non-ducliU-  metal.''  I  did  not  lind,  in  the  few  early  speci- 
mens o''  this  type,  any  nu-tal  which  was  separated  except  the 
crack  underneath  the  hea.rint;  surface  oi  the  head.  Recently  specimens 
were  received  at  the  ''ffice  in  which  1  was  ahle  to  i)rove  that  this  type  of 
interior  transverse  hssure  was  i)r(;(luced  1)y  the  .^aj:?  on  the  head,  as  well 
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as  that  of  the  intergranular  nuclei  hy  the  gag  on  the  base.  The  ditYerent 
illustrations  wdiich  I  have  of  the  two  types  will  be  sent  out  by  the  New 
York  Central  Lines  to  their  own  Departments  of  Maintenance  of  Way, 
and  probably  they  may  be  available   for   general  distribution. 

One  of  the  interesting  specimens  in  reference  to  the  intergranular 
nuclei  came  into  the  office  a  few  days  ago  in  a  Bessemer  rail  which  was 
rolled  in  1906.  The  mills  at  that  date  were  making  the  rails  as  fast  as 
they  could  from  the  Bessemer  output,  and  using  a  2-inch  nozzle  for 
teeming  the  ingots.  This  specimen  of  the  70-lb.  Bessemer  rail  (Fig.  19) 
shows  plainly  the  intergranular  nucleus  in  the  head  of  the  rail.  An 
iodine  etching  of  the  section  ( Fig.  20)  shows  there  was  an  inclusion 
of  cast-iron  cut  out  from  the  stool,  while  there  was  an  exterior  enclosing 


)ISCl'SSI()V. 


112:] 


envelope  of  duetile  metal  with  lii.uher  carbon,  shown  Iw  the  dark  shading, 
with  a  dark  central  core  which  was  checked  in  tlie  gagginj;.  This  was 
a  "low  rail"  and  gagged  from  the  base. 

The  Brinell  tests  all  show  tliat  the  core  was  much  harder,  with  a 
tough  l)ase  t^f  aliont  0.30  carlion,  for  all  of  the  exterior  en\eloi)e,  while 
the  darker  shaded  metal  of  the  core  was  of  non-ductile  metal  of  higher 
carbon.  I  have  i)hoto-micrograi)hs  of  100  diameters,  illustrating  the  metal 
upon  tlie  (Uitside  o\   the  head   which    shows  mostly    ferrite,   and   the  lesser 


4%-in.  70-lb.  Bessemer  rail,  rolled  1906.  Intergranular  nucleus  and 
gagged  upon  the  base.  Failed  January  13,  191.j,  bj'  interior  transverse  fis- 
sure, on  tangent,  near  edge  of  tie  and  2  ft.  dV2  in.  from  the  receiving  end 
of  the  rail.     (See  Fig.  r>A.) 

ductile    metal   of    the    interior    zone,    enclosing   the   hard    core,    the  grains 
being  surrounded  ])y  cementite,  which  is  non-ductile. 

The  transverse  section  of  the  rail,  indicated  by  the  photograph,  in 
which  there  was  an  interior  transverse  iissure,  is  an  illustration  of  what 
I  called  "the  non-ductile  type,"  for  we  only  saw  the  small  transverse 
crack  in  the  center  of  the  fissure.  The  section  of  the  rail,  about  6  inches 
in  length,  came  into  the  office  only  a  few  weeks  ago.  and  while  I  noticed 
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llic  small  lr;ms\  trsc  clirek  uiidcr  tin'  hcarinj;  surface  in  llie  fissure,  1 
also  observed  that  there  was  a  crack  on  the  side  of  the  head  upon  the 
opposite    end.    with    apparently    sound    metal   between    them. 

I  sawed  about  1J/2  inches  in  length  off  the  section  from  the  end,  in- 
cluding the  transverse  fissure,  and  found  the  metal  back  of  it  sound.  I 
then  cut  about  1  J/>  inches  from  the  opposite  end  through  the  bearing 
surface  of  the  head  to  the  transverse  crack  upon  the  gage  side  which 
uncapped  the  non-ductile  metal  below  the  bearing  surface  n\  the  head, 
and   di.sclosed   the  impression   of   the  gag. 


MiiaiMiito<fciMlii0tea 


Fig.  20. 

Iodine  etching  of  tlie  70-lb.  rail  .shmvn  in  Fig.  19."  This  illustrates  the 
exterior  enclosing  envelope  of  ductile  metal,  the  central  core  of  lesser 
ductility,  and  the  dark,  brittle  nucleus  located  in   its  interior. 


It  has  taken  some  months  to  find  duplicate  specimens  of  the  non- 
ductile  t3-pe  which  show^ed  underneath  the  bearing  surface  the  impression 
of  the  gag,  due  to  the  fact  that  w'e  did  not  always  receive  the  end  of  the 
rail  a  few  inches  from  the  transverse  fissure  where  it  was  gagged  upon 
the  head.  ^ 

Mr.  Atwood,  Chairman  of  the  Rail  Committee,  sent  in  short  pieces 
of   the   ends   of   a   rail    in    which   an    interior    transverse   fissure   had    de- 
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veloped.  in  what  1  called  "non-ductile  metal,"'  and  1  saw  a  crack  upon 
the  gag'e  side  of  the  head  wdiich.  when  inicaj^ped,  disclosed  the  im- 
print of  the  gag  n])on  the  head  of  the  rail,  which  is  illnstrated  by  two 
photographs. 


Fig.  31. 

Interior  Transverse  Fissure.  Nucleus,  crack  in  non-ductile  metal.  "High 
rail"  from  the  hotbeds,  and  gagged  upon  the  head.  Section  5%-in.,  80-lb. 
Open-Hearth  "A"  rail.  Rolled  January  11,  1912.  Maximum  temperature  13 
degrees,  minimum  3  degrees.  Failed  July  1,  1914,  on  tangent  over  tie  9  ft. 
2  in.  from  the  leaving  end  of  the  rail. 

Usually  the  interior  transverse  fissure  develops  in  the  head  downward 
from  the  crack,  as  well  as  upward.  This  type  is  not  as  common  as  the 
intergranular  nucleus  shown  by  Figs.  19  and  54.  To  date  there  are  twelve 
other  specimens  which  show  the  imprint  of  the  gag  on  the  uncapped  ductile 
metal.  The  base  of  tough  steel  broke  as  an  independent  member.  (See 
Figs.  32  and  33.) 


The  gag  pressure,  to  put  a  permanent  set  in  the  metal  of  the  sec- 
tion, Avith  incomplete  transformations,  starts  a  little  longitudinal  transverse 
check  under  the  bearing  surface,  and  the  wheels  running  over  the  rail 
develop  and  enlarge  the  check,  from  which  an  interior  transverse  fisstire 
develops.     Usually  the  crack   extends  to  the  inside  gage  of  the  head,  as 
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exhibited  1»\  tins  pliDto.^r-ipli,  and  llu'  ixiKil  irackineii  rcnioNc-  the  rail 
before   complete    I'laotnre   ocenrs. 

I'lii-  is  anothiT  pliototirapli  of  a  section  of  rail  of  the  non-(hictilc 
type.  When  I  uncapped  the  head  I  found  the  imprint  <»f  the  k^K  <""• 
the   non-ductile    metal    of    tlu'    central    core. 

Here  is  another  seciion  of  rail  illustrated  by  the  photogra])h  which 
shows  the  imprint  of  the  L>a};  that  uncapped  the  non-ductile  metal. 

This  phototiraph  illustrates  a  rail  which  has  been  gag<>[e(l  ui)on  the 
head    and    also    upon    the    side.      I    did    not    ha\e    sufficient    length    of    the 


Fk;.  32. 

Side  view  of  rail,  Fig.  31,  sliowing  longitudinal  crack  in  side  of  head. 
The  rails  which  are  gagged  upon  the  head  often  show  these  longitudinal 
cracks  in  the  side,  and  should  be  removed  at  once  by  the  trackrrien.  (Office 
Specimen.    I.-3S2-C.) 


rail  section  each  side  of  where  the  interior  transverse  fissure  developed  in* 
the  track  to  include  the  imprint  of  the  gag. 

1  have  a  number  of  other  specimens  illustrated  here  by  photographs 
in  which  we  have  but  one  part  of  the  rail,  the  metal  on  which  the  im- 
print of  the  gag  was  made  being  a  part  of  the  other  side  of  the  fissure, 
and   is   not   yet    received. 

The  investigations  are  now  sufficiently  advanced  to  indicate  at  once 
by  the  type  of  the  interior  transverse  fissure  whether  or  not  they  were 
"low    rails"    from    the   hotbed    and   gagged    upon    the   base,    which    in    all 
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the  specimens  1  ha\e  exhil)it  the  inter.^ranular  nuclei,  of  which  there  are 
several   ^■arieties. 

The  interior  transverse  hssures  which  1  have  (lesi.unated  as  "the  non- 
ductile  type."  in  wliich  there  is  a  small  transverse  check  under  the  hearing 
surface,  were  "hitih   rails"   from  the  hotljcd  and  gauged  u])(»n  the  head. 

1  have  examples  of  interior  transverse  fissures  which  have  developed 
in  the  pneumatic  tamping  hars  used  in  the  track  by  Mr.  G.  W.  Vaughan, 
Engineer  Maintenance  of  Way,  New  York  Central  Railroad.  The  bars 
have  a  loot  similar  to  the  ordinary  tamping  bar,  with  a  shank  about  i8 
inches    in   length,    and    are    made   of   hardened    steel.      They    strike    about 


^'ic.  33. 

Head  vievv  of  rail  exhibited  in  Figs.  31  and   32.     Non-ductile  metal   un- 
capped,   showing  imprint   of  the   gag. 


1,200  blows  per  minute.  They  checked  from  the  exterior,  and  several 
of  them  have  broken.  The  two  examples  shown  by  the  photographs  were 
welded  with  "V"  welds  in  the  blacksmith  shops  of  the  company,  and  then 
returned  to  service.  These  have  developed  perfect  interior  transverse 
fissures  from  the  slight  unwelded  portions  of  the  interior  of  the  bar.  I 
cut  about  ^-inch  from  the  end  of  one  bar  and  etched  it,  and  saw  under 
the  microscope  that  the  weld  was  not  perfect  in  the  center,  and  the  in- 
terior transverse  fissures  had  developed  as  they  did  in  the  rail  heads, 
in  what  I  called  "the  non-ductile  type,"'  illustrated  by  the  photographs. 
This  photograph  of  a  section  of  a  rail  illustrates  an  interior  trans- 
verse fissure  which   developed  from   four  large  interior  shrinkage  cavities 
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ill  the  hcacl.  AiioiIrt  porlion  ol'  llu'  .same  rail  in  wiiicli  an  interior  trans- 
verse fissure  started  to  develop  was  tested  under  tlie  drop  and  broke,  dis- 
closing a  larj>e  interior  shrinkage  cavity,  exhibited  by  the  photograph. 
1   obtained   a  pine  tree  rrystal,   whicli   proved   that  the   metal   had   set  be- 


FiG.  54. 

6-In.  100-lb.  Section,  Open- Hearth  Steel,  "A"  rail.  Rolled  January  16, 
1911.  U.  S.  Weather  Bureau  Report,  maximum  temperature,  17  degrees, 
minimum  temperature,  7  degrees.  Broke  February  12,  1914,  on  tangent  by 
an  interior  transveise  fissure,  over  tie,  and  2  ft.  3  in.  from  the  receiving 
end   of  the   rail.      (Office   Specimen,    L-340-B.) 

This  illustrates  the  general  type  of  the  intergranular  nucleus  and  is  the 
more  common  type  from  the'  fact  that  rails  are  cambered  as  a  rule  to 
cool  low  on  the  hotbeds  and  then  gagged  there  upon  the  ba.'^e. 

fore  the  ingot  was  picked  up,  and  put  into  the  reheating  furnace.  This 
was  considered  proper  mill  practice  by  the  manufacturers  in  Bessemer 
ingots,  but  has  been  generally  abandoned,  as  should  be,  for  Open-Hearth 
ingots. 


DISCUSSION.  1129 

This  photograph  illustrates  traces  of  shrinkage  cavities  in  an  old 
Bessemer  rail.  The  ingots  had  been  laid  down  upon  a  car,  and  probably 
were  detained  a  sufficient  time  for  the  shrinkage  cavities  to  rise  to  the 
upper  side,  which  finally  were  rolled  out  as  the  head  of  the  rail,  and 
made  prior  to  the  teeming  of  ingots  in  a  vertical  position  upon  cars. 

I  have  photographs  of  two  rails  each  with  intergranular  nucleus 
from  which  fissures  developed  in  the  track  as  large,  bright  spots  before 
they  have  extended  to  the  exterior,  and  admitted  the  air.  They  were 
obtained  under  drop  tests  and  were  "low  rails,"  gagged  upon  the  base. 


i^ic.  55- 

Head  and  web  section  of  a  6-in.  100-lb.  rail.  Open-Hearth  Steel,  "B" 
rail.  This  indicates  chilled  metal,  with  a  central  core  from  which  the  frac- 
ture radiates.  Similar  cores  more  clearly  defined  than  in  this  illustration 
have  been  found  in  more  than  one  hundred  rails  of  this  make,  in  which  the 
transformations  were  not  complete  as  usual.  Rolled  October  31,  1910. 
Temperature  44  degrees.  This  section  was  broken  under  the  Drop  Testing 
Machine  at  Beacon,  N.  Y.,  on  December  26,  1914.  The  rail  had  developed  an 
Interior  Transverse  Fissure  in  service,  and  failed  October  27,  1914,  in  the 
track  on  a  tangent,  over  the  tie,  and  12  ft.  6  in.  from  the  receiving  end  of 
the  rail. 

This  transverse  section  (Fig.  55)  of  the  head  and  web  of  a  rail, 
exhibited  by  the  photograph,  was  obtained  under  the  drop  from  a  rail 
where  interior  transverse  fissures  had  developed  and  shows  under  both 
sides  of  the  head  and  in  the  web,  that  the  metal  had  chilled  and  the  cen- 
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tral   I'orc  of  iKin-diu'jlc  nulal   i>  shown    troin   which   lli<     M:Mtnrr  radialcd 
as  it  hroki-  uikKt  the  ih-op. 

This  is  a  pholnj^raijh  (  hi^-  5^1)  <'l  <'i  section  ot'  rail  with  heavy  bas?, 
wliich  was  clK-ckrd.  and  the  l()ckc(l-ni)  strains  fr(»ni  thi-  jia.u  developed  in 
the  track  as  a  rej^uhir  "half-nionn"  hreak.  and  finallv  the  sf|nare  break  of 
the  w  I'h  and  head  <  .'rnrred   (  hi^.  5/). 


Fig.  56. 

100-lb.  A.  R.  A.  Type  "B."  Section  showing  base  fi^acture  from  the 
lodged  up  strains  of  the  gag. 

It  is  possible  that  considerable  improvement  can  be  made  even  under 
the  present  methods  of  straightening  the  rails.  The  "high  rails"  in  the 
straightening  presses,  the  gag  is  often  applied  two  or  three  times  in  short 
spaces,  which  should  be  avoided.  The  rails,  either  "high"  or  "low,"  are 
straightened  by  reducing  the  long  sweep  in  the  rail,  by  a  series  of  short 
curves,  and  it  is  often  gagged  in   10,   12  or   15  places,  either  in  the  head 
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or  base,  to  cut  tlic  long  cur\e  into  a  scries  of  short  ciirxes  and  make 
the  rails  straight  by  the  localized  permanent  sets,  shortening  and  length- 
ening, or  lengthening  and  shortening  the  metal  of  opposite  members  of 
the  section  where  it  is  gagged.  The  side  sweeps  of  the  rail  must  also  be 
corrected. 

A  machine  of  sufficient  power,  by  which  the  long  sweeps  could  be 
removed  by  stretching  each  inch  of  its  length  by  only  a  small  amount, 
should  be  constructed  so  the  metal  of  the  rails  w^ould  not  be  injured  as 
much  as  it  is  by  the  present  system  of  gagging. 

The  New  York  Central  Lines  two  years  since  returned  to  a  contour 
of  I  in  38  for  the  wheel  treads  of  the  passenger  equipment  as  it  passed 
through  the  shops,  but  did  not  at  that  time  consider  it  advisable  to  reduce 
the  width  of  the  chamfer  on  the  wheel  treads  on  account  of  the  many 
frogs  which  had  been  worn  by  the  wheel  treads  in  service  the  past  four 
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Base   view   of  section   sliown    in  Fig-.    56,    inciicating-   half-moon   break   of 
the  base. 


or  live  years.  This  was  for  the  purpose  of  distributing  the  wheel  load 
contacts  and  pressures  over  more  width  of  the  top  of  the  rail,  instead 
of  the  narrow  wheel  contacts  with  concentrated  wheel  loads  on  the  gage 
side  of  the  head,  by  the  then  existing  contours  of  the  wheels.  It  w^as 
necessary  for  me  to  obtain  more  data  than  I  had  for  my  first  letter  to 
President  Smith  in  reference  to  w^idth  of  contact  of  individual  wdieels 
as  they  passed  over  the  rails. 

I  made  a  number  of  observations  by  chalking  the  tops  of  the  rail 
heads,  and  observed  the  width  removed  by  each  passing  wheel.  Some 
of  the  wheels  only  removed  about  ^^-inch  in  width  of  the  chalk,  while 
another  removed  ^-inch  in  width  at  a  different  position  on  the  rail  head. 

The  observations  over  several  miles  of  track  indicated  that  each 
individual  wheel  rarely  made  a  contact  exceeding  ^/o-inch  in  width  on  the 
rail  head,  sometimes  near  the  gage  side,  another  wheel  tracked  nearer 
the  web  of  the  rail,  while  but  an  occasional  wheel  made  a  contact  directly 
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over  llu-  wrl)  of  llic  rail,  and  not  a  single  wliccl  Unichcd  tlic  outside  of 
the  head,  under  a  train  of  12  passenger  cars.  The  heads  of  the  rails  had 
been  so  irregularly  deformed  on  the  gage  side  by  tlie  cast-iron  wheels 
of  the  coal  and  freight  traffic,  that  the  intensities  of  the  wheel  load 
pressures  upon  the  head  of  the  rail  were  greater  than  obtained  under  the 
wheel  treads  in  use  a  decade  at^o,  where  the  entire  width  of  the  head  was 
worn  by  the  moving  wheels. 

The   proposition   now   is   to   extend   the   chamfer   oi  the    wheel   tread 

VDut  nearly  to  the  rim  of  the  wheel  to  cover  and  produce  uniform  wear 

over  the  head  of  the  rail.     Interior  transverse  fissures  were  unknown  in 

rail  heads  when  the  i)roper  relation  of  the  wheel  tread  and  the  rail  head 

permitted    the    uniform    wear    for    its    entire    width. 

The  present  coning  of  the  wheels  and  narrow  wheel  tread  and  con- 
tour is  not  what  it  should  be  for  the  heavy  wheel  loads  now  in  service. 
The  rails  from  New  York  to  Chicago  for  the  two  passenger  tracks 
cost  about  $10,000,000,  and  proper  consideration  should  be  given  to  the 
relations  of  the  wear  of  the  wheel  tred^ds  and  the  rail  heads,  and  not 
deform  the  latter  at  the  expense  of  improper  wheel  tread  contours. 

Mr.  Trimble : — What  do  you  think  of  canting  the  rail  in  order  to 
overcome  the  difificulties  you  have  just  mentioned? 

Dr.  Dudley : — We  have  canted  the  rail  in  several  places,  but  it  can- 
not meet  the  condition  fully  as  the  bearing  surface  of  the  present  wheel 
tread  is  entirely  too  narrow,  and  we  expect  to  reduce  the  chamfer  to 
nearly  the  contour  of  the  treads  of  a  few  years  ago.  The  New  York 
Central  &  Hudson  River  and  Boston  &  Albany  Railroads  have  had  over 
two  decades'  experience  with  3-inch  heads  on  95  and  loo-lb.  rails,  and 
secured  unequalled  high  standards  of  track.  The  Boston  &  Albany  had 
excellent  wear  for  a  great  many  years  over  the  entire  width  of  head  of 
their  95-lb.  rail,  which  is  the  same  width  as  the  New  York  Central  & 
Hudson  River  Railroad  standard  6-inch  lOO-lb.  rail,  though  the  depth 
of  the  head  was  i-16-inch  less.  The  Boston  &  Albany  Railroad  has 
used  for  some  years  the  same  6-inch  100  or  105-lb.  rail  as  the  New  York 
Central  Railroad  does.  The  latter  road  now  proposes  to  return  to  a  suf- 
ficient width  of  the  wheel  tread  to  distribute  the  wheel  pressures  over  the 
entire  width  of  the  rail  head  as  formerly,  and  some  other  railroad  com- 
panies expect  to  join  them  in  a  restoration  of  more  favorable  relations 
between  the  contour  of  the  wheel  treads  and  the  rail  heads. 

Mr.  C.  E.  Lindsay  (New  York  Central)  : — Has.  Dr.  Dudley  found 
any  fissures  in  the  base  of  the  rails  due  to  gagging? 

Dr.  Dudley  : — No,  sir :  you  break  the  base  of  the  rail.  Many  of  the 
breakages  of  the  base  come  from  the  locked-up  strains  of  the  gag.  When 
the  transformations  are  not  complete,  we  have  a  brittle  base,  and  it 
often  breaks  under  the  unit  stresses  of  the  passing  wheel  loads,  though 
in  a  greater  ratio  in  Bessemer  than  Open-Hearth  steel  in  the  winter 
temperatures. 

The  President :— The  Committee  is  excused,  with  the  thanks  of  the 
Association. 


DISCUSSION  ON  WATER  SERVICE. 

(For   Report,   see   pp.   677-71:j.) 
LIST    OF    SPKAKERS    TAKING    PART    IN    DISCUSSION    ON    WATER    SERVICE. 

J.  L.  Campbell,         A.  F.  Dorley. 

The  President : — The  report  on  Water  Service  will  be  presented  by 
I  lie  Chairman,  Mr.  A.  F.  Dorley. 

Mr.  A.  F.  Dorley  (Missouri  Pacific)  : — Four  subjects  were  assigned 
the  Committee  for  study  and  report,  and  in  addition  the  Committee  was 
instructed  to  make  an  eyxamination  of  the  subject-matter  in  the  Manual 
and  submit  definite  recommendations  for  changes.  The  recommendations 
will  be  found  on  page  687.  These  changes  do  not  involve  any  new  prin- 
ciples of  recommended  practice,  but  they  are  more  in  the  nature  of 
an  amplification  of  the  subject-matter  now  shown  in  the  Manual. 

The  President: — As  the  recommendations  of  the  Committee  might 
be  said  to  be  in  the  nature  of  editing,  the  Chair  does  not  think  it  is  neces- 
sary to  read  these  recommended  changes,  unless  the  convention  desires 
to  have  them  read.  They  will  stand,  therefore,  approved,  unless  there  is 
objection. 

Mr.  Dorley: — The  same  applies  to  the  changes  under  the  subjects, 
"Foaming"  and  "Priming."  They  are  in  the  nature  of  a  rearrangement 
and  an  amplification. 

Unfortunately,  the  study  of  the  Committee  on  Track  Pans  has  not 
progressed  sufficiently  to  make  possible  a  final  report  to  this  conven- 
tion, but  it  is  the  intention  to  publish  the  result  of  the  investigation  dur- 
ing the  coming  summer  by  special  arrangement  with  the  Board  of  Direc- 
tion. 

The  report  contains  a  tabulation  of  a  great  deal  of  information  from 
various  railroads,  illustrating  their  experience  with  deep-well  pumps,  the 
character  of  the  wells,  the  type  of  pumping  machinery  used,  the  fuel, 
etc.  This  report  is  submitted  to  the  Association  as  information,  and  I 
move  that  it  be  accepted  as  such. 

(The  motion  was  carried.) 

Mr.  Dorley: — The  experience  of  various  railroads  with  boiler  com- 
pounds, and  the  extent  to  which  compounds  are  used,  is  given  on  page 
694.  The  practice  of  the  59  roads  that  answered  the  inquiry  of  the 
Committee  is  outlined  in  the  table  on  page  694.  I  move  that  this  report 
be  accepted  as  information  only. 

The  President : — The  report  will  be  received  as  information. 

Mr.  Dorley: — The  Committee  also  submits  a  review,  in  a  general  way. 
of  the  recent  developments  in  pumping  machinery  used  on  railroads, 
and  is.  submitted  as  information. 

The  President: — The  report  will  be  received  as  information. 
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Mr.  Dorlc'N  :  Mr.  J.  L.  C  aiiiphcll,  the  Vice  Chairiiian  of  the  Com- 
mittee, ha.s  been  coiuhicting  for  a  luimhcr  of  years  a  progressive  test 
of  corrosion  of  iron  and  steel,  and  a  i)rogrcss  report  of  these  tests 
will  be  found  on  page  712.  I  would  suggest  that  Mr.  Campbell  comment 
on  this   feature. 

Mr.  J.  L.  Campbell  (  h^l  i*aso  &  Southwestern)  : — I  will  not  read 
any  of  this  Appendix,  as  I  assume  that  the  members  have  read  it,  or 
will  do  so  if  interested.  The  different  grades  of  iron  and  steel  that  are 
undergoing  these  tests  are  given  in  last  year's  Proceedings.  This  year's 
bulletin  contains  the  results,  including  the  first  eighteen  months.  The 
information  for  twenty-one  months  is  now  available,  and  will  1)C  given 
t(^  the  Secretary,  so  that  it  may  be  included  in  this  year's  Proceedings. 
I  anticipate  that  these  tests  may  terminate  at  the  end  of  two  years  on 
account  of  the  badly  corroded  condition  of  the  test  pieces  and  a  grow- 
ing difficulty  in  thoroughly  cleaning  them  for  weighing  to  determine  the 
precise  loss.  The  cleaning  has  been  successfully  accomplished  for  each 
of  the  weighings  to  date.  The  particular  feature  of  these  tests  that 
will  probably  attract  your  attention  is  the  small  difference  shown  in  the 
resistance  of  the  various  grades  of  metal  to  corrosion.  The  maximum 
difiference  is  about  12  per  cent.,  the  minimum  i  per  cent,  or  less,  and  the 
j)revailing  differences  are  remarkably  small. 

The  President: — If  there  i.^  no  further  discussion,  the  Committee 
will  be  excused,  with  the  thanks  of  the  convention. 
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(For  Report,   see  pp.   7ir)-7:J8.) 
LIST    OF    SPEAKERS    TAKING    PART    IN    DISCUSSION    ON    TRACK. 

C.   C.   Anthony.  !-{.   T.   Portkk. 

W.  McC.  Bond.  S.    S.    Roberts. 

\V.  H.  Elliott.  L.  S.  Rose. 

J.  B.Jenkins.  11.   R.   Safford. 

C.  E.  Lindsay.  John    G.   Sullivan. 

The  President: — The  report  of  the  Track  Committee  will  be  pre- 
sented by  the  Chairman,  Mr.  J.  F*.  Jenkins,  who  will  make  the  usnal  pre- 
liminary   statement. 

Mr.  J.  B.  Jenkins  (Baltimore  &  Ohio)  : — In  considering  the  report,  we 
would  like  to  follow  the  order  of  the  conclusions  reached  by  the  Commit- 
tee, on  page  734  of  the  Bulletin :  "Your  Committee  recommends  receiv- 
ing as  information  (i)  Drawings  of  typical  layout  of  Nos.  8,  11  and  16 
double  slip  crossings,  movable  points,  to  be  operated  by  interlocking 
plant."  The  drawings  referred  to  are  opposite  page  728,  and  the  report 
of  the  Sub-Committee  is  on  page  715.  The  Committee  solicits  suggestions 
and  criticisms  ;  we  submitted  these  plans  as  information  for  the  purpose  of 
having  them  before  the  Association  for  an  entire  year  before  asking  for 
their  adoption.     I  move  that  these  be  received  as  information. 

(The   motion   was   carried.) 

''(2)  Drawings  of  spacing  of  ties  for  switches  to  be  operated  by  hand 
and  by  interlocking  plant  when  No.  i  rod  is  used  as  lock  rod.*'  This 
set  of  drawings  is  an  amplification  of  a  diagram  already  in  the  Manual, 
and  is  a  better  illustration  than  that  in  the  Manual,  but  it  takes  up 
more  space.  We  thought  it  best  to  present  these  drawings  as  informa- 
tion so  that  they  can  be  found  in  the  Proceedings,  but  not  to  have  them 
put  in  the  Manual  on  account  of  the  space  they  would  occupy. 

Mr.  W.  H.  Elliott  (New  York  Central)  : — I  would  like  to  suggest  the 
checking  of  the  position  of  the  head  block  tie  with  reference  to  the  point 
of  the  interlocked  switch.  The  tie  is  placed  too  far  from  the  point.  It 
should  be  moved  to  bring  the  tie  midway  between  the  head  rod  and  the 
front  rod. 

Mr.  C.  E.  Lindsay  (New  York  Central)  : — On  the  same  subject  the 
Committee  has  presented  drawings  of  layouts  for  8,  11  and  16  double  slip 
crossings,  to  be  received  as  information,  those  to  be  operated  by  inter- 
locking. Down  below  they  recommend  for  adoption  and  publication  in 
the  Manual  the  drawings  of  similar  layouts  for  hand-thrown  switches. 
In  practice  it  is  very  desirable  to  put  in  an  interlocking  slip  switch  and 
operate  it  by  hand,  before  the  interlocking  is  complete.  It  is  difficult  to 
change  that  after  it  is  in.     It  seems  to  me  that  the  Committee  ought  to 
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prt'sciil  a  drawiiij^  for  tlusc  crossovers  tliat  can  he  operated  either  l>y 
hand  or  by  interlocking. 

Mr.  Jenkins: — The  Committee  will  take  that  under  consideration  and 
attempt  to  get  up  such  i)lans.  As  a  matter  of  fact,  tlic  set  of  shp 
switches  we  present  for  adoption  can  be  operated  cither  by  interlocking  or 
by  hand.  The  other  slip  switch,  to  be  operated  by  interlocking,  contains 
a  rather  new  idea,  which  we  wish  thoroughly  criticized  and  tried  out — 
it  is  being  tried  out  now— before  we  offer  it  for  adoption.  That  plan 
can  also  be  developed  for  a  hand-thrown  double  slip  crossing. 

Mr.  W.  H.  Elliott: — On  several  of  the  plans  I  note  the  insulated 
joint  has  been  placed  lapping  the  end  of  the  guard  rail.  If  this  joint 
could  be  moved  out  at  least  one  tie  space  so  that  the  insulated  joint 
would  clear  the  guard  rail,  it  would  be  of  great  assistance  in  main- 
tenance, and  as  this  change  may  readily  be  made  on  all  of  the  plans  shown, 
I  would  suggest  that  this  be  taken  into  consideration.  In  addition  the 
plan  of  the  typical  layout  for  double  crossover  should  have 
marked  on  it  the  points  at  which  insulated  joints  will  be .  placed 
as  it  is  a  very  difficult  matter  after  the  crossing  has  been 
constructed  and  put  in  place  for  the  insulated  joints  to  be 
so  located  as  to  give  desirable  and  reasonable  track  circuit  protection. 
The  manufacturers  will  design  and  arrange  the  parts  so  that  insulated 
joints  can  be  put  in  for  track  circuit  operation  if  the  plan  requires  that 
this  be  done.  The  placing  of  the  switch  ties  so  as  to  permit  of  their  use 
with  the  ordinary  switchstand  without  having  to  change  them  when  an 
interlocking  is  installed  is  desirable,  and  I  would  like  to  suggest  the 
preparation  of  a  plan  of  a  single  switch  having  the  head  block  ties  ar- 
ranged as  for  interlocking,  with  the  switch  connecting  rod  attached  to 
the  interlocking  front  rod,  which  rod  is  to  be  used  as  a  substitute  for 
the  No.  I  rod,  and  the  No.  i  rod,  which  is  usually  placed  twelve  inches 
back  from  the  end  of  the  point,  shall  be  omitted.  The  New  York  Cen- 
tral has  adopted  this  construction  as  a  standard  and  it  seems  advisable 
this  Committee  recommend  for  adoption  a  similarly  arranged  plan. 

Mr.  Jenkins: — Will  you  transmit  that  to  the  Track  Committee? 

Mr.  W.  H.  Elliott : — I  will.  I  think  this  plan  contemplates  the  use  on 
the  front  rod  of  the  lug  for  the  No.  i  rod,  whereas  in  interlocking  work 
we  use  a  lug  which  locates  the  front  rod  to  one  side  of  the  center  of  the 
lug,  to  give  additional  spacing. between  the  No.  i  rod  and  the  front  rod. 
This  is  a  standard  interlocking  arrangement,  and  the  ties,  if  used  as 
shown  on  this  drawing,  would  have  to  be  changed  to  permit  the  use  of 
the  standard  interlocking  front  rod. 

Mr.  L.  S.  Rose  (Cleveland,  Cincinnati,  Chicago  &  St.  Louis)  : — Will 
the  speaker  please  say  what  diagrams  he  is  talking  about? 

Mr.  W.  H.  Elliott : — The  diagram  for  switches  to  be  operated  by  in- 
terlocking plants,  the  third  diagram  showing  the  position  of  the  tie  and 
the   drilling   point. 

Mr.  Rose: — The  diagrams  take  care  of  the  very  question  raised  by 
I\Ir.   Elliott.     The  switchpoint  is  just   even  with  the  tie.     The   intention 
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is  to  have  an  overhanging  hig  go  beyond  the  tie,  the  same  as  used  for 
ail  interlocking  rod  on  interlocked  switches — that  is  taken  care  of  on 
this  drawing,  but  the  lug  is  not  shown. 

Mr.  H.  T.  Porter  (Bessemer  &  Lake  Erie)  : — Several  years  ago  .the 
Association  adopted  and  put  into  the  Manual  the  spacing  of  ties  of  switches 
to  be  operated  by  hand.  That  was  the  same  as  this  diagram  on  the  left- 
hand  side.  In  the  plan  of  the  switches  there  was  an  extra  bolt  instead 
of  a  rivet,  to  fasten  the  reinforcing  bar  one  space  towards  the  end  of  the 
point  in  order  that  the  front  rod  in  a  switch  thrown  by  hand  could  be 
moved  five  inches  nearer  the  front,  when  the  switch  was  thrown  by  an 
interlocking  plant.  Then  the  front  rod  would  simply  be  an  interlocking 
bar,  and  the  second  rod  back  of  the  tie  would  be  the  throw  rod  by  which 
the  switch  is  operated  by  the  interlocking  plant.  The  reason  is,  as  was 
suggested  by  Mr.  Elliott,  it  is  very  desirable  to  use  the  same  connection 
as  is  ordinarily  used  between  the  switchpoint  and  the  bar  that  is  used  for 
a  locking  rod,  instead  of  using  a  bar  with  feet.  So  it  was  carrying  out 
that  idea  that  we  shifted  the  ties  in  order  that  the  locking  bar  would  be 
the  same  as  the  No.  i  bar  in  a  hand-thrown  switch.  That  will  explain  the 
reason  for  shifting  the  ties.  When  the  first  plan  of  switch  was  adopted 
it  was  felt  that  we  put  the  No.  i  bar  as  near  the  end  of  the  switch  point 
as  was  desirable,  it  may  be  that  experience  has  developed  since  that  you 
can  put  it  five  inches  nearer  the  end  of  the  point  and  still  be  safe. 

Mr.  W.  H.  ElHott : — If  I  understand  the  point  made  by  Mr.  Porter,  the 
part  of  the  title,  "for  switches  to  be  operated  by  interlocking  plant," 
should  be  omitted,  as  the  head  block  tie  must  be  shifted  to  permit  of 
the  ordinary  standard  interlocking  attachments  and  the  construction  shown 
is  not  suitable   for   interlocking  purposes. 

Mr.  H.  T.  Porter : — Yes ;  there  is  nothing  shown  on  the  plan  that 
the  spacing  of  the  ties  has  been  changed.  Take  the  plan  on  the  left  and 
the  plan  on  the  right,  and  the  spacing  of  the  tie  has  been  changed.  You 
start  from  the  tie  X  on  the  switches  to  be  operated  by  interlocking  plant, 
and  you  come  along  with  19  inches,  19  inches,  18  inches,  and  20  inches. 
You  start  from  the  same  tie  operated  by  hand  and  you  have  21  inches, 
20  inches,  20  inches,  20  inches,  so  that  there  are  several  ties  in  there  that 
are  shifted  to  change  from  a  hand-throw. 

Mr.  Jenkins : — These  drawings  which  we  submit  to-day  are  nothing 
but  amplifications  of  these  dotted  line  spaces.  Instead  of  having  only 
Uie  one  plan  with  dotted  lines  to  show  the  alternate  arrangement,  we  have 
the  two  arrangements  shown  in  parallel  columns.  Mr,  Elliott  did 
not  quote  the  full  title,  which  is :  "Spacing  of  ties  when  No.  i  rod  is 
U€ed  as  lock  rod  for  switches  to  be  operated  by  interlocking  plant."  I 
think  the  full  title  explains  it  very  well. 

Mr.  C.  C.  Anthony  (Pennsylvania  Railroad)  : — The  discussion  so  far 
on  these  plates  brings  out  the  fact  that  we  need  co-ordination  between 
the  work  of  this  Committee,  so  far  as  switches  and  slips  are  concerned, 
and  the  proper  Committee,  of  the  Railway  Signal  Association.  The  Com- 
mittee of  that  Association,  on   Standard  Designs,   has  been  working  for 


li'.iH  IkACK. 

suiiic  time  aiul  is  workinj^  at  tlu-  prtsi-tit  tinu-  on  tlu-  (•itiiirctions  for 
opcratint;  and  locking  intcrloikcd  switilu-s.  The  K'^m-ral  cusloin  lia^^ 
been  to  locate  what  we  call  the  front  rod  nearly  on  a  line  with  the  ends 
(^f  the  switch  rails.  In  some  cases  the  center  line  of  that  rrxl,  and  in 
other  cases  one  side  of  it,  is  exactly  on  a  line  with  the  ends  of  the  points. 
These  figures  on  the  right  of  the  third  plate  contemplate  the  use  of  the  No. 
1  rod  as  a  "front"  rod — applied  to  the  first  pair  of  rivets  and  therefore 
bringing  the  center  line  of  that  rod  four  inches  back  from  the  ends  of 
the  points.  T  do  not  undertake  to  say  at  this  moment  whether  that  is  or 
is  not  desirable,  but  it  is  quite  a  new  and  novel  proposition,  and  it  would 
be  rather  necessary  for  the  signal  people  to  get  in  on  that  (piestion  aiul 
determine  whether,  by  practicable  design  of  attachments  for  the  lock 
hmI  and  the  operating  rod.  they  will  be  able  to  get  the  proper  spacing, 
especially   in    connection    with    switch-and-lock    movements. 

On  the  fifth  plate  the  Committee  presents  slips  with  the  points  very 
luuch  staggered,  so  that  two  rods  can  be  applied  entirely  out  of  the  way 
of  the  other  two,  and  it  implies  that  this  is  done  for  the  convenience  of 
interlocking.  I  am  not  clear  that  any  considerable  number  of  signal  peo- 
ple are  demanding  that.  We  are  getting  along  very  nicely  with  all  of 
the  four  points  on  one  line  and  are  using  front  rods  which  go  straight 
through  and  connect  with  all  of  the  four  points  on  tne  same  line.  T  do 
not  mean  to  criticize  this  especially,  but  T  think  the  Committee  should 
co-operate  with  the  Committee  on  Standard  Designs  of  the  Railway  Sig- 
nal Association,  so  that  w^e  may  bring  about  an  arrangement  that  will  best 
suit  the  interlocking  connections. 

Mr.  Jenkins : — In  regard  to  the  double  slip  crossings  with  the  stag- 
gered points,  we  have  stated  that  the  arrangement  is  novel ;  that  we  think 
there  is  a  possible  advantage,  and  we  present  the  plans  a  full  year  before 
asking  for  any  action  in  order  to  get  criticisms,  and  we  have  specifically 
asked    for   criticisms. 

Mr.  W.  H.  Elliott : — In  stating  possibly  a  reason  why  a  criticism 
has  not  been  given  before,  I  might  say  that  we  have  on  the  New  York 
Central  only  within  the  last  two  months  developed  what  we  consider  a 
satisfactory  rod  which  will  permit  of  the  attachment  to  and  working  of 
the  four  points  on  one  end  of  a  double  slip  switch  by  one  rod.  If  it  is 
practicable  to  get  satisfactory  adjustment  with  such  a  rod,  it  is  of  great 
advantage  from  a  track  maintenance  standpoint,  and  also  from  a  signal 
standpoint,  in  that  so  much  less  material  is  required  and  the  connections 
are  so  much  simplified.  For  this  reason  I  feel  it  is  unnecessary  to  use 
the  design  shown  on  this  drawing  and  that  satisfactory  and  simple  at- 
tachments may  be  made  to  the  double  slip  switch  when  all  of  the  poiiTts 
end  at  the  same  tie. 

Mr.  Rose: — Inasmuch  as  these  designs  are  under  discussion,  T  would 
like  to  bring  to  your  attention  the  reason  for  this.  In  the  first  place, 
there  is  a  slip  here,  with  the  rods  all  on  a  straight  line,  which  anyone 
can  use,  if  they  so  desire,  and  get  the  proper  sort  of  interlocking  con- 
nections ;  but  it  has  been  found  in  some  places  that  it  is  necessary  to  lock 
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tlie  end  points  against  the  middle  ones,  so  that  a  train  cannot  foul  the 
movable  points.  In  this  case  the  nioval)le  points  will  have  to  he  set 
for  a  through  passage  before  you  can  change  the  end  points.  Mr.  Elliott 
or  some  of  our  signal  friends  may  say  it  is  unnecessary  to  do  that;  that 
the  signal  cannot  be  cleared  until  those  points  are  set  up.  That  is  gen- 
erally true,  but  in  the  West  we  put  in  derails.  That  is  to  protect  cross- 
ings as  well  as  signals,  and  very  often,  as  an  operating  proposition,  we 
have  trains  overrun  the  signals  and  go  through  the  middle  points  that 
are  not  protected  by  switch  locking.  If  the  middle  points  are  damaged, 
the  track  is  blocked  and  you  are  practically  out  of  business  on  that  track 
on  account  of  the  trouble  to  repair  the  middle  points,  whereas  if  you 
run  through  a  switch  you  generally  have  something  to  fix  it  with.  That 
was  the  idea  of  this  design  of  slip  crossings,  so  that  the  interlocking  can 
be  arranged  to  protect  movements  through  the  movable  point  crossing. 

The  President: — If  there  is  no  further  discussion,  Conclusions  2  and 
3  will  be  received  as  information.  The  Committee  recommends  receiv- 
ing as  a  progress  report  the  report  on   "Track  Labor,"   on   pp.   716  and 

Mr,  Jenkins : — I  would  like  to  call  your  attention  to  the  last  para- 
graph of  this  report:  "The  Sub-Committee  further  recommends  that  the 
officers  of  the  Association  communicate  again  with  the  American  Railway 
Association,  strongly  urging  the  adoption  of  December  31  as  the  end 
of  the  fiscal  year."  This  was  spoken  of  by  the  Track  Committee  last 
year,  and  there  seems  to  be  no  argument  necessary.  Mr.  Howson  of  our 
Committee  presented  a  few  facts  which  were  very  forceful.  Mr.  Wendt 
also  spoke  along  the  same  lines,  and  our  President  mentioned  the  same 
subject  yesterday.  I  do  not  think  it  is  necessary  for  the  convention 
to  act  on  this  resolution  of  the  Sub-Committee,  but  the  Track  Commit- 
tee wishes  to  endorse  and  emphasize  the  recommendation  of  the  Sub-Com- 
mittee. I  move  the  report  on  Economics  of  Track  Labor  be  received  as 
a  progress  report. 

(The  motion  was  carried.) 

The  President : — The  Board  of  Direction  has  also  taken  up  this  mat- 
ter of  the  Fiscal  Year  and  will  try  to  see  if  something  cannot  be  accom- 
plished  in   that   direction. 

Mr.  H.  R.  Safford  (Grand  Trunk)  : — I  would  like  to  say  a  word 
about  the  Sub-Committee  work  on  Economics  of  Track  Labor.  I  do  not 
believe  there  is  a  more  important  subject  before  this  body  than  this 
subject,  because  the  study  which  the  Sub-Committee  has  given  to  it  so 
far  has  shown  that  there  are  a  tremendous  number  of  very  live,  active 
factors  in  which  all  of  us  who  are  interested  in  maintenance  of  way  work 
are   vitally    concerned. 

This  Sub-Committee,  and  the  Track  Committee  also,  after  a  con- 
siderable amount  of  study,  developed  a  plan  whereby  a  great  deal  of 
necessary  and  valuable  information  was  to  be  collected,  reflecting  the 
distribution  of  labor  and  other  expenses  under  all  kinds  of  track  con- 
ditions.     They   prepared    certain    statements    on    which    this    information 
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could  1)C  tal)iilatc(l,  and  also  oullincd  in  their  statement  form  all  of  ihe 
features  wliicli  ought  to  be  considered,  and  we  liavc  sent  to  the  railroads 
represented  in  this  Association  a  copy  of  this  blank  and  have  asked  their 
co-operaiiou  in  keeping  these  records  of  test  sections  for  a  year  or  two, 
if  necessary,  but  unfortunately  we  are  not  receiving  the  information  to 
the  fullest  extent  that  we  believed  characterizes  this  study.  Sonic  rail- 
roads have  been  sending  these  reports  in  promptly,  but  others  have  failed 
to  send  thein,  or  at  least  we  failed  to  get  them. 

The  Committee  wants  to  take  this  opportunity  to  impress  upon  the 
members  that  this  is  an  extremely  important  matter  and  we  request  that 
you  will  assist  us  in  this  work.  The  form  which  the  Committee  has  put 
before  you  to  follow  is  not  difficult  of  understanding.  An  ordinary  sec- 
tion foreman  can  keep  it  without  trouble,  and  there  is  no  great  amount 
of  expense  involved.  The  size  of  the  form  has  frightened  some  people; 
it  is  a  large  sheet  with  many  columns,  and  appears  to  be  voluminous, 
but  if  it  is  studied  for  a  short  time  it  will  be  found  that  it  is  wdthin 
the  grasp  of  an  ordinary  section  foreman  to  keep  it  in  the  way  we  want  it 
kept,  and  T  speak  for  the  Committee  when  I  say  that  we  would  appre- 
ciate very  much  this  matter  being  given  special  attention. 

The  President : — The  report  on  Track  Labor  having  been  received 
as  a  progress  report,  the  Chairman  will  take  up  the  next  subject. 

Mr.  Jenkins : — We  present  for  adoption  the  following  resolution  : 

"(i)  That  it  is  very  desirable  that  there  l)e  defined  standards  for  the 
manufacture  of  manganese  frogs  and  crossings. 

"(2)  That  drawings  Nos.  i,  2,  3.  4,  5,  6  and  7  and  specifications  for 
solid  frogs,  rail-bound  frogs  and  sections  for  solid  crossings.  Manganese 
Track  Standards,  appear  to  be  satisfactory,  and  that  they  be  placed  in 
general  use  as  representing  minimum  section,  but  that  they  be  not  in- 
corporated in  the  Manual  for  the  present. 

"(3)  That  all  frog,  crossing  or  other  structures  manufactured  in  ac- 
cordance with  these  designs  and  specifications  be  stamped  with  the  manu- 
facturer's name  and  the  initials  'M.  T.  S.,'  signifying  'Manganese  Track 
Specifications.'  " 

Mr.  Lindsay: — It  is  a  principle  of  this  Association,  I  believe,  so 
firmly  fixed  as  to  be  axiomatic,  that  this  body  does  not  adopt  standards, 
and  I  think  the  use  of  the  word  "standard"  in  that  paragraph  and  on  the 
drawings  is  unfortunate. 

I  also  call  attention  to  Conclusion  3  that  the  initials  "M.  T.  S."  are 
the  same  as  the  "Manganese  Track  Society." 

I  have  no  desire  to  reflect  upon  the  Manganese  Track  Society,  which 
has  done  valuable  pioneec  work,  but  I  think  if  we  use  the  word  "type" 
here  instead  of  the  word  "Standard"  and  call  this  "Manganese  Type."  it 
will  be  the   right  thing. 

Mr.  Jenkins : — These  specifications  were  tentatively  adopted  by 
this  Committee  after  conference  with  the  Manganese  Track  Society  and 
the  Manganese  Steel  Founders'  Society.  The  three  committees  held  joint 
meetings.  The  work  was  the  work  of  the  Manganese  Track  Society  and 
the  Manganese  Steel  Founders'  Society.     After  carefully  considering  these 
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plans  and  spocifications,  tlu\\'  seemed  to  be  very  desirable.  Tbe  Track 
C'oininittee  had  been  instrneted  by  the  Bt)ard  of  Direction  to  confer  with 
these  committees  and  take  up  the  subject.  We  have  embodied  in  the 
resobition  certain  of  their  recommendations,  but  not  all  of  them.  We 
favor  taking  up  these  plans  and  specifications  at  the  present  time  and 
trying  them  out,  and  if  this  Association  finds  that  any  changes  are  neces- 
sary in  them,  the  other  two  societies  will  be  willing  to  make  such  changes 
in  the  specifications  as  seem  desirable.  This  subject  has  been  before  this 
Committee  for  several  years;  w^e  have  done  nothing  with  it  as  yet;  there  is 
now  an  opportunity  to  make  a  start  and  try  to  do  something  with  the 
subject,  so  that  if  the  specifications  are  good  we  can  adopt  them,  and  if 
not  we  can  propose  improvements.  Manganese  frogs  and  crossings  have 
received  rather  a  black  eye  in  recent  years  on  account  of  many  of  them 
failing,  the  reason  for  the  failures  being  that  the  sections  were  too  light. 
These  designs  call  for  a  minimum  section  and  the  object  of  these  stand- 
ards is  to  avoid  sections  being  used  in  the  design  which  will  cause  the 
frogs  and  crossings  to  fail  on  account  of  faulty  design. 

We  think  this  is  a  good  way  to  get  started,  to  tentatively  adopt  these 
specifications  without  publication  in  the  Manual,  try  them  out  and  then 
try   to    do   something   better   with   them. 

Mr.  Lindsay: — My  objection  is  not  to  the  detaiils  of  the  Committee's 
work,  but  to  the  use  of  the  word  "standard."  If  they  will  use  the  word 
"type"  in  place  of  the  word  "standai»d,"  I  will  have  no  further  objection. 

Mr.  Jenkins : — The  Committee  will  accept  "Manganese  Track  Type." 
That  will  result  in  changing  the  Avord  "standard"  wherever  it  occurs 
to  "type."  I  do  not  think  there  is  any  use  in  changing  "M.  T.  S.,"  which 
stands  for  "Manganese  Track  Specifications."  The  Manganese  Track 
Society  has  not  adopted  any  initials  to  signify  anything  made  in  accord- 
ance with  its  designs.  The  initials  were  embodied  in  this  recommendation 
at  the  suggestion  of  the  Track  Committee  itself  for  the  identification  of 
track  structures  or  material  designed  in  accordance  with  these  specifica- 
tions   by    any    manufacturer. 

Mr.  Lindsay: — Will  the  Committee  omit  the  letter  "S"  and  make  it 
"M.  T.?" 

Mr.  Jenkins : — I  do  not  think  the  Committee  is  a  unit  on  that.  I 
really  believe   "M.   T.    S."   would   be   a   little   better   myself. 

The  President: — If  there  is  no  further  action,  the  recommendation 
of  the  Committee  that  this  be  accepted  for  adoption  will  be  taken  as 
approved.  We  will  now  proceed  to  the  consideration  of  special  subjects 
which  are  to  be  received  as  information. 

Mr.  Jenkins: — "(i)  Drawings  of  typical  layout  of  Nos.  8,  ii  and  i6 
double  slip  crossings,  movable  points  to  be  operated  by  interlocking  plant. 

"(2)  Drawings  of  spacing  of  ties  for  switches  to  be  operated  by 
hand  and  by  interlocking  plant  when  No.  i  rod  is  used  as  lock  rod. 

"(3)  Drawings  of  typical  layout  of  Nos.  8,  11  and  16  double  cross- 
overs." 

The   President: — Is  there  any   objection  to   that  proposition? 


lUL'  TRACK. 

Mr.  Lindsay:  1  move  thai  matter  be  referred  back  to  tbe  Commit- 
tee uilb  instrnetioiis  to  endeavor  to  reconcile  and  prepare  drawings  <»l 
siub  a  device  as  can  be  operated  by  either  interlocking  or  by  hand, 
without  material  change  of  the  location  of  the  switch  ties. 

Mr.  Jenkins: — This  matter  has  been  before  the  Association  for  an 
entire  year,  and  we  have  not  received  a  criticism  of  these  plans.  They 
were  submitted  for  criticism  at  the  last  convention.  We  have  not  re- 
ceived a  letter  or  communication  of  any  kind  in  regard  to  them. 

Mr.  H.  T.  Porter: — We  have  not  reached  that  point  yet.  This  is 
simply  a  general  diagram  showing  the  angles  and  leads.  The  details 
are  not  shown  here.  When  we  come  to  arranging  the  spacing  of  ties  that 
question  can  be  taken  up  then. 

Mr.  C.  C.  Anthony : — I  seconded  Mr.  Lindsay's  motion  without  real- 
izing that  the  particular  plan  under  consideration  now  had  been  before 
the  Association  for  some  time.  However,  the  reason  for  the  motion  is 
that  the  situation  has  been  complicated  by  the  presentation  of  these 
plans  showing  the  staggered  arrangement  of  points.  To  say  the  least,  I 
think  the  title  of  the  plan  we  are  now  speaking  of  is  wrong,  especially 
when  taken  in  connection  with  that  of  the  other  plan  of  slip  crossings— 
the  fifth  plate.  These  two  titles  seem  to  imply  that  slips  of  one  design  arc 
recommended  for  use  where  the  points  are  thrown  by  hand,  and  slips  of  a 
different  kind  are  recommended  for  use  where  the  points  are  thrown  by 
interlocking.  I  do  not  think  that  is 'a  proper  distinction.  We  are  cer- 
tainly able  to  interlock  slips  arranged  in  either  way.  Furthermore,  Mr. 
Rose  gave  us  to  understand  a  short  time  ago  that  the  designs  shown  on 
the  fifth  plate  were  prepared  to  provide  for  some  particular  method  of 
operating  the  slip  points  in  connection  with  the  frogs,  and  not  necessarily 
for  general  use  at  interlocking  plants.  We  do  not  want  two  different 
designs  of  double  slips  if  we  can  get  along  with  one. 

Mr.  Jenkins : — I  think  the  last  criticism  was  made  without  careful 
examination  of  the  plans,  because  there  is  nothing  in  the  title  to  say  they 
are  only  for  hand-thrown  double  slip  crossings.  The  plans  are  for  typical 
layouts  of  No.  i6  double  slip  crossing,  No.  ii  double  slip  crossing  and 
No.  8  double  slip  crossing,  with  movable  points.  There  is  nothing  in 
the  titles  of  the  plans  to  indicate  whether  they  are  for  hand-throw  or  for 
interlocking,  but  the  Committee  recommends  these  drawings  as  good  prac- 
tice for  hand-thrown  crossings.  We  may  possibly  recommend  them  next 
year  as  good  practice  for  interlocking  also.  But  for  the  present  we  have 
under  consideration  other  plans  for  double  crossings  for  interlocking. 
Whether  these  plans  or  the  others  will  be  the  best  for  interlocking,  wc 
are  not  prepared  to  say.  We  are  now  prepared  to  recommend  these  for 
hand-thrown — for  one  purpose  alone.  I  have  heard  no  criticism  of 
these  plans   as   applied   to   hand-thrown   crossings. 

Mr.  Lindsay : — If  I  read  the  drawings  properly,  I  cannot  agree  with 
Mr.   Porter's  statement  it  does  not  show  the  spacing  of  ties. 

Mr.  H.  T.  Porter: — I  was  discussing  the  double  crossover,  the  latter 
part  of  the  same   recommendation. 
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Mr.  Lindsay: — In  connection  with  this  No.  6,  plans  have  been  out 
for  some  time,  hut  as  Mr.  P^lhott  has  said,  we  have  only  solved  the  prob- 
lem for  ourselves  within  tlie  last  two  months,  and  we  believe  that  the 
Committee  will  be  able  to  accomplish  a  very  <^reat  good  by  taking  a  sug- 
gestion which  will  be  offered,  that  these  two  plans  be  withdrawn,  and 
one  be  prepared  which  will  be  acceptal)le. 

Mr.  Jenkins : — The  Committee  will  be  delighted  to  have  these  re- 
ferred back  for  reconsideration,  if  we  are  going  to  get  any  information 
from  the  other  members  of  the  Association.  We  have  no  desire  to  thrust 
anything  on  the  Association  which  has  not  been  considered ;  we  are  pro- 
ceeding in  a  very  cautious  and  conservative  way,  and  we  are  trying  to 
put  everything  before  the  Association  in  ample  time  before  it  is  put  up 
for  adoption.  If  another  year  will  result  in  any  new  light  being  thrown 
on  the  subject,  we  will  be  glad  to  have  this  matter  referred  back,  but  if  no 
new  light  can  be  bad.  more  than  has  been  shed  on  the  subject  during 
the  last  year,  which  is  nothing,  we  see  no  reason  why  it  should  be  re- 
ferred   back. 

Mr.  C.  C.  Anthony : — I  apologize  for  overlooking  the  title  of  the 
drawing,  although  I  think  I  am  somewhat  excusable,  as  the  conclusion 
on  page  734  gave  me  the  impression  that  these  were  slips  for  hand  opera- 
tion. 

In  view  of  these  explanations,  if  Mr.  Lindsay  will  withdraw  his 
motion,  I  shall  be  very  glad  to  withdraw  my  second,  with  the  under- 
standing that  these  are  plans  of  double  slip  switches  for  general  use. 
I  see  no  objection  to  letting  them  go  through,  and  then  we  can  see  what 
is  to  be  done  with  the  other  plan  presented  for  information.  I  would 
like  to  renew  my  suggestion  not  only  that  the  members  give  the  Commit- 
tee aid  in  this  matter,  but  that  formal  arrangements  be  made  to  have 
co-operation  between  this  Committee  and  the  proper  committee  of  the 
Railway   Signal  Association. 

Mr.  Lindsay: — I  think  the  subject  is  of  sufficient  importance  to  be 
referred  back.  I  hesitate,  however,  to  ask  the  Committee  to  consider 
anything  further ;  the  report  is  in  good  shape,  but  there  can  be  decided 
improvement  made  in  the  spacing  of  the  ties  at  the  switchpoint,  which 
will  obviate  continual  movement  of  the  switch  ties  when  changing  from 
one  throwing  device  to  the  other. 

I  think  Mr.  Anthony's  suggestion,  that  the  subject  be  taken  up  in 
co-operation  with  the  Railway  Signal  Association,  is  a  good  one,  and 
will  bring  about  good  results. 

Mr.  Rose : — I  think  Mr.  Anthony  has  rather  given  the  impression  that 
this  Committee  is  trying  to  put  something  over  on  the  Signal  Association. 
Some  years  ago  we  had  a  joint  meeting  with  the  Signal  Association  Com- 
mittee and  worked  on  this  very  question.  I  would  like  to  ask  him  if  the 
Signal  Association  has  yet  decided  what  kind  of  a  foot  they  want  on  an 
interlocking  switch. 

He  says  not  yet. 


IIU  TRACK. 

Mr.  S.  S.  Kobciis  (C'oiisultiu^j;  Kti^iiiccr)  : — I  will  ask  Mr.  Lindsay 
if  llic  feature  wliicli  he  speaks  of  his  rctad  liaviti^  worked  out  lias  been 
tried  out  and  proven  to  he  satisfactory? 

Mr.    Lindsay: — Yes. 

Mr.  S.  S.  Roberts: — Onr  tirst  plans  showed  the  swilehpoints  opposite. 
Our  reasons  for  change  and  for  submitting  a  plan  showing  the  points 
staggered  were  the  insistency  of  interlocking  men  in  the  field  that  stag- 
gered points  were  more  practicable  for  the  application  of  their  appliances, 
and  it  was  disclosed  in  conferences  with  manufacturers  or  claimed  by 
them  that  staggered  points  were  more  readily  connected  up  and  the 
mechanisms  for  the  connection  were  more  economical.  These  opinions 
were  considered  of  sufficient  merit  to  warrant  the  submission  of  the 
present  plans. 

Referring  back  to  the  spacing  of  ties  under  the  switchpoints.  About 
four  or  five  years  ago  this  Committee  prepared  and  submitted  a  single 
plan  for  the  spacing  of  such  ties.  That  plan  was  referred  back  to  the 
Committee  for  reconsideration  in  connection  with  the  Committee  on 
Interlocking,  with  the  view  of  perfecting  a  plan  which  would  show  a 
tie  spacing  that  might  be  used  for  either  interlocked  or  hand-operated 
points,  without  the  necessity  of  shifting  any  ties  in  changing  from  one 
to  the  other  method  of  operation.  The  two  sets  of  plans  resulted,  for 
the  reason  that  in  our  joint  meetings  neither  they  nor  we  could  suggest 
any  one  plan  that  would  meet  the  conditions  the  interlocking  men  pro- 
posed, and  would  not  vary,  and  also  fulfill  the  requirements  considered 
good  practice  in  hand-operated  switches.  Unless  a  uniform  method  of 
design  and  attachment  of  the  lock  rod  is  adopted  and  unless  the  same 
fixed  distance  from  the  point  of  the  switch  rail  to  rod  No.  i,  or  the 
head  rod,  is  agreed  upon,  no  one  plan  of  tie  spacing  will  answer  for 
both   methods   of   operation. 

Mr.  W.  H.  Elliott: — I  feel  there  is  some  confusion  as  to  which  of 
these  drawings  is  to  be  recommended  for, adoption  in  the  Manual.  The 
conclusion,  as  I  read  it,  calls  for  all  except  the  last  drawing  to  be  re- 
ceived as  information.  From  the  criticisms  advanced,  I  feel  that  these 
drawings,  which,  by  the  title,  state  the  layouts  are  to  be  operated  by 
an  interlocking  plant,  should  be  referred  back  for  consideration,  as,  while 
the  controlling  of  the  points  is  in  accord  with  that  which  was  agreed 
upon  by  the  Committee  of  the  Signal  Association  and  this  Committee,  the 
spacing  of  the  ties  is  not  in  accord  with  the  best  practice. 

The  President : — -The  motion  before  the  house  is  that  the  matter  be 
referred  back  to  the  Committee   for   further  consideration. 

Mr.  Lindsay : — I  move  that  it  be  referred  back  to  the  Committee 
for  consideration  and  co-operation  with  the  Signal  Committee. 

(The  motion  was  carried.) 

Mr.  Jenkins : — The  Committee  proposes  certain  changes  in  the  defini- 
tions, as  shown  on  page  728. 

Mr.  Lindsay: — Will  the  Committee  agree  to  the  elimination  of  the 
words  "circumference  of"  in  the  first  definition? 

The  President: — As  these  are  definitions,  any  criticism  of  them  should 
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1)0  sul)milte(l  in  writing,  and  we  shoultl  not  be  called  upon  to  discuss  them 
Iiore. 

Mr.  W.  McC.  Bond  (Baltimore  &  Ohio)  :— With  reference  to  the 
definition  of  "Elevation,"  the  use  of  the  word  "Super-elevation"  was  dis- 
continued at  a  previous  meeting. 

Mr.  Jenkins : — We  define  it  as  "elevation,"  but  we  also  say  "some- 
times called    Super-elevation." 

Mr.  Bond  : — Would  it  not  be  well  to  add  after  the  word  "running" 
in  the  definition  of  "switch,"  the  words  "to  another  track?" 

Mr.   Jenkins: — The   Committee   is   willing   to   accept   that. 

Mr.  Lindsay: — In  the  definition  of  "frog"  and  the  definition  of 
"switch,"  will  the  Committee  agree  to  the  elimination  of  the  words 
"engine  or?" 

Mr.  Jenkins : — That  conforms  to  the  American  Railway  Association 
rules ;  we  use  the  same  phraseology,  "engine  or  train." 

On  page  86  of  the  Manual,  referring  to  "requisites  for  the  standard 
rail  joint,"  the  Committee  proposes  to  omit  (5),  "Its  cost  shall  not  be 
prohibitive."     That  is  so  plain  it  does  not  need  to  be  stated. 

We  also  make  a  change  under  "Frog  Blocking." 

Mr.  John  G.  Sullivan  (Canadian  Pacific)  : — On  page  732,  "Main- 
tenance of  Surface,"  under  "additions,"  I  think  the  Committee  should  say 
that  it  should  be  done  where  possible.  You  might  find  tangents  so  short 
that  you  could  not  do  that. 

Mr.  Jenkins  : — If  it  is  so  short  you  cannot  do  it,  you  should  put  in  a 
spiral  and  use  a  shorter  runoff.     The  Committee  will  accept  "if  possible." 

Mr.  Lindsay  : — In  connection  with  the  matter  on  page  733,  "Widening 
Gage  on  Curves,"  I  know  the  installation  of  frogs  on  the  inside  of  curves 
is  undesirable,  and  I  feel  we  ought  to  say  so  for  several  reasons.  We 
are  constantly  asked  to  locate  sidetracks,  where  it  necessitates  placing 
the  frog  on  the  inside  of  curves  at  high-speed  points.  Whether  it  is 
politic  to  say  so  or  not,  i  believe  we  ought  to  set  forth  this  fact  in  some 
form. 

Mr.  Jenkins : — I  remember  when  this  matter  was  discussed  some  five 
or  six  years  ago,  the  Association  felt  it  was  important  at  that  time  to 
state  that  frogs  were  undesirable  on  the  inside  of  curves,  I  would  per- 
sonally favor  stating  "frogs  on  curves  are  undesirable,"  as  the  sentence 
preceding  this  one,  but  I  think  that  it  had  better  be  referred  to  the 
Committee  and  come  up  for  consideration  again  next  year. 

The  President: — If  there  is  no  objection,  the  matter  will  stand  ap- 
proved as  read. 

(Chairman  Jenkins  then  read  the  matter  headed  "Standard  Specifica- 
tions for  Frogs,  Crossings  and  Switches,"  which  was  approved  as  sub- 
mitted.) 

(Chairman  Jenkins  then  read  the  matter  headed  "Specifications  for 
Track   Bolts,"  which   was  approved  as  submitted.) 

The  President: — If  there  is  no  further  discussion  on  the  report  of  the 
Track  Committee,  the  Committee  will  be  excused,  with  the  thanks  of  the 
convention   for  the  excellent  work  it  has   done. 


DISCUSSION  ON  CONSERVATION  OF  NATURAL 

RESOURCES. 

(For    Report,    see    pp.     9S9-1003.) 

LIST   OF    SPEAKERS    TAKING    PART    IN    DISCUSSION    ON    CONSERVATION    OF    NATU- 
RAL   RESOURCES. 

A.  W.  Carpenter.    .  William  McNab. 

C.   E.  Lindsay. 

The  President : — We  will  now  take  up  the  report  of  the  Committee 
on  Conservation  of  Natural  Resources.  In  the  ahsence  of  the  Chairman 
of  the  Committee,  the  Vice-Chairman,  Mr.  A.  W.  Carpenter,  will  present 
the  report  of  the  Committee. 

(Mr.  Carpenter  outlined  the  report.) 

Mr.  William  McNab  (Grand  Trunk)  : — I  move  that  the  report  of  this 
Committee  be  received  as  one  of  information  and  progress. 

Mr.  C.  E.  Lindsay  (New  York  Central)  : — I  would  call  attention  to 
page  I002,  the  paragraph  concerning  the  State  of  New  York,  which  reads, 
"Oil  burning  has  been  found  a  most  effective  measure  for  the  preven- 
tion of  fire  by  steam  railways."  I  wish  that  statement,  "most  effective," 
had  not  been  quite  so  strong.  The  experience  with  oil-burning  locomo- 
tives in  the  State  of  New  York  has  only  covered  a  period  since  1909,  and 
during  that  time  the  conditions  in  the  forests  through  which  the  oil- 
burning  engines  have  been  operated  have  not  been  such  as  to  make  fires 
from  any  source  whatever  of  very  great  extent.  I  think  if  the  words 
"useful  measure"  had  been  used  it  will  prevent  someone  from  taking 
that  as  a  peg  to  hang  his  hat  on. 

The  President: — The  Committee  will  accept  that  suggestion.  If 
there  is  no  further  discussion  or  objection,  the  report  will  be  received  in 
accordance  with  the  motion  of  Mr.  McNab,  and  the  Committee  excused 
with  the  thanks  of  the  convention. 
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DISCUSSION  ON  BUILDINGS. 

(Kor  Report,  see  pp.   739-784.) 
LIST    OF    SPEAKERS    T.VKING    PART    IN    DISCUSSION    ON    J5U1LD1NGS. 

A.  W.  Carpenter.  M.  A.  Long. 

E.   J.    CORRELL.  O.  E.   SeLBY. 

C.  E.  Lindsay. 

The  President: — We  are  asked  to  give  consideration  to  the  report  of 
the  Committee  on  Buildings  this  afternoon,  for  the  reason  that  the  Chair- 
man and  some  of  the  members  of  the  Committee  are  unable  to  be  here 
to-morrow.  The  Chairman  of  the  Committee,  Mr.  Long,  will  briefly 
outline  the  report  and  call  attention  to  those  points  on  which  discussion 
is  desired. 

Mr,  M".  A.  Long  (Baltimore  &  Ohio)  : — The  work  of  your  Committee 
for  the  past  year  consists  of  the  following : 

(i)  Revision  of  the  Manual;  (2)  providing  side-headings  on  the 
"Roofing"  report-  (3)  providing  side-headings  on  the  report  on  "Prin- 
ciples covering  design  of  inbound  and  outbound  frieght  houses'' ;  (4) 
adding  side-headings  to  the  report  on  "Shop  Floors,"  and  adding  a 
specification  for  rock  mastic  and  wood  blocks  for  floors;  (5)  report  on 
"Rest  Houses" ;  (6)  report  on  methods  of  heating  for  medium-sized 
stations;  (7)  report  on  methods  of  lighting  medium-sized  stations;  (8) 
report  on  sanitary  provisions   for  medium-sized  stations. 

In  order  that  the  members  may  understand  which  items  in  the 
Manual  have  been  changed,  we  have  used  a  symbol  to  designate  the 
changes. 

You  will  note  that  we  have  modified  Fig.  i  in  the  Manual,  and  in- 
stead of  showing  three  diagramatic  plans  v/ith  dimensions,  we  have 
used  one  diagramatic  plan  with  percentages  and  without  dimensions. 
These  percentages  were  arrived  at  by  taking  typical  stations  for  each 
railroad  represented  on  the  Committee  and  averaging  them ;  and  we 
believe  that  these  percentages  will  be  satisfactory  for  any  station,  except 
an  especially  large  one,  or  a  station  which  must  be  arranged  to  suit  spe- 
cial conditions. 

In  order  to  consume  as  little  time  as  possible  in  presenting  this 
report,  I  will  simply  call  attention  to  the  items  that  were  changed,  and 
if  there  are  no  objections  we  will  proceed  to  the  next  one. 

We  will  stop  at  the  second  item  on  page  740,  under  "Turntable," 
and  make  a  suggestion  that,  in  view  of  the  fact  that  the  Committee 
on  Iron  and  Steel  Structures  have  gone  into  the  design  of  the  turn- 
table proper,  and  in  their  report  have  touched  on  the  turntable  pit, 
we  would  recommend  that  they  be  given  the  work  in  connection  with 
tuirntables,  and  that  this  be  eliminated  from  the  report  of  the  Buildings 
Cpmpiittee, 
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riu'  IVcsidetit :— That  cannot  be  done,  in  view  of  the  fact  that  llir 
Committee  on  Iron  and  Steel  Structures  have  presente*!  their  report, 
which  has  l)een  accepted,  and,  unless  the  Buildings  Committee  re- 
tains this  item,  there  will  l)e  nothini;  in  the  Manual  covering  turn- 
tables. 

Mr.  Long: — In  view  of  the  President's  remarks,  the  Buildings  Com 
mittee  will  retain  this  item,  and  would  call  special  attention  to  para 
graph  (c),  in  which  we  have  given  the  good  and  bad  points  in  refer- 
ence to  the  method  of  running  electric  current  for  operating  the  turn- 
table. There  was  a  division  in  the  Committee  in  regard  to  whether  or 
not  we  should  recommend  overhead  contactors  with  wires  running  over- 
head or  running  the  wires  underground,  and  in  view  of  the  division  in 
the  Committee  we  have  given  the  good  and  bad  points  of  each,  so  that 
the  members  can  choose  for  themselves. 

Mr.  O.  E.  Selby  (Cleveland,  Cincinnati,  Chicago  &  St.  Louis)  : — It 
seems  to  me  that  it  is  so  desirable  to  have  a  turntable  pit  paved  that  the 
word  "preferable"  should  be  omitted.  I  make  such  suggestion  to  the 
Committee. 

Mr.  Long : — We  have  installed  two  tables  recently  where  we  have 
a  graveled  formation  for  a  number  of  feet  in  depth,  and  we  do  not 
need  to  pave.  The  word  "preferably"  has  been  inserted  because  wc 
felt  that  there  are  places  where  it  is  better  to  pave  the  pit.  The  Com- 
mittee will  accept  the  suggestion. 

Mr.  E.  J.  Correll  (Baltimore  &  Ohio  Southwestern)  : — I  suggest 
changing  the  clause  on  coping,  "not  less  than  six  inches  thick,"  to  "not 
less  than  eight  inches  thick." 

I\Ir.  Long: — The  Committee  considers  that  six  inches  is  thick 
enough.     We  have  had  very  satisfactory  results  from  six-inch  coping. 

Mr.  A.  W.  Carpenter  (New  York  Central)  : — I  do  not  think  that 
wood  is  the  best  material  for  coping.  Later  practice  tends  toward  a 
somewhat  more  solid  bearing  than  wood  gives.  I  would  prefer  to  see 
that  read,  "with  a  suitable  coping." 

Mr.  Selby: — I  would  put  it  stronger  than  that.  There  is  a  pretty 
well-divided  opinion  and  practice  as  between  a  w^ood  coping  and  coping 
with  concrete  or  metal  supports  for  the  rail.  Investigations  by  the 
Committee  on  Iron  and  Steel  Structures  have  developed  that  practice 
and  opinions  are  not  a  unit  on  that  point,  and  certainly  this  convention 
is  not  prepared  to  endorse  the  proposition  for  a  wood  coping.  There- 
fore I  move  that  the  clause  be  changed  to  read,  "Circle  walls  should  be 
of  concrete  or  brick,  with  proper  supports  and-  fastenings  for  rails 
on  the  coping."     That  leaves  the  question  of  the  kind  of  coping  open. 

Mr.  Long : — The  Committee  will  accept  that, 

Mr.  C.  E.  Lindsay  (New  York  Central):  —  Will  the  Committee 
accept  the  substitution  of  the  word  "parts"  for  "interior"? 

Mr.  Long: — The  Committee  will  accept  that. 

As  to  the  "Principles  Covering  the  Design  of  Inbound  and  Out- 
bound Freight  Houses,"   I   want  to  state  in   connection   with   the  recom- 
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nieiidation  that  this  he  piihHshcd  in  the  Manual;  that  the  Committee 
(hd  not  feel  that  they  could  condense  this  information  and  give  proper 
conclusions.  If  the  convention  does  not  approve  the  puhlication  of  this 
material  as  a  whole  in  the  Manual,  then  we  suggest  that  the  Manual 
only  contain  reference,  using  the  Manual  as  an  index,  stating  where  the 
matter  can  be  found  in  the  Proceedings.  We  either  want  the  convention 
to  accept  it  all  or  none. 

I  move  that  the  "Principles  Covering  Design  of  Inbound  and  Out- 
hound  Freight  Houses"  he  accepted  for  puhlication  in  the  Manual. 

(The  motion  was  carried.) 

Mr.  Long: — The  subject  of  freight-house  floors  was  presented  to 
the  Association  last  year  and  referred  back  to  the  Committee,  with 
re(|ue.st  that  side-headings  he  inserted,  and  also  that  a  specification  for 
wood-block  floors  and  for  asphalt-mastic  floors  be  added,  which  will  be 
found  on  page  766. 

We  offer  the  report  on  ''Shop  Floors"  as  information,  to  be  pub- 
lished in  the  Proceedings,  but  not  in  the  Manual. 

The  President: — If  there  is  no  objection  to  receiving  the  report  in 
this  way,  it  is  so  received. 

Mr.  Long: — The  next  portion  of  the  report  deals  with  "Rest 
Houses.''  This  data  we  also  recommend  be  published  in  the  Manual  in 
full,  as  we  do  not  feel  that  we  can  formulate  conclusions  which  would 
be  sufficiently  complete.  We  consider  that  each  item  in  th.'s  report  is 
a  conclusion,  and  we  therefore  recommend  that  the  portion  of  the  report 
on  "Rest  Houses"  be  published  in  the  Manual. 

(The  motion  was  carried.) 

Mr.  Long: — As  to  the  "Method  of  Heating  Medium-Sized  Stations," 
this  is  new  matter,  and  we  offer  this  for  publication  in  the  Proceedings, 
and  that  the  conclusions  given  on  page  ']']']  be  published  in  the  Manual — 
the  first  part  to  be  published  as  information, 

(The  motion  was  carried.) 

Mr.  Long: — The  same  course  is  suggested  in  regard  to  the  sections 
relating  to  "Methods  of  Lighting  Medium-Sized  Stations"  and  "Sanitary 
Provisions  for  Medium-Sized  Stations" ;  that  is,  the  first  part  to  be  pub- 
lished as  information  and  the  conclusions  to  be  published  in  the  ^Manual. 

(The  motion  was  carried.) 

The  President : — This  ends  the  consideration  of  the  report  of  the 
Committee  on  Buildings,  and  the  Committee  is  excused,  with  the  thanks 
of  the  Association. 
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(For  Report,    see   pp.   S25-S88.) 
LIST   OF    SPEAKERS    TAKING    PART    IN    DISCUSSION    ON    WOOD    PRESERVATION. 

J.  L.  Campbell.  Hunter  McDonald. 

K.  A.  Frink.  Earl  Stimson. 

C.  E.  Lindsay. 

The  President: — The  first  report  to  be  considered  this  morning  is 
that  of  the  Committee  on  Wood  Preservation,  Mr.  Earl  Stimson,  Chair- 
man. The  Chairman  of  the  Committee  will  please  state  in  a  brief  man- 
ner the  way  in  which  he  wishes  the  report  considered. 

Mr.  Earl  Stimson  (Baltimore  &  Ohio)  : — Quite  serious  objections 
were  raised  by  several  members  of  the  Committee  to  the  wording  and 
the  manner  in  which  some  of  the  facts  were  presented  in  the  first  four 
paragraphs  of  the  introductory  to  the  proposed  specifications  for  the 
creosote  coal-tar  solution.  By  inference,  on  account  of  ambiguity  and 
possibly  a  little  poor  English,  these  members  were  able  to  see  a  mean- 
ing in  these  paragraphs  which  was  entirely  foreign  to  that  which  the 
Committee  wishes  to  convey. 

These  members  objected  to  the  manner  in  which  the  matter  con- 
tained in  these  paragraphs  was  presented,  as  they  thought  that,  at 
least  by  inference,  it  constituted  a  very  strong  endorsement,  if  not  a 
recommendation,  for  the  use  of  the  creosote  coal-tar  mixture  in  place 
of  straight  creosote.  The  stand  of  the  Committee  is  plainly  stated  in 
these  paragraphs  to  the  efitect  that  we  do  not  indorse  the  mixture  and 
we  do  not  recommend  it.  In  compliance  with  the  instruction  of  the  Board 
of  Direction,  after  working  on  the  subject  for  four  years,  we  felt  we 
could  now  present  a  specification  which  represented  current  practice  in  the 
use  of  this  mixture. 

Fearing  that  a  like  meaning  might  be  seen  by  others,  it  seemed  desir- 
able to  reconstruct  these  paragraphs  so  as  to  make  the  Committee's 
meaning  clear  beyond  a  doubt.  This  the  Committee  believes  has  been 
done  in  the  paragraphs  about  to  be  offered  as  substitutes.  These  sub- 
stitute paragraphs  were  drawn  with  the  aid  of  the  objecting  members 
and  meet  their  objections  entirely,  and  as  a  result  they  very  grace- 
fully withdrew  a  minority  report  which  they  had  prepared  for  presen- 
tation. 

The  President : — Inasmuch  as  these  substituted  paragraphs  meet  with 
the  approval  of  the  entire  Committee,  the  Chair  suggests  they  be  taken 
as  approved  by  the  convention,  and  that  we  take  up,  first,  the  considera- 
tion of  the  specifications.  The  real  essence  of  the  matter  is  found  in 
the  specifications  which  the  Committee  recommends,  and  the  Chairman 
will  now  take  up  the  specifications. 
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(Mr.   Stimsoii   read  llic   first  conclusion   on  ]y.i^v  H33,  and   in  conncc 
tioii  therewith  the  matter  (jn  paj^c  826.J 

"(  1  )   Tlic  Use  of  Coal  Tar  in  Creosote: 

"(a)   The  Specification  for  a  Oeosote  Coal- far  solution  (p.  82OJ 
"(h)    l\ir:i,i'Tai)hs    1    and    J,    referring    to   the   qualit\    of    the   coal 

tar  to  he  used  in  the   solution    {[).  826). 
"(c)    The  six  precautions  to  be   followed   in  the   use  of  coal  tar 
in  solution  with  creosote   (p.  827). 

Mr.  Earl  Stimson: — I  move  that  this  conclusion  be  inserted  in  the 
Manu.'d. 

Mr.  Hunter  McDonald  (Nashville,  Chattanooga  &  St.  Louis)  :— Will 
it  he  furnished  with  marginal  headings? 

Mr.  Earl  Stimson : — Yes ;  we  can  do  that. 

Mr.  E.  A.  Frink  (Seaboard  Air  Line)  : — I  would  inquire,  if  this 
is  inserted  in  the  Manual,  whether  it  will  be  accompanied  by  any  ex- 
planation of  what  results  may  be  expected. 

Mr.  Earl  Stimson : — I  do  not  believe  it  is  customary,  in  publishing 
matter  in  the  Manual,  to  give  anything  introductory  or  explanatory,  but 
to  give  only  the  actual  matter,  such  as  a  specification,  that  is  adopted. 
Such  matter  and  the  various  arguments  leading  up  to  the  adoption  are 
found  printed  in  the  Proceedings,  either  in  the  report  or  in  the  discus- 
sion.    Is  that  right,  Mr.  Secretary? 

Secretary  E.  H.  Fritch : — In  some  cases  explanatory  notes  have  been 
inserted  in  the  Manual. 

Mr.  Frink : — The  reason  I  made  the  inquiry  is  because  my  under- 
standing is  that  the  Committee  does  not  intend  us  to  understand  that 
this  solution  will  give  results  at  all  equal  to  straight  creosote,  and  it 
struck  me  if  it  is  included  in  the  Manual  without  any  explanation,  it 
may  be  very  misleading  to  certain  people,  who  m'ght  use  that  specifica- 
tion for  wood  preservation.  It  seems  to  me  if  we  include  a  specification 
in  our  Manual  for  a  solution  that  will  not  produce  results  equal  to 
creosote,  we  ought  in  some  way  to  safeguard  the  use  of  that  specifica- 
tion. 

Mr.  Earl  Stimson : — The  Committee  is  willing  to  make  an  explana- 
tory statement,  either  in  the  form  of  a  footnote  or  a  prelude  to  the  speci- 
fication, when  published  in  the  Manual.  Will  you  be  willing  to  leave  it  to 
the  Committee  to  formulate  thai  explanation? 

Mr.  Frink: — Yes. 

Mr.  J.  L.  Campbell  (El  Paso  &  Southwestern)  :— If  I  correctly  under- 
stand what  the  Chairman  of  the  Committee  said  a  few^  moments  ago,  the 
Committee  does  not  recommend  a  mixture  of  creosote  and  coal  tar  such 
as  is  provided  for  in  these  specifications.  If  this  is  true,  why  is  this  As- 
sociation asked  to  adopt  the  specification,  or  is  the  Committee  merely 
submitting  the  matter  to  the  Association  as  a  statement  of  fact  without 
recommendation  ? 

Mr.  Earl  Stimson: — Our  reasons  are  given  in  the  four  preliminary 
paragraphs,  to  which  I  have  referred.     Do  not  misunderstand  what  the 
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Coiiitnittce  means.  We  di)  not  endorse  this  coal-tar  creosote  solution  as 
better  than  creosote,  nor  do  we  recommend  it  as  a  substitute  for  creo- 
sote. The  solution  is  being  used  to  a  large  extent,  therefore  it  seemed 
proper  that  the  Committee  should  investigate  its  use,  discover  the  best 
practices  and  from  them  formulate  a  specification  to  serve  as  a  guide 
to  the  many  users  of  the  mixture.  They  will  then  know  they  are  getting 
a  proper  mixture  if  it  conforms  to  that  given  in  this  specification  for  the 
creosote  coal-tar  solution  which  the  Committee  recommends  to  the  As- 
sociation for  adoption.  The  Committee,  however,  does  not  feel,  at  the 
present  time,  that  it  can  recommend  as  to  the  advisability  of  using  the 
mixture  in  place  of  creosote.  This  information  is  all  given  in  the  report 
in  the  four  paragraphs  preceding  the  specification. 

Mr.  J.  L.  Campbell : — I  got  the  impression  from  this  first  paragraph 
in  Bulletin  174  that  the  Committee  was  recommending  the  use  of  the 
indicated  mixture. 

The  President :— The  Chairman  will  read  the  preliminary  statement. 

(Chairman  Stimson  then  read  the  following  substitute  for  the  said 
first  four  paragraphs.) 

THE   USE  OF  REFINED   COAL   TAR   IN   CREOSOTE. 

"The  tendency  in  the  wood-preserving  industry  during  the  past  year 
has  been  to  continue  and  to  some  extent  increase  the  practice  of  using  re- 
fined coal  tar  in  creosote,  which  was  considered  by  the  Committee  on 
Wood  Preservation  in  last  year's  report.  The  supplemental  report  on 
this  subject,  which  was  presented  by  Dr.  Hermann  von  Schrenk  last  year, 
covered  the  general  situation,  and  there  are  as  yet  no  new  specific  data 
available,  although  it  may  be  stated  that  the  practice  of  using  a  solution 
of  refined  coal  tar  and  creosote  has  become  more  permanently  established. 

'The  commercial  and  economic  conditions  make  advisable  the  con- 
servation of  the  creosote  supply.  One  of  the  feasible  means  of  augment- 
ing the  available  output  of  domestic  creosote  is  by  the  proper  addition  of 
refined  coal  tar.  This  practice  has  been  followed  for  some  years,  and 
there  is  every  indication  that  it  will  be  increased  in  the  future.  It  follows, 
therefore,  that  a  thorough  mutual  understanding  between  the  treating 
plants  and  the  consumer  is  desirable. 

"The  best  results  are  obtained  from  a  solution  of  refined  coal  tar  in 
creosote,  which  is  filtered  after  being  properly  mixed.  The  filtration 
process  removes  much  of  the  free  carbon  and  reduces  the  viscosity  of  the 
fluid,  with  the  result  that  the  oils  are  thoroughly  incorporated  into  an 
entirely  homogeneous  product.  Such  a  solution  is  superior  to  and  will 
give  better  penetration  than  one  unfiltered  and  improperly  mixed,  and  in 
tests  under  certain  conditions  (see  pp.  1074  to  1088,  Vol.  15)  did  not  re- 
duce the  penetration  as  compared  with  straight  creosote.  In  cases  where 
satisfactory  penetration  can  be  obtained  the  use  of  such  a  solution  en- 
courages the  preservation  of  certain  timbers  which  would  otherwise  be 
used  untreated,  and  makes  for  economy  where  the  supply  of  creosote  is 
inadequate  and  the  cost  is  higher  than  that  of  the  solution. 

"Your  Committee  last  year  recommended  certain  precautions  in  case 
a  creosote-coal  tar  solution  was  used,  but  made  no  recommendations  as 
to  the  advisability  of  the  refined  coal  tar  addition.  We  are  still  unpre- 
pared to  recommend  regarding  the  advisability,  nor  can  comparative  serv- 
ice results  between  straight  creosote  and  that  to  which  refined  coal  tar 
has  been  added,  be  stated.     The  fact  remains,  however,  that  the  practice 
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is   rinnly  cslablislu d  and   widrly    followed.     J  fcnci",  your  ("omrniltcr    fi'cls 
justiticd  in  luakiiiK  icconniu'iidalioiis  wliidi   will  protect  the  railway  com 
panies  as    fidly   as   possible   against   unsatisfactory    material    or    improper 
mixtures." 

These  paragrai)hs  arc  to  take  place  of  the  first  four  paragraphs  under 
the  heading  given. 

The  President: — 1  he  specifications  as  submitted,  without  objection, 
will  be  taken  as  adopted  for  insertion  in  the  Manual,  with  the  under- 
standing that  there  is  to  be  a  note  attached  that  will  express  the  views 
of  the  Committee  on  the  use  of  the  specifications. 

Mr.  Earl  Stimson : — Supplemental  to  the  specifications  we  offer  the 
following,  the  introduction  to  which  I  will  read. 

The  President ; — They  will  be  adopted  as  per  the  recommendation  of 
the  Committee. 

Mr.  Earl  Stimson : — I  will  read  the  precautions  numbered  i  to  6,  in- 
clusive, on  page  827 : 

"(i)  That  there  will  be  a  distinct  understanding  between  all  con- 
cerned that  a  mixture  is  specified  and  used. 

"(2)  That  the  coal  tar  may  be  added  to  the  creosote  at  treating 
plants  wdien  suitable  facilities  for  properly  mixing  the  solution  arc  avail- 
able;  otherwise  the  solution  be  mixed  by  the  manufacturer,  but  subject 
to  the  inspection  or  supervision  of  the  railway  company, 

"(3)  That  under  no  circumstances  should  the  coal  tar  added  con- 
stitute  more  than  25  per  cent,  of  the  mixture. 

"(4)  That  the  coal  tar  and  creosote  be  thoroughly  mixed  at  a 
temperature  of  approximately  180  degrees  Fahrenheit  before  being  ap- 
plied to  the  timber,  and  that  the  mixing  be  done  in  tanks  other  than  the 
regular  working  tanks,  and  that  the  tanks  containing  the  mixture  shall 
be  heated  and  agitated  thoroughly  each  time  before  any  oil  is  transferred 
to  the  working  tanks, 

"(5)  That  only  low-carbon  coal  tar  be  used,  the  amount  of  freq 
carbon  not  to  exceed  5  per  cent. 

"(6)  That  in  treating  with  the  mixture  the  temperature  of  the 
solution  in  the  cylinder  be  not  less  than  180  degrees  Fahrenheit." 

I  move  that  the  six  precautions  be  adopted  and  inserted  in  the 
Manual. 

The  President : — The  motion  will  prevail. 

Mr,  Earl  Stimson: — Taking  up  the  second  subject,  "Water  in  Creo- 
sote," on  page  828,  the  third  paragraph  now  reads  as  follows:  (Reading 
the  same.)  Since  the  report  was  printed  it  has  been  suggested  that  this 
be  more  fully  stated,  and  the  Committee  desires  to  substitute  the  follow- 
ing for  that  paragraph : 

"All  coal  tar  contains  water  in  greater  or  less  degree.  This  is  usually 
removed  with  the  light  oil  and  does  not  ordinarily  constitute  a  source  of 
water  in  creosoted  oil,  although,  if  the  water  is  present  in  the  tar  in  an 
unusual  amount,  it  may  not  be  entirely  removed  during  the  early  stages 
of  distillation  and  some  may  remain  in  the  creosoted  oil." 

The  President:— If  there  is  no  objection,  that  will  be  substituted  in 
the  report  for  what  is  now  found  on  page  828. 
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Mr.  Earl  Stimson  : — In  conclusion,  the  Committee  offers  tlic  follow- 
ing: 

"(0  Allowable  Limits  of  Water:  The  use  of  creosote  in  treatment 
cor.taining  up  to  3  per  cent,  water  is  permissible.  Where  the  quantity 
exceeds  3  per  cent,  proper  allowance  shall  be  made,  l)ut  under  no  circum- 
stances shall  timbers  be  treated  with  oils  having  more  than  6  per  cent, 
water. 

"(2)  Measurement  of  Oil:  In  all  cases  where  water  separates  from 
the  oil  in  the  tank  or  car,  the  water  should  be  taken  off  to  as  great  an 
extent  as  practicable  and  the  oil  measurement  then  should  he  made  from 
the  point  of  separation  between  the  remaining  water  and  oil  as  nearly  as 
this  can  be  determined.  This  refers  to  the  physical  process  of  measure- 
ment. 

"(3)  Sampling  of  Oil  for  Water  Content:  In  sampling  oil  a  drip 
sample  should  be  used  in  taking  samples  from  cylinders  during  treatment, 
;ind  an  approved  cross-section  tube  should  be  used  for  taking  samples 
from  tanks  or  tank  cars. 

''(4)  Storage  Tanks:  All  storage  tanks  should  have  a  watertight 
roof." 

I  move  the  adoption  of  these  four  rules. 

The  President: — Is  there  any  objection  to  the  adoption  of  the  four 
rules  relative  to  water?    They  are  adopted  by  the  convention. 

The  Secretary :— A  communication  has  been  received  from  the  Forest 
Service  of  the  United  States  Department  of  Agriculture,  reading  as 
follows : 

"The  Forest  Service  has  just  completed  the  bulk  of  the  work  on  a 
rather  intensive  study  of  Southern  yellow  pine,  which  has  in  view  the 
formulation  of  specifications  under  which  selected  yellow  pine,  especially 
in  the  structural  grades,  can  be  obtained.  This  work  included  studies  of 
representative  operations  in  the  South  to  determine  the  character  of  the 
available  timber  and  the  analysis  of  a  large  number  of  timber  tests.  The 
conclusions  of  the  Forest  Service  are  set  forth  in  the  proposed  rules  for 
grading  structural  timbers  of  Southern  yellow  pine,  a  copy  of  which  I  am 
enclosing.  These  rules  were  prepared  by  this  office  and  the  Forest  Prod- 
ucts Laboratory  after  a  careful  analysis  of  all  our  data  and  will,  I  pre- 
sume, be  considered  by  the  Committee  in  question  and  will  constitute  the 
basis  of  the  discussion  at  the  meeting  of  the  Committee  on  Structural 
Timbers  of  the  American  Society  for  Testing  Materials  to  be  held  at  the 
Blackstone  Hotel  in  Chicago  on  March  19. 

'T  have  prepared  four  cases  of  exhibits  which  illustrate  the  prin- 
ciples embodied  in  this  rule  through  selected  samples  of  yellow  pine.  A 
map  has  also  been  made  which  shows  the  location  of  the  mills  cutting 
Southern  yellow  pine  according  to  their  capacity.  The  map  also  shows 
centers  of  production  and  the  location  of  the  studies  made  by  the  Forest 
Service." 

The  exhibits  referred  to  in  the  communication  have  been  placed  in 
the  anteroom  of  the  convention  hall  for  the  information  of  the  members. 

The  President : — The  Committee  is  relieved,  wath  the  thanks  of  the 
Association  for  its  valuable  report. 
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LIST    OF     SPEAKERS    TAKING     PART     IN     DISCUSSION     ON     BALLAST. 

A.  S.  Baldwin.  C.  E.  Lindsay. 

J.  B.  Berry.  Hunter  McDonald. 

W.  ^].  Camp.  J.  M.  Meade. 

J.  L.  Campbell.  L.  S.  Rose. 

R.  H.  Ford.  Earl  Stimson. 

H.  E.  Hale.  John  G.  Sullivan. 

J.  R.  Leighty.  a.  M.  Van  Auken. 

The  President: — The  report  of  the  Committee  on  Ballast  will  be 
presented  by  the  Chairman,  Mr.  H.  E.  Hale. 

Mr.  H.  E.  Hale  (President's  Conference  Committee)  : — The  report 
of  the  Ballast  Committee  is  found  in  Bulletin  175.  Among  changes  in 
the  Manual,  beginning  on  page  1006,  is  the  definition  of  "Chats.''  This 
has  been  slightly  changed.  There  should  be  added  under  this  definition 
the  words  "lead,  silver  and  other  ores,"  so  that  it  will  read,  "tailings 
from  mills  in  which  lead,  zinc,  silver  and  other  ores  are  separated  from 
the  rocks  in  which  they  occur." 

The  President : — -The  other  changes  are  only  in  verbiage,  and  do 
not  alter  the  sense.     The  Chairman  is  reading  only  the  material  changes. 

Mr.  Hale : — On  page  1006,  under  the  heading,  "Choice  of  Ballast," 
the  parts  in  parentheses  are  recommended  to  be  omitted.  We  feel  that 
they  are  a  little  obsolete. 

The  President: — There  being  no  objection,  that  will  be  accepted. 

Mr.  Hale : — The  Committee  recommends  this  addition  : 

"In  the  choice  of  ballast,  where  possible,  gravel  should  be  con- 
sidered, as  it  has  given  excellent  results  when  properly  screened  and 
washed." 

^Ir.  R.  H.  Ford  (Chicago,  Rock  Island  &  Pacific)  : — I  would  like  to 
suggest  the  word  "crushed"  after  "properly,"  so  that  this  paragraph 
will  read,  "When  properly  crushed,  screened  and  washed."  In  the  use 
of  gravel  for  ballast,  the  best  results  can  only  be  secured  when  stone 
IS  crushed.  By  this  means  the  disadvantages  of  round  pebbles  around 
the  ties  are  removed. 

The  President: — The  Committee  will  accept  that  suggestion. 

Mr.  Hale : — 'On  page  1007  there  is  an  addition  after  paragraph  3 : 

"Attention  is  called  to  die  physical  test  of  stone  for  ballast  given 
below,  which  are  recommended  as  a  guide  in  connection  with  the  spe- 
cifications." 

There  is  a  further  addition  on  the  lower  part  of  this  page  1007. 
which   is  underscored.     That   was   added   by   your   Committee   because   it 
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was  fell  lliat  quite  a  ninnhci  of  llic  iiicnil)cr.s  of  the  Association  do  not 
know  that  the  (iovcrnimiil  would  make  these  tests  free  of  charsc,  and 
that  there  is  a  great  deal  of  valuable  information  already  tahidaled  at 
Washington. 

Mr.  J.  L.  Campbell  (F.l  Paso  &  Southwestern)  : — In  line  (c),  page 
1007,  should  not  the  word  "minimum"  be  substituted  for  the  word 
"maximum,"  making  it  read,  "per  cent,  of  wear,  minimum"? 

The  President: — That  is  evidently  a  typographical  error  and  will 
be  corrected. 

Mr.  Hale: — The  changes  on  page  joc8,  which  are  underscored,  are 
very  minor  changes  in  English.  On  page  1009,  your  Committee  recom- 
mends a  new  specification  for  Burnt  Clay  Ballast.  The  entire  specifica- 
tion is  changed. 

SPECIFIC ATION.S     FOR    BURNT-CLAY    BALLAST. 

"Kind  of  Material. — Good  ballast  clay  should  be  heavy  and  plastic, 
free  from  saqd,  gypsum  or  other  impurities ;  must  not  crumple  when 
exposed  to  air  or  brought  in  contact  with  heat. 

"Location. — Pit  must  be  located  on  level  or  moderately  sloping 
ground,  not  subject  to  overflow\  A  w^ater  supply  is  desirable,  and  it 
must  be  borne  in  mind  that  the  sulphurous  and  carbonaceous  gases  lib- 
erated during  the  burning  period  damage  the  surrounding  vegetation  and 
make  habitation  in  the  near  vicinity  very  disagreeable. 

"Test.  —  Location  site  should  be  thoroughly  tested  to  determine 
quality  of  clay,  depth  and  uniform  consistency  of  deposit,  and  small 
quantities  should  be  burned  in  test  kilns  to  show  the  quality  of  ballast 
to  be  secured. 

"Burning. — Fuel  should  be  fresh,  clean  slack,  and  arrangements 
made  to  secure  constant  supply.  One  ton  of  slack  coal  is  sufficient  for 
the  perfect  burning  of  four  cubic  yards  of  acceptable  ballast.  From  one 
to  one  and  a  half-inch  layer  of  slack  is  alternated  with  from  ten  to 
twelve-inch  layer  of  clay,  a  new  layer  of  slack  and  clay  being  applied 
to  fire  every  fire  or  six  days. 

"Fires  once  started  must  be  kept  steadily  and  uniformly  burning. 

"To  insure  thorough  and  proper  burning  of  cla}^  the  top  and  face  of 
the  fire  must  be  frequently  raked  down,  to  avoid  clinker  or  black  spots 
caused  by  too  much  or  too  little  air. 

"When  fully  burnt,  a  proper  ballast  clay  becomes  red  in  color,  due 
to  its  high  percentages  of  iron  compounds;  when  underburnt,  the  clay 
will  show  a  yellow  color. 

"Size. — Burnt  clay  ballast  should  be  crushed  or  broken,  if  neces- 
sary, so  that  the  largest  piece  will  pass  through  a  4-in.  ring. 

"Density. — The  finished  product  should  absorb  not  to  exceed  15 
per  cent,  of  moisture  by  weight." 

Mr.  John  G.  Sullivan  (Canadian  Pacific)  : — We  are  not  burning 
ballast,  so  I  have  not  any  knowledge  about  it,  but  one  of  the  clauses  here 
reads,  "When  fully  burnt,  a  proper  ballast  clay  becomes  red  in  color." 
That  is  true  if  there  is  no  iron  in  it,  but  \H  the  North  we  have  clay  that 
we  burn,  and  it  makes  good  brick,  but  it  is  not  red,  because  there  is 
*no  iron  in  the  clay.  It  is  possible  that  it  would  make  good  ballast.  I 
think  it  might  be  well  to  add  to  this  part  of  the  specification  I  have  just 
referred  to  the  words,  "when  the  clay  contains  iron." 
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Mr.  J.  L.  Campbell: — In  referring  to  kinds  of  material,  1  think  the 
Inst  line  shonld  read,  "good  ballast  clay  is  heavy  and  plastic,"  rather 
than  "should  be  heavy  and  plastic." 

The  President : — The  Committee  accepts  that  suggestion.  The  Com- 
mittee also  accepts  Mr.  Sullivan's  suggestion  to  add  the  words  "when  the 
clay  contains  iron." 

Mr.  A.  M.  Van  Auken  (Civil  Engineer)  : — There  is  quite  a  differ- 
ence in  the  amount  of  coal  needed  to  burn  clay  into  ballast  in  different 
parts  of  the  country.  Some  clays  have  a  less  tendency  to  pack  than 
others  when  wet,  and  mining  regulations  make  coal  called  ''slack"  much 
finer  in  some  parts  than  in  others.  Very  fine  coal  used  with  a  clay 
which  will  pack  when  wet  brings  about  a  slower  combustion  than  when 
the  clay  lies  in  lumps  and  the  coal,  in  burning,  leaves  openings  in  the 
mass.  Where  the  coal  has  less  free  draft  it  does  not  burn  so  fiercely 
and  develops  a  less  intense  heat,  which  intense  heat  is  necessary  to  the 
proper  calcining  of  the  burned  material  if  it  is  to  be  the  best  class  of 
ballast. 

This  amount  of  four  yards  to  the  ton  will  give  good  results  in  Iowa, 
Missouri  and  Kansas,  but  it  will  not  be  sufficient  in  Oklahoma  and  North- 
ern Texas,  due  to  nature  of  the  clay  and  also  to  the  great  amount  of 
very  fine  coal  due  to  the  excessive  use  of  powder  in  mining  in  the  Okla- 
homa field.  Unless  sufficient  coal  is  used,  the  ballast  will  be  under- 
burned,  and  will  not  wear  well  or  give  good  results.  It  is  a  matter  which 
in  the  end  must  be  left  to  the  judgment  of  the  man  in  charge  of  the 
burning,  and  it  may  be  impossible  to  secure  over  three  and  one-half 
yards  to  the  ton  in  the  more  Southern  locations. 

The  President : — The  Committee  suggests  the  insertion  of  the  word 
"generally"  before  the  word  "sufficient,"  in  the  second  line  of  the 
paragraph  on  "burning,"  to  cover  the  criticism  made  by  Mr.  Van 
Auken. 

Are  there  any  other  comments  on  the  specifications  for  burnt-clay 
ballast?     If  not,  they  will  be  considered  as  adopted. 

Mr.  Hale : — Those  are  practically  all  the  changes  in  the  Manual 
which  your  Committee  recommends.  There  are  some  underscored  lines 
on  page  loio,  but  these  have  all  been  approved  by  the  Association,  so 
that  they  have  been  underscored  in  error. 

At-the  bottom  of  page  lOio,  your  Committee  presents  matter  headed 
"Study  of  Ballast  Sections,  with  Particular  Reference  to  Use  of  Sub- 
and  Top-Ballast." 

This  question  has  been  given  consideration  for  two  years  by  your 
Committee.  Last  year  the  Committee  submitted  a  number  of  standard 
plans  and  one  composite  plan,  showing  "The  Proposed  Section"  and  its 
relation  to  various  standard  plans.  The  increased  depth  of  ballast  mate- 
rial increased  the  proposed  width  of  the  roadbed.  At  the  present  time 
we  have  roadbeds  20  to  22  feet  wide  with  12  inches  of  ballast,  and  if 
the  ballast  is  increased  another  foot  in  depth  it  means  an  increase  in 
the  width  of  the  roadbed  of  four  feet,  as  the  slope  on  each  side  is  2  to  i. 
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This  hallast  section,  which  is  shown  on  pp.  1012  and  loi.^,  is  recom- 
mended ior  adoption.  It  is  (lass  "A"  Sect'on — Crushed  Stone  and 
Slag.  These  four  sections  take  the  place  of  the  first  section  formerly 
in  the   Manual. 

The  I*res*dent  : — These  changes  are  important,  and  it  ib  essential 
there  should  he  some  discussion  of  th"s  before  the  matter  in  it  is 
accepted. 

Mr.  C.  P.  Howard  (Consulting  Engineer)  : — I  had  occasion  some 
time  ago  to  figure  on  what  the  cost  would  be  to  widen  the  roadbed  in 
a  certain  case.  If  you  have  a  deep  rock  cut,  say  54  feet  deep,  and  you 
widen  that  cut  four  feet,  that  will  be  eight  yards  of  solid  rock  per 
running  foot,  and  I  think  you  will  find  in  some  cases  of  deep  rock  cuts 
that  the  cost  of  cutting  a  wide  roadbed  over  the  narrowest  one  you 
could  reasonably  get  along  with  would  probably  amount  to  more  than 
the  entire  cost  of  maintenance  of  a  mile  of  track.  I  do  not  know 
whether  that  should  be  touched  on  here  or  not,  but  there  certainly  is  an 
economic  question  which  comes  in. 

Mr.  R.  H.  Ford: — I  notice  the  Committee  have  specified  13-foot 
track  centers  for  the  standard  ballast  section.  Has  consideration  been 
given  to  the  tendency  of  the  railways  to  increase  main-track  spacing  to 
14- foot  centers?  It  does  not  seem  desirable  to  me  to  publish  in  the 
Manual  a  13-foot  track  center  for  all  classes  of  track  as  an  adopted 
standard  spacing. 

Mr.  Hale : — The  Committee  did  give  consideration  to  this  center 
distance  of  13  feet  and  14  feet,  and  endeavored  to  select  one  which 
would  show  about  the  average  of  conditions  on  the  railroads,  and  the 
Committee  also  did  not  like  to  add  another  foot  to  the  roadbed  if  they 
could  avoid  it.  Their  feeling  in  the  matter  is  that  24  inches  of  ballast 
is  based  on  the  two  tests  printed  in  previous  Proceedings,  and  also  on 
the  fact  that  the  motive  power  is  continually  getting  heavier,  trains  are 
running  at  greater  speeds,  the  number  of  loads  are  increasing,  and  the 
track  foundation  is  not  increasing  at  the  same  rate.  Twelve  inches  of 
ballast  is  considered  by  your  Committee  as  too  small  an  amount  for 
heavy  traffic,  and  when  24  inches  was  adopted,  then  the  slopes  of  the 
ballast  forced  the  Committee  to  widen  the  roadbed  to  a  considerable 
extent,  but  we  have  endeavored  to  design  it  as  narrow  3s  possible.  We 
had  that  in  view  w^hen  we  recommended  the  distance  of  13  feet  between 
centers  of  the  two  tracks. 

Two  plans  were  -published  last  year,  one  proposed  by  the  Baltimore 
&  Ohio  with  24  inches  of  ballast,  and  one  proposed  by  the  Pennsylvania 
Railroad.  Your  Committee  selected  the  Baltimore  &  Ohio  design  as 
being  the  most  desirable. 

Mr.  Hunter  McDonald  (Nashville,  Chattanooga  &  St.  Louis):  — I 
realize  that  in  what  I  may  have  to  say,  with  regard  to  these  cross- 
sections,  I  will  be  decidedly  in  the  minority.  I  have  always  felt  that 
there  was  no  necessity  for  banking  the  ballast  up  against  the  end  of 
the   ties.     On   the   other   hand,   I   think   it    is   a   detriment   to   the   track. 
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During  the  past  year  we  have  discontinued  this  practice  altogether  on 
crushed-stone  ballast,  and  have  had  no  trouble  whatever  in  keeping  our 
track  in  line. 

The  objection  to  it  is  that  as  soon  as  the  ballast  at  the  end  of  the 
tie  becomes  clogged  with  any  dirt  it  begins  to  act  as  a  pum]),  and  pumjjs 
the  clay  up  through  the  bottom  of  the  ballast  and  fouls  the  ballast. 

The  sections  which  are  proposed  here,  it  seems  to  me,  could  only 
be  carried  out  on  roads  having  sufficient  tracks  to  enable  them  to  shift 
the  traffic  while  this  section  was  being  introduced.  On  single-track  roads 
it  is  an  impossibility.  There  is  absolutely  nothing  to  do  in  that  case 
but  to  put  your  ballast  in  the  track  and  let  it  go  where  it  will,  and  I 
venture  to  say  that  on  many  of  the  roads  in  this  country  which  are  forty  or 
fifty  years  old,  the  ballast  will  be  found  to  be  four  or  five  feet  thick 
on  the  embankments,  and,  I  may  add,  in  many  cuts. 

I  do  not  believe  that  the  question  of  foul  ballast  has  had  the  study 
it  deserves,  and  I  believe  a  great  deal  of  the  foul  ballast  is  due  to  the 
fact  that  it  has  been  tamped  too  much.  Limestone  dust  that  will  pass 
through  a  No.  200  sieve,  which,  when  mixed  with  water,  without  any 
cement  whatever,  will  pull  80  lbs.  per  square  inch.  It  seems  to  me  that 
the  continued  powdering  of  limestone  under  the  ties  by  tamping  will 
produce  a  paste  which  will  cause  churning,  especially  so  if  the  border 
is  clogged.  The  paste-forming  qualities  of  different  limestones  are  well 
worth  investigation. 

I  notice  the  Committee  recommends  the  cleaning  of  the  ballast 
down  to  the  roadbed,  and,  I  take  it,  perpendicularly  with  the  end  of  the 
tics.  I  believe  if  this  is  done  it  will  result  in  centerbound  track.  I  do 
not  believe  the  clay  in  foul  ballast  can  be  drained  out.  I  do  not  think 
there  is  any  method  of  doing  that,  except  by  shifting  the  traffic,  taking 
up  the  track  and  digging  out  the  ballast,  to  be  either  cleaned  or  thrown 
away. 

Mr.  J.  B.  Berry  (Consulting  Engineer)  : — Some  years  ago  we  fol- 
lowed the  plan  of  banking  up  the  ballast  and  carrying  it  six  or  eight 
inches  beyond  the  ends  of  the  ties,  thinking  it  would  keep  the  track  in 
better  line  and  surface.  We  found  that  it  collected  the  dirt  and  cinders, 
and  we  had  trouble  with  the  track  circuits  of  automatic  signals — in 
many  places  had  to  reduce  the  length  of  the  circuits.  Then  we  adopted 
a  section  with  about  one-inch  clearance  below  the  bottom  of  the  rail. 
It  provided  good  drainage,  even  in  the  rock  and  burnt-clay  ballast.  We 
found  no  additional  expense  due  to  keeping  the  track  in  line  and  surface 
as  compared  with  the  section  called  "boxed  in." 

As  the  roads  of  the  country  are  so  generally  adopting  automatic 
signals  and  track  circuits,  by  providing  good  drainage  and  keeping  them 
clear  of  cinders  and  ice,  they  will  be  more  efficient  and  cost  less  money 
to  operate. 

Mr.  R.  H.  Ford : — The  Committee  suggested  last  year  that  there 
should  be  applied  to  sub-grade  what  practically  amounts  to  a  sub-ballast 
of  cinders,  or  other  suitable  material.     In  some   recent   construction,   an 
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opportunity  was  afforded  last  year  to  try  out  this  suggestion  on  the 
Rock  Island,  and  the  results  have  been  very  gratifying,  although  the 
ballast  has  not  been  in  place  long  enough  so  that  the  results  can  be  said 
to  be  conclusive.  It  seems  to  indicate  the  desirability,  however,  of 
stMue  such  material  between  the  roadbed  and  the  ballast.  Over  this 
4  inches  of  sub-ballast  was  applied  15  inches  of  rock  ballast.  This 
material  was  divided  into  two  classes;  the  first  8  inches  consisted  of 
coarse  washed  stone,  screened,  passing  through  a  4-inch  ring;  the 
final  7  inches  are  crushed,  washed  and  screened  gravel,  passing  through 
a  2-inch  ring.  Special  care  has  been  given  to  sub-surface  drainage  and 
roadbed   construction. 

I  am  very  skeptical  of  any  recommendation  which  makes  24  inches 
the  proper  depth  for  ballast,  although  some  investigations  would  seem 
to  support  it.  A  standard  ballast  section  and  the  proper  depth  of  ballast 
have  been  a  fruitful  source  of  discussion  for  many  years,  simply  because 
we  insist  on  considering  one  factor  without  taking  into  account  the 
other  elements  of  a  very  interesting  problem. 

Drainage,  load  distribution  on  sub-grade,  materials  and  manner  of 
constructing  the  sub-grade,  as  well  as  the  depth  and  type  of  ballast,. are 
all  elements  of  the  problem,  and  cannot  with  success  be  treated  sepa- 
rately. 

Mr.  McDonald's  remarks  regarding  the  value  of  removing  ballast 
from  the  end  of  the  ties  is  interesting,  because  it  shows  the  results 
secured  under  local  conditions.  Many  other  roads  can  endorse  his  con- 
clusions. On  the  other  hand,  there  are  still  other  roads  which  can 
show  as  conclusive  results  with  ties  imbedded  in  the  ballast,  the  latter 
carried  well  out  onto  the  shoulder.  Both  are  doubtless  correct  for  the 
particular  condition  to  which  they  refer,  and  both  may  be  entirely 
wrong  where  the  situation  changes  somewhat.  These  factors  arc  entirely 
local,  and  only  serve  to  show  the  utter  fallacy  to  undertake  to  out- 
line a  ballast  section  which  will  fit  all  sections.  Until  the  subject  of 
roadbed  and  sub-surface  construction  and  its  relation  to  maintenance  is 
more  thoroughly  studied,  very  little  can  be  expected  in  simply  revising 
existing  literature  on  the  subject. 

Mr.  Hale: — The  points  made  by  some  members,  particularly  that 
it  would  be  difficult  to  make  this  section  which  we  have  proposed,  have 
been  considered  by  the  Committee— we  have  had  that  point  in  view.  The 
usual  method  of  applying  ballast  in  the  case  of  a  new  track  is  to  apply 
gravel  ballast  first  and  later  to  apply  stone  ballast.  This  section  was 
selected  in  this  form,  so  that  the  above  method  could  be  followed. 

In  regard  to  the  electric-track  circuit,  you  will  notice  a  dotted  line 
along  the  top  of  the  ties,  which  shows  approximately  a  little  over  an 
inch  between  the  base  of  the  rail  and  the  ballast,  to  protect  the  track 
circuit  of  automatic  signal,  which  is  the  usual  method. 

With  regard  to  the  shoulder,  or  "boxing  in"  of  the  ballast,  the 
object  desired  by  your  Committee  was  not  so  much  the  holding  of  the 
track  in  line   (although  that  is  essential),  but  to  thoroughly  suppo'rt  the 
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eiul  of  the  tic  to  prevent  the  l)allast  from  "kickin<4  out"  from  under  the 
end  of  the  tic. 

As  regards  the  depth  of  hallast,  it  is  beheved  in  those  cases  where 
the  Government  is  digging  down  under  the  ties  to  find  the  depth  of 
ballast,  there  is  some  surprising  information  as  to  depth  of  ballast.  On 
one  railroad  the  oflficers  supposed  they  had  six  inches  of  ballast,  but 
they  found  that  they  had  from  one  foot  to  two  feet.  After  they  found 
this  out,  instead  of  adding  ballast,  which  they  were  prepared  to  do,  they 
arranged  to  scrape  off  the  shoulder  and  give  the  liallast  which  was 
already  in  the  track  a  thorough  drainage. 

In  regard  to  the  proposed  drainage  of  the  track,  I  would  like  Mr. 
Meade,  the  Vice-Chairman  of  the  Committee,  to  discuss  this  for  the 
Association  and  to  refer  to  some  experiments  which  the  Santa  Fe  has 
been  making  on  that  line. 

Mr.  J.  M.  Meade  (Santa  Fe)  : — We  have  had  a  great  deal  of  trouble 
with  the  ditching  machines  digging  the  tile  out  of  the  point  of  the 
ditch,  and  we  started  the  plan  of  putting  it  nearer  the  ends  of  the  ties,  7 
feet  from  the  center  of  track  and  out  of  the  point  of  the  ditch.  The 
plan  which  we  have  presented  shows  it  both  ways.  You  will  see  there 
is  a  tile  and  also  a  rock  drain  inserted  on  this  diagram,  which  we  have 
found  very  good,  especially  for  water  pockets.  We  do  not  know  of 
any  better  method  of  drainage  than  the  method  which  is  shown.  This 
new  method  is  standard  on  our  line. 

Mr.  L.  S.  Rose  (Cleveland,  Cincinnati,  Chicago  &  St.  Louis)  : — I  do 
not  know  much  about  the  ballast  sections  proposed  by  the  Committee,  but 
I  heard  a  speaker  talk  of  the  sub-grades,  and  I  want  to  offer  a  little  testi- 
mony which  was  brought  out  on  the  Big  Four  in  regard  to  the  ballast 
work  and  what  was  found  under  the  tracks. 

The  Government  Engineers  passed  over  510  miles  of  road  and  took 
observations  at  1,000-foot  stations.  The  digging  was  done  by  section- 
men,  the  object  being  to  go  to  the  bottom  of  the  ballast.  We  found  in 
one  place,  that  I  was  quite  familiar  with,  where  we  thought  the  ballast 
was  dirty,  that  underneath  the  present  ballast  the  original  gravel  was 
just  as  clean  as  the  day  it  came  out  of  the  pit.  We  dug  it  up  and  made 
a  careful  examination.  There  w^ere  streaks  showing  the  different  lifts 
that  had  been  made  on  the  track.  The  points  of  these  various  streaks 
could  be  told  by  the  dirt  in  the  ballast ;  it  was  black.  At  the  bottom, 
down  at  the  clay,  it  was  clean. 

We  found  another  surprising  fact  where  part  of  the  track  had  been 
stone-ballasted.  There  had  been  a  good  deal  of  trouble  with  the  track 
in  the  last  few  years,  and  it  had  been  raised,  another  lift  of  ballast  put 
in,  and  it  had  been  tamped  up  and  put  in  good  shape.  Digging  down 
there,  we  found  that  the  original  stcne  ballast  was  as  hard  as  ordinary 
common  cement  concrete.  It  was  pretty  nearly  impossible  to  dig  it  up 
in  the  middle  of  the  track.  At  the  end  it  was  not  so  hard.  This  bal- 
last had  been  fouled  at  times,  but  it  was  not  nearly  so  dirty  as  I  expected 
to  find  it. 
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We  also  found  a  place  where  the  hallast  was  as  deep  as  four  and 
one-half  feet,  wdiere  dirt  had  been  plowed  ofT  on  the  outside  to  widen 
the  banks,  making  a  pocket.  In  all  cases  where  we  have  taken  observa- 
tions, every  thousand  feet,  on  the  510  miles  of  track,  we  have  found  the 
ballast  cleaner  than  we  expected  to  find  it. 

Mr.  Hunter  McDonald: — In  answer  to  Chairman  Hale's  statement 
about  the  necessity  for  maintaining  the  shoulder  ballast  at  the  tie,  if  1 
remember  correctly,  he  said  it  was  for  the  purpose  of  supporting  the 
l)allast  under  the  end  of  the  ties.  I  do  not  understand  that  he  believes 
that  the  ballast  will  find  its  way  under  the  tie  automatically.  It  must 
be  tamped  in  there,  if  it  is  anything  larger  than  sand.  If  a  border  ten 
inches  wide  is  left  from  the  end  of  the  tie  at  a  level  with  the  bottom 
of  the  tie,  it  will  liold  the  ballast  in  there  just  as  well.  If  he  wants  to 
keep  a  store  of  ballast  along  the  track,  it  would  be  better  to  keep  it  at 
some  other  point  than  at  the  end  of  the  ties,  where  it  does  a  great  deal 
of  harm. 

Mr.  Earl  Stimson  (Baltimore  &  Ohio)  : — Our  experience  on  the  Bal- 
timore &  Ohio  supports  the  statement  of  the  Chairman,  namely,  that  it 
is  necessary  to  have  the  ballast  well  banked  at  the  end  of  the  tics  in 
order  to  properly  support  the  ballast  under  the  ends  of  the  ties. 

Mr.  Hale : — Your  Committee  felt  there  were  two  reasons  for 
this.  One  was  to  endeavor  to  hold  the  track  in  line,  particularly  where 
there  is  curvature,  and  the  second  was  to  insure  holding  the  ballast  under 
the  end  of  the  tie,  and  not  to  permit  it  to  "kick  out"  from  under  the 
end  of  the  tie;  this  is  done  by  having  ballast  around  the  end  of  the  tie. 

Mr.  Hunter  McDonald: — If  you  dig  down  in  the  ballast  at  the 
joints  wdiich  have  a  habit  of  kicking  out,  you  will  find  a  void  between 
the  bottom  of  the  tie  and  the  ballast.  The  ballast  has  not  settled  under 
the  tie,  but  the  void  under  the  tie  is  concealed  by  the  shoulder. 

Mr.  W.  M.  Camp  (Railway  Review)  : — I  understand  the  Committee 
recommends  that  tiling  be  laid  under  the  ballast  slope,  rather  than  under 
the  ditch? 

Mr.  Meade : — Under  the  point  of  ditch,  to  save  digging.  As  to  the 
shoulder  ballast  at  the  end  of  the  tie,  referred  to  by  Mr.  McDonald,  it 
has  been  our  experience  that  we  cannot  hold  the  track  in  line  unless 
we  have  this  shoulder.  That  is  our  experience,  and  all  of  our  finished 
track  is  put  up  in  that  way  (9-inch  shoulder). 

Mr.  A.  S.  Baldwin  (Illinois  Central)  : — It  seems  to  me  that  the 
question  of  shoulder  in  the  ballast  is  largely  dependent  on  the  character 
of  the  sub-grade.  I  think  it  cannot  be  denied  that  the  shoulder  does 
furnish  an  excellent  brace  to  the  tie,  so  far  as  maintenance  of  line  is 
concerned.  At  the  same  time  there  are  some  sub-grades  so  soft  that 
it  is  almost  impossible  to  maintain  them,  and  again  there  are  other  sub- 
grades  that  are  hard,  where  the  drainage  is  good,  so  that  the  shoulder 
can  be  maintained  with  comparatively  little  screening  for  quite  a  long 
period  of  time. 
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In  my  experience  I  found  it  a  good  plan  to  keep  the  shoulder  where 
it  could  be  kept  without  an  unreasonable  amount  of  churning,  but  at 
the  same  time  there  are  some  sub-grades  which  are  so  soft  and  the 
physical  condition  so  poor  that  it  is  more  economical  in  the  long  run  in 
such  places  to  do  away  with  the  ballast  shoulder. 

]Mr.  C.  E.  Lindsay  (New  York  Central)  : — ^^We  have  come  to  the 
point  on  our  lines  in  many  places  where  we  cannot  raise  the  track  any 
more.  We  must  maintain  it  at  its  present  elevation.  The  old  idea  that 
when  track  got  in  such  condition  that  you  could  not  keep  it  in  reason- 
ably good  line  and  surface,  the  remedy  was  to  give  it  a  surface  lift 
out  of  face,  cannot  be  practiced  any  more,  and  we  must  take  the  ballast 
we  have  and  provide  proper  drainage  through  it  by  screening  or  by  an 
entire  renewal,  and  maintain  the  track  at  its  present  height. 

Mr.  McDonald  is  entirely  right  in  saying  that  ballast  that  has  be- 
come so  foul  as  to  retain  the  water  around  the  end  of  the  tie  is  very 
objectionable,  and  where  that  condition  exists  we  clear  away  the  ballast 
down  to  the  level  of  the  bottom  of  the  tie  from  the  end  of  the  tie,  so  as 
to  give  the  water  a  chance  to  escape.  Anyone  who  will  examine  the 
bed  disclosed  by  the  removal  of  an  old  tie  will  find  it  packed  full,  almost 
to  a  glazed  surface  in  many  cases,  and  almost  impervious  to  water. 
The  drainage  in  that  case  must  be  into  the  ballast  between  the  ties, 
and  where  we  clean  the  ballast  we  clean  it  as  deep  as  we  can  go  between 
the  ties,  clear  across  the  track,  so  that  we  get  a  drainage  in  that  way 
from  the  bed  of  the  tie  into  the  space  between  the  ties,  and  then  out 
to  the  side  of  the  track.  We  find  that  clean  ballast,  either  stone 
or  gravel,  at  the  end  of  the  tie  of  decided  'benefit  in  maintaining  the 
line. 

The  old  question  -of  whether  the  "joint  was  low"  or  "the  center 
high"  applies  to  the  tie  as  well  as  to  the  rail.  A  centerbound  track 
merely  means  that  the  ends  have  gone  down  and  the  bearing  is  on  the 
center.  Everybody  knows  the  proper  place  to  support  the  tie  is  a 
space  three  feet  equidistant  each  side  of  the  rail.  You  cannot  main- 
tain your  track  if  you  support  the  tie  on  a  truncated  pyramid,  the  lines 
of  which  are  so  close  to  the  point  of  application  of  the  pressure  as  to 
allow  the  material  to  "kick  out,"  as  has  been  described. 

Mr.  J.  R.  Leighty  (Missouri  Pacific)  : — I  notice  that  the  drawings 
show  a  drain  filled  with  coarse  rock.  I  would  say  in  a  good  many  cases 
the  effective  life  of  the  drain  can  be  materially  lengthened  by  mixing 
cinders  with  the  rock.  If  the  character  of  the  sub-grade  is  such  that  it 
carries  a  great  deal  of  earth  with  the  water,  it  will  clog  the  interstices 
between  the  rocks  in  a  comparatively  short  time,  whereas  if  cinders  are 
put  in  they  act  as  a  filter  and  will  not  materially,  if  at  all,  deteriorate  the 
drain,  and  result  in  a  longer  life. 

Mr.  Meade : — I  will  say  that  the  cinders  in  the  course  of  a  few 
years  will  rot  and  clog  the  French  drain.  As  a  substitute  for  this  we  have 
been  using  crushed  rock  on  top  of  coarse  sand.  We  find  that  a  very 
good  plan.     I,  for  one,  would  be  opposed  to  using  cinders  on  a  French 
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drain,   for   the   reason   tliat   they  would    rot    and   hccoinc   sohd,    and    thus 
shut  the  drainage  off, 

Mr.  A.  S.  lialdwin : — As  to  Mr.  Meade's  suggestion  about  drainage 
in  the  shoulder,  I  tried  tliat  quite  a  number  of  years  ago,  putting  drained 
tile  vertically  below  the  end  of  the  ties,  practically  as  the  Committee 
shows.  I  find  it  a  very  excellent  way  for  draining  out  the  water  h(des. 
For  a  few  years  it  gave  excellent  results,  1)ut  the  pressure  from  the 
roadbed  and  the  fine  dust  caused  it  to  fill  up  almost  invarialjly.  Finally 
we  got  better  results  by  using  a  large  tile,  sunk  so  deep  into  the  ditches 
that  it  was  not  disturbed  by  pressure  from  the  track. 

Mr.  Meade : — Mr.  Baldwin  said  he  put  the  tile  near  the  end  of 
the  ties.  This  plan  shows  7  feet  from  the  center  of  the  track.  An- 
other thing  I  would  like  to  ask  is  whether  he  uses  bell-end  tile  or  common 
farm  tile. 

Mr.  A.  S.  Baldwin: — Common  farm  tile. 

Mr.  Meade: — I  think  that  is  the  reason  the  tile  went  to  pieces. 

Mr.  A.  S.  Baldwin : — It  did  not  go  to  pieces.    It  stayed  in  line. 

Mr.  Meade: — I  have  seen  water  in  a  regular  stream  running  out  of 
the  tile  that  we  were  using,  and  the  tile  stayed  in  line. 

Mr.  A.  S.  Baldwin: — For  how  long  did  you  try  that? 

Mr.  Meade : — We  tried  that  for  six  or  eight  years. 

Mr.  G.  D.  Brooke  (Baltimore  &  Ohio  Southwestern)  : — If  the  pro 
posed  sections  are  adoptecl  as  Class  A,  under  what  classification  will 
all  of  the  track  which  has  been  built  during  the  past  ten  years,  under 
the  old  standard  Class  A,  fall?  It  would  not  be  Class  B  track  nor 
Class  A  track,  so  that  it  would  not  have  any  classification  under  the 
standards  of  the  Association.  I  am  inclined  to  think  that  we  need  an- 
other classification  besides  A,  B  and  C,  to  take  care  of  all  of  the  track 
that  has  been  built.  It  is  certainly  better  than  the  Class  B.  It  is  giving 
excellent  results.  By  far  the  greater  percentage  of  it  will  never  be 
transformed  to  this  proposed  standard. 

Mr.  Hale: — Mr.  Brooke's  statement  has  brought  out  a  point  that 
was  impressed  on  your  Committee ;  that  is,  that  the  track  that  has  been 
built  in  recent  years  is  stronger  than  the  Manual  prescribes;  that  is,  it 
is  stronger  and  heavier  track,  more  in  line  with  the  loads  it  has  to 
carry.  Your  Committee  felt  that  12  inches,  recommended  in  the  Manual, 
was  too  small  an  amount — not  deep  enough.  They  considered  various 
depths,  and  when  they  considered  18  inches  and  the  possibility  of  24 
inches,  they  felt  it  was  better  to  go  to  24  inches,  which  the  studies 
reported  to  you  in  the  past  indicate  will  distribute  the  loads  uniformly 
at  the  sub-grade.  That  is  what  forced  the  Committee  into  this  position 
with  the  resultant  changes  in  the  roadbed.  There  is  a  note  at  the  bot- 
tom of  the  page — "frequency  of  change  depends  on  local  conditions." 
The  fact  that  the  roadbed  is  much  wider  and  the  ballast  is  much  wider 
places  the  tile  now  about  7  feet  from  the  rail,  which  is  about  the  posi- 
tion it  would  have  been  in  when  placed  in  the  ditch  by  a  good  many  roads 
in  the  past. 
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Mr.  H.  R.  Safford  (Grand  Trunk)  : — I  believe  that  we  have  placed 
in  the  past  too  high  a  value  on  the  qualities  of  the  farm  tile,  which  per- 
mits water  to  be  absorbed  through  it.  I  think  the  bulk  of  the  water 
that  gets  into  the  tile  comes  through  the  joints.  We  are  bound  now  to 
use  the  bell-shaped,  harder-burnt  tile,  under  most  conditions,  to  a 
much  greater  extent  than  we  did  in  the  past.  I  believe  that  is  due 
largely  to  the  fact  that  our  whcelloads  are  -much  heavier,  and  in  the 
digging  of  the  ditch  to  install  the  tile  you  create  a  space  which,  if  not 
filled  in  afterwards  and  tamped  very  hard,  does  not  act  as  much  of  a 
resistance  barrier  to  the  roadbed  squashing  out  under  the  tile,  and  I  think 
our  trouble  has  been  in  the  past  that  we  have  not  been  able  to  tamp 
the  material  over  the  tile  hard  enough  to  resist  the  lateral  action  due  to 
the  heavier  loads.  My  experience  has  been  that  we  get  equally  good 
results  from  bell  tile  as  from  farm  tile.  I  believe  we  are  going  to  be 
forced,  except  in  the  case  of  the  most  stable  character  of  roadbed,  to 
use  that  class  of  tile  entirely. 

Mr.  Hale : — The  Committee  has  recommended  the  use  of  the  bell- 
end  tile. 

Mr.  J.  L.  Campbell : — Referring  to  these  ballast  sections  on  pages 
IOI2  and  1013,  the  sub-grade  is  sloped  from  the  center  of  the  roadbed. 
If  I  am  not  mistaken,  that  feature  was  considered  b}*  the  Association, 
and  in  adopting  the  ballast  sections  now  shown  in  the  Manual  the  sub- 
grade  was  made  level  under  the  ties  and  sloped  down  and  out  from 
the  ends  of  the  latter.  That  was  done  for  the  reason  that  it  is  not 
practicable  to  form  the  sub-grade  as  shown  in  these  proposed  ballast 
sections.  Will  not  the  Committee  consider  modification  of  the  latter 
accordingly? 

Mr.  Hale : — The  Committee  discussed  that  point.  The  man  dealing 
with  the  sub-grade,  seeing  it  washed  out  after  it  had  been  in  service  for 
a  while,  realizes  that  the  top  of  the  sub-grade  has  not  been  disturbed 
very  much,  and  it  is  ridiculous  to  suppose  tliat  any  such  line  as  recom- 
mended here  could  be  maintained,  but  your  Committee  thought  it  was  a 
step  in  the  right  direction,  and  therefore  recommended  greater  height  in 
the  middle,  and  drainage  outside  if  possible. 

Mr.  J.  B.  Jenkins  (Baltimore  &  Ohio)  :— I  wish  to  ask  if  the  Com- 
mittee would  not  consider  calling  this  class  of  roadbed  "Class  AA,'"  so 
as  to  preserve  our  former  classifications.  A.  B  and  C? 

Mr.  Hale : — Your  Committee  is  heartily  in  sympathy  with  the  sug- 
gestions of  Mr.  Jenkins  and  Mr.  Brooke,  that  other  revisions  are  neces- 
sary, but  as  this  was  such  an  advance  from  what  we  had  in  the  Manual 
that  we  wished  to  recommend  this  to  the  Association  first  for  considera- 
tion, and  then  at  a  later  date  to  revise  the  remaining  sections  in  line  with 
the  wishes  of  the  Association.  What  the  Association  decides  on  this  sec- 
tion will  largely  govern  your  Committee  on  revising  the  others,  at  which 
time  we  will  have  to  reletter  or  to  renumber  the  sections. 

Mr.  J.  R.  W.  Ambrose  (Toronto  Terminals)  : — The  information  in 
these  sections  is  undoubtedlv  verv  valuable,  but  in  view  of  the  fact  that 
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the  Association  now  lias  a  special  committee  iiuestiK«'«linK  tlic  stresses 
in  track,  another  one  investijj;atin};  the  allowable  unit  pressure  on  road- 
way, and  also  the  work  which  IVof.  Talbot  is  doing,  I  think  we  arc 
making:  a  mistake  if  we  adopt  the  sections  at  this  time;  in  a  way,  we 
would  be  tying  the  hands  of  the  special  committees  that  are  now  investi- 
gating this  same  question,  and  no  doubt  working  in  conjunction  with  the 
Ballast  Committee.  This  tremendous  change  in  width  of  roadway  is  an- 
other item  to  be  careful  about.  Have  the  Committee  received  the  ap- 
proval of  the  Roadway  Committee?  I  think  very  few  of  us  would  recom- 
mend the  consideration  of  a  26- ft.  roadway  for  single  track  to-day. 

Mr.  Hale : — Your  Committee  is  working  in  harmony  with  the  other 
committees.  The  Roadway  Committee  was  notified  of  our  meetings  and 
we  have  been  in  conference  with  them.  We  did  not  have  time  to  get  their 
approval  of  the  26-ft.  roadway,  although  we  have  taken  it  up  with  them. 
In  regard  to  the  width,  it  all  depends  on  the  depth  of  ballast.  If  the 
depth  of  ballast  is  assumed  to  be  24  in.,  the  other  will  follow.  We  hear 
of  roads  considering  125-lb.  rail.  The  weight  of  the  coal  cars  is  increased 
over  the  old  coal  cars,  and  your  Committee  feels  that  something  ought 
to  be  done  now  to  have  a  section  which  is  practically,  as  nearly  as  we  can 
get  it,  the  recommended  practice  of  the  railroad.  It  may  be  revised  in  the 
future.  We  do  not  say  it  will  not  be,  but  it  is  the  best  practice  that  we 
know  of  at  the  present  time.  We  find  two  roads  already  using  the  pro- 
posed sections,  and  we  feel  the  others  would  be  helped  by  having  some- 
thing of  this  sort. 

The  President: — The  Committee  has  recommended  the  adoption  of 
the  sections  shown  on  pp.  1012  and  1013.  All  in  favor  of  the  adoption 
of  these  sections  as  given  for  insertion  in  the  Manual,  will  say  aye. 

(A  rising  vote  was  taken  on  the  motion,  which  was  lost.) 

The  President : — Will  someone  make  a  motion  as  to  what  further 
action  will  be  taken  on  this  particular  point?  It  is  suggested  that  it  might 
be  referred  back  to  the  Committee  for  further  investigation. 

Mr.  John  G.  Sullivan: — As  I  did  not  vote,  I  will  make  that  motion. 

(The  motion  was  carried.) 

Mr.  Camp:— I  would  like  to  call  the  attention  of  the  Chairman  to 
the  matter  at  the  top  of  page  1008,  which  seems  to  have  been  overlooked. 

Mr.  Hale:— That  was  mentioned.  There  are  a  very  few  changes  in 
the  wording.     The  principle  is  practically  the  same  as  it  is  reworded. 

The  President: — It  was  underscored  in  error  in  the  printing,  as  I 
understand  it. 

Mr.  Hale: — Your  Committee  has  one  further  recommendation  in  re- 
gard to  the  track  section: 

"Your  Committee  further  recommends  that  the  slopes  be  sodded  up 
to  the  top  of  the  slope,  but  not  beyond,  as  the  application  of  sod  on  slopes 
shown  in  the  present  Manual  lacks  uniformity." 

The  President : — The  recommendation  will  be  taken  as  having  been 
approved  by  the  convention. 
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Mr.  Hale: — Your  Committee  had  also  referred  to  it  the  proper  depth 
of  ballast  on  the  roadway : 

''The  Committee  again  unanimously  recommends  that  the  test  out- 
lined in  the  1913  report  and  1914  report  be  made  under  regular  traffic. 
(Copy  of  proposed  test  is  given  below,  together  with  sketch  to  illus- 
trate same.) 

"Your  Committee  further  recommends  that  continued  efforts  be  put 
forth  to  secure  the  recommended  test  on  one  or  more  railroads,  con- 
ferring with  other  committees.  The  corroborative  results  of  comparing 
this  test  with  others  will,  in  the  opinion  of  your  Committee,  be  extremely 
vakiable." 

The  President: — What  will  you  do  with  these  recommendations? 

Mr.  Hale : — What  the  Committee  wanted  was  about  $3,000,  and  it 
was  suggested  that  we  try  to  get  this  amount  from  thirty  railroads.  We 
would  like  to  hear  from  the  convention  as  to  the  possibility  of  getting 
$100  each  from  different  railroads.  That  is  one  scheme  that  was  pro- 
posed. The  Roadway  Committee  are  working  on  it,  but  they  have  not 
promised  us  any  of  the  $12,000  that  they  have.  If  we  can  obtain  $3,000 
we  can  make  this  experiment.  I  think  the  whole  thing  depends  on  this 
experiment.  We  have  been  discussing  this  for  three  or  four  years,  pro- 
posing 24  in.  of  ballast,  without  any  available  means  for  making  the  tests. 

The  President : — The  reason  the  Chair  asked  for  the  opinion  of 
the  convention  on  the  recommendations  was  the  knowledge  that  it  did 
involve  the  expenditure  of  a  large  amount  of  money.  The  recommenda- 
tion of  the  Committee  has  been  before  the  Board  of  Direction  in  the  past. 
Funds  did  not  seem  available  with  which  to  carry  on  the  work.  So  far  as 
the  Board  of  Direction  is  concerned,  it  would  be  very  glad  to  consider 
the  expenditure  if  the  money  was  available.  The  Chair  can  think  of  no 
action  that  the  convention  can  take  at  the  present  time,  except  to  refer 
it  to  the  Board  for  further  consideration.  Does  that  meet  with  the  ap- 
proval of  the  convention?  If  so,  the  matter  will  be  disposed  of  in  that 
way. 

Mr.  J.  L.  Campbell : — In  this  connection,  I  want  to  refer  back  to  the 
top  of  page  1007,  where  there  is  a  paragraph  relating  to  the  proper  depth 
of  ballast.     Is  that  paragraph  proposed  as  a  revision  of  the  Manual? 

Mr.  Hale : — That  is  a  typographical  error ;  the  asterisk  in  the  corner. 
It  has  been  approved  by  the  Association  in  past  years,  and  is  not  changed 
this  year. 

Mr.  J.  L.  Campbell : — In  connection  with  the  revision  of  the  Manual, 
I  raise  this  question.  We  recognize  that  we  ought  to  have  $3,000  to 
determine  a  proper  depth  of  ballast.  In  view  of  that,  should  not  the 
depth  specified  in  the  Manual  be  eliminated?  If  we  decide  that  we  ought 
to  spend  $3,000,  it  is  because  we  admit  that  we  do  not  know  what  the 
proper  depth  of  ballast  is.  I  do  not  think  the  Manual  ought  to  recom- 
mend a  dimension  about  which  we  are  in  doubt. 

Mr.  Hale: — The  statement  is,  what  is  available.  It  was  either  nothing 
at  all  in  the  Manual  or  something  of  that  sort.  It  was  a  conclusion  as 
to  both  of  the  tests  made,  both  the  Altoona  test  and  the  test  on  the  Ger- 
man railway.     It  is  simply  summarizing  it,  putting  it  in  a  few  words  for 
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ri'Coinnu'iKkMl    practice,   the   C'(^niinillcc    fccliiij;  that    wc   must  have  some 
thing  ill  the  Manual  and  that  we  ought  to  state  it  so  as  to  make  it  clear 
what  the  results  are  of  the  tests  so  far  made. 

Mr.  J.  L.  Camphell:-  Then  1  would  say  that  if  it  is  availahle  it  is  in- 
sufficient. We  admit  that  the  available  data  is  insufficient  on  which  to 
hase  a  final  statement.  We  virtually  say  in  our  Manual  that  the  depth  of 
ballast  should  be  24  in.  That  is  quite  a  depth.  There  are  many  railroads 
that  would  not  i)ut  24  in.  of  ballast  under  the  ties.  Is  that  statement  in 
the  Manual  of  any  value  to  us?  Who  is  prepared  to  accept  it  as  correct? 
Mr.  A.  W.  Carpenter  (New  York  Central)  : — I  wish  to  ask  the  Com- 
mittee if,  in  the  course  of  their  investigations,  they  have  gained  any  in- 
formation as  to  the  consolidation  of  ballast  when  it  is  put  in  the  track, 
that  is  the  ratio  that  a  given  volume  of  ballast  in  the  track  bears  to  the 
volume  that  the  same  quantity  of  ballast  occupied  when  measured  for 
payment?  In  determining  the  quantities  of  ballast  in  tracks  we  measure 
the  ballast  sections  and  calculate  therefrom  the  volume  in  cubic  yards. 
It  is  important  to  know  the  relation  of  the  quantities  so  measured  to  the 
same  quantities  as  measured  loose  for  payment.  In  valuation  work  the 
prices  have  to  be  based  on  the  pay  volumes. 

Mr.  Hale : — The  Committee  has  no  information  on  that,  but  the  valua- 
tion men  of  the  railroads  to-day  are  working  on  that  very  extensively. 
Nothing  final  has  been  determined. 

Mr.  J.  B.  Jenkins  (Baltimore  &  Ohio)  : — I  would  suggest,  if  the 
Ballast  Committee  applied  to  the  different  railroads  of  the  country  to 
make  this  test  on  lo-ft.  sections  of  track,  perhaps  several  lo-ft.  sections 
for  each  railroad,  that  it  could  be  done  at  very  low^  cost ;  I  have  no  doubt 
a  number  of  the  railroads  would  be  willing  to  make  the  test  at  their  own 
expense.  By  having  a  great  number  of  lo-ft.  sections  with  various  classes 
of  material,  the  Committee  would  get  much  more  data  than  they  would  by 
making  the  test  for  which  they  ask  the  $3,000. 

Mr.  A.  ]\Iontzheimer  (Elgin,  Joliet  &  Eastern)  : — I  notice,  at  the  top 
of  page  1007,  the  Committee  recommend  spacing  the  ties  24  in.  to  25^  in., 
center  to  center.    It  seems  to  me  that  is  too  far  apart. 

The  President : — That  question  has  already  been  settled.  It  is  part  of 
the  Manual  at  the  present  time. 

Mr,  Montzheimer : — Is  that  the  approved  practice? 

The  President : — So  I  understand. 

Mr.  Montzheimer : — On  a  33-ft.  rail,  ties  22  in.,  center  to  center, 
which  is  less  than  the  Committee  recommends,  you  would  have  but  18 
ties  to  the  rail.    I  would  move  that  this  should  read  22  in.,  center  to  center. 

Mr.  Hale: — That  reads,  "It  is  concluded  that  wnth  ties  7  in.  by  9  in. 
by  8^2  ft." — merely  stating  the  conditions  under  wdiich  the  test  was  made, 
without  making  recommendations.  It  simply  states  that  those  were  the 
conditions. 

The  President: — The  Committee  is  excused,  with  the  thanks  of  the 
Association. 
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LIST    OF    SPEAKERS    TAKING    PART    IN    DISCUSSION    ON     STRESSES     IN    RAILROAD 

TRACK. 

A.  N.  Talbot.         C.  E.  Lindsay. 

The  President : — The  report  of  the  Committee  will  be  presented  by 
Prof.  A.   N.  Talbot,  the  Chairman. 

Prof.  A.  N.  Talbot  (University  of  Illinois)  : — Mr.  Chairman,  the 
progress  report  of  the  Special  Committee  on  Stresses  in  Railroad  Track 
is  to  be  found  on  page  791,  Bulletin  173.  This  report  indicates  that  the 
Committee  has  found  it  necessary  to  make  a  study  of  the  problem  to  de- 
termine methods  of  tests,  to  develop  apparatus,  and,  particularly,  to  make 
preliminary  experiments  to  determine  how  the  work  should  be  taken  up. 
This  preliminary  work  has  been  proceeding  since  last  summer,  and  it 
is  hoped  soon  to  take  up  more  active  work.  The  work  which  has  been 
done  has  been  to  determine  under  the  static  load  of  a  locomotive  the 
depression  of  the  rail,  tie  and  roadbed  beneath  the  ballast,  and  the  amount 
of  stress  developed  in  the  rail  along  its  length.  The  Committee  is  planning 
also  to  attempt  to  find  something  of  the  distribution  of  the  pressures  on 
the  roadbed  and  through  the  ballast,  under  load,  with  both  static  tests, 
and  moving  loads,  and  to  find  the  stresses  in  the  rail  and  their  distribu- 
tion along  the  length  of  rhe  rail  as  affected  by  tie  spacing,  wheel  loading, 
and  so  forth.  The  last  paragraph  of  the  report  expresses  our  view  on  the 
complexity  of  the  problem.  The  Committee  hopes,  at  the  end  of  this 
season,  to  be  able  to  present  a  report  of  progress,  giving  material  for  your 
consideration  and  discussion.  In  the  meantime  we  ask  for  your  patience, 
and  we  also  ask  for  your  co-operation.  We  hope  that  if  any  suggestions 
occur  to  you,  or  if  there  are  any  lines  along  which  you  think  the  investiga- 
tions should  be  taken  up,  you  will  not  hesitate  to  send  that  thought  to 
some  member  of  the  Committee.  I  think  that  is  all,  unless  there  is  some 
question  concerning  the  nature  of  the  work  or  the  report. 

The  President : — Does  anyone  present  wish  to  have  further  informa- 
tion  in  regard  to  the  work  being  undertaken  by  the   Committee? 

Mr.  C.  E.  Lindsay  (New  York  Central)  : — Will  the  Committee  out^ 
line,  in  a  general  way,  what  action  they  propose  to  take,  so  that  we  may 
know  along  what  lines  to  offer  suggestions? 

Prof.  Talbot : — The  work  is  to  be  done  with  different  types 
of  locomotives,  to  determine  the  effect  of  wheel  loads  and 
wheel  spacings.  It  is  to  be  done  at  different  rates  of  speed 
in  an  endeavor  to  determine  the  effect  of  speed  upon  the 
stresses.  The  measurements  of  the  stresses  in  the  rail  will  be  made  by 
strain  gages,  some  form  of  stremmatograph,  for  the  moving  loads,  and 
these,  measurements  will  be  taken  at  different  points  along  the  roadbed. 
The  Committee  has  been  working  with   different   depths   of  ballast,   and 
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with  (lifl'crcnt  sizes  of  tic.  Some  lliou^ht  has  been  expressed  as  to  dif- 
ferent tic  spaciiiK-  An  instrument  has  l)een  developed  to  measure  the 
pressure  in  the  halhist,  that  is,  the  distribution  of  the  vertical  load  which 
is  produced  at  points  through  the  depth  of  the  ballast.  In  addition,  I 
want  to  say  that  the  work  done  is  preliminary  work,  rather  elementary 
in  some  respects  at  the  beginning,  and  the  endeavor  has  been  to  find  some 
of  the  laws  of  distribution  and  depression  which  may  be  used  for  planning 
future  work,  and  for  analyzing  and  drawing  conclusions  from  the  tests. 
That  gives  a  general  notion  of  what  we  have  in  mind  for  this  season. 

Mr.  Lindsay : — Does  the  Committee  expect  to  consider  variable  con- 
ditions on  roadbeds  at  this  season  or  subsequently? 

Prof.  Talbot: — It  is  expected  that  something  will  be  done  this  sea- 
son, in  a  minor  way  at  least,  with  different  conditions  of  roadbed. 

The  President: — If  there  is  nothing  further,  the  Committee  is  ex- 
cused, with  thanks  for  the  work  that  has  been  done. 
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list  of  speakers  taking  part  in  discussion  on  masonry. 

Richard  L.  Humphrey.  F.  E.  Schall. 

C.  E.  Lindsay. 

The  President : — The  Chairman,  Mr.  F.  E.  Schall,  will  make  a  brief 
statement,  showing  the  manner  in  which  he  desires  to  have  this  report 
considered. 

Mr.  F.  E.  Schall  (Lehigh  Valley)  : — The  Committee  on  Masonry 
presents  two  reports,  one  on  the  appearance  and  wearing  qualities  of 
concrete  surfaces,  the  other  on  concrete  piles. 

Both  of  these  reports  are  simply  progress  reports,  submitted  for 
information ;  the  Committee  has  not  been  in  a  position  to  obtain  com- 
plete data. 

Considerable  work  has  to  be  done  on  the  subject  of  concrete  piles, 
to  produce  satisfactory  designs  of  piles,  for  certain  conditions,  to  define 
the  strength  of  such  piles,  and  a  number  of  other  phases  of  this  subject. 

The  Committee  requests  to  have  the  two  subjects  continued  for 
further  consideration. 

In  regard  to  the  changes  in  the  Manual,  the  Committee  recommends 
one  change  as  to  the  allowable  stress  in  the  reinforcement  steel,  changing 
the  figures  from  17,000  lbs.  per  sq.  in.  to  16,000  lbs.  per  sq.  in.,  to  agree 
with  the  requirement?)  of  the  specifications  for  iron  and  steel  structures. 

The  President: — Is  there  any  objection  to  making  this  change?  I 
presume  there  will  be  none,  due  to  the  fact  that  it  will  be  made  simply 
to  produce  agreement  with  other  specifications.  The  change  will  be 
made. 

Mr.  Schall : — The  Committee  submits  the  following  definitions  for 
adoption : 

"Laitance. — A  sediment  from  cement  of  concrete  deposited  in  water, 
or  of  concrete,  when  water  is  worked  to  the  surface. 

"Tremie. — A  cylindrical  or  other  form  of  tube,  with  sloped  top  or 
pocket  used  for  depositing  concrete  in  water." 

Mr.  C.  E.  Lindsay   (New  York  Central)  : — Is  that  sediment? 

Mr.  Schall : — It  is  a  sediment  or  discharge,  whatever  you  may  call  it ; 
it  is  a  substance  detrimental  to  concrete  construction. 

The  President: — If  there  is  no  objection  to  these  additions  to  the 
definitions,  they  will  be  made. 

Mr.  Schall: — In  further  regard  to  the  changes  in  the  Manual,  I 
would  call  attention  that  for  several  years  the  question  of  obtaining 
a  uniform  specification  for  cement  has  been  under  consideration  by  the 
Joint  Committee;  about  a  year  and  a  half  ago  the  question  was  referred 
to  what  is  called  a  "Conference  Committee"  to  work  in  conjunction  with 
the  United  States  Government  Engineers  and  the  Bureau  of  Standards, 
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to  iiKrec  on  crrtaiii  (lill'cri-nccs  al  issue  bitwccii  llic  (lillcrciit  societies  and 
the  (lovernmeiU  autlu)riiies ;  very  small  dilTcrcnccs  ihcy  were,  but  so 
tar  IK)  coiiclusiun  has  bvoii  rcachcfl.  ll  was  hoped  that  an  agreement 
could  be  reached  before  this  time.  However,  conditions  have  arisen 
that  have  put  this  matter  back  furtiier,  and  the  Committee  is  not  willing 
at  this  time  to  recommend  striking  out  the  old  specifications;  the  Com- 
mittee prefers  to  work  on  the  specifications  i)ublished  in  the  Manual  until 
something  better  is  adopted. 

In  regard  to  the  Joint  Committee  on  Reinforced  Concrete,  the  work- 
ings of  that  Committee  have  not  been  as  harmonious  as  you  might  ex- 
pect, more  particularly  due  to  a  misunderstanding  about  the  representation 
of  certain  organizations  and  the  Committee  of  the  American  Society  for 
Testing  Materials.  These  so-called  differences  have  been  adjusted  to 
a  considerable  extent,  but  for  a  number  of  reasons  your  Board  of  Direc- 
tion has  felt  that  it  is  not  desirable  for  this  Committee  to  further  act  on 
the  Joint  Committee. 

The  Masonry  Committee  was  instructed  to  complete  its  report  on 
reinforced   concrete   structures. 

This  matter  is  tied  up  wMth  the  financial  capacity  of  this  organization 
to  furnish  funds  for  making  tests  of  earth  pressures ;  for  that  rea.son 
the  Sub-Committee  on  this  subject  has  not  presented  a  report. 

However,  the  American  Society  of  Civil  Engineers  has  appointed 
a  Committee  on  the  question  of  earth  pressures,  and  has  prepared  a 
series  of  cjucstions  and  submitted  these  to  their  membership  (I  presume 
all  Engineers  will  get  them).  It  is  hoped  that  every  Engineer  who  has 
the  facilities  and  opportunity  to  furnish  data  will  furnish  it  to  the 
Masonry  Committee,  and  your  Committee  in  turn  will  get  in  contact  with 
the  Committee  of  the  American  Society  of  Civil  Engineers,  so  as  to 
develop  the  information  on  this  important   subject. 

The  Director  of  Mines  of  the  United  States  Government  during  the 
past  year  has  endeavored  to  form  joint  committees  w^ith  the  societies 
of  Engineers  to  work  in  conjunetion  with  the  Committee  appointed  by 
the  Bureau  of  Mines,  the  members  from  the  engineering  organization  to 
act  in  a  consulting  capacity,  to  assist  in  obtaining  information  on  earth 
pressures,  but  owing  to  financial  difficulties  that  have  arisen  during  the 
past  year,  the  Governmental  Committee  did  not  obtain  the  appropriation 
they  had  expected,  and  for  that  reason  very  little  work  can  be  expected 
from  that  source  during  the  next  year  or  two.  Your  Committee,  how- 
ever, will  keep  in  touch  with  the  matter,  and  if  there  is  any  help  that  we 
can  give  it  will  be  given. 

I  have  here  a  letter,  dated  March  12,  1915,  from  the  Carnegie  Steel 
Company,  addressed  to  Secretary  Fritch,  relative  to  requirements  for  re- 
inforcement steel. 

Your  Committee  has  had  no  opportunity  to  examine  into  the  matter 
as  to  revising  the  requirements  for  reinforcement  steel  recommended  in  the 
letter  and  therefore  has  no  report  to  make  on  the  subject  at  this  time, 
understanding  that  the  Board  of  Direction  will  submit  the  question  to 
the  Masonrv  Committee  for  consideration. 
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The   President :— The   Secretary  will   read   the   letter. 

Secretary  K.  H.  Fritch : — The  communication  from  the  Carnegie 
Steel  Company,  referred  to  by  the  Chairman,  is  dated  March  12,  1915, 
and  reads  as   fj^llows  : 

"At  the  meeting  of  the  Association  of  American  Steel  Manufacturers, 
held  in  Pittsburgh,  yesterday,  several  of  the  member  companies  called 
attention  to  the  difficulty  of  meeting  the  present  American  Railway  Engi- 
neering Association  specifications  for  concrete  steel  reinforcement,  and 
we  would  request  that  your  Committee  on  Iron  and  Steel  Structures  give 
consideration  to  certain  modifications  in  this  specification  at  your  next 
meeting. 

'Tn  the  table  covering  physical  requirements  in  paragraph  8  no  refer- 
ence mark  is  given  after  the  elongation  requirement  for  high-carbon 
steel  and  it  is  assumed,  therefore,  that  the  modification  in  elongation  for 
thick  and  thin  material  allowed  in  paragraph  15  does  not  apply  to  the 
high-carbon  steel.  We  think  the  same  modification  should  be  allowed 
for  this  steel  as  is  allowed   for  structural  steel. 

"The  elastic  ratio,  60  per  cent,  of  the  tensile  strength,  required  in 
paragraph  9  is  entirely  too, high  and  is  not  comparable  with  the  elastic 
limit  requirement  of  any  other  standard  steel  specification, 

"The  range  in  tensile  strength  allowed  in  paragraph  10  is  a  little 
too  close  for  high-carbon  steel  and  the  variation  from  the  desired  tensile 
allowed  on  first  test  should  be  modified  to  7,500  lbs.  and  on  the  second 
test  to  9,000  lbs.  If  your  Committee  deems  it  necessary  to  specify  a 
maximum  tensile  strength,  w^e  would  suggest  that  the  elastic  limit  be 
modified  to  read  'not  less  than  one-half  the  tensile  strength.'  However, 
we  do  not  believe  that  it  is  necessary  to  specify  a  maximum  tensile  for 
this  class  of  material  so  long  as  brittleness  is  guarded  against,  which  we 
believe  is  amply  provided  for  by  the  elongation  and  bend-test  requirements, 
and  we  would  suggest  a  minimum  tensile  strength  of  80,000  lbs.,  with  a 
minimum  elastic  limit  of  5o,poo  lbs.  for  the  high-carbon  steel.  Would 
suggest  a  tensile  strength  of  55,000  to  70,000  lbs.,  with  a  minimurri  elastic 
limit  of  33,000  lbs.  for  the  fStrtietural  grade.  • 

"Paragraph  13  requires  that  bars  be  tested  in  their  finished  form.  It  is 
not  only  impracticable  to  obtain  the  required  elongation  with  certain  types 
of  deformed  bars,  but  it  is  also  impracticable  to  determine  the  tensile 
strength  and  elastic  limit  in  pounds  per  square  inch,  because  of  the  dif- 
ficulty in  measuring  the  effective  section.  Provision  should  be  made  for 
allowing  the  manufacturer  to  machine  off  such  deformations,  if  deemed 
necessary  in  order  to  obtain  uniform  cross-section. 

"The  dividing  line  for  modification  in  bend  test,  covered  by  para- 
graph 17,  should  be  34-in.  thick  and  over  instead  of  i-in.,  and  we  think 
that  for  sizes  ^-in.  and  over  the  bend  test  should  be  modified  to  90 
degrees  around  4  diameters  instead  of  180  degrees  around  6  diameters. 

"We  would  further  suggest  that  special  requirements  be  given  for 
cold-twisted  squares,  as  it  is  impracticable  to  meet  the  high-carbon  steel 
requirements   in   cold-twisted   squares   after   twisting;    and   paragraph    13 
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prevents  the  testing  of  bars  l)ef()re  twistinj?,  otherwise  the  structural  steel 
requirements    could    be   applied." 

Mr.  Schall: — There  are  some  parts  of  that  letter  that  do  not  apply 
to  the  work  of  this  Committee.  We  have  not  been  in  a  position  to  con- 
sider what  is  involved.  The  Chairman  has  not  been  able  to  talk  with 
the  Committee  as  to  what  their  wishes  are,  but  my  judgment  is  that  the 
matter  should  be  taken  under  consideration,  and  if  the  convention  feels 
that  the  Manual,  which  necessarily  will  have  to  be  changed,  should  be 
changed  for  this,  and  if  this  Committee  would  agree  on  a  second  modifi- 
cation, to  either  meet  entirely  or  in  part  the  requirements  set  down,  your 
Committee  is  willing,  I  believe,  to  formulate  the  result,  submit  it  to  the 
Board  of  Direction  and  then  submit  it  to  the  member.ship  if  necessary, 
and  have  it  passed   upon  so  as  to  get  it  in   the  Manual. 

Mr.  Richard  L.  Humphrey  (Consulting  Engineer)  : — The  convention 
may  know  that  the  Joint  Committee  on  Concrete  and  Reinforced  Con- 
crete came  into  existence  through  the  joint  action  of  the  societies  who 
appointed  the  committees  of  which  it  is  composed;  the  Board  of  Direc- 
tion of  this  Association  accepted  the  invitation  to  appoint  a  committee  to 
represent  it  on  the  Joint  Committee,  and  this  Committee  has  been  co- 
operating with  the  Joint  Committee  since  that  time.  Sub-Committees  are 
now  at  work  preparing  supplemental  matter  to  the  preliminary  report 
already  presented,  and  it  is  expected  that  they  will  finish  their  work  at 
an  early  date.  Among  the  matters  being  considered  is  the  question  of 
reinforcement,  and  the  Sub-Committee  having  this  matter  in  charge  is 
composed  of  representatives  of  all  of  the  societies  who  have  adopted 
recommendations  for  reinforcement.  This  Joint  Committee  is  composed 
of  special  committees,  appointed  by  the  American  Society  of  Civil  Engi- 
neers, the  American  Society  for  Testing  Materials,  and  of  the  American 
Railway  Engineering  Association, 

It  would  seem  to  me  highly  desirable  that  the  Board  of  Direction  be 
asked  to  reconsider  the  action  which  it  has  taken,  namely,  that  it  is 
undesirable  to  co-operate  further  with  the  Joint  Committee,  for  the 
same  reason  that  it  is  unwise  to  swap  horses  when  crossing  a  stream. 
This  Association  is  committed  to  co-operation  with  the  Joint  Committee, 
which  Committee  is  about  to  complete  its  work,  and  I  cannot  see  how  this 
Association  can  in  good  faith  withdraw  at  this  time.  I  would,  therefore, 
suggest  that  this  matter  of  reinforcement  and  the  continuation  of  the  par- 
ticipation of  this  Association  on  the  Joint  Committee  on  Concrete  and 
Reinforced  Concrete  be  referred  to  the  Board  of  Direction  for  further 
consideration. 

The  President : — It  will  be  handled  in  that  way.  The  letter  which 
was  read  from  the  representative  of  the  Carnegie  Steel  Company  was  re- 
ceived too  late  to  be  acted  on  by  the  Committee,  and  the  letter  was  read 
for  your  information,  in  order  that  the  people  writing  it  may  under- 
stand that  it  has  come  before  the  convention,  and  the  matter  will  be  re- 
ferred to  the  Board  of  Direction  for  further  action  and  the  reply  will 
then  be  made. 

If  there  is  no  further  discussion,  the  Committee  will  be  relieved,  with 
the  thanks  of  the  Association  for  its  good  work. 
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DISCUSSION  ON  WOODEN  BRIDGES  AND  TRESTLES. 

(For  Report,   see  pp.    891-904.) 

LIST    OF    SPEAKERS    TAKING    PART    IN    DISCUSSION    ON    WOODEN    BRIDGES 

AND   TRESTLES. 

J.  R.  W.  Ambrose.  H.  S.  Jacoby. 

J.  L.  Campbell.  Hunter  McDonald. 

E.  A.  Frink.  J.  C.  Nelson. 

G.  H.  Gilbert. 

The  President: — The  report  on  Wooden  Bridges  and  Trestles  will 
be  presented  by  the  Chairman,  Mr.  E.  A.  Frink.  Mr.  Frink  will  make 
the  usual  preliminary  statement. 

Mr.  E.  A.  Frink  (Seaboard  Air  Line)  : — Your  Committee  was  as- 
signed four  subjects  for  this  year,  enumerated  in  the  Bulletin.  In  addi- 
tion to  that,  we  considered  the  subject  of  revision  of  the  Manual.  The 
work  has  been  divided,  as  usual,  among  Sub-Committees,  and  we  have 
either  reported  progress  or  conclusions  for  each  one  of  them.  On  the 
first  subject,  "Relative  Economy  of  Repairs  and  Renewals  of  Wooden 
Bridges  and  Trestles,"  we  have  sent  out  inquiries  and  endeavored  to 
develop,  from  the  replies  received  from  those  inquiries,  something  to 
recommend  to  the  convention  as  to  a  conclusion  to  be  printed  in  the 
Manual.  After  considering  these  replies  we  formulated  the  following 
conclusions.     (Reading  last  paragraph,  page  891.) 

During  the  current  year  the  Sub-Committee  has  sent  to  various 
railroads  letters  containing  questions  bearing  upon  the  method  of  re- 
pairs and  renewals  of  wooden  bridges  and  trestles.  Numerous  replies 
to  these  have  been  received,  showing  a  variety  of  information  and  prac- 
tice. The  Committee  has  given  these  replies  proper  consideration,  and 
as  a  final  report  recommends  the  following  conclusion : 

"It  is  good  practice  to  repair  wooden  bridges  and  trestles  by  parts 
until  such  time  as  the  general  condition  of  the  structure  requires  entire 
renewal." 

I  move  that  that  be  adopted  and  printed  in  the  Manual. 

The  President : — As  there  is  no  discussion,  that  will  be  considered 
adopted. 

Mr.  Frink: — The  Sub-Committee  in  charge  of  the  second  subject 
has  been  especially  active  in  collecting  information  on  that  topic.  As 
we  get  into  it,  it  turns  out  to  be  a  much  larger  subject,  having  many 
more  diverging  lines  than  we  expected.  It  is  going  to  be,  I  fear,  a  long 
process  to  get  anything  definite,  anything  that  is  going  to  be  of  real 
value.  Nevertheless,  we  are  encouraged  very  much  by  the  responses 
we  have  received  from  the  members  of  the  Association  in  sending  us 
information.  It  has  seemed  the  best  to  confine  our  investigation  of 
this   subject,  for  the  present  at  least,  to   the   study  of   docks  up   to  the 
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top  of  the  <lcck,  and  not  to  coiisidtr  any  .superstructure.  Your  Coiniiiit- 
tcc  will  work  along  these  lines,  unless  instructed  to  the  contrary.  On 
this  stihjcct  wc  simply  report  progress. 

The  President: — If  there  is  no  objection  the  report  will  be  ac- 
cepted as  a  progress  report,  and  the  subject  will  be  continued. 

Mr.  Frink : — The  third  subject  has  also  been  actively  investigated 
during  the  year.  We  find  that  practically  no  developments  have  been 
made  in  the  design  of  ballast-deck  trestles.  They  are  still  of  the  two 
principal  types,  the  solid-lloor  structure,  made  of  stringers  packed  tight 
against  each  other,  and  what  you  might  call  the  open-floor  structure, 
with  stringers  separated  and  floored  over  with  plank.  There  having 
been  no  i)articular  developments  in  the  designs  of  these  structures,  we 
have  nothing  to  report  on  that  line,  but  during  the  investigation  we 
have  developed  information  which  leads  us  to  think  that  it  would  be 
well  to  investigate  the  comparison  of  cost  and  the  justification  of  the 
building  of  concrete  trestles  as  compared  with  ballast-deck  trestles.  The 
information  that  we  have  received  indicates  the  cost  of  ballast-deck 
trestles,  and  the  various  roads  reporting  doubt  whether  the  concrete 
trestles  can  be  justified,  except  in  special  cases.  With  the  permission  of 
the  Board  of  Direction,  the  Committee  would  like  to  pursue  this  inquiry 
along  these  lines  during  the  following  year. 

The  President: — The  Board  of  Direction  will  take  cognizance  of 
the  request  of  the  Committee,  and  it  will  be  considered, 

Mr.  Frink: — The  fourth  subject  has  been  given  more  investigation 
and  study  during  the  year  than  any  of  the  other  topics.  We  find  that 
there  are  more  roads  using  screws  for  fastening  guard  timbers  than  we 
anticipated,  and  a  majority  of  the  roads  using  lag  screws  report  favor- 
ably as  to  their  use.  Very  few  of  the  roads  that  have  used  them  report 
adversely,  and  those  that  do  report  adverseh^,  the  Committee  believes, 
did  not  use  them  in  exactly  the  proper  way.  We  are  led  to  believe 
that  some  of  the  roads  following  this  practice  used  them  as  spikes, 
driving  them  into  the  timber  without  boring  for  them.  Of  course,  you 
cannot  expect  them  to  give  satisfaction  when  used  that  way.  It  would 
appear  that  there  is  little  benefit  to  be  expected  from  adopting  lag 
screws  as  against  bolts ;  but  one  of  the  principal  reasons  for  using 
lag  screws  is  that,  combined  w^th  their  use,  you  do  not  dap  your  guard- 
rail or  your  ties.  You  buy  your  ties  and  3'our  guard-rails  sized  on  one 
side.  You  can  see  that  you  are  saving  a  large  item  of  expense  in 
building  the  trestles.  In  building  trestles  in  that  way,  if  we  can  show 
the  trestle  is  as  safe  against  derailment,  is  as  durable  in  service  as 
what  might  be  called  the  commonly-used  type  of  structure,  it  seems  to 
me  we  will  have  obtained  results  well  worth  having.  That  is  the  prin- 
cipal reason  we  are  continuing  the  study  of  lag  screws.  Not  enough 
roads  are  using  them  to  justify  the  Committee  recommending  the  adop- 
tion of  lag  screws.  Perhaps  a  better  way  to  get  further  information  on 
this  is  to  have  trials  made  by  the  different  roads.  Your  Committee  sent 
out  a  circular,   and   out  of  75  replies,   38  roads  replied  that  the  subject 
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kvas  worthy  a  trial;  33  expressed  willingness  to  give  them  a  trial  on 
:he  recommendation  of  the  Association.  Until  such  trial  has  been  made, 
he  Committee  reports  progress. 

The  President : — The  report  of  the  Committee  will  be  received  as 
)ne  of  progress. 

Mr.  G.  H.  Gilbert  (Queen  &  Crescent  Route)  : — As  I  understand  the 
Chairman,  the  main  advantage  of  the  use  of  lag  screws  is  that  they  do 
iway  with  tlie  cost  of  dapping  the  guard  timber.  Guard  timber  is  not 
lapped  by  the  Queen  &  Crescent,  and  has  not  been  for  a  number  of 
.ears  past.  Instead  of  using  lag  screws,  5^-inch  bolts  are  used  at 
jach  tie. 

Mr.  Frink : — With  the  use  of  lag  screws  every  tie  is  held  in  place, 
md  every  fourth  tie  is  held  in  place  by  drift-bolting.  If  the  road  wishes 
0  spike  every  tie  to  the  stringer,  that  will  make  them  so  much  more 
lecure,  but  in  the  experience  of  the  last  eight  years  that  we  have  had  on 
he  Seaboard  Air  Line  we  never  had  a  case  of  derailment  on  the  trestle 
hat  bunched  the  ties. 

Mr.  Hunter  McDonald  (Nashville,  Chattanooga  &  St.  Louis)  : — For 
he  past  twelve  years  on  our  line  we  have  never  dapped  any  guard  tim- 
)ers  on  trestlework.  We  have  applied  them  creosoted  and  sized,  used 
ag  screws,  and  we  have  never  had  a  case  of  bunched  ties,  that  I 
enow  of,  in  the  case  of  a  derailment.  The  ties  are  doweled  to  the 
itringers. 

Mr.  Frink : — Referring  to  Mr.  McDonald's  statement,  the  Com- 
nittee  recommends  that  the  dapping  be  omitted.  We  considered  the 
luggestion  that  ties  be  doweled  to  the  stringers,  but  considered  leaving 
hat  to  the  choice  of  the  roads. 

The  President : — The  report  will  be  received  as  a  progress  report, 
uid  the  subject  will  be  continued. 

Mr.  Frink: — Under  the  heading,  "Revision  of  the  Manual,"  all  of 
he  revisions  recommended,  with  the  exception  of  the  omission  of  two 
)aragraphs,  are  simply  improved  verbiage,  or  minor  changes  that  do 
lot  really  alter  the  sense  of  the  paragraphs  affected.  Unless  there 
s  something  the  members  particularly  wish  to  inquire  about,  I  do 
lot  think  there  is  anything  here  of  importance  enough  to  be  discussed. 

Prof.  H.  S.  Tacoby  (Cornell  University)  : — I  was  unable  to  be  pres- 
et at  the  meeting  of  the  Committee  when  this  matter  was  considered, 
md  hence  saw  it  only  in  the  published  Bulletin.  I  am,  therefore,  un- 
tamiliar  with  the  reason  which  led  the  Committee  to  recommend  that 
he  principle  of  pile-driving,  stated  in  paragraph  15,  be  omitted.  The 
'ecommendation  is  to  omit  the  words  "the  weight  or"  and  to  change 
:he  word  "weight"  to  "size."  It  seems  to  me,  in  view  of  the  fact  that 
:here  are  concrete  piles  as  well  as  timber  piles,  that  v^^e  ought  not  to 
Irop  out  that  part  of  the  principle  which  states  that  the  weight  of  a 
:iamnier  has  an  important  relation  to  the  weight  of  the  pile.  Without 
question  the  general  tendency  has  been  to  use  hammers   which  are  too 
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light;  but  now,  with  the  iiicri-asiiig  use  of  concrete  piles,  wc  ought  not 
to  close  our  eyes  to  this  important  principle. 

Mr.  Frink : — The  reason  that  the  Committee  made  that  change  is 
as  follows:  Change  the  word  "weight''  of  drop  to  "drop,"  because  wc 
believed  the  drop  automatically  covered  the  weight,  and  we  changed  the 
"weight  of  pile"  to  "size  of  pile,"  because  we  thought  it  was  a  better 
way  to  determine  the  factor  governing  the  length  of  the  drop  of  tlie 
hammer. 

Prof.  Jacoby : — Is  it  assumed  tiiat  only  steam  hammers  are  used? 
In  that  case  the  drop  of  the  hammer  is  directly  related  to  the  weight  of 
the  hammer. 

Mr.  Frink: — No,  sir;  there  is  no  such  modification.  I  do  not  say 
that  that  would  limit  it  to  steam  hammers. 

Prof.  Jacoby: — It  is  true  that  the  drop  of  the  hammer  ought  to 
be  proportioned  to  its  weight.  The  tendency  has  been  to  use  too 
large  a  drop,  with  light  hammers,  and  that  fact  ought  to  be  consid- 
ered. 

Mr.  Frink : — That  is  one  of  the  reasons  we  changed  that.  The 
clause  says  now%  "the  weight  and  drop  of  the  hammer."  I  think  you 
will  agree  with  me  that  a  one-ton  hammer  falling  twenty  feet  will  have 
a  much  more  destructive  effect  on  a  pile  than  a  two-ton  hammer  drop- 
ping ten  feet ;  by  limiting  the  drop  alone,  we  control  that  factor.  In 
the  way  the  paragraph  reads,  you  can  use  either  the  one-ton  hammer 
dropping  twenty  feet,  or  the  two-ton  hammer  dropping  ten  feet.  In  the 
way  we  have  revised  it,  you  are  forced  to  recognize  the  fact  that  the 
drop  is  an  important  point.  When  you  limit  your  drop,  you  have  to 
increase  the  weight  of  the  hammer. 

Mr.  J.  L.  Campbell  (El  Paso  &  Southwestern)  : — How  does  the 
Committee  propose  to  proportion  the  drop  of  the  hammer  with  refer- 
ence to  the  weight  of  the  pile  when  a  steam  hammer  is  used? 

Mr.  Frink: — The  drop  of  a  steam  hammer  is  constant;  the  variation 
in  the  drop  of  any  two  steam  hammers  is  probably  small. 

Mr.  J.  R.  W.  Ambrose  (Toronto  Terminals)  : — I  wish  to  ask  the 
Committee,  how  could  a  railroad  company  change  these  hammers?  For 
example,  a  pile-driver  equipment  goes  out  on  an  emergency  job  without 
knowing  condition  of  soil,  kind  or  length  of  pile.  The  intent  of  this 
clause  has  become  more  or  less  of  an  axiom,  and.  if  it  is  in  order,  sir,  I 
move  its  entire  elimination. 

Mr.  Frink: — Do  you  mean  to  eliminate  paragraph  15  entirely? 

Mr.  Ambrose  : — Yes. 

Mr.  Frink: — In  the  discussion  in  the  Committee  we  considered  that, 
and  we  were  pretty  evenly  divided  whether  to  change  the  paragraph  or 
to  eliminate  it  entirely. 

Mr.  J.  C.  Nelson  (Seaboard  Air  Line)  : — I  wish  to  second  Mr.  Am- 
brose's motion  to  eliminate  paragraph  15.  An  important  feature  is  the 
character  or  kind  of  pile  being  driven.  Our  experience  is  that  we  have 
to   gage    the   height   of    drop    of   hammer    entirely   by   the   character  of 
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he  ground  in  which  the  pile  is  heing  driven,  and  also  whether  the 
)ile  is  soft  or  hardwood.  Our  plain  piles  are  almost  exclusively  heart 
ypress,  and  we  find  that  we  cannot  drive  these  piles  with  as  high  drop 
)f  hammer  as  we  could  if  heart  pine  or  oak  piles  were  being  driven, 
rherefore,  I  would  eliminate  this  clause  entirely. 

Mr.  Frink: — The  use  of  the  word  "drop"  is  not  applicable  to  a  good 
nany  steam  hammers. 

The  President : — The  Committee  is  willing  to  make  the  motion  that 
las  been  made,  and  the  paragraph  will  be  eliminated  unless  there  is 
)bjection.  It  will  be  considered  as  dropped.  It  might  be  well  for 
he  Chairman  to  read  the  paragraphs  which  the  Committee  proposes 
o  omit,  in  order  that  we  may  not  make  changes  that  we  are  not  ac- 
[uainted  with. 

Mr.  Frink: — On  page  151,  paragraph  16,  insert  the  word  "usually" 
)efore  the  word  "more,"  and  the  word  "wooden"  before  the  word 
'pile,"  so  as  to  read,  "The  steam  hammer  is  usually  more  effective 
han  the  drop  hammer  in  securing  the  penetration  of  a  wooden  pile,"  etc. 

The  President : — That  will  stand  as  recommended. 

Mr.  Frink: — On  page  152,  omit  paragraph   (19). 

On  page  152,  for  paragraph  (25),  substitute  the  following:  "Where 
>iles  will  foot  in  a  hard  stratum,  investigation  should  be  made  to  de- 
ermine  that  this  stratum  is  of  sufficient  depth  and  strength  to  carry 
he  load." 

The  President: — That  will  stand  as  recommended. 

Mr.  Frink: — On  page  152,  cut  out  paragraphs    (30)   and   (31). 

In  Supplement  to  Manual,  1913,  page  59,  next  to  last  line,  the  word 
'inside"  to  be  changed  to  "inner,"  making  the  sentence  read,  "inner 
fuard-rail  should  not  be,"  etc. 

In  Supplement  to  Manual,  1914,  page  41,  insert  the  word  "inner" 
)efore  "guard-rail"  in  the  first  line ;  also,  before  the  word  "guard- 
•air  in  the  fourth  line,  and  also  before  "guard-rail"  in  the  fifth  line. 

The  President : — The  recommendations  are  approved,  with  the  excep- 
ion  of  elimination  of.  paragraph  15. 

Unless  there  is  further  discussion  of  this  Committee's  report,  it  will 
)e  excused,  with  the  thanks  of  the  Association  for  its  valuable  work. 


k 


DISCUSSION  ON  GRADING  OF  LUMBER. 

(For  Report,  see  pp.  !)0.J-916.) 

list  of  speakers  taking  part  in  discussion  on  grading  of  lumber. 
Curtis  Dougherty.        Dr.  H.  von  Schrknk. 

The  President: — The  first  report  this  afternoon  is  the  report  of  the 
Special  Committee  on  Grading  of  Lumber,  Dr.  Hermann  von  Schrenk, 
Chairman.  The  Chairman  of  the  Committee  will  please  present  the 
report. 

Dr.  Hermann  von  Schrenk  (Consulting  Timber  Engineer): — The 
Committee  on  Grading  of  Lumber  has  only  one  recommendation  to 
make  this  year,  and  that  is  found  on  page  926.  In  explanation  of  this 
recommendation  I  wish  to  say  that  the  Committee  has  discovered  dur- 
ing the  past  year  that  the  formulation  of  these  rules  was  due  to  a  mis- 
apprehension or  misunderstanding-  on  the  part  of  the  manufacturers  of 
white  pine,  and  that  the  present  rules  for  white  pine,  Norway  pine  and 
hemlock,  as  contained  in  the  Manual,  are  wholly  unworkable  and  prac- 
tically valueless,  as  far  as  the  membership  of  the  Association  is  con- 
cerned, and  we,  therefore,  recommend  that  they  be  rescinded,  and  the 
Committee  will  endeavor  during  the  next  year  to  work  out  a  new  set 
of  rules. 

I  move,  therefore,  that  the  rules  referred  to  be  rescinded. 

(The  motion  was  carried.) 

Dr.  von  Schrenk: — The  Committee  presents,  in  Appendix  A,  Grad- 
ing Rules  for  Hemlock  Lumber,  to  cover  hemlock  lumber  produced  in 
Wisconsin  and  Upper  Michigan,  in  conformity  with  the  usual  method. 

We  present  this  aiiatter  as  information,  to  lie  over  for  a  year  and 
to  be  presented  for  formal  adoption  next  year. 

The  Committee  also  presents,  in  Appendix  B,  Suggested  Grading 
Rules  for  Yellow  Pine.  The  Committee  considers  this  an  extremely  im- 
portant matter,  and  these  rules  are  suggested  for  the  grading  of  Southern 
pine  lumber. 

I  would  like  to  amplify  a  little  on  the  letter  read  from  the  Forest 
Service,  and  express,  on  behalf  of  the  Committee,  our  appreciation  to 
the  gentlemen  connected  with  the  Forest  Service  for  their  assistance  in 
formulating  a  workable  rule  for  the  grading  of  yellow  pine  timber.  I 
would  ask  your  earnest  attention  to  the  exhibits  which  the  Forest  Service 
has  sent  here  for  our  information.  There  is  probably  no  problem  in 
connection  with  the  grading  of  timber  which  has  been  more  carefully 
studied  during  the  last  year  than  this  question  of  endeavoring  to  find 
some  practicable  way  of  distinguishing  between  the  various  grades  of 
Southern  pine  from  a  structural  standpoint,  and  it  is  expected  during 
the  coming  year  that  a  definite  rule,  easily  applicable,  will  be  formulated, 
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and  ill  the  iiR'aiilimc  I  think  it  would  he  worth  wliilc  for  you  to  examine 
tlic   examples. 

In  Appendix  I>  we  have  given  the  rule  adopted  hy  the  Panama 
Canal  Commission  covering  the  grading  of  yellow  pine.  We  have  also 
given  the  rule  adopted  May  4,  1914,  hy  the  Yellow  Pine  Manufacturers* 
Association,  and  also  the  rule  adopted  hy  the  Georgia-Florida  Sawmill 
Association. 

We  expect  the  good  points  of  these  three  rules  will  he  consolidated, 
hut  in  view  of  the  fact  that  many  niemhers  want  to  use  a  modern 
rule  for  classifying  pines,  either  one  of  the  three  may  he  used  at  the 
present  time. 

The  President: — If  there  is  no  discussion,  the  action  proposed  is 
approved. 

The  Committee  also  submits  tentative  rules  covering  hemlock  lum- 
ber and  tentative  rules  for  the  grading  of  Southern  yellow  pines.  I 
presume  there  is  no  objection  to  receiving  these  tentative  rules. 

Mr.  Curtis  Dougherty  (Queen  &  Crescent  Route)  : — I  ask  the  Chair- 
man of  the  Committee  if  the  exhibits  in  the  adjoining  hall  and  the 
grading  of  that  timber  follow  either  of  these  three  specifications  for 
Southern  yellow  pine. 

Dr.  von  Schrenk : — They  do  not  quite  follow  them.  Probably  the 
nearest  is  the  Panama  Canal  rule.  I  believe  the  Forest  Service  experts 
have  arranged  these  cases  to  follow  more  or  less  closely  the  revised 
rule  which  is  hinted  at  in  this  Panama  rule,  which  is  tacked  to  the  wall 
right  next  to  the  case.  You  will  note  in  all  important  items  it  practically 
agrees  with  the  Panama  rule. 

The  President : — If  there  is  no  further  discussion,  the  Committee 
is  excused,  with  the  thanks  of  the  convention. 


DISCUSSION  ON  ELECTRICITY. 

(For  Report,  see  pp.  917-956.) 
LIST   OF   SPEAKERS    TAKING    PART    IN    DISCUSSION    ON    ELECTRICITY. 

E.  B.  Katte.        J.  C.  Nelson. 

The  President: — The  next  report  is  that  of  the  Committee  on  Elec- 
icity.  In  the  absence  of  the  Chairman,  Mr.  George  W.  Kittredge,  the 
:port  will  be  presented  by  Mr.  E.  B.  Katte,  who  will  make  a  statement 
;  to  the  report. 

Mr.  E.  B.  Katte  (New  York  Central)  : — I  regret  that  the  Chairman, 
[r.  Kittredge,  is  unable  to  attend  the  convention  and  present  this  report, 
he  report  of  the  Committee  is  largely  one  of  progress.  The  work  has 
ten,  as  usual,  assigned  to  several  Sub-Committees  and  the  personnel  of 
lese  Subr-Committees  is  much  the  same  as  has  existed  for  several  years, 
hey  have  worked  with  similar  Sub-Committees  of  sister  organizations 
id  the  recommendations  are  in  the  nature  of  additions  or  modifications 
I  existing  standards. 

The  first  recommendation  relates  to  the  third  rail  clearance  diagram, 
k1  the  Committee  recommends  that  the  changes  in  the  existing  diagram 
I  approved  and  published  in  the  Manual. 

The  President: — If  there  is  no  objection,  the  recommendation  will  be 
iblished  in  the  Manual. 

Mr.  Katte : — The  second  recommendation  is  in  a  way  new  matter. 
;  relates  to  the  specifications  for  crossings  of  telegraph,  telephone,  signal 
id  other  similar  wires  and  cables  over  steam  railroad  rights-of-way. 
his  specification  has  been  in  existence  several  years,  and  has  been  ap- 
"oved  by  many  co-operating  organizations,  as,  for  instance,  the  Asso- 
ation  of  Railway  Telegraph  Superintendents,  the  American  Railway 
ssociation,  and  your  Committee  recommends  it  for  adoption  by  this 
ssoclation. 

The  President : — Any  discussion  on  recommendation  2  of  the  Com- 
ittee  which  appears  on  page  925  of  the  report? 

Mr.  J.  C.  Nelson  (Seaboard  Air  Line)  : — I  would  ask  the  Chairman 
these  specifications  for  crossings  are  those  adopted  recently  by  the 
merican  Railway  Association? 

Mr.  Katte : — Yes,  they  are  the  same. 

The  President: — If  there  is  no  objection,  this  recommendation  will 
I  approved. 

Mr.  Katte: — The  third  recommendation  pertains  to  revisions  and 
odifications  in  the  existing  specifications  for  overhead  crossings  of  elec- 
ic  light  and  power  lines.  The  modifications  are  about  12  or  14  in  num- 
ir,  they  are  of  a  more  or  less  minor  character,  and  they  have  already 
:en  approved  by  the  American  Railway  Association  and  by  the  Ameri- 
m  Electric  Railway  Engineering  Association.  If  you  see  fit  to  adopt 
lem,  we  will  have  a  standard  for  overhead  crossings  for  practically  all 
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(.)f  the  railroad  interests.  Tlic  specifications  are  not  entirely  satisfactory 
to  the  representatives  of  any  one  of  the  three  organizations,  but  we  have 
agreed  to  accept  them  as  tentative,  and  further,  the  rei)resentatives  have 
agreed  that  none  will  recommend  any  changes  to  their  respective  organ- 
izations until  all  the  Sul)-Committees  are  in  full  accord,  and  so  if  you 
approve  these  changes  we  will  have  a  cable  crossing  specification  which 
will  stand  until  modifications  arc  suggested  and  approved  by  the  three 
railroad  associations  acting  jointly   through  their  Sub-Committees. 

The  President: — There  is  a  modification  of  the  specifications  a])pa- 
rently  contemplated  in  the  future,  and  the  Chair  would  ask  the  Committee 
as  to  the  intent  of  its  recommendation — is  it  intended  to  take  the  revised 
portion  of  the  specifications  as  submitted  without  change,  and  have  that 
incorporated  in  the  Manual,  with  the  idea  that  there  will  be  change  in 
the  specifications  before  they  go  into  the  Manual? 

Mr.  Katte : — The  Committee  does  not  recommend  publication  in  the 
Manual.  It  does  not  appear  in  the  jManual  now,  but  it  is  to  be  published 
in  the  Proceedings.  The  object  of  the  Committee  in  bringing  these  re- 
visions up  at  the  present  time  is  to  give  you  an  opportunity  to  vote  on 
them  in  the  same  way  as  has  been  done  by  the  American  Railway  Asso- 
ciation and  the  American  Electric  Railway  Engineering  Association.  We 
are  all  working  together  now  as  a  Joint  Committee  and  there  w-ill  be  no 
recommendation  brought  forward  by  your  Committee  until  the  other  two 
associations  have  agreed  to  such  recommendation ;  and  in  the  meantime 
the  railroad  associations  w^ill  have  a  uniform  specification. 

The  President: — If  there  is  no  objection,  this  revised  edition  of  the 
specifications  will  be  approved. 

The  last  two  recommendations  of  the  Committee  will  be  referred  to 
the  Board  of  Direction,  which  will  decide  what  is  to  be  done  in  both 
cases.  I  hardly  thing  they  arc  subjects  for  the  convention  itself  to  pass 
on. 

If  there  is  no  further  discussion,  the  Committee  is  excused,  with  the 
thanks  of  the  convention. 
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DISCUSSION  ON  YARDS  AND  TERMINALS. 

(For    Report,    see    pp.    !)r)7-9S7.) 
1ST    OF    SPEAKERS    TAKING    PART    IN    DISCUSSION    ON    YARDS    AND    TERMINALS. 

W.  C.  Barrett.  Hunter  McDonald. 

W.  M.  Camp.  A.  Montzheimer. 

J.  L.  Campbell.  J.  C.  Nelson. 

C.   Dougherty.  C.  F.  W.  Felt. 

C.  E.  Lindsay.  E.  T.  Reisler. 

H.  A.  Lloyd.  H.  R.  Safford. 

The  President : — The  next  report  is  that  of  the  Committee  on  Yards 
nd  Terminals.  In  the  absence  of  the  Chairman,  Mr.  E.  B.  Temple,  the 
jport  will  be  presented  by  Mr.   Montzheimer. 

Mr.  A.  Montzheimer  (Elgin,  Joliet  &  Eastern)  : — Mr.  Temple  is  not 
ble  to  be  here  to-day  on  account  of  this  being  the  initial  day  of  putting 
I  operation  the  electrification  of  the  suburban  service  at  Philadelphia. 

The  Committee  has  followed  out  the  instructions  of  the  Board  of 
►irection  in  dealing  with  this  subject,  and  on  page  959  you  will  find 
Typical  Situation  Plans  of  Passenger  Stations."  In  this  report  we  have 
lown  the  passenger  terminal,  the  union  station,  at  Kansas  City.  In  con- 
ection  with  the  report  are  two  tables,  the  first  being  an  exhibit  showing 
le  track  layout,  and  the  other  exhibit  is  the  consist  of  trains.  Diagram 
3,"  showing  the  occupancy  of  station  tracks,  is  necessary  in  order 
>  figure  out  the  way  trains  could  be  placed  on  these  station  tracks,  and 
covers  a  two-hour  period,  from  7  to  9  a.  m.  A  similar  diagram 
ould  have  to  be  worked  out  for  each  period  covered.  Exhibit  "C," 
)nsist  of  trains,  prac^-ically  explains  itself;  it  covers  the  Missouri 
acific  Railway  equipment,  showing  how  that  equipment  is  placed  in  the 
ifferent  trains;  what  train  brings  it  in  and  what  train  takes  it  out. 

This  report  is  presented  for  information,  and  we  desire  it  to  be  re- 
eved in  that  way. 

The  President: — Is  there  any  discussion  on  this  portion  of  the 
?port?     If  not,  it  will  be  received  as  recommended  by  the   Committee. 

Mr.  Montzheimer : — On  page  962  is  the  report  of  the  Sub-Committee 
1  developments  in  the  handling  of  freight  by  mechanical  means.  The 
?ures  showing  the  cost  of  handling  freight  are  very  interesting,  and  I 
nderstand  that  Mr.  Clift,  who  prepared  this  part  of  the  report,  intends 
•  give  further  information  covering  the  cost  of  handling  freight  in  freight 
3uses.  This  portion  of  the  report  is  also  submitted  as  a  matter  of  in- 
irmation. 

The  President: — You  have  heard  the  statement  just  made.  Is  there 
ly  discussion?  If  not,  the  report  will  be  received  as  information  in 
:cordance  with  the  recommendation  of  the  Committee. 

Mr.  Montzheimer : — On  page  969  is  the  report  of  the  Sub-Committee 
1  developments   in   the   design   and   operation   of   hump   yards.     During 
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the  year  it  was  planned  to  obtain  a  comparison  of  the  operation  of  a 
typical  hump  yard  with  a  typical  ilat  yard.  In  the  report  we  liave  pre- 
sented certain  cost  data  covering  the  operation  of  one  hump  yard  and 
two  flat  yards. 

Appendix  "C,"  on  page  g7»S,  gives  information  covering  the  opera- 
tion of  Yard  A.  The  statement  on  page  986  is  the  principal  part  of  the 
report  and  the  remainder  of  the  Appendix  is  explanatory  of  the  table.  In 
some  ways  this  information  is  not  entirely  satisfactory.  What  we  are 
endeavoring  to  obtain  is  the  cost  of  classifying  cars  in  a  humi)  yard  and 
the  cost  of  classifying  cars  in  a  flat  yard.  It  is  very  difficult  to  separate 
the  costs.  In  other  words,  there  is  certain  work,  such  as  delivering  to 
other  roads,  deliveries  to  industries,  team  tracks,  and  service  of  that  kind 
that  is  not,  strictly  speaking,  work  of  a  classification  yard,  and  the  Com- 
mittee hopes  to  present  figures  in  the  future  and  possibly  separate  these 
costs  so  that  they  will  be  more  satisfactory. 

The  costs  over  the  hump  shown  on  page  980  in  paragraph  12  are 
interesting.  We  have  shown  there  the  cost  of  switching  per  car  as  well 
as  the  cost  of  switching  per  cut  of  cars,  and  I  think  in  making  a  com- 
parison of  any  costs  it  is  just  as  necessary  to  show  the  cost  per  cut  as 
it  is  to  show  the  cost  per  car,  because  in  some  yards  where  the  cuts  con- 
sist of  a  number  of  cars  your  cost  is  necessarily  less  per  car  and  by  get- 
ting the  cost  per  cut  you  get  the  information  you  want. 

This  report  of  the  Sub-Committee  is  also  submitted  as  information, 
and  I  move  it  be  accepted  in  that  way. 

The  President : — The  Chair  would  say  that  the  Committee  has  gone 
to  a  good  deal  of  trouble  to  obtain  the  information  contained  in  the  re- 
port of  this  particular  Sub-Committee,  and  it  is  to  be  hoped  that  the 
knowledge  gained  in  obtaining  this  information  will  aid  materially  in 
getting  more  definite  information   during  the  coming  year. 

The  disposition  of  the  report  as  recommended  will  obtain,  unless 
there  is  some  objection. 

Mr.  Montzheimer : — The  revision  of  the  Manual  suggested  by  the 
Committee  begins  on  page  968. 

(Mr.  Montzheimer  read  these  various  items,  and  changes  were  made 
in  the  following  respects:) 

Mr.  Curtis  Dougherty  (Queen  &  Crescent)  : — With  regard  to  inter- 
change track,  will  the  Committee  make  that  read  "delivered  or  received?" 

The   President : — The  Committee  will  accept  that. 

Mr.  C.  E.  Lindsay  (New  York  Central)  : — With  respect  to  scale 
tracks,  I  suggest  that  in  the  second  line  it  read,  "drilling  over  scale." 

Mr.  Montzheimer : — The  Committee  will  accept  that. 

Mr.  H.  R.  Safford  (Grand  Trunk)  :— In  the  item  "repair  tracks,"  I 
would  ask  what  guided  the  Committee  in  making  the  recommendation  that 
track  centers  should  be  16  ft.  and  24  ft.? 

Mr.  Montzheimer: — That  is  in  the  Manual  now,  and  my  recollection 
is  that  the  only  change  we  propose  is  where  we  specify  the  track  should 
be  connected  at  both  ends  where  possible.     As  I  understand  it,  the  track 
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:cnters  are  recommended  in  the  Manual  as  i6  and  24  ft.,  the  widest  cen- 
er  being  to  provide  a  space  for  getting  material  into  the  track  to  repair 
he  cars. 

Mr.  H.  A.  Lloyd  (Erie)  : — Will  the  Committee  consent  to  strike  out 
he  second  "should  be"  in  paragraph  5,  under  "car  capacity  of  freight 
racks?" 

Mr.  Montzheimer : — We  will  accept  that. 

Mr.  C.  F.  W.  Felt  (Santa  Fe)  : — I  think  in  paragraph  3,  under 
'team  delivery  tracks,"  there  should  be  some  provision  to  the  effect  that 
he  cranes  should  be  provided  only  where  the  business  justifies  it.  This 
lause  seems  to  cover  all  cases,  regardless  of  the  amount  of  business. 

Mr.  Montzheimer: — A  crane  would  not  be  justified  where  the  amount 
)f  business  did  not  warrant. 

Mr.  J.  L.  Campbell  (El  Paso  &  Southwestern)  : — I  suggest  that  the 
entence  read,  "If  possible  and  necessary,  the  yard  should  be  provided 
vith  a  crane  for  handling  heavy  freight  where  the  business  justifies." 

Mr.  W.  C.  Barrett  (Lehigh  Valley)  : — Why  not  make  it  "if  neces- 
ary?" 

Mr.  Montzheimer: — The  Committee  will  accept  that  suggestion,  "if 
lecessary." 

Mr.  J.  C.  Nelson  (Seaboard  Air  Line)  : — I  move  that  the  words  "if 
lecessary"  precede  the  word  "wagon"  in  paragraph  5,  under  "Team 
delivery  Tracks." 

Mr.  Montzheimer : — The  Committee  does  not  consider  it  necessary  to 
lave  the  words  "if  necessary"  placed  before  these  conclusions.  This  is 
imply  a  reference  to  the  location  of  the  wagon  scales,  and  they  will  not 
>e  installed  unless  it  is  necessary. 

Mr.  W.  M.  Camp  (Railway  Review)  : — I  suggest  that  the  sentence 
ead,  "W^agon  scales,  if  installed,  should  be  at  the  most  convenient  place," 
:tc. 

Mr.   Montzheimer: — The  Committee   will  accept  that. 

There  is  also  a  report  from  the  Committee  relating  to  track  scales, 
)n  page  970,  and  you  will  note  it  is  a  recommendation. 

The  President : — That  particular  recommendation  will  be  acted  on. 
t  is  not  necessary  to  consider  it  at  this  meeting.  Are  there  any  other 
luggestions  that  are  desired   to  be  made  to   the   Committee? 

Mr.  Lindsay : — I  repeat  a  request  for  the  Committee  to  study  the 
lubject  of  poling  yards. 

The  President: — That  suggestion  will  be  referred  to  the  Board  of 
direction.  If  there  are  no  further  comments,  the  Committee  will  be  re- 
ieved,  with  the  thanks  of  the  Association. 


AMENDMENTS  TO  COMMITTEE  REPORTS. 

KlirKKK.NHI':   TO   A  M  KN  DMKN  TS    .MAI>K  TO   (OM  M  IT  I  KK   KKroKTS    AT   THK    SIXTEENTH 

ANMl'AL    CONVENTION 

UNIlOk.M   (il-.XKkAL  CONTRACT   I-ORMS. 
(  Koi-  li*T>oit.   sec  pp.   .S'J-lUl;  discussion,  p.   10;57.) 

AnuMul  the  form  for  "I'ond'"  on  page  toi  to  make  it  applicable  to 
the   Dominion  of   Canada  also. 

SIGNS,   FENCES   AND   CROSSINGS. 
(For  lleport,  see  pp.  433-51!) ;  discussion,  p.  508.) 

Amend  the  " Specifications  for  Standard  Rigbt-of-Way  Fences,"  on 
page  436-437,  to  read :  "Class  A  Fence,"  "Class  B  Fence,"  "Class  C 
Fence,"  "Class  D  Fence." 

Amend  the  recommendations  under  'Gates  for  Right-of-Way  F^ences," 
on  page  440,  by  making  the  third  paragraph  read  as  follows:  "Farm 
gates  should  l)e  liinged  so  as  to  open  away  from  the  track,  and,  if  hinged, 
swing  shut  by  gravity,  and  the  end  of  the  gate  opposite  the  hinged  end 
should  lap  by  the  post  a  sufficient  distance  to  prevent  it  from  being 
opened  by  side  pressure." 

Amend  conclusion  (3),  on  page  509,  by  substituting  the  term  "stock- 
guard"  for  "cattle-guard,"  in  the  first  line. 

ECONOMICS  OF  RAILWAY  LOCATION. 
(For  Report,  see  pp.  103-150;  discussion,  p.  110.) 

Amend  conclusion  (2),  on  page  104,  by  substituting  "may  not  be  the 
economical  plant"   for   "cannot  be  the  economical  plant." 

Amend  conclusion  (5),  by  inserting  after  the  word  "amount"  in  the 
second  line  on  page  105  "direction,"  so  that  it  will  read :  "a  reasonable 
assumption  of  the  amount,  direction  and  class  of  traffic." 

Amend  conclusion  (6)  to  read  as  follows :  "The  engine  district 
should  be  sufficiently  long  to  obviate  constructive  mileage  and  short  enough 
to  enable  the  maximum  slow  freight  train  to  make  the  run  within  the 
hours  of  service  required." 

Amend  conclusion  (8)  by  inserting  in  the  second  line  the  word 
"preferably"  before  the  word  "for,"  making  it  read:  "and  preferably 
for  the  full  train  length,"  etc. 

Amend  conclusion  (9)  by  inserting  in  the  ninth  line  after  the  words 
"line  resistance"  the  word  "time." 

Amend  conclusion  (10),  second  paragraph,  second  line,  by  chang- 
ing  the   words   "station  buildings"   to   "stations." 

Amend  conclusion  (12),  seventh  paragraph,  by  substituting  the  word 
"ordinary"   for  "best"   in  the   eighth  line. 

Amend  conclusion  (12)  further  by  adding  the  following,  after  the 
first  paragraph :  "The  above  method  must  be  understood  to  not  take 
into  account  the  resistance  due  to  accelerating  trains.     This  may  or  may 
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lot  be  a  considerable  part  of  tbe  total  resistance,  depending  on  tlic  rate 
)f  grades  and  the  distance  between  stops." 

Amend  conclusion  (12)  further  by  substituting  for  the  last  sentence 
n  the  first  paragraph  the  following :  "In  comparing  different  locatioMS 
he  resistance  under  average  conditions  should  be  used." 

Amend  conclusion  (13)  further  by  eliminating  the  last  sentence  and 
lubstituting  the  following:  "It  should  be  understood  that  the  first  method 
Iocs  not  give  information  as  to  the  actual   fuel  consumed." 

Amend  conclusion  (13)  further  by  eliminating  the  words  "It  is  the 
manimous  opinion  of  the  Committee  that"  in  the  first  two  lines  of  the 
:onclusion. 

ROADWAY. 
(For  Report,  see  p-p.  565-600;  discussion,  p.  1071.) 

Amend  the  definition  of  "Cattle  Pass"  to  read  "Stock  Pass;"  also 
ubstituting  the  word  "opening"  for  the  word  "built,"  making  it  read 
'bridge  opening." 

Amend  "General  Contract  Requirements,"  paragraph  6,  by  making  it 
ead :  "should  preferably  be  not  less  than  13  ft.  on  tangents." 

Amend  the  "Specifications  for  the  Formation  of  the  Roadway"  by 
idding  to  paragraph  23  the  following  sentence :  "The  measurement  of 
his  material  shall  be  the  original  space  occupied  regardless  of  the 
:lassification." 

Amend  paragraph  28,  by  substituting  the  word  "found"  for  the  word 
'met"  in  the  second  line. 

Amend  paragraph  41,  by  omitting  the  first  "or"  in  the  first  line. 

Amend  paragraph  48-a  by  inserting  in  the  fourth  paragraph  after 
he  word  "multiplying"  the  words  "the  excavation"  before  the  word 
'yardage." 

For  paragraph  59,  substitute  the  following:  "The  contractor  shall 
vithout  loss  or  liability  to  the  company  construct  all  roads  necessary 
or  his  use  in  the  execution  of  this  contract." 

Amend  paragraph  60  by  inserting  the  words  "within  limits  agreed 
ipon"  after  the  word   "designated"  in   the  third   line. 

Amend  paragraph  78  by  inserting  after  the  word  "risk"  in  the  third 
ine  the  words   "personal  liability." 

Amend  paragraph  81  by  inserting  after  the  w'ord  "assistants"  in  the 
ixth  line  the  words  "acting  within  the  scope  of  his  authority." 

Amend  the  first  section  under  "Washouts"  to  read  as  follows:  "The 
nds  of  trestles  and  bridges  should  be  efficiently  protected  with  masonry, 
iprap  or  other  protective  work  where  necessary." 

Amend  the  "Specification  for  Sodding  with  Bermuda  Grass"  by  in- 
erting  in  the  eighth  line,  on  page  595,  "where  necessary"  after  the  words 
20  days." 

RECORDS  AND  ACCOUNTS. 
(For  Report,  see  pp.  785-790;  discussion,  p.  1085.) 

Amend  the  conventional  symbols  for  showing  the  weight  per  yard 
f  rail  by  a  straight  line,  with  the  weight  per  yard  indicated  by  figures. 


ii:il  AMJCNDMKNTS. 

TIES. 

(I''ur  Ivi'port,  SCO  pp.  521 -561;  discu.s.sion,  p.  1089.) 

Amend  the  definition  of  "Head  lilock"  by  sub.stituting  the  wordj 
"a  tic  or  ties"  for  "a  member  or  members," 

Amend  conclusion  (2)  under  "Conservation  of  Timber  Supply"  by 
omitting  the  words  "and  screw  spikes." 

TRACK. 

(For  Report,  see  pp.  715-738;  discussion,  p.  1135.) 

Amend  the  definition  of  "Switch"  by  adding  after  the  word  "run- 
nmg,"  in  the  third  line,  the  words  "to  another  track." 

Amend  the  section  under  "Maintenance  of  Surface"  by  inserting  the 
words  "if  possible"  after  the  word  "curve"  in  the  third  line. 

BUILDINGS. 
(For  Report,  see  pp.  739-784;  discussion,  p.  1149.) 

Amend  paragraph  (b)  under  "Turntable  Pit"  to  read:  "Circle  walls 
should  be  of  concrete  or  brick,  with  proper  supports  and  fastenings 
for  rails  on  the  coping." 

Substitute  the  word  "parts"  for  the  word  "interior"  in  the  first  line 
of  paragraph   (d)    under  "Turntable  Pit." 

BALLAST. 
(For  Report,  see  pp.   1005-1020;  discussion,  p.  1153.) 

Amend  "Specifications  for  Burnt  Clay  Ballast"  by  making  the  first 
line  read :     "Good  ballast  clay  is  heavy  and  plastic." 

Amend  the  seventh  paragraph  under  "Specifications  for  Burnt  Clay 
Ballast"  to  read :  'When  fully  burnt  a  proper  ballast  clay  becomes  red 
in  color  when  the  clay  contains  iron,"  etc. 

Amend  the  fourth  paragraph  by  inserting  the  word  "generally"  be- 
fore the  word  "sufficient"  in  the  second  line. 

YARDS  AND  TERMINALS. 
(For  Report,  see  pp.  957-987;  discussion,  p.  1189.) 

Amend  the  definition  of  "Interchange  Track"  by  substituting  the 
word  "or"  for  the  word  "and"  in  the  first  line. 

Amend  the  "General  Requirements  for  "Scale  Tracks"  by  substituting 
the   word   "scale"    for   the   word    "same"   in   the   second   line. 

Amend  paragraph  (5)  under  "Car  Capacity  of  Freight  Tracks"  by 
striking  out  the  words  "should  be"  in  the  second  line. 

Amend  paragraph  (3)  under  "Team  Tracks"  by  substituting  the 
word  "necessary"  for  "possible"  in  the  first  line. 

Amend  paragraph  (5)  to  read:  "Wagon  scales,  if  installed,  should 
be  at  the  most  convenient  place,"  etc. 
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RECENT  DEVELOPMENTS  IN  TRACK  CONSTRUCTION* 

A   REVIEW   OF   THE   INCREASES   IN   LOADS    PLACED   UPON 

THE    TRACK    AND    THE    IMPROVEMENTS    IN    THE 

VARIOUS  DETAILS  OF  ITS  CONSTRUCTION. 

By  Elmer  T.  Howson,  Engineering  Editor  Railway  Age  Gazette. 

It  is  frequently  stated  by  laymen  that  our  steam  railroad  tracks  are 
not  sufficiently  strong  to  carry  the  loads  which  are  placed  upon  them 
with  the  proper  factor  of  safety,  and  that  the  design  of  the  track  struc- 
ture has  not  kept  pace  with  the  increase  in  these  loads  in  recent  years. 
It  will  be  the  purpose  of  this  study  to  ascertain  to  what  extent  this 
opinion  is  justified  in  fact,  and  to  compare  the  development  of  the  vari- 
ous elements  entering  into  the  construction  of  the  modern  track  with 
the  increase  in  the  loads  placed  upon  it  during  the  past  decade. 

It  is  not  surprising  that  the  non-technical  man  should  form  the 
opinion  that  our  tracks  are  falling  behind  when  he  reads  all  too  fre- 
quently of  the  accidents  attributed  to  some  weakness  in  them,  while 
his  attention  is  not  called  to  the  thousands  of  trains  which  move  over 
our  lines  daily  without  mishap.  He  also  sees  the  great  increases  in  the 
size  of  locomotives  and  in  the  length  of  trains  and  notes  that  the  height 
of  the  rail  and  the  width  of  the  head  have  not  been  increased  in  pro- 
portion to  the  increase  in  loads.  He  is,  therefore,  easily  convinced  that 
the  track  is  not  making  the  proper  progress  and  agrees  readily  with  the 
views  of  any  alarmist. 

However,  the  layman  is  not  alone  in  this  opinion  regarding  the  pres- 
ent status  of  our  track  construction.  So  prominent  an  authority  as  James 
E.  Howard,  Engineer-Physicist  of  the  Interstate  Commerce  Commission, 
has  stated  at  frequent  intervals  during  the  past  three  years  that  the  track 
was  being  overloaded,  and  that  the  new  and  peculiar  type  of  rail  frac- 
ture known  as  the  internal  transverse  fissure,  was  caused  by  the  con- 
tinued application  of  excessive  wheel  loads  on  the  rail.  O.  E.  Selby, 
Bridge  Engineer  of  the  Cleveland,  Cincinnati,  Chicago  &  St.  Louis  Rail- 
way, made  an  analytical  study  of  track  construction  several  years  ago 
(Bulletin  No.  80),  as  a  result  of  which  he  also  concluded  that  our  track 
was  considerably  overstressed.  Other  engineers  have  studied  this  subject 
from  other  angles  and  have  arrived  at  similar  conclusions.  While  this  is 
by  no  means  the  consensus  of  opinion,  it  demonstrates  that  this  subject 
is  one  of  great  importance  at  the  present  time,  and  the  question  of  the 
relative  strength  of  our  present  track  construction  is  giving  many  rail- 
road men  cause  for  grave  concern  to-day. 

♦Revised  from  a  thesis  submitted  for  a  second  degree  at  the  University 
of  Wisconsin  in  June,  1914. 

Note — Written  Discussions  are  invited. 
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J II  discussing  the  present  strength  of  tlie  track,  tlic  first  sUi)  is  to 
determine  the  extent  to  whicli  the  si-rvice  deni.'nuh'd  of  it  has  increased 
in  recent  years.  The  two  most  imi)ortant  factors  in  tlic  movement  of 
trains  afifecting  the  stresses  in  the  track  arc  the  weight  of  the  trains  and 
their  speeds.  Ever  since  the  introduction  of  the  first  steam  locomotive, 
engineers  have  predicted  that  engines  would  not  increase  in  weight  to  any 
appreciable  extent  beyond  those  then  in  use.  These  predictions  have  l)ccn 
so  frequently  made  and  so  frequently  disproved  that  one  is  forced  to 
conclude  that  the  wish  is  father  to  the  thouglit.  ICven  as  late  as  within 
the  past  year  J.  E.  Greiner,  an  eminent  Bridge  Engineer,  has  stated 
(Bulletin  No.  i6i)  that  one  is  not  justified  in  designing  a  bridge  for  a 
loading  heavier  than  Cooper's  E-50,  and  that  a  structure  designed  for 
Cooper's  E-60  loading  will  carry  the  heaviest  load  of  which  it  is  possible 
to  conceive.  His  statements  apply  only  to  bridges,  but  the  load  which 
the  track  and  bridges  have  to  carry  is  the  same  and,  if  Mr.  Greiner's  as- 
sertion that  the  limit  of  locomotive  weights  has  l)een  approached  is  cor- 
rect, it  will  apply  to  the  track  as  well. 

Such  broad  conclusions  should  be  drawn  only  after  the  most  mature 
consideration.  It  has  been  the  common  experience  of  nearly  all  roads 
that  the  structures  on  main  lines  have  been  renewed  from  time  to  time 
because  of  their  inability  to  carry  safely  the  increasing  loads  long  be- 
fore their  normal  life  had  been  secured.  This  interval  between  renewals 
has  varied  widely  on  different  roads,  but  has  averaged  perhaps  about  20 
years.  That  the  conclusions  of  Mr.  Greiner  are  not  generally  accepted 
is  shown  by  the  fact  that  of  59  representative  roads  mentioned  by  him, 
one  w^as  stated  to  be  designing  its  structures  for  Cooper's  E-65  loading, 
seven  for  E-60,  four  for  E-57,  seven  for  E-55,  one  for  E-53,  eleven  for 
E-50  and  four  for  loads  under  E-50.  Therefore,  twenty  of  these  roads 
are  now  designing  for  heavier  than  E-50  loading  and  five  more  plan  to 
adopt  a  heavier  loading  in  the  near  future.  Thus,  the  majority  are  not 
in  agreement  with  Mr.  Greiner  and  evidently  expect  a  further  increase 
in  loads. 

In  view  of  these  radical  differences  of  opinion  regarding  the  increase 
m  the  weight  of  equipment,  which  may  reasonably  be  expected  within 
the  next  few  years,  it  is  well  to  consider  the  developments  of  this  nature 
within  the  past  two  or  three  years.  It  will  be  noticed  that  the  weights 
of  the  locomotives  built  have  not  increased  as  much  as  in  earlier  periods, 
but  this  is  due  in  very  large  measure  to  the  fact  that  desjgiiers  have 
been  able  to  meet  the  demands  for  increased  train  loading  pn^thejpart^f 
the  operating  department  by  the  adoption  of  the  superheater,  the  brick 
arch,  the  mechanical  stoker,  and  other  important  improvements.  De- 
velopments of  this  nature  cannot  be  expected  to  continue  indefinitely, 
and  it  seems  reasonable  to  expect  that  the  weight  of  locomotives  will  soon 
increase  again. 

One  of  the  two  most  important  developments  in  locomotive  designing 
in  the  past  year  is  the  Atlantic  t3^pe  passenger  engine  of  the  Pennsylvania 
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Railroad.  This  road  has  been  conducting  elaborate  experiments  with  an 
Atlantic  type  locomotive  for  several  years,  as  a  result  of  which  a  num- 
ber of  engines  have  been  designed  and  built  recently  weighing  240,000 
lbs.,  with  133,000  lbs.  on  the  drivers,  or  66,500  lbs.  per  axle.  When  the 
lirst  engine-  of  this  general  design  was  run  over  the  line  three  or  four 
years  ago,  the  effect  on  the  track  was  very  noticeable.  Many  experiments 
were  then  made  with  this  type  of  engine  on  the  track  and  in  the  loco- 
motive testing  plant  at  Altoona,  Pa.,  until  the  present  design  was  per- 
fected. In  order  to  compensate  for  the  unusually  high  axle  load  a  great 
deal  of  attention  was  given  to  the  design  of  the  reciprocating  parts  to 
remove  all  unnecessary  weight.  The  result  is  that  the  dynamic  load  due 
to  counterbalance  is  less  than  30  per  cent,  of  the  static  weight  on  drivers, 
or  less  than  that  of  many  passenger  locomotives  with  axle  loads  10,000 
lbs.  less. 

Another  development  of  much  interest  as  indicative  of  advanced 
tendencies  is  the  triplex  type  locomotive  recently  completed  by  the  Bald- 
win Locomotive  Works  for  the  Erie,  which  weighs  853,050  lbs.  complete, 
as  compared  with  850,000  lbs.  for  the  Santa  Fe  engine  with  tender,  which 
created  so  much  interest  a  few  years  ago.  This  engine  is  designed  with 
24  drivers  spaced  5  ft.  6  in.  between  axles  and  with  61,900  lbs.  on  each 
axle. 

While  these  two  illustrations  are  extreme  at  the  present  time,  they 
indicate  the  trend  of  modern  railroad  operation.  The  average  weight, 
exclusive  of  tenders,  of  the  locomotives  in  service  in  191 1  was  reported 
by  the  Interstate  Commerce  Commission  to  be  150,800  lbs.,  or  ss  pe-' 
cent.,  heavier  than  in  1902.  The  Mallet,  which  was  heralded  as  freakish 
only  a  few  years  ago,  is  meeting  with  general  application  on  many  roads. 
Fortunately  the  tendency  in  these  heavier  locomotives  is  to  distribute  the 
increased  weight  over  more  axles  as  in  the  Mallet  and  triplex  types,  al- 
though this  only  partially  alleviates  the  difficulty.  The  average  load  on 
drivers  for  the  more  recent  locomotives  now  ranges  between  50,000  and 
60,000  lbs.  per  axle. 

Of  almost  equal  importance  with  the  increase  in  the  weight  of  motive 

power  at  the  present  time  is  the  corresponding  increase  in  the  weight  and 

capacity  of  freight  and  passenger  cars.     The  freight  car  of   100,000  lbs. 

capacity  has  now  largely  replaced  those  of  60,000  and  80,000  lbs.  capacity, 

which  were  standard  a  few  years  ago.     Cars  of  115,000  lbs.  capacity  have 

been  largely  adopted  by  the  Eastern  roads  for  coal,  coke  and  ore  traffic. 

Only  a  few  months  ago   the   Chesapeake  &  Ohio  ordered    1,000  cars   of 

1  140,000  lbs.  capacity,  while  the  Norfolk  &  Western  built  750  gondola  cars 

,  last  year  with  a  rated  capacity  of  180,000  lbs.    Thus  the  tendency  towards 

:  the  adoption  of  larger  cars  is  plainly  evident,  and  it  may  confidently  be 

predicted  that  their  use  will  become  quite  general  on  those  roads  hand- 

I  ling  large  volumes  of   mineral  or  other  heavy  traffic.     The  economy  of 

their  use  is  evident  from  the  fact  that  the  revenue  load  comprises  75  per 

cent,  of  the  total  loaded  weight  of  the  Norfolk  &  Western  cars  referred 

jto  above,  as  compared  with  60  per  cent,  with  the  average  car  of  100,000 
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lbs.  capacity.  These  90-ton  cars  vvcigli  263,600  lbs.,  witli  the  allowable 
10  per  cent,  overload,  and,  although  provided  with  six-wheel  trucks,  the 
axle  loads  reach  43,900  lbs.,  or  almost  as  much  as  on  a  locomotive.  The 
Chesapeake  &  Ohio  cars  will  weigh  210,500  lbs.  with  overload  and,  as  this 
will  be  distributed  between  four  axles  only,  it  will  give  axle  loads  of 
52,625  lbs.  When  it  is  considered  that  these  cars  will  probably  be  run  in 
solid  trains,  the  tremendous  burden  on  the  track  can  be  realized. 

Cars  of  special  design  have  also  been  built  for  special  purposes,  al- 
though their  number  is  naturally  very  limited.  Among  the  latest  of 
these  special  cars  are  three  completed  during  the  past  year  for  the 
Lehigh  Valley,  which  are  the  heaviest  ever  built.  They  have  a  capacity 
of  220,000  lbs.  and  with  overload  give  axle  loads  of  55,600  lbs.  on  six 
axles.  However,  in  spite  of  their  weight  these  cars  do  not  present  the 
problem  that  the  Norfolk  &  Western  or  the  Chesapeake  &  Ohio  cars  do, 
as  they  will  be  run  singly  in  trains  of  lighter  cars. 

This  tendency  to  increase  the  weight  of  equipment  extends  to  the 
passenger  cars  also,  in  whose  construction  steel  is  rapidly  replacing  wood. 
Although  the  steel  passenger  car  has  come  into  use  only  within  the  past 
seven  years,  practically  no  wooden  cars  are  now  being  built,  and  all  new 
equipment  of  this  character  is  being  built  of  steel  or  with  steel  under- 
frames.  On  January  i,  1914,  227  roads  reported  to  the  Special  Commit- 
tee on  Relations  of  Railway  Operation  to  Legislation  that  they  owned 
58,660  passenger  cars,  of  which  9,492  were  all  steel  and  4,608  had  steel 
underframes.  Of  the  passenger  cars  ordered  in  1913,  2,765  were  of  all 
steel  construction  and  171  were  provided  with  steel  underframes,  while 
only  177  were  of  wood.  When  it  is  remembered  that  the  steel  cars  weigh 
from  10  per  cent,  to  25  per  cent,  more  than  wooden  cars  of  the  same  de- 
sign, it  can  readily  be  seen  that  they  will  result  in  greater  loads  upon  the 
track,  especially  as  they  are  operated  in  solid  trains  and  on  the  fastest 
runs.  The  increased  weight  of  the  steel  equipment  has  already  been 
sufficient  to  require  the  use  of  heavier  locomotives  in  numerous  instances 
to  maintain  existing  schedules.  More  serious,  however,  than  the  im- 
mediate increase  in  the  weight  of  the  cars  themselves  is  their  effect  on 
the  track.  Recent  extensive  tests  made  on  the  Canadian  Pacific  and  the 
Pennsylvania  have  shown  that  the  steel  passenger  equipment  has  created 
as  high  stresses  in  the  track  as  many  of  the  locomotives. 

While  the  weights  of  all  classes  of  equipment  is  thus  seen  to  be  in- 
creasing, the  statement  is  occasionally  heard  that  we  have  now  reached 
the  limit  of  this  development  because  of  clearance  conditions.  It  is  true 
that  on  some  roads  the  clearances  now  form  the  limitations,  especially  in 
the  East.  However,  it  is  on  the  Pennsylvania  Railroad,  operating  through 
one  of  the  oldest  and  most  congested  parts  of  the  country,  that  these 
new  passenger  locomotives  with  the  heaviest  axle  loads  in  the  country 
are  now  operating.  Also  the  present  indications  are  that  clearance  legis- 
lation of  a  more  or  less  radical  nature  will  be  quite  generally  enacted, 
in  which  case  many  of  these  narrow  clearances  will  be  removed.  It 
should   not    be   assumed,   therefore,   that   clearances    will   present   a   per- 
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manent   barrier,    especially   in    the    large    area    of   prairie    country    west 
of  Chicago. 

Not  only  have  the  weights  of  the  various  units  of  equipment  in- 
creased greatly  but  the  amount  of  traffic  and  therefore  the  frequency 
of  application  of  the  load  on  the  track  have  also  multiplied.  As  shown 
in  the  accompanying  table,  the  ton  miles  of  freight  hauled  by  the  rail- 
ways increased  from  88,241,050,225  in  1892  to  253,783,701,839  in  191 1, 
the  last  year  for  which  the  complete  records  are  available,  a  growth 
of  188  per  cent,  in  19  years.  During  this  same  time  there  was  an  in- 
crease in  the  mileage  of  main  line  operated  of  40  per  cent.,  so  that 
the  service  required  of  the  average  mile  of  line  was  not  therefore 
trebled.  The  actual  average  burden  placed  upon  the  track  is  more 
closely  represented  by  the  ton  miles  of  freight  hauled  per  mile  of 
main  track.  This  latter  unit  rose  from  509,348  in  1892  to  938,313 
in  191 1.  In  other  words,  the  amount  of  freight  hauled  per  mile  of 
main  track  has  increased  84  per  cent,  in  19  years.  The  passenger 
service  rendered  has  likewise  increased  from  77,134  passenger  miles 
per  mile  Of  main  track  in  1892  to  122,756  in  1912,  or  70  per  cent. 
However,  conclusions  based  upon  the  above  figures  for  individual  years 
may  be  somewhat  misleading  since  they  do  not  take  into  consideration 
the  fact  that  the  traffic  in  single  years  may  be  considerably  above  or 
below  normal.  A  more  accurate  comparison  may  be  secured  from  five- 
year  periods,  and  the  accompanying  table  has  therefore  been  prepared. 
From  this  it  is  seen  that  while  the  ton  miles  of  freight  increased  167 
per  cent,  in  the  five-year  period  ending  with  191 1  as  compared  with  that 
of  1892-96  inclusive,  the  ton  miles  per  mile  of  main  track  increased  90 
per  cent.  Likewise,  while  the  total  passenger  miles  increased  130  per 
cent.,  the  passenger  density  per  mile  of  main  track  increased  60  per  cent. 

j  Speed   is   an   important   factor   in   any   discussion   of   the   stresses   in 

track.     Here  conditions  are  more  nearly  stationary.     In  some  instances 

I  schedules  for  freight  as  well  as  passenger  trains  have  been  shortened. 

j  However,  it  is  safe  to  say  that,  with  the  necessity  for  economy  and  re- 
trenchment, during  the  past  few  years  at  least  an  equal  number  of  sched- 
ules have  been  lengthened.     The  days   of  ruinous  speed  wars   for  pas- 

1  senger  traffic  seem  to  be  almost  over,  while,  with  the  growing  realiza- 
tion of  the  economy  of  operation  of  heavy  tonnage  trains,  freight 
schedules  are  being  lengthened  and  more  cars  added  wherever  the  traffic 
will  permit.  Thus  the  effect  of  speed  has  not  been  to  increase  the  burden 
upon  the  track  to  any  appreciable  extent. 

DEVELOPMENT   IN   TRACK   CONSTRUCTION— 
THE  RAIL. 

1         As  shown  above,  the  weights  of  the  motive  power  and  equipment  and 
!  the  density  of  traffic  have  steadily  increased  while  the  speeds  have  re- 
mained practically  constant.     The  net  result  has  been,  therefore,  an  in- 
creased burden  on  the  track.    The  rail  is  the  portion  of  the  track  which 
j  receives  this  load  directly,  and  its  function  is  to  distribute  it  to  the  sup- 
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porting  tics.  The  r;iil  has  ])ccn  inatcriall}  iiiipruvcd  within  the  past  ten 
years  in  composition,  in  section,  in  weight  and  in  methods  of  manufacture. 
This  development  has  been  especially  pronounced  during  the  last  two 
years,  following  the  deluge  of  broken  rails  during  the  severe  winter  of 
1911-12. 

The  most  important  improvement  has  been  in  the  character  of  the 
metal.  To  more  fully  understand  this  development  it  will  be  instructive 
to  go  back  somewdiat.  As  shown  in  the  accompanying  curves,  the  rail 
material  has  changed  at  frequent  intervals.  Until  about  1865  iron  rails 
were  used  almost  entirely  and  they  were  still  rolled  in  large  quantities 
until  about  1881,  after  which  their  production  rapidly  declined.  But  the 
iron  rails  continued  to  give  good  service  for  many  years  and  in  1909 
there  were  still  8,862  miles  in  track,  or  2.3  per  cent,  of  the  total  mileage. 
Statistics  gathered  by  the  Special  Committee  on  Relations  of  Railway 
Operation  to  Legislation  for  January  i,  1912,  and  covering  216,951  miles 
of  line,  showed  that  this  mileage  had  then  been  reduced  to  110.7  or  0.045 
per  cent,  of  the  total.  Thus  the  mileage  of  iron  rails  in  service  to-day 
is  negligible. 

Bessemer  steel  rails  were  first  manufactured  in  this  country  about 
1866  and  with  the  rapidly  increasing  wheel  loads  they  rapidly  replaced 
the  iron  rails  until  a  maximum  of  3,791,459  tons  were  rolled  in  1906. 
Increasing  wheel  loads,  however,  again  caused  signs  of  distress.  At  the 
same  time  the  exhaustion  of  the  high-grade  Bessemer  ores  made  it  im- 
possible to  maintain  the  previous  standards  of  material.  To  supply  this 
deficiency  open-hearth  rails  were  adopted.  Although  only  appearing  first 
in  any  appreciable  quantity  in  1903,  they  have  already  passed  the  Bessemer 
rails  in  point  of  tonnage  produced  and  reached  the  high  figure  of  2,527,710 
tons  in  1913,  while  the  production  of  Bessemer  rails  has  declined  until 
last  year  it  was  only  one-third  this  amount.  On  January  i,  1912,  the 
open-hearth  rails  in  track  were  11.43  per  cent,  of  the  total  as  compared 
with  87.47  per  cent,  of  Bessemer  and  i.io  per  cent,  of  special  alloy  rails. 
Thus  the  development  has  been  from  iron  to  Bessemer  steel  and  then  to 
open-hearth  steel.  What  will  follow  next  is  only  conjectural,  but  it  would 
not  be  surprising  if  some  alloy  rail  should  be  called  on  when  open-hearth 
becomes  unable  to  carry  the  loads  safely. 

Considerable  attention  has  already  been  given  to  the  use  of  alloy 
rails  as  a  substitute  for  Bessemer  steel.  Prominent  among  the  alloy 
metals  used  are  nickel-chromium,  manganese  and  ferro-titanium.  Nickel- 
chromium  rails  have  been  used  in  limited  quantities  on  the  Central  Rail- 
road of  New  Jersey,  the  Baltimore  &  Ohio,  and  other  Eastern  roads. 
The  tests  on  the  Central  Railroad  of  New  Jersey  did  not  prove  entirely 
satisfactory  while  those  on  the  Baltimore  &  Ohio  are  still  in  progress. 
Although  these  rails  have  shown  considerably  increased  resistance  to 
wear,  the  number  of  breakages  has  been  high.  Without  further  improve- 
ment in  composition,  it  seems  probable  therefore  that  this  alloy  will  not 
meet  with  general  adoption. 

Manganese  steel  has  come  into  wide  use  for  frog,  switch  and  cross- 
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iiig  constriR-tiuii -witliiii  llic  past  ten  years  and  to  a  limited  extent  for 
rails  in  certain  locations  of  very  heavy  traflic.  The  advantage  of  man- 
ganese is  its  great  resistance  to  wear.  The  most  serious  objections  are 
its  high  cost,  ahont  $90  per  ton,  and  the  difficulty  of  drilling  or  cutting 
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it  in  the  track.  It  is  in  service  in  a  number  of  places  of  heavy  wear 
where  it  is  showing  considerable  economy.  While  originally  cast,  it  is 
now  rolled,  improving  the  quality  and  decreasing  the  liability  of  breakage. 
It  is  in  use  in  special  locations  on  the  Chicago  &  Northwestern;  the  Chi- 


RECENT  DEVELOPMENTS  IN  TRACK  CONSTRUCTION.  11 

cago,  Milwaukee  &  St.  Paul ;  the  Norfolk  &  Western ;  the  Northern  Pa- 
cific, and  numerous  other  roads.  One  of  the  recent  installations  is  a 
lot  of  500  tons  laid  a  year  ago  on  curves  in  the  eastbound  track  of  the 
Delaware,  Lackawanna  &  Western  down  the  east  slope  of  Pocono  moun- 
tain east  of  Scranton,  Pa.,  over  which  moves  a  traffic  of  over  1,000,000 
tons  per  month. 

Although  not  properly  termed  an  alloy,  as  it  does  not  appear  in  the 
finished  product  but  passes  out  with  the  flux,  ferro-titanium  has  been 
largely  used  in  recent  years.  It  acts  as  a  scavenger  in  the  molten  steel, 
collecting  the  impurities  and  leaving  a  more  sound  and  homogeneous 
metal.  It  met  with  wide  adoption  about  1909  when  there  was  so  much 
difficulty  with  segregation  and  other  allied  troubles  and  the  tonnage  of 
ferro-titanium  rails  reached  256,759  tons  in  1910.  With  the  change  from 
Bessemer  to  open-hearth  and  with  the  more  strict  supervision  and  im- 
proved methods  of  rail  manufacture,  however,  the  use  of  titanium  has 
decreased. 

Although  of  doubtful  value,  small  quantities  of  copper  alloy  rails 
have  been  rolled  at  intervals  for  different  roads,  the  latest  being  an 
order  for  the  Chicago,  Milwaukee  &  St.  Paul  last  year.  The  basis  for 
the  use  of  this  alloy  is  the  composition  of  some  old  rails  imported  from 
England  many  years  ago  which  gave  excellent  service  and  which  were 
found  on  analysis  to  contain  a  small  quantity  of  copper. 

Clocely  related  to  the  change  from  Bessemer  to  open-hearth  steel  with 
the  resulting  improvement  in  the  quality  of  the  rails  are  the  new  speci- 
fications of  the  American  Railway  Engineering  Association  and  of  sev- 
eral individual  railroads  requiring  more  frequent  and  careful  tests  of  the 
finished  product  as  well  as  more  careful  attention  to  the  methods  of 
manufacture  in  the  mills.  The  mill  employes  are  paid  upon  a  tonnage 
basis  which  is  in  itself  a  handicap  to  the  best  quality  of  work  and  is  pro- 
ductive of  careless  workmanship.  Following  the  wave  of  heavy  rail 
breakage  during  the  winter  of  1911-12,  studies  of  these  failed  specimens 
showed  that  many  of  the  breakages  were  the  result  of  poor  metal,  due  in 
large  measure  to  defective  mill  practice.  ♦  This  was  especially  true  of 
the  very  common  defect — segregation.  Prompted  by  the  agitation  fol- 
lowing the  expose  of  conditions  at  that  time  the  manufacturers  have 
reaHzed  the  gravity  of  the  situation  and  have  made  numerous  changes 
in  discipline  and  in  mill  practice  which  have  improved  the  finished  product 
materially.  Also,  during  the  past  two  years  private  inspection  bureaus 
representing  the  railroads,  have  placed  inspectors  in  all  parts  of  the 
mills  to  watch  the  various  details  in  the  manufacture  of  the  rails,  in 
this  way  detecting  unsound  metal  before  it  is  rolled  instead  of  depending 
upon  the  final  physical  tests  alone,  as  had  been  the  previous  practice. 
Probably  the  greatest  result  secured  from  this  plan  has  been  to  cause 
the  employes  to  be  more  careful  because  of  this  supervision.  These 
various  measures  have  not  brought  the  metal  up  to  the  highest  point 
desirable,  but  they  have  nevertheless  resulted  in  great  improvement.  It 
is  imfortunate  that  defective  practices  may  be  detected  frequently  only 
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after  extended  service  and  the  remedies  arc  then  difficult  to  apply,  in 
the  same  way  the  full  henefits  of  recent  improvements  in  material  and 
in   improved  mill  practice  will  not  he  evident  for  some  time. 

One  of  the  most  important  developments  in  rails  during  the  past  ten 
years  has  hecn  in  section.  Previous  to  1890  there  was  a  wide  diversity 
of  sections  and  few  roads  used  any  section  in  common.  The  unneces- 
sary hurden  placed  upon  the  manufacturers  and  railways  alike  was  so 
evident  that  a  Committee  of  the  American  Society  of  Civil  Engineers 
was  appointed  to  design  standard  sections  for  weights  varying  by  five 
lbs.  per  yard.  These  sections  were  generally  adopted  and  gave  satisfac- 
tion until  a  few  years  ago  when  the  deterioration  in  the  Bessemer  ores, 
combined  with  the  heavier  wheel  loads,  resulted  in  a  large  number  of 
base  failures  in  these  rails  with  their  thin  flanges.  To  increase  the 
strength  of  these  flanges  a  number  of  roads  then  designed  their  own 
sections  which  they  are  still  using,  while  the  American  Railway  Asso- 
ciation designed  two  sections  which  have  been  adopted  on  many  roads. 
One  is  a  high  section  for  use  where  great  stiffness  is  desired,  as  in 
high-speed  passenger  tracks,  while  the  other  is  a  lower  section  with  a 
heavy  head  for  use  in  tracks  carrying  a  very  heavy,  slow-freight  traffic. 
Both  of  these  sections  have  now  been  used  for  five  or  six  years  and 
have  shown  a  great  improvement  over  the  earlier  sections.  There  is 
a  feeling  among  some  engineers  that  the  sections  can  be  still  further 
improved  but  there  is  at  present  a  stronger  sentiment  that  no  more 
changes  should  be  made  until  the  American  Railway  Association  sections 
have  received  a  more  thorough  trial. 

One  section  which  has  been  used  to  a  very  limited  extent  during 
the  past  two  years  and  which  has  given  some  very  surprising  results  is 
the  Frictionless  rail.  This  is  a  rail  with  a  narrow  head,  both  sides  of 
which  slope  outward  at  a  slight  angle  and  is  designed  to  reduce  the 
frictional  resistance  and  thereby  the  wear  between  the  rail  and  the 
wheel  flanges.  It  does  not  differ  from  the  ordinary  open-hearth  rails 
in  composition  and  the  only  special  feature  is  the  design  of  the  head. 
Extensive  tests  made  on  the'  Maine  Central,  the  Boston  Elevated,  and 
several  other  roads,  show  a  greatly  decreased  wear  of  rails  w^here  this 
rail  is  placed  on  the  inside  of  the  curves.  The  reason  for  this  action  is 
not  entirely  clear  and  several  explanations  have  been  given.  Several 
roads,  including  the  Southern  Pacific,  the  Illinois  Central,  and  the  Bur- 
lington, have  recently  placed  trial  orders  and  the  results  will  be  watched 
with  interest.  If  successful,  this  section  will  largely  replace  the  harder 
alloy  rails  on  curves  and  other  points  of  severe  wear. 

It  would  be  assumed  that  the  weight  of  rails  has  increased  during  the 
past  decade  with  the  increase  in  wheel  loads,  and  an  examination  of 
the  statistics  shows  this  to  be  the  case.  In  1897,  20  per  cent,  of  the 
rails  rolled  were  of  85-lb.  section  and  over,  while  75  per  cent,  were 
between  45-lb.  and  85-lb.  section.  Five  years  later  these  percentages 
were  22  and  70,  respectively.  In  1907,  49  per  cent,  of  the  rails  rolled 
were   of   85-lb.    section   or    larger   while   in    1913,   64   per   cent,   were   of 
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85-lb.  section  and  over  and  2<S  per  cent,  were  between  45-lb.  and 
85-lb.  A  summary  of  tlic  wciglits  of  rail  in  track  on  January  i, 
1912,    shows    the    following    percentages: 

loo-lb.    and    over 5.85  per  cent. 

go-99-lb 8.32     "       " 

80-89-lb 32.94     "       " 

75-79-lb 12.81     "       " 

70-74-lb 8.56     "       " 

60-69-lb 18.16     "       " 

^  Less  than  60 13-36    *'       " 

As  shown  by  the  percentages  of  the  various  weights  of  rails  rolled 
during  1913,  the  proportions  of  the  heavier  sections,  especially  between 
85-lb.  and  lOO-lb.,  have  increased  considerably  during  the  intervening 
two  years  so  that  it  is  safe  to  assert  that  over  half  the  rail  now  in  the 
track  is  8s-lb.  or  heavier. 

The  90-lb.  and  lOoTb.  sections  are  now  generally  adopted  as  standard. 
The  lOO-lb.  section  is  standard  on  the  Pennsylvania  Railroad  and  Lines 
West,  the  loi-lb.  section  is  used  on  the  Lehigh  Valley  and  the  Lacka- 
wanna, and  the  105-lb.  section  is  standard  on  the  New  York  Central 
System,  all  roads  of  very  dense  traffic.  Sections  of  heavier  pattern  have 
not  met  with  ready  adoption,  although  they  have  been  used  on  a  few 
roads.  Among  the  roads  using  them  are  the  Lehigh  Valley,  with  a 
iio-lb.  rail,  and  the  Central  Railroad  of  New  Jersey  with  a  135-lb.  rail. 
As  shown  above,  less  than  6  per  cent,  of  the  mileage  was  laid  with  rail 
weighing  100  lbs.  or  more  two  years  ago.  If  the  rail  of  loi  to  105-II). 
sections,  which  are  simply  modifications  of  the  lOO-lb.  rail,  were  ex- 
cluded, this  percentage  would  be  very  much  smaller. 

This  mileage  also  is  not  increasing  to  any  extent  because  of  the 
apparent  difficulty  in  securing  the  same  quality  of  metal  in  these  heavy 
sections  as  in  the  lighter  ones.  However,  it  is  only  a  matter  of  time 
until  they  will  be  required  and  the  methods  of  manufacture  will  have  to 
be  improved  so  as  to  secure  the  desired  quality  with  the  increased  weight. 
A  recent  canvass  of  the  sentiment  of  railway  men  regarding  the  proper 
weights  of  rail  and  the  advisability  of  adopting  heavier  sections  showed 
that  it  was  the  consensus  of  opinion  that  rail  lighter  than  80-lb.  should 
not  be  rolled  but  that  for  the  present  it  was  not  considered  advisable 
to  go  to  heavier  sections  than  ico-lb,  because  of  the  frequent  unfavorable 
results  with  these  heavier  sections. 

THE  TIE. 

Next  to  the  rail,  the  tie  has  received  the  most  attention  in  recent 
years,  not  so  much  from  the  standpoint  of  increasing  its  strength  as  of 
extending  its  life.  Railway  men  have  given  a  great  deal  of  consideration 
to  the  relation  the  continually  increasing  demands  for  tie  timber  bear 
to  our  rapidly  diminishing  forests.  Practically  all  studies  of  the  tie  have 
been  made  either  to  extend  the  life  of  the   timber  tie  now  used   or  to 
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fiiul  a  substitute  fur  it.  The  minibcr  of  tics  piucliascd  annually  ran^'cs 
from  115,000,000  to  155,000,000,  with  an  average  of  about  135,000,000, 
equivalent  to  4,000,000,000  ft.  B.M.  About  94  per  cent,  are  used  by  steam 
roads  and  the  rest  by  electric  lines.  At  present  approximately  one-half 
are  oak  and  15  per  cent,  are  Southern  pine,  but  both  of  these  timbers 
are  disappearing  rapidly  and  the  inferior  woods  are  now  coming  into 
use  in  large  quantities. 

As  would  naturally  be  expected  under  these  conditions,  the  price  of 
ties  has  risen  as  the  better  timbers  are  being  exhausted,  owing  to  the 
decreased  supply  and  also  to  the  increased  cost  of  production  and  haul 
from  the  less  accessible  portions  of  the  country.  Also,  even  with  the 
increased  price,  ties  are  now  regularly  accepted  which  would  have  been 
rejected  quickly  a  few  years  ago.  As  an  example  of  the  extent  to 
which  the  price  has  increased,  statistics  were  given  in  the  last  annual 
report  of  the  Baltimore  &  Ohio  showing  that  the  average  price  paid  had 
increased  from  $0.50  in  1904  to  $0.70  in  1913,  or  40  per  cent,  in  ten 
years.  The  expenditure  for  this  one  item  on  this  road  increased  from 
$806,758  to  $1,887,020  in  the  same  period.  While  some  of  this  increase 
was  due  to  the  construction  of  additional  tracks  in  the  meantime,  an 
idea  of  the  relative  increase  can  be  gained  from  the  fact  that  this  ex- 
penditure increased  154  per  cent,  in  the  ten  years  as  compared  with  an 
increase  of  only  55  per  cent,  in  the  outlay  for  rail. 

This  condition  furnishes  the  primary  incentive  for  a  study  of  the 
tie  problem  and  efforts  have  been  directed  principally  along  the  lines 
of  timber  treatment  to  increase  the  resistance  to  decay,  of  the  more 
extended  use  of  tie  plates  and  of  screw  spikes  to  reduce  the  mechanical 
destruction  of  the  timber  and  the  development  of  substitute  ties  of  steel 
or  concrete.  The  greatest  progress  has  been  made  with  the  treatment. 
Starting  in  this  country  about  1875  and  growing  slowly  at  first,  this 
industry  resulted  in  the  erection  of  twelve  treating  plants  by  1900. 
Since  that  time  the  growth  has  been  especially  rapid  until  now  there 
are  nearly  100  plants  in  operation  and  several  under  construction.  The 
number  of  ties  treated  annually  likewise  increased  until  over  39,500,000 
were  thus  prepared  in  1913. 

Aside  from  increasing  the  life  of  any  timber,  the  great  advantage 
resulting  from  timber  treatment  lies  in  the  practicability  of  using  the 
so-called  inferior  woods  which,  without  treatment,-  would  not  offer  a 
resistance  to  decay  sufficient  to  justify  their  insertion  in  the  track.  How- 
ever, with  treatment  and  the  use  of  tie  plates,  many  of  these  softer  woods 
have  a  life  in  the  track  equal  to  or  exceeding  that  of  the  hard  woods 
untreated.  Studies  of  the  adaptability  of  the  various  inferior  woods 
for  treatment  made  within ,  the  past  four  years  have  been  especially 
valuable.  The  adoption  of  timber  treatment  has  greatly  widened  the 
range  of  selection  of  timbers  and  has  therefore  postponed  for  many 
years  an  actual  shortage  of  tie  timber. 

The  extent  to  which  wood  preservation  acts  as  an  agency  of  forest 
conservation  is  illustrated  by  the  experience  of  the  Santa  Fe.    This  road 
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has  been  a  pioneer  in  the  treatment  of  ties  and  the  beneficial  resuUs 
are  now  evidenced  in  their  increased  Hfe  to  such  an  extent  that  the 
requirements  for  hist  year  were  6oo,coo  below  those  of  a  few  years 
ago.     The  cost   of  the  treatment  varies   with   the  process   and   with   the 


[amount  of  preservative  injected  into  the  timber.     However,  the  cost  of 

creosote   treatment,   injecting   lo   lbs.    of   creosote   per   cu.    ft.,   averages 

I  about  $0.40  per  tie,  of  zinc  chloride  $0.17  and  of  the  Card  process  with 
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a  coiiibinalioii  of  zinc  chloride  and  creosote  $0.25,  according  to  Fofcst 
Service  Bulletin  No.  118,  by  Howard  V.  Weiss. 

With  the  increased  expenditures  now  being  made  for  limber  preserva- 
tion, it  may  be  assumed  that  more  attention  is  being  given  to  the  selec- 
tion of  the  treatment  best  adapted  to  the  particular  locality  in  which  the 
ties  are  to  be  placed,  for  it  is  evident  that  the  same  treatment  is  not 
equally  efficient,  for  instance,  on  the  lines  of  the  Santa  Fe  in  Eastern 
Texas,  where  the  normal  life  of  ties  untreated  is  only  a  few  months,  and 
on  the  lines  of  the  same  road  in  the  Arizona  desert.  Little  definite  and 
accurate  information  of  this  character  is  now  available,  but  many  roads 
are  now  collecting  detailed  information  from  test  sections  placed  at 
representative  points  on  the  system  and  containing  ties  treated  in  various 
manners.  With  this  data  it  is  to  be  expected  that  it  will  be  possible 
to  adapt  the  treatment  more  closely  to  the  local  conditions  and  thus 
secure  the  maximum  of  service  with  the  least  expenditure. 

At  the  present  time  the  tendency  is  distinctly  towards  the  adoption 
of  the  creosoting  process.  At  first  this  did  not  meet  with  general  favor 
because  of  the  higher  cost  of  treatment,  and  W.  F.  Goltra  has  estimated 
that  up  to  1900,  only  500,000  of  the  15,000,000  ties  treated  up  to  that 
time  had  received  this  treatment  as  compared  with  14,500,000  treated 
with  zinc  chloride.  However,  in  1912  over  twice  as  many  ties  were 
treated  with  creosote  as  with  zinc  chloride. 

The  increasing  use  of  creosote  has  produced  a  very  severe  shortage 
of  this  material  with  a  resulting  rapid  increase  in  price.  The  quantity 
of  creosote  consumed  in  the  preservation  of  ties  has  increased  from 
56,000,000  gal.  in  1908  to  108,373,359  gal.  in  1913,  over  62  per  cent,  of 
which  was  imported.  Creosote  is  a  by-product  in  the  distillation  of 
coal-tar  and  unless  sale  is  found  for  the  tar,  the  manufacture  of  creosote 
is  not  practical  commercially.  Therefore,  while  there  is  a  large  raw 
supply,  there  is  not  a  sufficient  sale  for  the  primary  products  to  enable 
creosote  to  be  prod'aced  in  sufficient  qtiantities.  As  a  result  this  shortage 
of  high-grade  creosote  oil  was  so  severe  last  summer  as  to  force  a 
number  of  treating  plants  to  close  down.  To  alleviate  the  shortage 
somewhat,  a  practice  originating  about  five  years  ago  of  mixing  refined 
coal-tar  with  the  poorer  grades  of  creosote  oil  to  improve  their  quality, 
is  fast  gaining  ground.  If  this  is  done  under  proper  supervision  and 
with  no  intention  of  adulteration,  it  appears  to  be  justified  as  a  com- 
mercial expedient  where  the  high-grade  oils  cannot  be  secured,  for  so 
eminent  an  authority  as  Dr.  Hermann  von  Schrenk  states  that  for  per- 
manency and  antiseptic  properties  this  mixture  closely  approaches  the 
high-grade  oils. 

Intimately  associated  with  the  treatment  of  ties  as  a  protection  against 
decay  is  the  use  of  tie  plates  to  protect  them  against  mechanical  wear. 
The  adoption  of  tie  plates  has  been  very  rapid  within  the  past  decade, 
owing  to  the  increasing  value  of  the  ties,  the  heavier  wheel  loads,  and 
the  use  of  the  softer  woods.  The  early  tie  plates  were  of  small  area 
and  only  about  ^-in.   thick.     As   a  result  they  soon  broke  or  buckled, 
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or  were  forced  deep  into  the  tie  by  the  increasing  wheel  loads.  To 
eliminate  these  conditions,  the  size  of  the  plate  has  been  increased 
to  provide  a  bearing  area  on  the  tie  sufficient  to  distribute  the  load  without 
any  serious  breaking  down  of  the  wood  fiber  beneath.  This  has  re- 
quired plates  up  to  7  in.  by  9  in.  on  many  roads.  The  thickness  of  the 
plate  has  likewise  been  increased  until  ^-in.  is  now  regarded  as  minimum 
good  practice  and  ^^^-in.  is  standard  on  several  roads. 

The  controversy  regarding  the  best  form  of  lower  surface  for  the 
plate  has  largely  decreased  in  the  past  three  or  four  years.  From  the 
standpoint  of  damage  to  the  tie  a  flat  bottom  plate  is  best  suited.  How- 
ever, such  a  plate  does  not  bond  as  readily  to  the  tie  and,  therefore, 
offers  less  resistance  to  spreading  rails.  As  a  compromise  a  plate  with 
slight  ribs  or  corrugations  is  now  generally  used,  although  at  least  one 
form  of  deep-pronged   plate  is   also  widely  used. 

The  mechanical  adzing  of  ties  before  insertion  in  the  track  is  meet- 
ing with  increasing  adoption.  There  is  secured  in  this  way,  a  uniform 
bearing  on  the  tie  for  the  tie  plate,  and  therefore  the  rail.  While  most 
of  the  adzing  is  now  done  at  the  treating  plants  previous  to  treatment, 
some  ties  are  adzed  without  treatment.  This  practice  will  undoubtedly 
become  more  common  as  its  merit  becomes  evident. 

Next  to  the  rail  cutting,  spike  killing  is  the  most  destructive  me- 
chanical agent  tending  to  shorten  the  life  of  ties.  The  common  chisel- 
pointed  spike  is  universally  recognized  as  being  very  destructive  to  tim- 
ber. This  has  led  to  the  experimental  use  of  screw  spikes,  which  are 
not  only  far  less  destructive  to  the  fiber  of  the  wood,  but  also  give  con- 
siderably greater  rigidity  and  strength  to  the  track.  Many  tests  have 
been  made  of  the  relative  resistance  offered  to  displacement  by  cut  and 
screw  spikes.  Experiments  made  by  the  Bureau  of  Forestry  at  Purdue 
University  a  few  years  ago  showed  that  the  ratio  of  resistance  to  vertical 
displacement  of  screw  spikes  driven  in  bored  holes  to  ordinary  cut  spikes 
driven  directly  into  the  wood  ranged  from  1.87  in  white  oak  to  4.63  in 
longleaf  pine.  Tests  now  being  conducted  by  the  Lackawanna  Railroad 
at  Paterson,  N.  J.,  show  that  the  resistance  of  screw  spikes  to  lateral 
displacement  is  about  twice  that  of  cut  spikes.  It  is  evident,  therefore, 
that  the  screw  spike  binds  the  rail  more  securely  to  the  tie,  and  gives 
a  stronger  track  construction. 

Over  800  miles  of  screw-spike  track  is  now  in  service  in  this  country, 

all  of  which  has  been   installed   since   1905,   and  95   per  cent,   of  which 

has  been  placed  within  the  past  five  years.    The  Santa  Fe  was  a  pioneer 

in  this  development  and   now   has   over   125   miles   of   screw-spike   track 

in  service.     The  first  trial   installation  was  made   in  '1905,  and   the  first 

large  installation  of  55  miles  of  track  was  laid  west  of  Hutchinson,  Kan., 

'  in  1910.     Although  starting  later  than  the  Santa  Fe,  the  Lackawanna  is 

I  now  the  largest  user  of  screw  spikes,  employing  them  on  all  new  con- 

I  struction,  and  with  all  new  ties  inserted  in  old  tracks.    Over  350  miles  of 

I  screw-spike  track  is  now  in  service  on  this  road  under  very  heavy  traffic. 

The  Rock  Is.land  has  also  used  screw  spikes  with  all  new  ties  wherever 
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loo-lb.  rail  was  laid  for  the  past  two  years,  and  now  has  over  150  miles 
of  this  kind  of  construction.  'J  he  New  Haven  has  been  using  screw 
spikes  in  all  new  ties  on  its  four-track  main  line  between  New  York 
and  Boston  for  several  years,  and  will  have  practically  solid  screw-spike 
track  construction  between  those  points  by  the  end  of  this  year.  The 
Union  Pacific  and  Southern  Pacific  each  laid  25  miles  of  screw-spike 
track  last  year  while  the  Pennsylvania,  Northern  Pacific,  and  other  roads 
have  experimental   installations. 

The  principal  objections  raised  to  the  use  of  screw  spikes  are  the 
increased  first _cpst  and  the  greater  difficulty  of  making  track  repairs 
and  renewals  requiring  the  removal  of  the  spikes.  On  the  other  hand, 
the  advantages  claimed  are  the  increased  life  of  the  ties,  the  decreased 
cost  of  maintenance  and  greater  strength  and  stability  of  the  track.  At 
the  present  time  screw-spike  construction  is  not  practical  for  lines  of 
light  traffic  where  the  maintenance  charges  arc  relatively  low  and  the 
economy  is  greatest  where  the  maintenance  expenditures  are  high  and 
a  higher  first  cost,  is  justifiable.  It  is  on  such  lines  that  the  mileage  of 
screw-spike  track  is  increasing. 

In  addition  to  these  various  measures  for  the  protection  of  the  tim- 
ber tie  a  great  deal  of  study  is  now  being  given  to  the  development  of 
substitute  ties  of  concrete  or  steel,  and  many  hundreds  of  such  ties  have 
been  designed.  Small  lots  of  many  of  these  designs  are  now  on  trial  in 
main  tracks  at  various  places  throughout  the  country,  while  an  even 
greater  number  have  already  been  removed  because  of  failure.  Studies 
along  this  line  are  prompted  not  only  by  the  desire  to  arrest  the  con- 
tinually increasing  cost,  but  also  to  secure  a  tie  which  will  give  greater 
strength  to  the  track. 

Any  substitute  tie  must  combine  in  large  measure  the  elasticity  of 
the  wooden  tie  with  the  requisite  strength.  It  must  also  be  of  such  form 
as  to  be  manufactured  readily  and  must  have  a  strong  and  easily-applied 
fastening  for  holding  the  rail  and  with  the  increase  in  automatic  block 
signal  mileage,  it  must  also  be  readily  insulated.  Nearly  all  the  ties  de- 
veloped so  far  have  failed  in  one  or  more  of  these  requirements.  Con- 
crete ties  do  not  possess  the  first  requirement  of  elasticity  and  break 
or  disintegrate  under  the  severe  hammering  of  the  moving  wheels.  Be- 
cause of  its  inherent  characteristics,  it  is  doubtful  if  any  concrete  tie  can 
be  made  practical,  at  least  for  high-speed  main  tracks. 

While  some  of  the  ties  now  undergoing  test  will  probably  prove 
practical,  and  others  will  undoubtedly  be  designed,  the  only  one  which 
has  stood  all  tests  satisfactorily  so  far  and  which  is  being  used  in  any 
considerable  quantities  is  the  Carnegie  steel  tie.  This  is  an  unsym- 
metrlcal  I-beam  section  to  which  the  rail  is  held  by  bolts  and  clips. 
Over  2,000,000  of  these  ties  are  now  in  service.  The  Bessemer  &  Lake 
Erie  is  the  largest  individual  user,  having  over  900,000  in  track.  By  1915 
this  road  expects  to  have  its  300  miles  of  main  tracks  entirely  equipped 
with  these  ties.  They  have  been  in  service  on  the  Bessemer  road  over 
nine  years  and  the  present  indications  are  that  they  will  have  a  life  of 
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over  20  years.    They  cost  about  $2.50  each,  complete  with  fastenings  and 
have  a  scrap  value  of  about  $0.75. 

With  the  increasing  attention  now  being  given  to  the  protection  of 
the  wooden  tie  and  to  the  intelligent  conservation  of  our  forest  resources, 
it  is  doubtful  if  the  timber  tie  will  disappear  as  rapidly  as  the  conserva- 
tionists would  have  us  believe.  The  adoption  of  a  substitute  tie  will 
therefore  be  a  gradual  process,  brought  about  more  by  the  increasing  price 
of  timber  than  by  the  absolute  shortage  of  it,  and  also  by  the  demand 
for  a  stronger  track  structure. 

TRACK  FASTENINGS. 

While  the  rail  joint  is  a  very  important  factor  in  determining  the 
strength  of  the  track  as  well  as  in  protecting  the  rail  from  battering 
at  the  ends,  there  has  not  been  a  radical  change  in  this  detail  of  track 
construction  in  the  past  few  years.  The  base-supported  joints  of  the 
Continuous,  Weber  and  similar  types,  which  were  very  generally  adopted 
for  main  line  use  about  ten  years  ago,  are  still  widely  used.  Several 
types  of  joints  with  depending  flanges,  such  as  the  Bonzano  and 
100  Per  Cent,  are  also  used  in  large  numbers.  During  the  past  two 
or  three  years,  however,  there  has  been  a  tendency  to  return  to  the 
angle  bar,  strengthened  to  carry  the  increasing  loads.  The  angle  bar 
generally  adopted  has  a  heavy,  reinforced  head,  and  to  enable  higher- 
carbon  steel  to  be  used  is  heat-treated  and  oil  tempered  in  most  cases  to 
secure  the  requisite  strength.  One  condition  prompting  the  adoption 
of  the  angle  bar  is  the  practice  on  a  few  roads  of  laying  rail  with- 
out respacing  the  ties,  in  which  case  a  non-slotted  joint  without  base 
supports  or  depending  flanges  is  necessary.  The  joint  has  been  a  favorite 
field  for  inventors,  and  the  elimination  of  all  bolts  has  been  the  aim 
of  many,  although  few  joints  of  any  considerable  merit  have  been  devised 
in  the  past  few  years. 

The  track  bolt  has  undergone  no  important  change  within  the  past 
decade  except  in  the  nature  of  the  metal  used.  A  trackman  with  the 
ordinary  33-in.  wrench  will  stretch  a  %-in.  bolt  beyond  its  elastic  limit, 
making  it  impossible  to  keep  joints  tight.  To  eliminate  this  difficulty, 
a  bolt  is  meeting  with  wide  adoption  during  the  past  three  years,  which 
is  made  of  special  steel  with  an  elastic  limit  of  75,000  lbs.  instead  of 
45,000  lbs.  This  not  only  eliminates  the  difficulty  with  stretching  but 
in  some  instances  allows  a  smaller  bolt  to  be  used.  Vanadium  is  also 
being  used  experimentally  in  bolts,  while  high-carbon  steel  bolts  oil- 
,  quenched  are  used  in  large  quantities.  Nut  locks  are  being  generally 
:  used  with  joint  bolts. 

The  increase  in  the  density  of  traffic  referred  to  above  has  increased 
i  the  stresses  developed  in  the  track  in  another  way,  not  previously  men- 
[  tioned.  As  this  traffic  has  increased,  second,  third  and  fourth  tracks 
'  have  been  added  and  the  traffic  on  each  track  is  all  in  one  direction.  As 
a  result,  the  creeping  of  the  rails  found  occasionally  on  heavy  grades 
1  on  single  track,  becomes  severe  on  double  track  and  frequently  introduces 
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very  high  stresses  in  llie  rails  and  fastenings.  This  condition  has  called 
for  another  track  appliance  known  as  the  rail  anchor  or  anti-creeper, 
whose  adoption  has  received  its  greatest  impetus  during  the  past  three 
or  four  years,  one  road  of  2,000  miles  ordering  as  many  as  225,000  at  one 
time  and  another  over  600,000.  Several  designs  are  on  the  market,  most 
of  which  are  generally  efficient.  Their  use  does  not  increase  the  strength 
of  the  track  in  any  way,  except  as  they  prevent  the  addition  of  stresses 
due  to  rail  movement.  They  arc,  however,  economical  in  reducing  main- 
tenance expenses. 

FROG,  SWITCH  AND  CROSSING  CONSTRUCTION, 

No  other  elements  of  track  construction  receive  more  severe  wear 
than  frogs,  switches  and  crossings  and  with  the  rapid  increase  in  the 
density  of  traffic,  there  arose  a  demand  for  some  form  of  construction 
which  would  give  a  longer  life  than  the  ordinary  Bessemer  or  open- 
hearth  construction.  While  these  latter  steels  are  still  generally  used 
in  locations  of  light  or  medium  traffic,  there  has  been  a  rapid  develop- 
ment in  the  manufacture  and  use  of  manganese  steel  at  these  points  of 
heavy  wear.  At  first  considerable  difficulty  was  encountered  from  the 
breakage  of  the  manganese  castings  in  service.  Within  the  past  two 
or  three  years,  however,  this  danger  has  largely  disappeared.  As  a  result 
this  material  is  now  meeting  with  wide  adoption  wherever  the  life  of 
the  adjoining  rails  is  2  or  2^2  times  that  of  a  Bessemer  frog.  The  frogs 
and  crossings  are  of  two  general  types,  the  solid  and  the  insert.  As  its 
name  indicates,  the  solid  frog  or  crossing  is  entirely  of  manganese,  made 
in  one  casting.  With  the  insert  type  only  the  wearing  surfaces  are  of 
manganese  with  ordinary  rail  surrounding. 

The  switch  points  are  also  of  two  general  types.  The  Pennsylvania 
and  several  other  Eastern  roads  are  using  full-length  switch  points  made 
of  this  metal.  Other  roads  are  using  short  points  of  manganese,  fastened 
to  the  main  switch  rail  and  absorbing  the  severe  wear  at  the  point. 

Another  detail  of  track  construction  in  which  manganese  is  coming 
into  use  is  in  guard  rails  and  within  the  past  two  years  two  or  three 
different  types  have  been  introduced  which  are  meeting  with  ready 
adoption.  Considerable  improvement  has  also  been  made  in  the  design 
of  clamps  and  filler  blocks  to  hold  the  guard  rails  rigidly  in  position, 
thereby  giving  greater  protection  to  the  frog.  The  Conley  frog  with  a 
raised  wing  to  guard  the  wheel  flanges  in  their  proper  course,  thereby 
eliminating  the  necessity  for  a  guard  rail,  is  also  being  more  widely  used. 
This  frog  has  recently  been  made  of  manganese  and  has  also  been  de- 
signed as  a  spring  frog. 

BALLAST  AND  ROADBED. 

While  the  ballast  and  roadbed  are  more  properly  the  foundation  for 
the  track  construction  than  essential  elements  of  it,  the  same  general  in- 
crease in  strength  is  found  here.  As  the  wheel  loads  and  the  traffic  have 
become  heavier,  there  has  been  a  gradual  but  continuous  movement  from 
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llic  unballasted  or  imid  section  to  the  sand,  gravel,  slag,  or  cinder  ballast 
and  finally  to  crushed  stone.  On  those  roads  with  the  heavier  traffic 
the  depth  of  stone  ballast  has  been  steadily  increased  until  on  the  Penn- 
sylvania it  has  reached  a  standard  of  18  in.  Extensive  laboratory  tests 
made  by  Mr.  Schubert  of  Germany  and  by  the  Pennsylvania  at  Altoona, 
show  that  an  approximate  depth  of  24  in.  of  good  ballast  is  necessary  to 
distribute  the  wheel  loads  evenly.  Considerable  attention  is  now  being 
given  to  the  feasibility  of  using  a  bottom  layer  of  gravel,  cinders  or  other 
less  expensive  material,  covered  with  broken  stone  to  secure  the  desired 
depth  at  less  expense  and  to  provide  a  more  easy-riding  track,  while  at 
the  same  time  preventing  the  stone  from  cutting  into  the  subgrade.  Al- 
though directly  affecting  the  strength  and  rigidity  of  the  track,  the  depth 
of  ballast  used  is  determined  primarily  by  the  relative  maintenance  costs. 
An  insufficient  amount  of  ballast  is  reflected  by  high  charges  for  the 
maintenance  of  line  and  surface.  While  in  general  tracks  are  not  given 
all  the  ballast  economically  desirable,  it  is  this  basis  on  which  expenditures 
for  ballast  are  made. 

The  same  general  situation  exists  with  reference  to  the  roadbed. 
With  the  lighter  loads,  banks  14  ft.  and  16  ft.  wide  were  common.  In- 
creasing maintenance  charges  have  made  it  economical  to  widen  these 
banks  to  18  ft.,  20  ft.,  or  22  ft.,  and  also  to  give  more  attention  to  their 
drainage. 

THE   PRESENT   SITUATION. 

From  the  above  it  can  be  seen  that  the  development  in  all  details 
of  track  construction  has  been  marked  during  the  past  decade.  The 
rail  has  changed  from  Bessemer  to  open-hearth,  greater  care  has  been 
introduced  in  its  manufacture,  the  A.R.A.  sections  have  largely  replaced 
^the  A.S.C.E.  sections,  the  weight  per  yard  has  greatly  increased,  and 
alloy  rails  are  being  used  to  a  limited  extent.  In  the  same  way,  the 
tie,  and  practically  all  other  details  of  track  construction,  have  been 
going  through   a   rapid   process   of   development. 

In  spite  of  all  these  improvements  in  the  component  parts  of  the 
track  structure,  there  is  a  prevalent  impression  among  railway  men  that 
even  more  money  should  be  spent  for  heavier  rail,  more  and  better  bal- 
last, wider  banks,  etc.,  to  secure  a  still  stronger  track.  It  will  be  instruc- 
tive to  endeavor  to  ascertain  to  what  extent  this  impression  is  sustained 
by  the  facts,  and  also  to  what  extent  the  track  is  showing  fatigue  as 
compared  with  former  years. 

Two  measures  by  which  the  relative  strength  of  the  track  can  be 
estimated  roughly  with  reference  to  the  traffic  it  carries,  are  the  trend 
of  maintenance  expenditures  and  the  relative  number  of  times  it  fails, 
or  in  other  words,  by  the  number  of  derailments  due  to  defects  of  roadway 
and  track.  At  the  present  time  an  accurate  analysis  of  the  trend  of  main- 
tenance expenditures  is  difficult  to  make  because  of  the  many  conflicting 
elements.  However,  it  can  be  closely  approximated — sufficiently  close  to 
enable  general  conclusions  to  be  drawn. 

In  making  such  a  study  a  careful  distinction  must  be  made  between 
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additions,  and  betterment  cliargcs,  and  maintenance  charges.  As  specified 
by  the  Interstate  Commerce  Commission,  that  proportion  of  the  expendi- 
tures for  increased  weight  of  rail,  additional  ballast,  etc.,  beyond  that 
previously  existing,  should  be  charged  to  additions  and  betterments,  while 


j     those  expenditures  necessary  to  restore  or  to  maintain  the  tracks  in  their 
!     original   condition   are  maintenance   charges.     In   the   following   analysis 
only  maintenance  charges  are  considered. 

Because  of  the  wide  fluctuations  in  expenditures  for  maintenance  of 
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way  and  si  mot  tires  as  hclwct'ii  individual  years,  as  a  result  (jf  linaiicial 
conditions,  a  comparison  by  years  is  apt  to  lead  to  erroneous  conclusions. 
Therefore,  all  comparisons  will  he  made  on  the  basis  of  five-year  averages. 
I'Vom  the  table  and  curve  it  will  be  seen  that  the  average  annual  ex- 
penditure for  maintenance  of  way  and  structures  per  mile  of  line  has 
increased  from  $877  for  the  five-year  period  1892-95,  inclusive,  to  $1,451 
for  the  five  years  endiiij^  with  191 1,  the  last  year  for  which  the  complete 
statistics  of  the  Interstate  Commerce  Commission  are  available,  showiny 
an  increase  of  66  per  cent,  in  15  years. 

Since  the  figures  given  above  are  on  the  "per  mile  of  main  line"  basis, 
the  increase  in  main  line  mileage  has  already  been  taken  into  account. 
However,  during  this  period  the  percentage  of  other  main  and  side  tracks 
has  risen  from  31  to  45  per  cent,  of  the  first  main  track  mileage.  There- 
fore, while  the  proportion  of  other  than  first  main  tracks  has  risen  14 
per  cent,  in  this  time,  since  these  tracks  only  require  about  40  per  cent, 
of  the  expenditure  of  first  main  tracks,  it  may  be  assumed  that  six  per 
cent,  of  the  increase  in  expenditures  per  mile  of  line  has  been  due  to 
this  cause. 

Likewise,  the  growth  in  traffic  has  contributed  to  this  increased  cost 
of  maintenance,  although  it  is  difficult  to  determine  the  exact  extent. 
Some  items  such  as  repairs  to  fences  and  buildings  are  independent  of 
the  traffic.  Others  such  as  ties  and  ballast  are  afifected  to  some  extent, 
while  still  others  such  as  rail  are  afifected  almost  directly.  In  his  mono- 
graph describing  the  studies  made  on  the  Union  Pacific  prior  to  its 
reconstruction  (Bulletin  No.  49),  J.  B.  Berry  has  estimated  that  37.3 
per  cent,   of  the  charges    for  maintenance   were   affected   directly   by  the 
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number  of  trains.  In  the  accompanying  table,  showing  the  distribution 
of  maintenance  expenditures  for  191 1  for  class  A  roads  comprising  88 
per  cent,  of  the  entire  mileage  of  the  country,  as  reported  by  the  Inter- 
state Commerce  Commission,  together  with  an  estimate  of  the  extent 
to  which  each  item  is  affected  by  traffic,  38.8  per  cent,  of  the  expendi- 
tures for  maintenance  are  shown  to  vary  with  the  traffic. 

The  wear  upon  the  track  is  dependent  upon  the  tonnage  and  also 
upon  the  number  of  trains.  In  recent  studies,  the  Committee  on  Eco- 
nomics of  Railway  Location  of  the  American  Railway  Engineering  As- 
sociation has  recognized  this  condition  by  estimating  that  a  locomotive 
does  twice  as  much  damage  per  ton  of  weight  as  the  rest  of  the  train 
and  also  that  because  of  the  higher  speed  a  passenger  train  is  twice  as 
hard  on  the  track  as  a  freight  train.  Other  students  have  estimated  the 
effect  of  a  locomotive  as  much  as  five  times  as  severe  as  that  of  an  equal 
weight  of  cars.  While  there  is  very  little  data  to  confirm  any  of  these 
assumptions,  it  is  evident  that  the  locomotive  as  well  as  the  train  load 
must  be  considered. 

It  is  obvious  that  a  train  of  2,000  tons  will  cause  more  wear  on  the 
track  structure  than  a  train  of  one-half  that  tonnage.  Therefore  it  is 
evident  that  in  view  of  the  large  increase  in  the  average  train  load  during 
the  past  twenty  years,  the  wear  on  the  track  has  increased  more  than 
this  8  per  cent,  increase  in  train  miles.  On  the  other  hand,  the  av- 
erage load  per  car  and  the  percentage  of  revenue  to  dead  load  have  so 
increased  tliat  it  can  also  be  seen  that  the  wear  on  the  track  has  not 
increased  the  full  98  per  cent,  that  the  revenue  ton  miles  have,  since 
1892.  The  increased  wear  due  to  traffic  lies  somewhere  between  the  8 
per  cent,  increase  in  train  miles  and  the  98  per  cent,  increase  in  ton 
miles.  Simply  as  an  approximation  and  with  a  desire  to  be  conservative, 
we  will  assume  that  the  increase  in  the  wear  of  the  track  is  influenced 
two-thirds  by  the  revenue  ton  miles  and  one-third  by  the  revenue  train 
miles.  This  is  equivalent  to  an  increase  of  68  per  cent,  in  those  main- 
tenance charges  directly  affected  by  traffic.  Upon  the  basis  of  the  two 
analyses  made  above,  38  per  cent,  of  this  increase  will  be  reflected  in 
increased  maintenance  charges  and  is  equivalent  to  a  net  increase  of 
26  per  cent,  in  these  expenditures, 
[  The  average  rate  paid  for  labor  increased  18  per  cent,  in  this  period. 
i  As  approximately  60  per  cent,  of  all  maintenance  expenditures  are  for 
labor,  this  accounts  for  11  per  cent,  more  of  this  total  increase. 

While  it  is  impossible  to  determine  accurately  the  extent  to  which 
the  expenditures  for  maintenance  materials  have  increased  in  unit  costs, 
the  increased  wear  having  been  accounted  for  under  the  increase  in  traffic, 
it  will  be  ample  to  place  this  at  25  per  cent,  (ties  having  increased 
perhaps  60  per  cent,  and  rails  less  than  10  per  cent.).  As  only  40  per  cent. 
1  of  maintenance  expenditures  are  for  materials,  this  is  equivalent  to  an 
increase  of  the  total  of  10  per  cent. 

Deducting  6  per  cent,  for  the  increased  proportion  of  secondary  track 
j  mileage,  26  per  cent,  for  the  increase  in  traffic,  11  per  cent,  for  the  in- 
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creased  cost  of  labor  and  lo  per  cent,  for  the  increased  cost  of  material, 
or  a  total  of  53'  per  cent,  from  the  total  increase  of  66  per  cent.,  there 
still  remains  13  per  cent,  or  practically  one-fifth  of  the  total  increase 
unaccounted  for.  From  the  necessarily  approximate  nature  of  some 
of  the  assumptions  made,  it  cannot  be  said  with  absolute  certainty  that 
the  remaining  increase  of  13  per  cent,  is  due  either  to  higher  standards 
of  track  maintenance  or  to  the  necessity  of  spending  more  money  to 
maintain  the  tracks  to  their  proper  standard.  However,  such  is  the 
natural  and  reasonable  conclusion,  especially  in  view  of  the  wide  margin 
of  increase  otherwise  unaccounted  for. 

A  close  check  upon  the  trend  of  maintenance  expenditures  is  given 
by  the  number  of  men  required  to  maintain  a  unit  of  track.  The  above 
conclusion  is  borne  out  by  the  fact  that  the  number  of  men  employed 
per  100  miles  of  line  has  increased  45  per  cent,  in  15  years.  Deducting 
the  same  increase  of  6  per  cent,  for  increased  track  mileage  and  26  per 
cent,  for  increased  traffic,  we  have  a  net  increase  of  13  per  cent,  in  the 
number  of  men  required  to  maintain  the  tracks,  checking  the  13  per 
cent,  increase  in  expenditures. 

Turning  to  the  record  of  track  failures  or  to  the  derailments  due 
to  defects  of  roadway  and  track,  the  quarterly  accident  bulletins  of  the 
Interstate  Commerce  Commissions  classify  all  derailments  resulting  in 
personal  injuries  or  damages  in  excess  of  $150  under  certain  general  heads. 
Referring  to  the  accompanying  table  and  curve  showing  the  per  cent, 
increase  in  the  total  number  of  derailments  and  in  those  due  to  defects 
of  roadway  and  track  and  to  defects  of  equipment,  it  is  seen  that  those 
due  to  defects  of  roadway  and  track  were  257  per  cent,  more  numerous 
in  1913  than  in  1902,  when  these  accidents  were  first  published  in  tabular 
form,  while  those  due  to  defects  of  equipment  increased  174  per  cent, 
and  the  total  number  increased  149  per  cent,  in  the  same  period. 

It  is  not  fair  to  assume  that  the  increase  of  149  per  cent,  in  the  total 
number  of  derailments  in  this  period  fairly  represents  the  total  number 
of  derailments  in  these  years,  for  undoubtedly  a  considerable  portion  of 
this  increase  is  due  to  greater  completeness  and  accuracy  of  the  derail- 
ment reports  as  a  result  of  increased  attention  to  this  subject  on  the 
part  of  the  Interstate  Commerce  Commission  and  the  railways.  How- 
ever, the  relative  proportions  of  this  total  due  to  defects  of  track  and  of 
equipment,  with  reference  to  each  other  and  to  the.  total,  should  not  be 
materially  affected.  It  is  unreasonable  to  assume,  for  instance,  that  the 
number  of  derailments  due  to  bad  track  have  increased,  due  to  greater 
care  in  reporting  them,  while  those  due  to  defective  equipment  have  not. 
Therefore,  the  ratio  of  increase  should  be  fairly  accurate. 

Analyzing  these  derailments  due  to  defects  of  roadway  and  track  for 
the  ten-year  period  and  eliminating  those  due  to  bad  ties  and  sun  kinks, 
which  combined  form  less  than  five  per  cent,  of  the  total,  it  is  seen  that 
those  due  to  irregular  track  have  increased  253  per  cent,  those  due  to 
soft  track  215  per  cent.,  those  due  to  spread  rail  100  per  cent.,  and  those 
due  to  broken  rails  93  per  cent.    Thus  there  are  three  classes  of  derail- 
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niciits  which  are  increasing  faster  than  broken  rails,  all  of  which  are 
due  to  a  very  large  extent  to  lack  of  labor  rather  than  material.  The 
very  large  increases  during  the  past  two  years  are  highly  significant  in 
this    regard.      In    view    of   the    unbalanced    increase    in    expenditures    for 


maintenance  of  way,  at  the  same  time  when  derailments  due  to  defects 
of  roadway  and  track  are  rapidly  increasing,  indicating  that  even  more 
money  should  be  spent  for  maintenance  and  especially  for  labor,  the 
logical  conclusion  is  that  the  track  is  not  as  strong  relatively  as  it  was 
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twenty  years  a^o,  and  that  it  should  he  strengthened  in  design  and  riia- 
terials  to  decrease  the  nuiiiher  (.f  failures,  anrl  to  reduce  the  idtiinate  cost 
of  maintenance. 

INCREASES  IN  DERAILMENTS  FROM  1905  TO  1913,  INCLUSIVE 


Fiscal 

year 

(•rxliiiK 

June  30 

Due  to 
(lefecls  of 
ro!i(l\va>- 
and  track 

Per  (Vnt 

increast^ 

over  1902 

Due  to 
defect H  of 
e(|uipinent 

Per  Cent 
increa,'-(! 
over  1902 

Total 

number  of 

derailnuntu 

Per  Cent 
JncreuHc 
over  Hl()2 

1902 

547 

0 

1609 

0 

3633 

0 

1903 

821 

50 

1841 

13 

4476 

23 

1904 

866 

58 

2297 

43 

4855 

34 

190-) 

1007 

84 

2605 

62 

5371 

48 

190() 

12S7 

135 

2811 

75 

6261 

72 

1907 

1528 

179 

3178 

97 

7432 

1('4 

1908 

1426 

Kil 

2796 

74 

6671 

84 

1909 

991 

81 

2362 

47 

5259 

45 

1910 

1115 

104 

2734 

71 

5918 

63 

1911 

1225 

124 

2824 

75 

6260 

72 

1912 

1874 

243 

3844 

139 

8204 

126 

1913 

1956 

257 

4366 

174 

9C43 

149 

PER  CENT  INCREASE  IN  DERAILMENTS  DUE  TO  VARIOUS  DEFECTS  OF  ROAD 
WAY  AND  TRACK,  FROM  1904  TO  1913,  INCLUSIVE 


Year 

Total 

Broken 

Spread 

Soft 

Bad 

Sun 

Irregular 

Miacell- 

Rail 

Rail 

Track 

Ties 

Kinks 

Track 

aneous 

1904 

0 

0 

0 

0 

0 

0 

0 

0 

1905 

16 

14 

46 

4 

24 

16 

2 

21 

1906 

48 

25 

46 

90 

0 

0 

54 

54 

1907 

76 

75 

79 

62 

80 

39 

80 

71 

1908 

63 

35 

74 

58 

68 

116 

39 

87 

1909 

13 

11 

13 

20 

44 

8 

16 

8 

1910 

29 

38 

49 

16 

24 

116 

34 

15 

1911 

41 

41 

42 

14 

64 

131 

18 

60 

1912 

117 

106 

118 

234 

1C8 

69 

252 

14 

1913 

125 

93 

100 

215 

136 

60 

253 

60 

This  condition  is  enough  to  cause  serious  reflection  and  at  the  present 
time  the  proper  remedy  has  not  been  satisfactorily  demonstrated.  Un- 
like other  engineering  structures,  the  track  is  capable  of  analytical  design 
only  to  a  limited  degree.  There  are  so  many  intangible  but  nevertheless 
vitally  important  factors,  such  as  the  character  of  the  subgrade  and 
climatic  conditions,  that  it  is  impossible  to  work  out  a  theoretical  and 
at  the  same  time  a  practical  design.  The  only  practical  way  by  which 
this  subject  can  be  intelligently  studied  is  by  making  an  elaborate  series 
of  tests,  carefully  planned,  to  secure  information  under  a  wide  variety 
of  conditions.  It  is  therefore  highly  gratifying  to  know  that  a  joint 
committee  of  the  American  Railway  Engineering  Association  and  the 
American  Society  of  Civil  Engineers  has  been  formed  within  the  past 
six  months  to  study  this  subject  and  that  sufficient  funds  have  been  placed 
at  its  disposal  to  insure  a  thorough  investigation.  The  results  of  this, 
the  first  elaborate  study  of  its  kind,  should  go  a  long  way  towards  se- 
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curing  a  track  construction  based  on  scientific  principles  and  of  sufficient 
strength  properly  to  carry  the  loads  placed  upon  it. 

CONCLUSIONS. 

U)  The  loads  imposed  on  the  track  by  locomotives  and  cars  have 
materially  increased  within  the  past  few  years  and  bid  fair  to  increase 
still  further. 

(2)  Almost  every  part  of  the  track  has  been  materially  strengthened 
ui  improved  within  the  past  few  years. 

(3)  It  would  appear  that  the  cost  of  maintenance  has  increased  faster 
than  the  traffic,  while  the  number  of  derailments  due  to  defects  of  road- 
way has  materially  increased  at  the  same  time. 

(4)  One  is  therefore  forced  to  conclude  that  development  in  the 
construction  of  track  has  not  been  and  is  not  keeping  pace  with  the 
increase  in  the  service  demanded  of  it. 


THE   COMPUTATION   OF   STRESSES   IN  ANGLE-BARS 

By  P.  M.  LaBach,  Assistant  Engineer,  Chicago,  Rock  Island  &  Pacific 

Railway. 

The  question  of  the  stresses  in  joint  fixtures  for  steel  rails  is  an 
important  one  from  both  the  theoretical  and  economic  standpoint.  Tests 
as  ordinarily  made  are  not  conclusive  on  account  of  the  different  values 
of  several  variables.  For  the  purpose  of  making  comparative  economic 
studies  a  mathematical  method  in  which  the  same  values  may  be  given 
to  some  of  the  variables  would  seem  preferable  with  our  present  knowl- 
edge of  the  subject.  We  know  from  observation  that  the  length  of  the 
bar,  the  accuracy  of  fit,  the  stiffness  of  the  rail,  the  flexibility  of  the  sub- 
structure all  enter  into  the  subject.  The  method  presented  takes  all  these 
into  account  and  can  be  used  in  connection  with  factors  taken  from  actual 
tests.  The  object  of  this  paper  is  to  show  the  derivation  of  this  formula 
and  its  application.  The  formula  may  be  used  for  old  angle-bars  in  which 
there  is  considerable  lost  motion  by  making  the  necessary  measurements 
of  the  same. 

The  joint  fixture  or  means  of  connecting  two  rails  has  to  answer 
several  purposes  in  addition  to  maintaining  a  smooth  running  surface  of 
the  rails.  In  the  very  early  days  no  joint  fixtures  were  used.  The  rail 
was  fish-bellied  and  was  held  by  chairs.  After  a  time  it  became  possible 
to  make  larger  rails  and  fish  plates 'came  into  use  to  prevent  lateral  move- 
ment only.  As  wheel  loads  increased,  and  the  bending  of  the  rail  ends 
became  greater,  the  design  of  the  fish  plate  was  changed  in  order  to  sup- 
port the  head  and  prevent  movement  when  the  load  is  at  the  end.  In 
the  following  discussion  the  term  "angle-bar"  will  be  used  to  describe  all 
forms  of  joint  fixtures  intended  to  support  the  rail  head  by  a  contact  on 
the  base  of  the  rail. 

It  would  look  like  a  comparatively  easy  matter  to  make  the  joint  of 
equal  resistance  to  the  balance  of  the  rail,  but  at  present  this  has  not 
been  accomplished  by  any  method.  The  joint  still  remains  the  weakest 
point  in  the  track.  This  is  not  due  to  the  fact  that  this  weakness  has 
not  been  observed.  In  Europe  especially  we  find  instruments  of  great 
precision  designed  to  record  all  the  movements  caused  by  the  wheel 
lloads.  Inventors  have  been  busy  and  have  produced  appliances  by  the 
ibundred.  Some  of  these  have  been  gotten  up  to  please  the  eye  and  artists 
have  taken  a  hand  in  order  to  produce  pleasing  contours ;  others  have  a 
i/ery  awkward  appearance,  but  generally  are  failures  like  the  former.  In 
[his  country  numerous  investigations  of  rail  joints  have  been  made,  but 
tiave  not  been  reduced  to  such  uniformity  as  to  convince  all  parties  as 
0  the  causes  of  failures. 

31 


32 


STRESSES  IN  ANGLE-BARS 


If  tlic  joint  fixtures  were  perfect,  the  whole  string  of  rails  could  Ije 
considered  as  a  girder  with  a  variable  moment  of  inertia  placed  on  multi- 
ple elastic  supports,  but  as  there  is  considerable  movement  in  the  joint 
fixture  the  following  will  illustrate  what  actually  happens. 

Among  those  who  have  investigated  the  action  of  the  rail  joint  is 
Mr.  Ast  in  Austria.  He  used  a  photographic  instrument  and  got  results 
showing  minute  differences.  The  action  of  a  suspended  joint  is  similar 
to  that  of  two  rails  without  joint  fixtures  and  is  illustrated  by  the  fol- 
lowing  diagram.     The    rail    rises    ahead    of   the    wheel    until    the    wheel 
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reaches  a  distance  of  about  4  ft.    (this  is  for  a  given  roadbed  and  rail), 
then  is  depressed  at  the  joint.    It  then  has  to  step  up  to  top  of  next  rail. 
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When  angle-bars  fit  perfectly  this  docs  not  take  place,  but  wlicn  there  is 
any  play  a  similar  movement,  l)ut  less  in  amount,  is  found.  (See  "The 
Creeping  of  Rails,"  by  author,  Railway  Age  Gazette,  May  i6,  I9I3'.) 

The  instrumental  observations  which  have  taken  place  show  that 
three  different  forces  are  acting  on  the  angle-bar.  The  vertical,  torsional 
from  lateral  movement  and  longitudinal  due  to  temperature  changes  and 
impact*  The  former  is  so  much  greater  than  the  others  that  it  seems 
apparent  that  methods  used  to  correct  its  destructiveness  will  also  take 
care  of  the  latter.  For  this  reason  the  subject  will  be  treated  with  refer- 
ence to  the  action  of  the  vertical  forces. 

•  The  bending  moments  caused  by  these  vertical  forces  are  transmitted 
through  a  very  limited  space  on  either  side  of  the  joint  (or  gap),  and 
the  law  which  governs  this  has  not  been  thoroughly  demonstrated.  It 
seems  probable  that  there  are  so  many  accidental  circumstances  in  con- 
nection therewith  that  a  very  large  number  of  observations  would  have 
to  be  made  in  order  to  satisfy  an  investigator.  It  has  been  found,  however, 
that  with  practically  all  fixtures  that  the  forces  attack  the  angle-bar  at 
the  top  where  the  rail  ends  impinge  and  at  the  outside  lower  corners. 
The  amount  of  this  increases  with  the  amount  of  play  between  the  sur- 
faces in  contact.  When  the  rail  and  angle-bar  become  so  badly  worn  at 
these  points  that  there  is  no  contact,  then  the  maximum  stresses  take 
place  in  the  rail.  In  actual  practice  with  very  good  maintenance  these 
gaps  may  be  made  very  small,  but  by  the  nature  of  the  construction  they 
cannot  be  made  to  disappear  altogether.  For  this  reason  the  demonstra- 
tion will  take  this  item  into  consideration. 

Referring  to  Fig.  i,  it  will  be  seen  that  there  will  be  four  forces  act- 
ing and  two   horizontal  gaps,   one  in   each   space  at  top   and  bottom  of 
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Fig.  I. 

angle-bar.  The  places  concerned  are  marked  with  arrows.  The  gaps  will 
be  shown  as  follows,  the  —  above  or  below  the  letter  indicating  the 
position. 

£4  £2   £1  £3 


*4  ^2    ^1  ^3 

In  order  to  simplify  the  explanation  the  angle-bar  height  will  not  be 

taken  into  consideration,  as  the  distortion  is  so  slight  that  the  error  will 

hardly  be  appreciable.     The  axis  will  then  correspond  with  the  axis  of 

the  rail.     Points  i  and  2  will  be  called  the  inner  points  of  contact  and 

I3  and  4  the  outer. 


♦Zimmermann,  "Die  Berechnung  des  Eisenbahn-Oberbaues,"  Zentralblatt 
(ier  Bauverwaltung-,  1888-89. 
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Fi^.  2  sliovvs  the  points  of  application  of  the  rail  joint  pressures 
marked  in  the  same  manner  as  the  above.  The  forces  /?,,  R>,  R^,  R^, 
act  when  the  joint  is  subject  to  a  positive  (downward)  bending  moment 
of  suflicicnt  magnitude.  The  forces  will  be  considered  positive  when  they 
have  the  direction  indicated  in  figures.  The  opposite  direction  will  be 
negative.  As  soon  as  the  points  of  contact  are  known  then  their  magni- 
tude can  be  fixed. 


Fig.  2. 


If  we  assume  that  the  angle-bar  is  separated  from  the  rail,  as  shown 
in  Fig.  2,  and  that  it  is  acted  upon  by  the  forces  Ri,  R^,  Rs,  R^,  whicii 
are  applied  to  the  free  rail  ends,  we  have  not  changed  the  conditions  of 
loading.  The  relative  positions  of  the  points  i,  2,  3,  4  must  remain  the 
same  as  the  corresponding  points  of  the  angle-bar.  This  condition,  to- 
gether with  the  general  law  of  equilibrium,  gives  a  sufficient  number  of 
equations  to  determine  the  four  unknown  quantities   Ri,  JRo,  Rs,  Ri. 

The  intensity  of  the  stresses  will  be  due  to  the  change  in  form  in 
the  loaded  conditions,  which  in  turn  will  be  influenced  by  the  amount  of 
horizontal  gap.  The  angle-bar  will  be  assumed  to  be  symmetrical,  as  is 
usually  the  case  in  practice,  and  that  the  inner  points  of  contact  are 
close  together.  From  this  it  follows  at  once  that  R3  =  Ri,  The  common 
value  of  these  forces  will  be  indicated  by  R,  the  shear  in  the  middle  by 
Qi,  the  bending  moment  for  the  same  section  by  Mj  and  the  distance  of 
the  points  3  and  4  from  i  and  2  by  Go.    From  Fig.  2  we  will  have 


Qi^R-R', 


2 


R. 


Ml  =  Rao 


(0 


\i a. 


-  Ue \ 


Fig.  3. 
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Fr(^m   FiQ'.  3  we  obtain 
42  ^  3  \  The  bending  of  the  rail  without  tak- 

y*  3)2  3^1  3^8  r         ing  the  angle-bars   into  account. 

The   bending  of   the   rail   when   tak- 


*                '                  ^             "'  I  ing  the   angle-bars   into   account. 

If  wo  use  the  axis  of  the  rail  in  its  unloaded  position  as  the  origin 
we  will  have  the  following: 

4  2  13 


Cross- section.  „  u.  J.  —  e. 

Upper   point.  J* -f     *       -* 

Axis.  yt  -\-  ^4 

Lower   point.  «   _i_  ^         i. 


yj  +  ^,  —  fj;     y^  Jf.  J^  —  c, 

yi  -f  ^i        ;    y^  +  ^1 

yj  -+-  ^2  —  *2 ;   ?/i  4-  ^1  —  *i 


Vi  +  ^3   —   ^3\ 

Vi  4-  '^i 

ya  -+■  ^3  —  *3  • 


The  magnitude  of  y  is  dependent  upon  the  rail  support  and  the  con- 
dition of  load.  A,  however,  is  a  function  of  the  forces  R,  R\  and  R2, 
and  proportional  to  them. 

Thus 

'^  D22^  D42'  ^  "~  ""  ^  "^  a; 

The  following  indicate  the  sinking  per  unit  of  length : 

■*'**  f  The   pressure  at  point  (    1    (    Acting  at  point  j    1 

Dn\  j  2  (  j  2 

D18  I  j  1  j  j  3 

Z>42  i      "*  }  4  (  "  "  '^12 

^44  t      ''  ••  • 14)  "  "  "        i  4 

On  account  of  the  symmetry  we  have  the  following: 

Ai  =  A2 ;   Diz  =  Du ;   Ai  =  -D42 ;   As  =  ■D44 , 

As  slippage  takes  place 

The  equation  for  A  therefore  contains  only  three  values  of  D,  which 
will  be  indicated  in  heavy  type.  These  equations  will  therefore  take  the 
following  form  : 


D  =  the  force  necessary  to  sink  the  tie  one  unit  at  the  pont  of  applca- 
P 
tion.     D  = where  P  = 

^'' 
The  pressure  produced  by  a  load  O  and   j/r    is  the  ordinate  of  the  depres- 
sion  produced   immediately  under  the  center  line  of  rail. 


.»n 


s  TKi-.ssi-.s  i\    \.\(.i.i-:  i;  \i<s 


^'  -       Ai  ^  A3  '         '"^  ""  ~  A^  "^  z^ ' 


!•' 11)111  ec|.    (i)   and   (2)   we  derive  the   followit^ij : 

A±^_  /_  JL  _u  -LI  ;?•      ^3  +  ^4  _  /_  _L 
2      - 1     Ai  "^  A3'     '  2      —  \     /A. 


1 


/? 


2  Ai 

If  8  is  the  sagitta  of  bending: 


Ai 


ao'' 


^  =  3^-^ 


(4) 

(5) 


When  /:  is  the  modulus  of  elasticity  and  i  the  moment  of  inertia  of 
the  angle-bar. 

Further  computation  depends  upon  the  form  of  loading.  It  can  be 
shown  that  with  given  gaps  and  the  different  possibilities  of  the  contacts 
of  rail  and  angle-bar,  four  different  cases  of  loading  will  be  had.  As 
room  is  limited,  only  one  of  these  will  be  treated.  It  is  the  one  found 
most  commonly  in  practice.  This  is  the  one  in  which  the  contact  between 
rail  and  angle-bar  is  as  shown  in  Fig.  4. 

V 


i- a^ — t4jj± a^ ^ 

Fig.  4. 
In  this  case  only  four  out  of  the  eight  points  of  contact  mentioned 
above   will   come   into   action.     They   are   shown   by  the   black    triangles. 
When  the  upper  points  i  and  2  are  at  the  same  elevation: 

^2  +  ^2   -   f  2  =  2/1    +  ^,    -   €^  . 

From   (4)  we  derive 


Q,  =  Un  (?^^^  -  tl-p) 


.6) 


The  expression  yh  —  e,  and  y-i  —  e.  show  the  difference  in  level  between 
the  two  points  of  contact.  In  other  words,  the  shear  at  the  middle  of  the 
angle-bar  is  proportional  to  the  difference  in  level  between  the  points  of 
contact  when  they  are  not  joined  by  angle-bars. 

Fig.  4  also  shows  that  points  i  and  2  are  below  a  line  joining  3  and 
4,  the  amounts  being 

^  =  ^1  -h  '^i  —  f  1  —  y  (2/3  +  ^3  +  ^3  4-  ?/4  -h  ^4  +  ^4) 

or 

d  =  2/2  4-  ^2  —   «2  ~  y  (2/3  -f-  ^3  +  ^3  -H  i/4  +  -^4  H-  ^4) 
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If  we  ilividti  the  eiiuation  l)y  two   and   l)rini»    the  values  of    A    to  the 
U  ii-haiui  side  we  will  have  ,' '  ' 


^i-f  ^2 


-4»  ^3  +  -^^  yi  H-  y-l  _  y-A  -h  Vi  _    /£!  +§2     ,     €.3  +  C4\ 

"^        2        ~~       2  2  12"^        2~; 


1 1'    we   substitute    for    '  _.  (  A,   f  A.)    and    ;  j  (A:i4-  A,)   tlie    value   of 
^  iCnnd  in   (3)  and    (5)    we  will  then  have 

y\  +  vt  _  y*-\-yi  __  /|L±Ji  _l.  ^a  +  f <  \ 

^2  2  \      2       "^       2      / 

J^  = -.= -^ =- -. (7) 


\l>n         i>i«  ^  JDsa/  ^ 


«o' 


When  using-  the  above  equation  it  is  necessary  to  remember  the  fol- 
lowine:  characteristics  of  the  fraction  standing  on  the  right-hand  side. 
In  the  numerator  the  functions  of  y,  which  are  independent  of  the  action 
of  the  angle-bar,  show  the  influence  of  the  static  load.  Together  with 
the  independent  quantity  5  it  shows  the  intiuence  of  the  horizontal  gap 
between  angle-bar  and  rail.  It  is  not  necessary  to  know  the  separate  con- 
tributions to  these  quantities  in  eq.  (7).  Tn  this  expression  we  have  the 
summation  of  the  mean  values  of  the  upper  and  lower  play  or  horizontal 
gap,  thus  representing  the  mean  common  play  which  will  be  shown  to  be 
equal  to  S  in  a  subsequent  paragraph.     The  expression 

i.(yi  -f  2/2)  --  i(§i  +  §2)  =  4  (yi  —  €1  -h  2/2  —  f2) 

represents  the  arithmetical  mean  of  the  elevations  of  the  inner  points  of 
contact.     The  expression 

^ (2^  +  2^4)  +  |(f3  -f  f4)  ==  \{y-i  +  H-\-yA  +  £4) 

has  a  similar  significance  for  the  outer  points  of  contact.  The  numerator 
thus  shows  the  distance  the  middle  points  are  below  a  line  drawn  between 
the  outer  points  of  contact. 

The  denominator  is  independent  of  the  load  changes,  as  it  can  be 
calculated  from  the  dimensions  of  the  angle-bar,  etc.,  as  soon  as  known. 
From  (2)  it  follows  that  the  first  member  of  the  denominator  will  give 
greater  values  for  the  sinking  of  the  outer  points  of  contact  on  the  rails 
than  W'OuId  result  from  the  corresponding  pressure  on  the  inner  points 
of  contact  when  Ri  =  R,:=^ R  =  1.  The  second  member  of  the  denomina- 
tor shows  the  bending  of  the  angle-bar,  according  to  (5),  for  R  =  j. 
\  The  dimensions  of  the  rails  (cross-sections)  and  ties  come  only  in  the 
[  first  member  and  of  the  angle-bars  only  in  the  second,  while  both  contain 
the  distance  Oo. 

From  formula   (7)   the  following  law  may  be  deduced.     For  a  given 

{ arrangement  of  ties,  rails  and  angle-bars,  the  angle-bar  pressure  /j    and 

I  the  bending  moment  Mi  =  Rao  in  the  angle-bar  are  proportional  to  the 

'  distance  from  the  center  between  the  inner  points  of  contact  and  a  line 

drawn  between  the  outer  points  of  contact. 


:'.s 
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When  tluTf  js  a  tr.uk  of  tlii'  ordinary  cross-tic  type  tlitrc  will  he  a 
>;ri'alt'r  iuihiIkt  oI  variaMts  than  ulitii  loiijjjitiuliiial  slcc-jwrs  arc  used. 
In  trt'ating  of  tlu'  inlUience  (lifftrcnces  in  dimension  will  make,  the  rails 
will  be  considered  as  a  girder  resting  on  four  elastic  sui)i)orts  and  joined 
at  the  rriiddle.  The  first  problem  will  be  to  find  the  change  in  shape  when 
the  beams  or  rails  are  not  joined. 

a  is  the  distance  of  a  middle  support  (i)  from  an  end  support  i^* 
in   I'ig.  5. 

z  is  the  distance  of  tiie  acting  load,  P  on  the  free  end  of  the  rail 
from  the  support  (i). 

O  —  O  is  the  position  of  the  neutral  axis  when  rail  is  not  loade<l. 

u),  is  the  angular  inclination  of  the  line    (i)  —  (2). 
V,    is  the  angle  between  tangent  at  point  i  and  the  horizontal. 

D  is  the  i)ressure  on  the  supports. 


0  -.-  ^  - 


Fig.  5. 


Pressure    on    the 
supports. 


Bending. 


Point  I. 


A»  =  P 


a  -f-  X 
a 


2/(t)  = 


J.(i)  Pa-\-x, 


a 


Point  2 
^2) 


-P^ 


a 

__  ^(2)"" .P  ^ 

2/(2)  —  -^  —  —  Z)    a  ' 


Angle   of   ine'.ina- 
tion   of   choid. 


U)  = 


a        "^       D      a^ 


If  we  assume  that  the  rail  is  fixed  for  a  short  distance  at  i,  then  ac- 
cording to  well-known  formulae  the  bending  at  the  point  of  application, 
measured  from  a  fixed  line^  will  be 


d,= 


and 


3EJ 


H2) 


•     ^a  =  ^»'  =  ^j'''^ 
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li  ft  allows  from  this  that  at  point  i 


SEJ^^^ 


(8) 


From  these  equations  the  total  bending  at  the  point  of  application  of 
the  load.  /',  will  be 


Snbstitutinsi: 


r 


2/o  =  B<l  +  -^  +  ^-^l  +  ..,^f?'  +  C').  (9) 

The  angle  at  the  end  with  reference  to  point  i  will  be 
The  total  angle  when  2  :  a  =  ^  is  substituted  will  be 

Let    y   be  the  total  sinking  at  an  arl)itrary  point   A   distant    x  to  the 
right  of  P. 

The  inclination  to  the  axis  is  denoted  by  v 
The  sinking  at  a  point  near  P  will  be 

A  :  dr  =  Px3 :  3EJ, 

Tbe  angle  between  the  axis  and  line  between  points  of  contact  will  be 

The  difference  in  the  sinking,  according  to  Fig.  6.   will  be 

y  —  yo  =  xz'a  —  8x- 


By  substituting  the  value  of  "   from  the  last  equation  we  have 
I  - 

This  may  also  be  derived  directly  from  the  figure. 
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If  we  introduce       ac  :  «  =  §       \\<'  will  derive  from  (lo) 

C'niiihitiino  e(inati(>iis   (())   and    Cii^ 

^(2?^  +  2?'-(2C  +  3?J)f+|')  ^'" 

I  f  the  point  A  lies  at  the  distance  X,  to  the  left  of  F, 

y  —  >'o  =  X  f  0. 
Thence  from  equations    (9)    and    (10)    we.  derive  tiie   following: 

y  =--  ^  (1  +  2C  +  2$'  +  (1  +  20  5)  + 
^(2C2-h2C'  +  (2C  +  3r5)?).  '"' 

In  using-  these  fornuihc  in  the  present  problem  we  will  indicate  the 
distance  of  the  outer  points  of  contact  3  and  4  from  the  inner  points  of 
contact  by  Oo.     Half  the  distance. betw^een  the  joint  ties  we  will  call  ax. 

Then  —  =  a^and  _i  =  a, 
a  a 

Thence  we  will, derive  the  values  of  the  quantities  i  ;  Du,  i  ;  Di.,  and 

I  ;  D-x::  in  the  following  manner : 

From  (9)  when  i'=  ai  and  P=i  we  get 

When  f  =  oil  —  cto  we  have 
-1-=    1   (1  +  20,+- 2o,2-2(l  +  2a,)of„+.2v) 

+  5Tj  i"^'  +  «' '  -  ^2  «i  +  3«,2)  «„  +  (!  +  3o,)  a„2  -  a„')  . 

Similarly  we  get  from  (12)  with  ^=  at  and  !=«.,  or  from  (13) 
with  the  same  values  of  I,  but  with  f=ai  —  a^; 

i=     1    /l-|-2«, -f-2a,2-(l4-2«,)oro) 
A3  ^    \  ' 

4.  3^  (2«,2  +  2«,'  -  (2«,  +  3«,2)  «o  4-  «o')  • 
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l-'rcini  this   tlio  cxprcssioti   in   ilu'  i)rinciiial  o(|tiati(»n    (7)    1)ccoiiies 


With  respect  to  the  condition  of  loading  only  two  assumptions  will 
be  made,  the  first  being  that  the  load,  G,  is  close  to  the  rail  gap  and  the 
second  that  it  is  immediately  over  it. 

In  the  first  case  we  will  have  y2  =  y^^  O,  and  the  expression  in  (7) 
will  be 

3^1  4-  yh        y-.:  +  Vi        yi  —  y-. 


For  the  calculation  of  Vi  —  y-,  we  will  use  equation  (ti)  when  P  =  G, 
f  =  a    and  1=  a. 
Thence 


'-^  =  TS  (1  +  2«.) «.  +  ^j  {{2a,  +  3«i«)  a.  -  a.») .     (,5) 


If  in  (7)  we  substitute  e  for  the  average  play  ^  (ei -\- e-^ -\- e -\- e*) 
and  introduce  the  values  determined  by  (14)  and  (15),  we  will  get  the 
following  expression  by  multiplying  the  numerator  and  denominator  by 
,^EJ  :  cu)"  a". 


j^^\ f^ap      2«o^       ^  ^^^^ 


The  bending  moment  at  the  center  of  the  angle-bar  is  found  by  multi- 
jplying  by  a<,  =  a,,a..     The  expression  is 


|(1  4-  2«i)  y  +  {2  +  3«i)  «i  -  «o2)-^  — 2^  ^a 

Mi  = —, jT  (17) 

1  4-  /  +  3«i  —  «o  |2  —  Y"| 


42  s'iKi<:ssj':s  i.\  .\\(.ij: -uaks 

riu-  \:ihu's  nt"   /)*  and  7  arc  a-^   tnlldws: 


a*  D~  * 

The  iiictliod  of  fiiiding  I)   will   he   shown   in  a  sul)se(|ncnt  paragraph. 

If  we  wish  to  know  the  limits  within  which  this  equation  holds  goofl. 
the  value  of  the  shear  Qx  must  l)e  found. 

For  the  assumed  loading  we  have  from  (9)  the  bending  y,  of  the 
point  r  for  P  =  G  and  <:  =  a,  while  yi=^0  and  Du  has  the  aiwve  cal- 
culated value.     It  follows  from   (6)  that 


Q   __  ^  p i  (ii  —  §2)  ^ 

^'  ~~  Y  ""         (1  4-  2 at  +  2«i2)  y  _j_  2  («i2  4_  «j3)  •  (  18) 


e,— e.^     under  ordinary  circumstances  is  so  nearly  zero  that  for  the 
assumed  loading  the  equation  becomes  approximately 

From   (i)   it  follow's 

R^  =  R-\-\G        and     E^  =  R-^G  (20} 

In  other  words,  when  the  load  is  near  the  rail  gap  the  pressures  on  the 
top  of  the  angle-bar  on  either  side  differ  by  G.  The  equation  derived 
from  (16)  only  holds  good,  as  will  ])e  seen  from  Fig.  4,  as  long  as  R-  does 
not  give  negative  values.  According  to  (20)  equations  (16)  and  (17) 
hold  good  when 

The  next  case  to  be  investigated  is  that  in  which  the  load  is  immedi- 
ately over  the  rail  gap.  Both  rail  ends  will  then  receive  ^/2  G.  Thence 
Vt  =  Vj  and  y-.:  =  3'4.     Consequently 


— 2 2    —y^y^ 


STR1-:SSKS  IX   AX(iLli-BARS 


43 


For  this  case  we  get  from  ( i  i  )  the  same  value  as  derived  before  for 
/■i  i.Vt  —  Ji).  ^s  the  load  is  now  only  one-half.  Also  we  will  have  equa- 
tions (i6)  and  (17)  for  R  and  Mi,  hut  O  will  be  14  G  smaller  than  ac- 
cording to  (11).  For  the  same  condition  as  before  with  respect  to  rails 
and  angle-bars  we  will  have 


J? 


(22) 


Equations    (16)   and    (17)   are  only  good   when 


1?>0 


(23) 


In  other  words,  tlie  formuUe  arc  only  good  when  the  angle-bar  is 
brought  into  action. 

In  computing  the  value  of  /).  according  to  the  elastic  superstructure 
theory,  two  methods  may  be  used.  Dr.  Zimmermann  in  his  well-known 
work  has  calculated  a  set  of  tables  for  track  structures  in  use  in  Germany, 
but  with  any  radically  different  layout  it  may  be  necessary  to  start  out 
with  a  clean  sheet.  The  following  formula,  which  was  developed  by  Mr. 
Ast,  is  included  for  this  purpose.  The  demonstration  unfortunately  is 
too  long  to  attach. 


Fig.  7. 
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C'  =  (oclticii'iit  <)l  hallast — the  dcpit^sioii  pr.  idmcd  liy  a  kihj^r-ini 
]H'r  s(|.  cm. 

/iV -r:  M()(hilns  of  elasticity  ot  tiic  lie. 

/' — .  Monu'iit    of    inertia  of   the   tie  cross-seciion 

/»=\\i(hh  of  bottom  of  tie. 

C  X  f>  r  i 

/'=  Pressure  produced  by  load  (/. 

liy  the  use  of  the  calculus  the  following  f(jrmula  is  derived: 

pi  +  7')+ [0.175  +o.87/-(-  1.757/-  +  2v''-\-  1.057/*-f  O.I757/''lK  + 
p_  P  _r-^^  ,.1        +  7/M0.01875 +  0.17./ +  0.183757/-' +  0.147/=^  H-o-0375^*n' 

y,  ■■*  I   +  (0.8  +27/' +  0.557''' )F  + 7/'        (0.35      +     0.447/)  I'-^ 

It  will  be  seen  from  (16)  and  (17)  that  all  the  variables  necessary 
to  calculate  the  stresses  are  included. 

The  bending-  moment  and  the  pressure  on  the  surfaces  of  contact  in- 
creases when  there  is  an  increase  in : 

G  =  the  wheel  load. 

7  =  ratio  of  the  rigidity  of  the  rail  to  that  of  its  support. 

a=the  ratio  of  half  the  distance  between  the  two  joint  ties  to  that 

between  the  ties  next  adjoining  them  I    ai 


("-7) 


The  bending  moment  and  the  pressure  on  the  surface  of  contact  in- 
creases when  there  is  a  decrease  in  : 

e  =  the  mean  amount  of  play  at  the  surface  of  contact. 

GEI 

B= =  the   rigidity  of  the  rail. 

a" 
J 

—  =  the   ratio  of  the   moment   of   inertia   of   the   rail  to   that   of  the 
i 
angle-bar. 

B 
The  quantity  7=  —  mav  be  considered  as  a  characteristic  of  the 
D 
track.  The  pressure  is  reduced  if  B  is  increased,  and  if  7  is  reduced. 
This  means  that  D  must  be  increased  also.  In  other  words,  the  resistance 
of  the  rail  and  tie  should  be  nearly  equal.  This  is  another  way  of  saying 
that  the  track  should  be  as  rigid  as  possible.  From  the  foregoing  it  fol- 
lows that  all  measures  which  tend  to  improve  the  track  also  benefit  the 
rail  joint.  Some  of  these  items  are  increased  weight  of  steel,  increased 
cross-section  of  tie,  increased  length  of  tie,  decreased  tie  spacing  and 
improved  rigidity  of  ballast. 
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When   the    rail    section    is   increased   tlic   angle-bar   section   should   be 

/ 
ncreased    also,    as   the  equations    require   tlmt   —   should    be    as   small   as 

i 
lossible. 

If   the    length   of    the    angle-bar,    2a„.    is    increased,    it    follows    from 

no 
,  =  — that  R  and  hence  the  pressure  is  decreased,  but  at  the  same  time 

a 
he  moment  Mi   is   increased,   thereby   increasing  the   stresses    unless    the 
noment  of  inertia  is  likewise  made  larger. 

The  equations  given  for  the  bending  moment  and  the  pressure  have 
0  be  modified  for  angle-bars,  which  extend  considerably  beyond  the 
oint  ties. 

When  €  the  average  amount  of  play  attains  the  minimum  (=0)  the 
lending  moment  and  the  pressure  reach  the  maximum.  When  the  sur- 
aces  become  worn  and  the  play  increases,  the  bending  stresses  are  de- 
reased,  but  at  the  same  time  a  step  is  put  at  the  rail  gap,  which  decreases 
he  efficiency  of  the  joint  fixture. 

The  foregoing  method  contemplates  using  elastic  factors  for  all  the 
•lements  which  go  to  make  up  what  we  call  *'track."  The  system  of 
omputation  is  generally  known  as  the  Zimmermann  method,  after  Dr. 
Hermann  Zimmermann,  of  the  Bureau  of  Public  Works  of  Germany.  A 
jarge  number  of  investigations  for  elastic  factors  have  been  made  by  en- 
gineers abroad,  and  for  their  style  of  track  "C"  varies  between  3  and  8 
ivhen  they  have  15  in.  of  ballast  or  more  and  track  is  well  maintained. 
!Jetric  equivalents  are  used  throughout,  as  they  simplify  the  arithmetical 
lalculations. 

The  method  outlined  above  is  particularly  useful  in  comparing  dif- 
erent  designs  of  angle-bars.  The  same  variables  of  elasticity,  spacing, 
itc,  can  be  used  in  each  case  and  results  obtained  which  are  really  com- 
liarable. 
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TEST  OF  OREGON  FIR  PILING. 

By  H.  B.  MacFarland, 

Engineer  of  Tests,  Atchison,  Topeka  &  Santa  Fe  Railway  System. 

COMPARATIVE  TESTS  ON  TREATED  AND  UNTREATED  ORE- 
GON  FIR   PILING  TO   DETERMINE  THE   EFFECT  OF 
TREATMENT  UPON  PHYSICAL  PROPERTIES. 

OBJECT. 

The  object  of  this  test  was  to  determine  the  effect  of  the  steaming 
process  of  creosoting,  as  practiced  in  a  creosoting  works  on  the  Pacific 
Coast,  upon  the  physical  properties  of  the  piling. 

Tests  have  been  made  demonstrating  that  the  physical  structure  of 
Oregon  Fir  piling  is  decreased  considerably,  due  to  the  boiling  process 
of  creosoting. 

Claims  were  made  by  the  manager  of  a  steam  creosoting  plant  that 
their  process  did  not  deteriorate  the  physical  strength  of  the  material, 
except,  possibly,  on  the  outer  surface.  Their  statements  were  based  upon 
a  small  number  of  tests  on  small-size  specimens.  These  tests,  it  was 
claimed,  were  made  on  natural  and  treated  Douglas  Fir,  subjected  to  the 
steaming  process  for  from  six  to  seven  hours,  with  steam  at  lOO  lbs. 
pressure. 

In  order  to  make  proper  and  thorough  investigation,  Mr.  G.  E.  Rex, 
Manager  of  Treating  Plants,  and  the  writer  visited  the  works  in  question 
and  made  examination  of  the  plant,  observed  the  methods  and  sampled 
the  treated  product.  With  the  co-operation  of  the  works  manager,  two 
lots  of  material  were  then  selected  for  test  purposes. 

MATERIAL. 

Examination    of    about    lOO   piles    from    treated    stock    showed,    from 

samples  taken  with  increment  auger,  that  a  very  small  per  cent,  of  the 

i  material  had  as  deep  penetration  of  creosote  as  was  desired,  that  is,  not 

!  less  than  i  in.  black  oil  penetration.     Careful  analysis  of  results  showed 

j  that  the  penetration  was  very  little,  if  any,  greater  than  the  depth  of  the 

sap-wood,   and  in   many  cases   was   not  through   the   sap-wood.     To   get 

;  the  desired  penetration,   therefore,  it  seemed  necessary,   first  of   all,  that 

!  the  Oregon  Fir  piling  should  have  not  less  than  i  in.  of  sap-wood. 

I         In  order  to  get  the  maximum  penetration   desired,   special  test  lots 

were  run,  the  results  of  which  are  included  in  this  report.     The  material 
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was  selected  ironi  if.milar  stock  at  the  treating  plant,  and  was  considered 
representative  timber  as  to  density  of  j^rain,  sap-wood,  knots  and  con- 
ditions of  creosotinj;-.  Tlu-  sap-wood,  however,  was  deeper  than  that 
ordinarily  fonnd  in  average  material. 

The  logs,  at  time  of  treatment,  ha\e  ordinarily  been  cnt  from  three 
to  six  months.  Just  previous  to  treatment  the  logs  are  taken  from  salt 
water  and  the  1)ark  removed.     The  logs  are  then  ready  for  treatment. 

Twenty  logs,  varying  in  diameter  at  the  butt  from  12  to  18  in.,  and 
in  length  from  40  to  60  ft.,  were  selected  for  test.  From  each  log  two 
specimens,  each  15  ft.  long,  were  cut  for  test  purposes.  Ten  of  the  40 
specimens  were  given  regular  treatment,  which  is  known  as  the  ]8-hour 
treatment,  and  10  of  the  specimens  were  given  an  extra  heavy  26-hour 
treatment  for  the  specific  purpose  of  permitting  of  heavier  and  deeper 
penetration. 

In  order  to  get  the  best  comparative  figures  as  to  the  effect  of  creo- 
soting  on  the  different  parts  of  the  log,  alternate  butts  and  tops  were 
treated. 

The  following  is  a  detail  of  general  conditions  connected  with  the 
test   of   this   material : 

SPECIMENS    OREGON     FIR    PILING    SELECTED    FOR     iS-HOUR    TREATMENT — LOT     I5. 

Specimen    No.    i.      Length,   30    ft;    diameter   butt,    15    in.;    diameter   top, 
12^^  in.;  average  depth  of  sap-wood,  1%  in. 

Specimen   No.  2.     Length,  34  ft.;   diameter  butt,   15^   in.;   diameter  top, 
12^  in.;  average  depth  of  sap-wood,  i^  in. 

Specimen  No.  3,     Length,  38  ft. ;   diameter  butt,   14^   in. ;   diameter  top, 

12^  in.;  average  depth  of  sap-wood,  i^  in. 
Specimen   No.  4.     Length,  34  ft. ;   diameter  butt,    13^   in. ;   diameter  top, 

II  in.;  average  depth  of  sap-wood,  5^-in.     This  specimen  was  an  old, 

well-seasoned  pile  with  fine  grain. 
Specimen  No.  5.     Length,  34  ft,;   diameter  butt,  13  in.;  diameter  top,  12 

in,;    average   depth    of    sap-wood,    ^-in.     This    specimen    freshly   cut 

timber  with  fine  grain. 
Specimen  No.  6.     Diameter  butt,  14  in.;  diameter  top,   11^   in.;  average 

depth   of   sap-wood,    Ij4    in.     This   specimen   was   well   seasoned   and 

apparently  had  been  cut  a  long  time. 
Specimen   No.  7,     Diameter  butt,    16^   in,;   diameter  top,   15^   in.     This 

specimen  contained  both  old  and  new  growth. 
Specimen  No,  8.    Diameter  butt,  15^  in,;  diameter  top,  13J/2  in.;  average 

depth  of  sap-wood,  i^  in. 
Specimen  No.  9.     Diameter  butt,  14^  in. ;  diameter  top,  13  in. ;  average 

depth  of  sap-wood,  i5^  in. 
Specimen  No.  10.     Diameter  butt,  14^  in.;  diameter  top,  11^  in.;  aver- 
age depth  of  sap-wood,  1%  in. 

NOTE. — Specimens  Nos.  6,  7,  8,  9  and  10  were  considerably  over  30 
ft.  long,  so  that  pieces  were  cut  off,  either  butt  or  top,  to  obtain  prescribed 
length  of  30  ft.  for  test  purposes.  These  specimens  had  been  in  salt  water 
for  about  a  month. 
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All  above  specimens  were  sawed  in  two,  alternate  butts  bearing  num- 
bers I,  3,  5,  7  and  g,  and  tops  bearing  numbers  2,  4,  6,  8  and  10,  were 
treated. 

SPECIMENS    OREGON    FIR    TILING    SELECTED    FOR    26-HOUR    TREATMENT — LOT     I4. 

Specimen  No.  i.  Diameter  of  butt,  i8  in.,  with  2  in.  sap-wood ;  diameter 
top,  15^  in.,  with  1%.  in.  sap-wood. 

Specimen  No.  2.  Diameter  of  butt,  17]^  in.,  with  i-)4  in.  sap-wood;  dia- 
meter top,  I4}i  in.,  with  i^  in.  sap-wood. 

Specimen  No.  3.  Diameter  of  butt,  17^x15^  in.,  with  il4  in.  of  sap- 
wood;  diameter  top,  13^x14  in.,  with  i^i  in.  sap-wood.  Pile  was 
oval  shape. 

Specimen  No.  4.  Diameter  of  butt,  151/^x16^  in.,  with  i^  in.  of  sap- 
wood;  diameter  top,  1234  in.,  with  i^  in.  of  sap-wood.  Butt  of  this 
specimen  was  oval  shape. 

Specimen  No.  5.  Diameter  of  butt,  16  in.,  with  1%  in.  sap-wood;  dia- 
meter top,  13  in.,  with  i^  in.  sap-wood. 

Specimen  No.  6.  Diameter  butt,  14^x15  in.,  with  1%.  in.  sap-wood;  dia- 
meter top,  1114  in.,  with  1%  in.  sap-wood.  Butt  of  this  specimen 
was  oval  shape. 

Specimen  No.  7.  Diameter  butt,  15^x18  in.,  with  1%  in.  sap-wood;  dia- 
meter top,  14^  in.,  with  i^  in.  sap-wood.  Butt  of  specimen  oval 
shape. 

Specimen  No.  8.  Diameter  butt,  15  in.,  with  1^4  in.  sap-wood;  diameter 
top,  12^  in.,  with  i^  in.  sap-wood. 

Specimen  No.  9.  Diameter  butt,  15  in.,  with  i^  in.  sap-wood;  diameter 
top,  12  in.,  with  15^  in.  sap-wood. 

Specimen  No.  10.  Diameter  butt,  16  in.,  with  2  in.  of  sap-wood;  diameter 
top,  14  in.,  with  2^  in.  of  sap-wood. 

NOTE. — All  above  material  reported  by  the  w^orks  to  have  been  cut 
within  one  month. 

METHODS  OF  TREATMENT. 

The  material  is  subjected  to  three  processes  during  the  steam-creo- 
soting  process,  namely,  steaming,  removing  moisture  and  filling  wnth 
creosote.  When  introduced  into  the  treating  tanks,  the  logs  are  thor- 
oughly wet  as  they  come  from  the  salt  water.  They  are  then  brought  up 
to  a  temperature  of  about  330  deg.  in  a  period  of  i^  hours  by  the  in- 
troduction of  steam.  This  temperature  is  maintained  for  i^  hours.  A 
vacuum  of  about  28  in.  is  then  produced,  and  the  temperature  reduced  to 
a  minimum  of  190  deg.  The  vacuum  process  is  maintained  for  10  hours. 
The  tanks  are  then  filled  with  oil  at  190  deg.  temperature,  and  an  aver- 
age pressure  of  75  lbs.  is  maintained  for  a  period  of  five  hours,  or  un- 
til the  piles  have  taken  up  the  proper  quantity  of  oil.  The  oil  is  then 
transferred  from  the  treating  tank  to  the  general  storage  tank,  after 
which  the  timbers  are  removed. 

Following  is  the  general  record  of  treatment  to  which  the  specimens 
under  test  were  subjected.  Observations  as  to  temperature,  pressure  and 
vacuum  were  taken  at  lo-minute  intervals  throughout  the  test.  These 
records  were  also  registered  on  recording  charts. 
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18-llOUK    TKKATM  KNT. 

Total         I'rcssurc  Temperature 

Time   Ll)s.  I 'er  S(|.  In.     Vacuum  In.         Degrees  F. 
h     m    .Max.  Min.  ,\v.  Ma.x.   Min.  Av.  Max.  Min.  Av. 


Time  of 
Start.  Stop. 

Straniiiii^  I'roccss 

Average : 

Tank   i,  Tank  2...   3       5       92        7       75 
I'aciUDii  Process 

Tank  i,  Tank  2...  10     10       

Oil  Process 

Tank  i,  Tank  2...   4    45     114       lo      77     .. 

26-HOUR    TREATMENT. 

Steaining  Process 

4:50  p.m.,  2:00  a.m.  9  10  94  20  84  .  . 
J  'acniim  Process 

2  :io  a.m.,  3  :oo  p.m.i2     50       26 

0/7  Process 

3:50  p.m.,  7:55  p.m.  4       5     125       15       75     •  • 

SHIPMENT. 


28K'     21       2- 


335  275  317 
265  190  219 
204     190     196 


, .     330    200    300 

1 1       23     276    206    225 

. .     201     186     190 


The  steam  creosoting  treatment  on  the  test  specimens  was  made  from 
May  7  to  12,  1913.  All  material  was  then  shipped  by  boat  and  rail  to 
laboratory  at  Topeka,  Kan. 

From  July  19  to  August  13,  1913,  when  laboratory  tests  were  started, 
the  material  was  piled  out  of  doors  and  exposed  to  direct  rays  of  the 
sun.  The  temperature  at  this  time  was  abnormally  high,  ranging,  in  the 
sun,  from  no  to  120  deg.  Fahrenheit.  No  rain  fell  during  this  period, 
so  that  the  material  w^as  well  seasoned  at  the  time  tests  were  started. 

Original  serial  and  laboratory  numbers  are  shown  in  the  records  to 
permit  of  proper  identification.  In  the  laboratory  the  butt  ends  of  the 
original  specimens  were  marked  "A,"  and  the  top  ends  "B,"  as  follows: 


18-Hour  Treatment. — Lot  15. 


26-Hour  Treatment — Lot  14. 


Original 

Laboratory 

Number 

Original 

Laboratory 

Number 

Number. 

Treated. 

Untreated. 

Numl:ier. 

Treated. 

Untreated 

I 

lA 

iB 

I 

iiA 

iiB 

2 

2B 

2A 

2 

12B 

12A 

5' 

3A 

3B 

3 

13A 

13B 

4 

4B 

4A 

4 

14B 

14A 

5 

5A 

5B 

5 

15A 

15B 

6 

6B 

6A 

6 

■16B 

16A 

7 

7A 

/B 

7 

17A 

17B 

8 

8B 

8A 

8 

18B 

18A 

9 

9A 

9B 

9 

19  A 

19B 

10 

loB 

10  A 

10 

20B 

20A 

TESTS  OF  MAJOR  SPECIMENS. 

TRANSVERSE. 

The  material  under  test  was  placed  on  two  i8-in.  I-beams  placed 
across  the  table  of  a  200,000-lb.  Olsen  testing  machine.  The  specimen  was 
supported  by  two  concave  oak  blocks  6  in.  wide  and  12  in.  long,  fitting 
the  contour  of  the  piling.     The  length  of  span  was  13  ft. 
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The  load  was  applied  at  exactly  one-third  points  on  concave  oak 
blocks  similar  to  the  ones  used  to  support  the  piling.  These  blocks  were 
wide  enough  to  prevent  damage  to  the  fiber  during  test.  The  method  of 
setting  up  the  apparatus  for  this  test  is  shown  by  photographs  in  Figs. 
I  and  2. 

It  was  found  necessary  in  order  to  get  uniform  bearings  on  the  speci- 
men under  test,  due  to  the  taper  of  the  timber,  to  shim  up  the  load  appli- 
cation blocks  so  that  both  touched  the  specimen  at  the  same  time,  in  order 
to  prevent  irregular  loading. 

Deflections  were  measured,  in  the  transverse  test,  by  means  of  a  fine 
piano  wire  stretched  along  the  neutral  axis  and  fastened  over  the  support. 
This  wire  was  kept  taut  by  means  of  a  weight  attached  to  one  end  of 
the  wire.  Deflections  were  measured  with  a  scale  divided  in  tenths 
inches  and  fastened  at  the  middle  of  the  specimen. 

The  average  circumference  taken  at  both  ends  and  middle  was  used 
in  obtaining  cross-sectional  area.  Specimens  were  placed  in  the  machine 
in  such  a  way  that  the  large  end  of  the  top  and  the  small  end  of  the 
butt  were  in  the  same  relative  position  as  to  vertical  and  horizontal 
diameters,  thus  applying  loads  on  exactly  the  same  part  of  butt  as  on 
top  end. 

After  the  specimen  had  been  placed  in  the  machine,  the  beam  was 
balanced  carefully  so  that  the  load  registered  zero.  An  initial  load  of 
1,000  lbs.  was  used  in  order  to  get  firm  bearing  on  the  supports  and  load 
points.  The  load  was  then  applied  in  increments  of  5,000  lbs.  The  head 
of  the  machine  descended  at  the  rate  of  .18  of  an  inch  per  minute  until 
failure  occurred.  Sketches  were  then  made  showing  the  nature  of  the 
failure  and  the  location  of  all  knots,  shakes  and  checks. 

COMPRESSION  PARALLEL  TO  GRAIN. 

In  making  compression  test  parallel  to  the  grain,  a  specimen  5  by  5 
by  12  in.  was  taken.  This  specimen  was  cut  from  the  material  used  in 
the  transverse  test.  Care  was  used  in  selecting  the  specimens  so  that 
they  were  free  from  the  effects  of  the  transverse  test.  Wood  containing 
deep  checks  was  not  used.  Specimens  were  taken  without  regard  to  area 
1    of  penetration  by  creosote. 

I  The   ends   of   the   specimens    were   made   perfectly    parallel    and   per- 

pendicular to  axis  of  test  piece  to  prevent  lateral  distortion  of  the  fiber 
!  during  test.  This  was  done  by  shaving  the  ends  in  a  wood  trimming 
1  machine.  A  ball  and  socket  joint  was  placed  under  the  specimen  so  as 
I  to  give  even  distribution  of  the  load.  An  initial  load  of  500  lbs.  and 
I  increments  of  5,000  lbs.  were  used.  The  speed  of  the  machine  was  .15- 
1  in.  per  minute.  Deflections  were  measured  with  a  deflectometer. 
1  After   failure   the  specimen   was   still   further  broken   down   to    show- 

more   sharply  the  lines    of    failure. 

All  defects  were  noted  and  sketches  made  of  specimens  after  failure. 

COMPRESSION   PERPENDICULAR  TO  GRAIN. 

The  specimens  used  for  this  test  were  cut  from  the  transverse  speci- 
mens, 6  by  6  by  24  in.     In  order  to  get  comparable  data,  all   specimens 
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were  tested  in  siioli  a  way  that  the  load  was  applied  through  a  plate 
-  hy  37^  by  8  in.,  to  the  convex  side  of  the  growth  rings.  This  was 
done  in  all  cases  in  order  to  maintain  uniform  conditions. 

An  initial  load  of  500  lbs.  was  made  and  load  applied  in  increments 
of  5,000  lbs.  to  near  the  elastic  limit  when  increments  of  1,000  lbs.  were 
used.  Dellcctions  were  measured  with  a  deflectonieter.  After  the  elastic 
limit  was  reached,  only  such  loads  were  noted  as  produced  deflections  of 
one-tenth,  three-sixteenths  and  three-eighths  inches. 

After  failure  sketches  were  made  showing  failure  in  sides  and  ends 
and  location  of  all  defects. 

SHEARING   PARALLEL  TO  GRAIN. 

The  material  used  in  the  shearing  test  was  sawed  from  least  affected 
portion  of  the  piling  broken  in  transverse  test.  Specimens  were  3ii  by 
Sih  in.  and  40  in.  long.  A  mortise  i^  by  4  in.  was  cut  6  in.  from  the 
end,  as  shown  in  Fig.  21.  Specimens  were  fastened  in  the  fixed  head, 
and  a  machined  piece  of  iron  i^  by  3  in.  was  placed  in  the  mortise  be- 
neath the  movable  head.  The  head  descended  at  the  rate  of  .16  in.  per 
minute. 

MOISTURE. 

Sampling. — Samples  for  the  moisture  determination  were  taken  by 
boring  five  i-in.  holes  along  a  radial  line  in  a  freshly  cut  cross-section 
of  material  after  transverse  test.  The  chips  from  these  holes  were  well 
mixed  in  order  to  obtain  an  average  sample  and  the  moisture  determined 
on  the  one  sample. 

Percentage  of  Moisture. — The  percentage  of  moisture  in  all  deter- 
minations was  computed  on  a  dry  basis. 

Untreated  Specimens. — The  moisture  in  the  untreated  wood  chips  was 
determined  by  heating  a  weighed  sample  at  200  deg.  Fahrenheit  for 
from  8  to  12  hours  in  an  air  bath.  The  loss  in  weight  represented  mois- 
ture. 

Treated  Specimens. — The  method  used  for  determination  of  moisture 
in  untreated  specimens  is  not  applicable  to  the  determination  of  moisture 
in  creosoted  material  for  the  reason  that  results  obtained  by  loss  in  weight 
in  the  latter  are  entirely  too  high.  The  discrepancies  are  due  to  volitali- 
zation  of  certain  constituents  in  the  creosote  at  temperatures  ranging 
from  100  to  212  deg.  Fahrenheit.  A  method  was  devised  whereby  the 
moisture  in  the  creosoted  chips  could  be  determined  by  distillation.  Re- 
sults were  found  to  be  very  satisfactory.  The  method  and  apparatus  are 
described  as  follows : 

An  oil  bath  was  prepared  in  a  galvanized  iron  vessel  6  in.  in 
diameter  and  18  in.  high,  using  lubricating  oil.  The  chips  on  which  the 
moisture  was  to  be  determined  were  previously  weighed  and  placed  in  a 
side  neck  distilling  flask.  The  flask  was  then  immersed  in  the  oil  bath. 
The  exit  tube  of  the  distilling  flask  extended  through  the  galvanized  can. 
An  oil-tight  joint  between  the  exit  tube  and  the  can  was  made  by  means 
of  a  wood  cork.  A  thermometer  graduated  in  Fahrenheit  degrees  was 
placed  in  the  neck  of  the  flask  through  a  wood  cork.     The  entire  flask, 
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including  the  neck,  was  surrounded  by  the  lubricating  oil  and  the  bath 
carefully  heated  to  250  deg.  Fahrenheit  from  8  to  12  hours. 

Care  was  taken  not  to  exceed  a  temperature  of  250  deg.  Fahrenheit 
in  order  to  prevent  charring  of  the  wood  chips,  which  give  high  results 
due  to  volatilization  of  water  of  constitution  in  the  cell  structure  of  the 
wood. 

The  volatile  oils  and  water  expelled  by  the  heat,  were  condensed  in 
the  body  of  the  pipette.  A  graduated  cylinder  under  the  mouth  of  the 
pipette  received  the  products  of  distillation.  When  it  was  seen  that  no 
more  volatile  products  were  being  expelled,  the  flame  from  a  Bunsen 
burner  was  applied  to  the  pipette  and  all  condensed  moisture  and  volatile 
oils  driven  into  the  graduated  cylinder. 

The  exact  volume  of  water  was  easily  determined  by  reading  off  the 
number  of  cubic  centimeters.  This  represented  the  weight  of  moisture 
in  original  specimen. 

A  photograph  of  the  apparatus  used  in  the  above  test  is  shown  in 
Fig.  5. 

ABSORPTION  OF  CREOSOTE. 

Determination  from  Weight  of  Specimen. — The  amount  of  creosote 
absorbed  per  cubic  foot  was  obtained  by  weighing  all  specimens.  The 
difference  in  weight  per  cubic  foot  between  the  treated  and  untreated  ma- 
terial was  taken  to  represent  creosote  absorbed  per  cubic  foot  of  piling. 

Microscopic  Examination. — A  microscopic  examination  of  spring  and 
summer  wood,  sap  and  heart  wood  in  both  treated  and  untreated  mate- 
rial was  made  in  order  to  determine  any  possible  variation  in  structure, 
as  well  as  effects  of  treatment  on  the  fiber. 

The  specimens  for  examination  were  prepared  as  follows : 

An  increment  auger  was  inserted  into  the  piling  perpendicular  to 
the  grain  for  a  distance  of  4  in.  After  withdrawal  of  the  auger  the  core 
was  removed  and  very  thin  sections  of  wood  carefully  cut  therefrom, 
parallel  to  grain.  The  sections  were  taken  from  heart,  sap,  summer  and 
spring  wood,  and  visually  compared  under  a  magnification  of  87  diam- 
eters. 

TESTS  OF  MINOR  SPECIMENS. 

In  order  to  determine  whether  wood  in  the  interior  and  in  the  un- 
treated portions  of  creosoted  piling  was  injured  in  any  way  by  creosoting 
process,  minor  specimens  were  taken  from  hearts  of  treated  and  un- 
treated major  specimens  used  in  transverse  test. 

On  the  minor  specimens  tests  transverse,  parallel  and  perpendicular 
to  grain,  were  made. 

Transverse. — Specimens  5  by  5  by  60  in.,  with  span  of  50  in.,  were 
used  in  transverse  test.  The  type  of  failure,  as  well  as  grain  in  major 
jspecimens,  limited  the  number  of  minor  specimens  obtained.  These 
[minor  specimens  were  loaded  with  the  side  nearest  the  center  of  the  orig- 
inal piling  on  knife  edges  of  supports,  thus  insuring  tension  stresses  in 
fiber  originally  near  the  center  of  the  piling. 
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TIu'  wood  was  proliTli'd  hy  imii  plates  n-stinj^  on  l\nifc'  edge's  of 
supports  and  load  points. 

Aw  initial  load  of  500  lbs.  and  incirnienls  of  200  lbs.  wore  nscd.  Dc- 
lU'ctions  wcMH-  nu'asnrcd  with  a  drlUrlomcU'r.    Two-point  loadinj^  was  nscd. 

(OMl'KKSSION. 

Compression  tests  parallel  and  perpendicular  to  grain  were  made  on 
material  sawed  from  specimens  used  in  transverse  test.  These  tests  were 
made  in  the  reL>nlar  way. 

The  following  formuhe  were  used  in  computing  the  strength  of  major 
and  minor  specimens  in  the  transverse  and  compression  tests: 

TRANSVERSE   TESTS. 


Major  Specimens. 

Minor  Speci)ncns 

/v^  = 

L  (5.3/^  +  0.75^) 
3.1416  c?* 

1.5  X  PL 
R  — 

bd' 

p  = 

P'XL' 

P'XL^ 
E  — 

4XbX  d'XD 

J-*  

2.76  Xd'XD 

v  = 

2P 

'  3A 

V  — 
aA 

COMPRESSION 

TEST 

PARALLEL   TO   GRAIN. 

s  = 

P 

P 

A 

A 

E  = 

P'  XL' 
AXD 

P'  XL' 
E  — 

AXD 

COMPRESSION 

TEST 

PERPENDICULAR    TO    GRAIN. 

S  = 

P 

A 

P 

A 

The  characters  used  in  the  above  formulae  indicate  the  following ; 

R  =  Modulus  of  rupture,  pounds  per  square  inch. 

£■=  Modulus  of  elasticity,  pounds  per  square  inch. 

V  =  Horizontal  shear,  pounds  per  square  inch. 

6^=  Stress  in  pounds  per  square  inch. 

L  =  Length  of  span,  inches. 

L'^  Length  of  specimen,  inches. 

JV  =  Weight  of  specimen. 

b  =z  Breadth,  inches. 

c?  =  Diameter  or  depth,  inches. 

P'  =  Load  in  pounds  at  elastic  limit. 

D  =z  Deflection  in  inches  at  elastic  limit. 

P  =  Maximum  load,  pounds. 

A  =■  Cross-sectional   area,   square   inches. 

GRAPHS    AND    PHOTOGRAPHS. 

Graphs  and  photographs  of  all  material  tested  are  shown  in  the  fol- 
lowing pages. 
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Fig.   I.  Method  of  Making  Transverse  Test.     A  Typical  Failure  by 
Tension  is  Shown.     Treated  Specimen  i6B. 
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Fig.  2.     Typical  Failure  by  Horizontal  Shear  in   Transverse  Test 
End  View^  Untreated  Specimen  17B. 
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Fig.  3.     Method  of  Making  Compression  Test  Parallel  to  Grain, 


r,^ 
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Fig.  4.    Method  of  Making  Compression  Test  Perpendicular  to  Grain. 
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Fig.  5.    Apparatus  for  Determination  of  Moisture  in  Creosoted 


Speci- 


mens. 
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Fig.  6.    Specimens  of  Treated  Piling  After  Transverse  Test.    i8-Houk 

Treatment. 
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Fig.  7.     Specimens  of  Untreated  Piling  After  Transverse  Test. 
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Fig.  8.     Specimens  of  Treated  Piling  After  Transverse  Test.    i8-Hour 

Treatment. 
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Fig.  9.     Specimens  of  Untreated  Piling  After  Transverse  Test. 
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Fig.  10.     Specimens  of  Treated  Piling  After  Transverse  Test. 

26-HouR  Treatment. 
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Fig.   II.     Specimens  of  Untreated   Piling  After  Transverse  Test. 
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Fig.  12.     Specimens  of  Treated  Piling  After  Transverse  Test. 

26-HouR  Treatment. 
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Fig.   13.     Specimens  of  Untreated  Piling  After  Transverse  Test. 
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Fig.   14.     Cross-Sections   After  Transverse  Test. 

First  Row.     Top  of  B  specimen. 

Second  Row.    Sawed  section  30  in.  from  butt  B  specimen. 

Third  Row.    Top  of  A  specimen. 
Fourth  Row.    Sawed  section  30  in.  from  butt  A  specimen. 
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Fig.   15.     Cross-Sections   After  Transverse  Test. 

First  Row.    Top  of  B  specimen. 

Second  Row.    Sawed  section  30  in.  from  butt  B  specimen. 

Third  Row.     Sawed  section  30  in.  from  butt  A  specimen. 

Fourth  Row.     Butt  of  A  specimen. 
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Fig.    16.     Ckoss-^Sectioxs   Avteu   Tka.n-s>erse  Test 

q.       H,,       ^T^"'''-     Top  of  B  specimen. 
Second  Row.    Sawed  section  30  in    from  butt  P  .n     ■ 

Third  Row.    To/of  A  spe    m  r  ^"™™- 
Fourth  Row.    Sawed  section  30  in.  from  but.  A  specimen. 
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Fig.   17.     Cross-Sections   After  Transverse  Test. 

First  Row.     Top  of  B  specimen. 

Second  Row.    Sawed  section  30  in.  from  butt  B  specimen. 

Third  Row.     Sawed  section  30  in.  from  butt  A  specimen. 

Fourth  Row.     Butt  of  A  specimen. 
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Fig.    i8.     Cross-Sections  After  Transverse  Test 

Q         ^  T.       ^'""'^  ^''^-     '^°P  °^  ^  specimen. 

Second  Row^  Sawed  section  30  in.  from  butt  B  specimen. 

T7        ,    r.  ^°'^-     "^^P  °^  A  specimen. 

Fourth  Row.     Sawed  section  30  in.  from  butt  A  specimen 
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Fig.   19.     Cross-Sections   After  Transverse  Test. 

First  Row.    Top  of  B  specimen. 

Second  Row.    Sawed  section  30  in.  from  butt  B  specimen. 

Third  Row.     Sawed  section  30  in.  from  butt  A  specimen. 

Fourth  Row.     Butt  of  A  specimen. 
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Fig.  20.     Cross-Sections   After  Transverse  Test. 

Specimen  20. 

1.  At  top. 

2.  30  in.  from  butt. 

3.  30  in.  from  butt. 

4.  At  butt. 


Specimen  19. 
T.     At  top. 

2.  30  in.  from  butt. 

3.  At  top. 

4.  30  in.  from  butt. 
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10.  21.     Characteristic  Failures  Untreated  Specimens  After  Shear- 
ing Test   Parallel  to  Grain. 
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Fig.  22,    Specimens  After  Compression  Test  Parallel  to  Grain.    First 

AND  Third  Rows,  Untreated.     Second  and  Fourth  Rows, 

18-H0UR  Treatment. 
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'IG.  23.    Specimens  After  Compression  Test  Parallel  to  Grain.    First 
AND  Third  Rows,  Untreated.     Second  and  Fourth  Rows, 
26-HouR  Treatment. 
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Fig.   24.     Specimens  of   Treated   Piling  After  Compression   Test  Per- 
pendicular TO  Grain.     i8-Hour  Treatment. 
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Fig.  25.    Specimens  of  Untreated  Piling  After  Compression  Test  Per- 
pendicular TO  Grain. 
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Fig.  26.     Specimens  of   Treated   Piling  After  Compression  Test   Per- 
pendicular TO  Grain.     26-HouR  Treatment. 
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Fig.  27.     Specimens  of  Untreated  Piling  After  Compression  Test  Per- 
pendicular TO  Grain. 
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Fig.  28.     End  Penetration  in  30-iN.  Specimens,     i 8-Hour  Treatment. 
Sawed  Section  on  Left;  End  Exposed  to  Treatment  on  Right. 
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Fig.  29.     End  Penetration  in  30-iN.   Specimens.     i8-Hour  Treatment. 
Sawed  Section  on  Left;  End  Exposed  to  Treatment  on  Right. 
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Fig.  30.     End  Penetration  in  30-iN.   Specimens.     i8-Hour  Treatment. 
Sawed  Section  on  Left;  Exd  Exposed  to  Treatment  on  Right. 
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Pic^.  31.     End  Penetration  in  30-iN.   Specimens.     26-HouR  Treatment 
^AWEn  Section  on  Left;  End  Exposed  to  Treatment  on  Right. 
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Fig.  32.     End  Penetration  in  30-iN.  Specimens.     26-HouR  Treatment. 
Sawed  Section  on  Left;  End  Exposed  to  Treatment  on  Right. 
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Fig.  33.     End  Penetration  in  30-iN.   Specimens.     26-HouR  Treatment. 
Sawed  Section  on  Left;  End  Exposed  to  Treatment  on  Right. 
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Fig.  34.     Characteristic  Failures  of  Minor  Specimens  of  Piling  Aftek 

Transverse  Test.    Top  Four  Specimens  Untreated, 

Lower  Four  Specimens  Treated. 
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TAIM.K    I.— GENERAL    CONDITIONS. 

.M.\JOU 

si'j:(  i.MK.N.s   ()ki:(.(>.\    j 

•IK    rii.i.\(,. 
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Actual 

Weight 

Depth 

Cross 

Spec. 

Weight 

per  cu.  ft. 

Moisture 

Rings 

Sap-wood 

Sectional 

No. 

Pounds. 

Pounds. 

Per  Cent. 

Per  Incl 

.    Inches. 

Area  sq.  in 
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48.6 

19.6 

II 

I^ 

113.2 

17A 

980 

46.7 
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TABLE   2- 

-ORIGINAL 

DIAEENSIONS.       MAJOR   SPECIMENS   ( 

Average  Diameter — Inches 

OREGON    FIR 

PILINC 

Spec. 

Length 

Hori- 

Circumference— 

inches 

No. 

Feet. 

Inches. 

Vertical. 

zontal. 

Butt. 

Center. 

Top. 

Treated. 

lA 

15 
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14.1 

46.3 

4S-0 

43-0 

2B 

15 
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6B 

14 

10 

1 1.4 

11.7 

38.1 

37-5 

35-3 

7A 

15 

I 

14.4 

IS.6 

50.9 

48.1 

45-0 

8B 

15 

I 

13.8 

14.2 

46.S 

44.8 

43-0 

9A 

15 

0 

13.1 

13-7 

43-6 

42.1 

41.9 

loB 

14 

10 

11.7 

12. 1 

40.3 

38.0 

35.0 

iiA 

14 

10 

17-3 

17.2 

58.0 

54-S 

52.0 

12B 

14 

8 

14.2 

14.8 

48.1 

46.6 

444 

13A 

14 

II 

14.7 

1S.5 

Si-6 

46.5 

45-8 

14B 

15 

I 

12.9 

13.3 

43o 

41.8 

40.0 

15A 

15 

I 

15.0 

14.8 

50.0 

48.3 

46.0 

16B 

15 

0 

12.0 

12.2 

39-0 

37.5 

36.5 

17A 

15 

0 

154 

16.S 

53-3 

50.0 

48.5 

18B 

15 

I 

12.9 

13-3 

44-5 

41-5 

40.4 

19A 

15 

0 

14.0 

14.7 

474 

44.8 

43-1 

20B 

14 

7 

I5-I 

14.8 

48.S 

45.8 

43.6 

Untreated. 

iB 

15 

0 

12.7 

12.9 

42.4 

41.S 

38.5 

2A 

14 

8 

14.6 

14.0 

46.1 

48.6 

42.8 

3B 

14 

9 

12.5 

12.8 

41. 1 

40.  !■ 

38.8 

4A 

14 

II 

12.7 

13.1 

43-0 

41-5 

39-1 

SB 

14 

9 

11.9 

12. 1 

37.0 

39-2 

38.6 

6A 

14 

9 

12.3 

134 

43-3 

38.9 

37.1 

7B 

15 

I 

I3-I 

13.S 

44.5 

42.5 

59-6 

8A 

15 

I 

14.7 

IS-S 

48.S 

48.0 

46.9 

9B 

15 

I 

12.7 

13.2 

42.0 

41.8 

40.5 

10  A 

15 

I 

I3-I 

13.6 

44.  T 

42.5 

40.5 

iiB 

15 

I 

157 

15.8 

51.6 

50.0 

47.6 

12A 

15 

2 

16.4 

16.2 

55-S 

SO.o 

48.0 

13B 

15 

I 

13-8 

14.1 

45.3 

444 

42.6 

14A 

15 

0 

14.2 

iS-i 

48.7 

454 

43.1 

15B 

IS 

I 

13.1 

13-8 

4S-0 

43-6 

40.9 

16A 

'  is 

I 

13.7 

I3-I 

44.6 

40.7 

39-2 

17B 

15 

I 

14.6 

15.0 

48.0 

47-0 

45-6 

18A 

IS 

I 

14-3 

14.6 

47-5 

46.0 

43.1 

19B 

15 

2 

12.5 

12.7 

42.6 

40.9 

37-1 

20A 

IS 

3 

IS.8 

15-6 

514 

49.6 

48.8 
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TAULK     3. — KEbULTS     UK 


lUANSMvKSE    TKST. 
PILING. 


AlAJUK     Sl'KtlMENS     OKLGUN     FIK 


iilastic 
Limit 
Lbs. 
Spec.      per 
No.       sq.  in. 
Treated. 
I A      2,800 


2B 

3A 
4P> 
5A 
6B 
7A 
8B 
9A 
loB 
iiA 

T2B 

I3A 

I4B 

I5A 

I6B 

I7A 

I8B 

I9A 
20B 

Av. 


2,450 
2,950 
2,472 
3,293 
3,290 
3,017 
2,370 
2,209 
2,369 
2,763 
2,099 

3,755 
1,758 
2,269 

1,599 
2,588 

2,259 
2,775 
2,183 

2,563 


Untreated. 
iB      3,663 


2A 
3B 

4A 
sB 
6A 

7B 
8A 
9B 
loA 
iiB 
12A 
13B 
14A 
15B 
16A 
17B 
18A 
19B 
20A 
Av. 


3,856 
6,865 
5,323 
6,740 
5,872 
4,453 
4,187 
4,649 

3,813 
6,421 
4,009 

5j357 
4,293 
5,663 
5,805 
5,220 
6,566 
5,740 
4,320 
5,041 


Alodu 
Ills 
Rui)tiir 
Lbs.  pc 

sq. in, 

4,520 
3,950 
4,973 
3,792 
5,063 
4,400 
5,177 
3,295 
4,584 
4,054 
4,423 
4,134 
5,215 
2,588 

2,564 
2,206 
4,718 

4,559 

4,065 

2,903 
4,058 

6,423 
6,826 
8,125 
6,760 
7,668 
7,032 
8,233 
6,357 
7,149 
7,363 
6,691 
6,002 

7,507 
6,002 
6,002 

7,765 
6,981 
8,126 
7,520 
6,055 
7,028 


Maximum 
-  Modulus  1  )cllcc- zontal 
of  Elas-  lion  at  Shear 
c  ticity  Maximum  Ll)s. 
r  Lbs.  per  Load  per 
sq.  in.   Inches,  sq.  in. 


1,375,500 
1,174,000 
1,344,000 
1,178,000 
1,849,000 
1,444,000 
1,613,000 
1 ,008,000 
1,688,000 
1,309,000 
1,452,000 
1,589,000 
1,692,000 
1,287,000 
1,136,000 
990,000 
1,590,000 
1,428,000 
1,642,000 
1,478,000 
1,328,925 

1,831,000 
1,690,000 
1,826,000 
1,648,000 
2,235,000 
i,979,coo 
1,918,000 
1,780,000 
1,821,000 
1,933,000 
1,910,000 
1,718,000 
1,975,000 
1,689,000 
1,681,000 
1,931,000 
1, 979,000 
1,865,000 
2,127,000 
1.384,000 
1 ,846,000 


2.40 

1-75 
1.86 
T.98 

1-95 
2.20 

2.53 
1.70 
2.12 
2.62 

1-45 
1.80 
1.90 
1.48 
1.38 
1.20 
1.92 
2.00 
1.40 

1-35 
1.85 

2.10 
2.60 
2.44 
2.50 
1.50 
2.70 
3.00 
2.70 
2.91 
2.90 
1.90 
2.30 
2.00 

1-75 
1.70 

2.59 
1.92 
2.00 
1.68 
1.90 
2.27 


202 
164 
220 
138 
202 
167 

253 
142 
196 

153 
248 

193 
254 
107 
124 

83 
244 

193 

184 

134 
180 

262 
319 
331 
282 
296 
382 
352 
310 

304 
317 
32,7 
514 
322 
285 
263 
329 
335 
27^ 
308 

307 

318 


Type  of  Failure. 

Llori.'iontal  shear 
Shivering  tension 
Llorizontal  shear  and  tension 
Horizontal  shear 
llorizontal  shear 
Shivering  tension 
Horizontal  shear  and  tension 
Horizontal  shear 
Horizontal  shear 
Shivering  tension 
Horizontal  shear  and  tension 
Horizontal  shear 
Plorizontal  shear  and  tension 
Horizontal  shear  and  tension 
Tension 

Horizontal   shear  and  tension 
Horizontal  shear 
Tension 
Tension 
Tension 


Horizontal 

Tension 

Horizontal 

Horizontal 

Horizontal 

Tension 

Llorizontal 

Horizontal 

Horizontal 

Horizontal 

Horizontal 

Horizontal. 

Horizontal 

Horizontal 

Horizontal 

Horizontal 

Horizontal 

Horizontal 

Horizontal 

Horizontal 


shear  and  tension 

shear 

shear  and  tension 

shear 

shear 

shear 

shear 

shear 

shear  and  tension 

shear 

shear 

shear  and  tension 

shear 

shear  and  tension 

shear 

shear 

shear 

shear 
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TAHl.E    4. — RESULTS     OF 


MAJOR     SPECIMENS    OREGON     FIR 


COMPRESSION     TEST 
PILING. 

Maxi-  Dellection 


Elastic 

Aiodiilus  of 

mum 

Dellection  I 

nches  for 

Limit 

Elasticity 

Load 

at  Maximum 

2,000 

Spec. 

Lbs.  per 

Lbs.  per 

L1)s.  per 

Load 

Lbs.  per 

Type  of 

No. 

sq. in. 

sq. in. 

sq.  in. 

Inches. 

sq.  in. 

Failure. 

Treated. 

lA 

3,000 

333,200 

3,200 

0.  II 8 

0.078 

Crushing- 

2B 

2,000 

324,500 

2,400 

0.090 

0.074 

Crushing 

3A 

2,400 

257,250 

3,000 

0.165 

0.096 

Wedge  split 

4B 

1,975 

1 58,000 

2,350 

0.230 

0.150 

Crushing 

SA 

2,600 

251,800 

3,000 

0.170 

0.098 

Crushing 

6B 

2,000 

250,000 

2,225 

0.145 

0.096 

Crushing 

7A 

2,800 

353,750 

3,160 

0.123 

0.072 

Crushing 

8B 

2,000 

247,500 

2,435 

0.160 

0.097 

Crushing- 

9A 

2,200 

287,000 

2,640 

0.128 

0.084 

Crushing 

loB 

2,200 

283,850 

2,640 

0.152 

0.086 

Crushing 

iiA 

2,400 

244,200 

2,800 

0.150 

0.098 

Crushing 

12B 

1,800 

240,000 

2,200 

0.130 

0.102 

Crushing 

13A 

3,000 

268,750 

3,520 

0.210 

0.098 

Crushing- 

14B 

2,200 

227,600 

2,200 

0.116 

0.103 

Crushing 

15A 

2,265 

236,000 

2,550 

0.160 

0.102 

Crushing 

16B 

1,200 

177,800 

1,310 

0.109 

Splitting 

17A 

2,800 

280,000 

2,890 

0.150 

0.098 

Crushing 

18B 

2,030 

192,000 

2,280 

0.180 

0.127 

Crushing 

19A 

2,280 

232,200 

2,830 

0.185 

0.109 

Crushing 

20B 

2,000 

192,000 

2,280 

0.185 

0.125 

Crushing 

Average 

2,257 

252,770 

2,595 

0.153 

0.099 

Untreated 

iB 

3,000 

349,500 

3,600 

0.135 

0.074 

Crushing 

2A 

3,000 

335,250 

3,800 

0.170 

0.078 

Crushing 

3B 

3,000 

333,250 

3,960 

0.170 

0.080 

Crushing- 

4A 

3,259 

423,500 

3,890 

0.120 

0.050 

Crushing 

SB 

2,200 

165,000 

2,800 

0.255 

O.I  55 

Crushing 

6A 

2,800 

302,800 

3,100 

0.174 

0.079 

Crushing 

7B 

3,000 

391,400 

3,490 

0.145 

0.063 

Crushing 

8A 

2,400 

250,500 

2,900 

0.15s 

0.1 00 

Wedge  split 

9B 

2,600 

283,600 

3,040 

0.205 

0.091 

Crushing 

loA 

3,400 

416,900 

3,980 

0.140 

0.063 

Shearing 

iiB 

2,800 

284,700 

3,120 

0.140 

0.050 

Crushing- 

12A 

3,400 

374,250 

4,600 

0.180 

0.066 

Shearing 

13B 

3,400 

375,500 

4,200 

0.150 

0.071 

Crushing 

14A 

2,600 

316,700 

2,950 

0.138 

0.073 

Crushing 

15B 

2,800 

347,800 

3,380 

O.I3S 

0.072 

Crushing 

16A 

3,600 

369,250 

4,120 

0.180 

0.080 

Crushing 

17B 

3,200 

212,600 

3.680 

0.230 

0.T41 

Crushing- 

18A 

2,000 

272,400 

2,360 

0.130 

0.086 

Shearing 

19B 

3,800 

354,800 

4.120 

0.170 

0.074 

Shearing 

20A 

3,800 

361,100 

4,160 

0.168 

0.078 

Crushing 

Average 

3,003 

325,940 

3,563 

0.164 

0083 
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TAltLK     5. — RESULTS     OF     COM  I'KESSION     TEST.        MAJOR     SPECIMENS     OREGON     FIR 

PILING. 

I^lastic  Load  in  Pounds  per  Square  Inch 

Spec.         Limit  Ll)s.  For  a  Deflection  of 

No.  per  sq.  in.     i/io-in.  A-in.  ^-in.  Type  of  Failure. 

Treated. 

lA  325  450  550  800  Crushing  and   split 

2B  688  TxK)  800  950  Splitting 

3A  430  550  625  700  Splitting 

4B  430  500  600  750  Splitting 

5A  522  500  600  700  Splitting 

6B  322  400  500  550  Crushing 

7A  322  400  550  800  Crushing 

8B  302  400  450  600  Crushing  and   split 

9A  215  400  500  700  Crushing 

loB  215  350  400  600  Crushing  and   split 

iiA  430  550  650  900  Crushing 

12B  215  375  400  500  Crushing  and   split 

13A  322  600  700  900  Crushing 

14B  215  350  400  500  Crushing  and   split 

15A  215  400  500  550  Crushing  and   split 

16B  215  350  400  450  Crushing  and   split 

17A  215  350  420  700  Crushing  and   split 

18B  322  400  500  600  Crushing 

19A  322  600  700  900  Crushing 

20B  215  400  450  600  Crushing 

Average         313  446  536  687 

Untreated. 

iB  645  650  720  850  Crushing 

2A  645  600  800  900  Crushing 

3B  430  550  700  800  Crushing 

4A  430  650  750  500  Crushing 

5B  516  550  700  800  Crushing 

6A  602  750  850  1,100  Crushing 

7B  860  800  1,000  1,200  Crushing 

8A  430  550  600  700  Crushing 

9B  989  800  1,150  1,400  Crushing 

loA  645  700  950  1,050  Crushing 

iiB  731  800  900  1,000  Crushing 

12A  817  800  1,000  1,350  Crushing  and  split 

13B  731  750  900  1,050  ■     Crushing 

14A  602  600  750  900  Crushing 

15B  645  700  800  900  Crushing  and  split 

16A  817  900  1,000  1,200  Crushing 

17B  645  600  800  900  Crushing 

18A  817  850  1,000  1,100  Crushing 

19B  645  800    .  900  1,050  Crushing  and  split 

20A  645  800  950  1. 000  Crushing 

Average         664  710  862  1,007 
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r.UJLK  0.— RESULTS  OK  SHEARING  TEST.      MAJOR  SPECIMENS  OREGON    IIK  i'lLlN(;. 

Load  Lbs. 
per  sq.  in. 

391 
329 
327 
^7Z 
250 
276 

253 

318 
317 
381 
311 

340 
253 
146 
236 
201 
229 
263 
182 
188 
136 
217 

TABLE   7. — COMPARATIVE   PHYSICAL   PROPERTIES.      MAJOR    SPECIMENS    WITH    DIF- 
FERENT   TREATMENT. 

Compression  Tests 


Spec. 

Total 

No. 

Load  Pou 

Untreated 

3B 

17,250 

5B 

14,550 

6A 

14,425 

7B 

12,050 

iiB 

11,050 

12A 

12,200 

13B 

11,200 

18A 

14,050 

19B 

14,000 

20A 

16,830 

Average 

Treated : 

3A 

15,000 

5A 

11,200 

6B 

6,450 

7A 

10,450 

iiA 

8,885 

12B 

10,140 

13A 

11,600 

18B 

8,050 

19A 

8,325 

20B 

6,000 

Average 



pe  of  Failure. 

Remarks. 

Shearing 

Knot 

Shearing 

Sound 

Shearing 

vSound 

Shearing- 

Checked 

Shearing 

Sound 

Shearing- 

Sound 

Shearing 

Checked 

Shearing- 

Small    knot 

Shearing 

Sound 

Shearing 

Sound 

Shearing 

Sound 

Shear  and  split 

Sound 

Shear  and  split 

Sound 

Shearing 

Sound 

Shearing 

Sound 

Shear  and  split 

Sound 

Shearing 

Sound 

Shearing- 

Checked 

Shearing 

Sound 

Shearing 

Sound 

Transverse  Tests 

Parallel  to  Grain 

Perpendicular 

Modu- 

Modu- 

to Grain 

Modulus 

lus  of  Elas- 

Maximum 

lus  of  Elas 

Load 

Spec. 

Rupture  Lbs. 

ticity  Lbs. 

Load  Lbs. 

ticity  L'(S 

at  Deflec- 

No. 

per  sq.  in. 

per  sq.  in. 

per  sq.  in. 

per  sq.  in. 

tion  of  y^-'in. 

Hour 

Treament : 

lA 

2,800 

1,375,500 

3,200 

333,200 

800 

2B 

2,450 

1,174,000 

2,400 

324,500 

950 

3A 

2,950 

1,344,000 

:^,ooo 

257,250 

700 

4B 

2,472 

1,178,000 

2,350 

158,000 

750 

5A 

3,293 

1,849,000 

3,000 

251,800 

700 

6B 

3,250 

1,444,000 

2,225 

250,000 

550 

7A 

3,017 

1,613,000 

3,160 

353,750 

800 

8B 

2,370 

1,008,000 

2,435 

247,500 

600 

9A 

2,209 

1,688,000 

2,640 

287,000 

700 

loB 

2,369 

1,309,000 

2,640 

283,850 

600 

Average 

2,722 

1,398,250 

2,705 

274,685 

715 

Hour 

Treatment  : 

iiA 

2,76ci 

1,452,000 

2,800 

244,200 

900 

12B 

2,099 

1,589,000 

2,200 

240,000 

500 

13A 

3,755 

1,692,000 

3,520 

268,750 

900 

14B 

1,758 

1,287,000 

2,200 

227,600 

500 

15A 

2,269 

1,136,000 

2,550 

236,000 

550 

t6B 

1,599 

990,000 

T.310 

177,800 

450 

17A 

2,588 

1,590,000 

2,890 

280,000 

700 

I  SB 

2,259 

1,428,000 

2,280 

192,000 

800 

i-qA 

2,775 

1,642,000 

2.830 

232,200 

900 

20B 

2,183 

1,478,000 

2,280 

192,000 

600 

Average 

2,405 

1,428,400 

2,486 

229,055 

660 

v:,G 
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TAULK  tS.  ■ 

W  1 

Kill  1     AND    I'KNK 

\\i  \  1  |n\. 

\1  AjoR    SI'I' 

(,i.\i  r.> 

»S    (»I<I.(.(».\ 

IK-    I'll.INi, 

Average 

Average 

Pene- 

Rings 

Depth  Sa 

p-  tration 

We 

ght— Lhs.  1 

KT  CU.  ft. 

Spec. 

per 

Moisture     wood 

Creosote 

Un- 

No. 

Inch. 

IVr  Cc 

nt.  Inches 

Inches,  treatec 

I.  Treated. 

Creosote 

I S- 11(1111- 

Treatment : 

lA 

^4 

1 0.6 

i^s 

!,'<; 

x\.^ 

43.4 

o/> 

2B 

16 

15-5 

J% 

I 

32.5 

45-9 

134 

3A 

2() 

0.8 

i-K 

i-h 

36.2 

46.6 

]0.4 

4B 

]_' 

18.5 

H 

% 

3-^-5 

38.6 

6.1 

5  A 

15 

11.4 

V2 

1^4 

35-4 

414 

6.0 

6B 

7 

8.4 

iVa 

I  Uf 

33-9 

44.6 

10.7 

/A 

6 

I/O 

^'A 

I^ 

43-4 

53-2 

9-8 

8B 

6 

16.3 

I'M 

1-M 

34.7 

47/) 

12.9 

9A 

6 

1 1 -5 

I 'A 

]!.'; 

3i-r 

44-4 

13-3 

loB 

6 

28.2 

I A 

ll^ 

35.H 

5f/> 

15.8 

Avci 

age 

15-7 

34-9 

45-7 

10.8 

26- Hour 

Trt 

atment : 

iiA 

7 

19.2 

iYa 

I  I'k 

39-5 

46.6 

7-1 

12B 

6 

9.9 

^A 

lit 

37-1 

50.2 

1 3- 1 

13A 

6 

15-7 

I/. 

iM 

40.6 

52.4 

1 1.8 

14B 

8 

18.1 

iV^ 

iM 

34-3 

48.0 

13-7 

15A 

7 

25-7 

iK 

iK' 

34.8 

46.5 

TI.7 

16B 

II 

19.6 

i^ 

lii 

36.7 

48.6 

11.9 

17A 

7 

10.5 

iM 

1/2 

37-2 

46.7 

9-5 

18B 

8 

A. 

I^/^ 

40.2 

48.2 

8.0 

19A 

5 

17.1 

1Y2 

I3/^ 

38.9 

47.9 

9.0 

20B 

6 

24.7 

'2V2 

1/2 

3?>-<^ 

48.7 

I5-I 

Average 

17.9 

37-2 

484 

II. I 

TABLE 

9.— < 

jENERAL 

CONDITIONS.       MINOR    SPECIMENS 

OREGON    FIR 

PILING. 

Actual  Weight  per 


Spec. 

Length 

Weight 

CU.  ft. 

Moisture 

Rings 

Size  at  Cent 

No. 

Inches. 

Pounds. 

Pounds 

Per  Cent. 

per  Inch. 

Inches. 

Treated : 

lA 

60 

29-5 

41-5 

19.6 

25 

4.47x4.59 

4B 

60 

24.0 

34-8 

18.5 

12 

4.45x4.46 

SA 

60 

25-S 

56.6 

11.4 

10 

4.43x4.54 

7A 

60 

345 

49.2 

17.5 

4 

4.55x4.44 

9A 

60 

25-0 

34-8 

11.5 

6 

4.49x4.61 

itA 

60 

31.0 

43-2 

19.2 

7 

4.48x4.62 

12B 

60 

31.0 

43-7 

9.9 

5 

4.45x4.59 

13A 

60 

41.0 

48.8 

15-7 

6 

4.93x4.92 

19A 

60 

36.5 

43-6 

17.1 

5 

4.92x4.91 

20B 

60 

350 

43-3 

24.7 

6 

4.92x4.73 

Average 

60 

31-3 

41.9 

16.5 

^.6 

Untreated : 

4A 

60 

27.0 

?,?>.^ 

lO.O 

20 

4.93x4.68 

7B 

60 

35-5 

42.2 

II. I 

6 

4.95x4.97 

8A 

60 

30.0 

36.2 

13.6 

4 

4.90x4.88 

loA 

60 

27-5 

34-7 

16.7 

6 

4.90x4.65 

iiB 

60 

30.5 

38.1 

17.1 

8 

4.89x4.71 

12A 

60 

31.0 

36.7 

II -5 

6 

4.96x4.93 

13B 

60 

31.0 

:^.?> 

18.7 

6 

4.72x4.94 

18A 

60 

30-5 

39-0 

20.5 

8 

4.63x4.87 

20A 

60 

27.0 

33-5 

16.2 

6 

4.90x4.89 

Average 

60 

30.0 

36.9 

15.0 

7-7 
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TABLE 

10, — RESULTS    OF 

TRANSVERSt 

:    TESTS. 

MINOR 

SPECIMENS    OREGON     FIR 

PILING. 

De-  Maximum 

Modu- 

llcction 

Hori- 

Elastic 

]\Iodulus 

lus  of 

at  Maxi- 

■ zontal 

Limit 

Rupture 

Elasticity 

mum 

Shear 

Spec. 

Lbs.  per 

Lbs.  per 

Ll)s,  per 

Load 

Lbs.  per 

No. 

sq.  in. 

sq. in. 

sq. in. 

Inches. 

sq. in. 

Type  of  Failure. 

Treated : 

lA 

4,990 

4,990 

623,000 

1. 16 

225 

Crushing 

4B 

3,390 

5,845 

1,132,000 

1.21 

273 

Tension 

5A 

3,280 

4,565 

756,000 

0.69 

207 

Tension 

7A 

4,185 

6,440 

981,000 

1. 12 

286 

Tension 

9A 

3,930 

4,718 

773,000 

0.83 

217 

Tension 

iiA 

2,367 

2,880 

764,500 

0.46 

133 

Tension 

12B 

2,406 

4,460 

624,000 

1.23 

205 

Tension 

13  A 

5,056 

5,880 

1,383,000 

0.31 

289 

Shivering  tension 

19A 

3,810 

4,845 

1,350,000 

0.65 

238 

Shivering  tension 

20B 

2,740 

3,800 

1,050,000 

0.43 

179 

Tension 

Av. 

3,615 

4,842 

943,650 

0.81 

225 

Untreated : 

4A 

4,188 

6,910 

980,000 

0.83 

323 

Cross  grain  tension 

7B 

3,065 

6,655 

1,029,000 

1.30 

331 

Tension 

8A 

3,860 

5,465 

975,500 

0.95 

267 

Crushing  and  tensio!i 

10  A 

4,245 

6,360 

906,000 

1.09 

296 

Cross  grain  tension 

iiB 

5,530 

6,480 

1,000,000 

0.70 

306 

Cross  grain  tension 

12A 

4,402 

5,540 

1,068,000 

0.62 

265 

Crushing  and  tension 

13B 

1,992 

4,450 

968,000 

0.87 

216 

Crushing  and  tension 

18A 

3,420 

6,460 

1,280,000 

1.09 

315 

Tension 

20A 

4,790 

7,030 

1,247,000 

0.92 

369 

Tension 

Av. 

3,944 

6,150 

1,050,167 

0.93 

298 

TABLE    II. — RESULTS    OF    COMPRESSION    TESTS.       MINOR    SPECIMENS    OREGON    FIR 

PILING. 

Deflection 
Maxi-        De-         Inches 


Elastic 

Modulus  0 

f  mum 

flection  at 

for 

Limit 

Elasticity 

Load 

Maximum 

2,000 

Spec. 

Lbs.  per 

Lbs.  per 

Lbs.  pe 

r    Load      Lbs.  per 

No. 

sq.  in. 

sq.  in. 

sq.  in. 

Inches. 

sq.  in. 

Type  of  Failure. 

Treated 

lA 

3,000 

333,200 

3,200 

0.118 

0.078 

Crushing 

4B 

1,954 

418,500 

2.683 

0.120 

0.068 

Crushing 

5A 

2,600 

251,800 

3,000 

0.170 

0.098 

Crushing 

7A 

2,800 

353,750 

3,160 

0.123 

0.072 

Crushing 

9A 

1,748 

355,500 

2,150 

0.089 

0.070 

Crushing 

iiA 

2,210 

500,000 

3,278 

0.146 

0.048 

Wedge  split 

12B 

2,272 

454,800 

2,813 

0.123 

0.051 

Crushing 

13A 

2,912 

460,500 

3,330 

0.091 

0.051 

Crushing 

19A 

1,653 

305,000 

2.199 

0.146 

0.098 

Crushing- 

20B 

1,274 

392,800 

2,005 

0.150 

0.150 

Splitting  and  crush 

Average 

2,242 

382,590 

2,781 

0.127 

0.078 

188 
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TAMI.K    11 

(lON  IINUEI)) 

— RESULTS    Ol"    (O.Ml'RESSrON    TKST^ 

.       MJNOk    SPECIMKNS 

OREdON'    FIR   PILING. 

1 

Deflection 

2 

Ala.xi-         \h- 

Inches 

l-'-lastic 

Mod 

ulus  0 

t   nuiiii    llection 

at      for 

1  ,iiiiit 

Klas 

ticity 

Load    Maximum    2,000 

« 

Spec. 

Lbs.  per 

Lbs 

per 

Lbs.  pi  T    1  -oad 

Lbs.  i)er 

No. 

sq.  ill. 

S(| 

in. 

S(|.  ill.       1  iiehes 

s(|.  ill. 

'\\\)v  ()\  l'"ail 

lire. 

Untreated  : 

4A 

3,^59 

425 

500 

3,890         0.120 

0.056 

Crushing 

7B 

4,124 

515 

000 

4,925         0.147 

0.044 

Crushing 

8A 

2.918 

467 

,200 

3,830         0.156 

0.052 

Crushing 

loA 

3,581 

452 

800 

4,110         0.142 

0.054 

Splitting  and 

crush 

iiB 

3,540 

537 

,000 

4,560         0.150 

0.044 

Crushing 

, 

12  A 

3,092 

500 

,000 

4,160         0.190 

0.049 

Crushing 

nB 

3,248 

452 

,000 

4,200         0.150 

0.054 

Crushing 

i8A 

3,110 

518 

000 

4,058         0.128 

0.046 

Splitting  and 

crush 

20A 

2,723 

526,500 

3,498         0.136 

0.046 

Crushing 

Average 

3,288 

488,055 

4,137         0.146 

0.049 

s 

TABLE     12. — RESULTS    OF    COMPRESSION    TEST. 

MINOR    SPECIMENS    OREGON    FIR 

PILING. 

Elastic  Load  in  Pounds  per  Square  Inch 

Spec. 

Limit  Lbs. 

for  Deflection  of 

No. 

per  sq. : 

n.     ] 

[/lo-in.         A-in. 

%-in. 

Type  of  Failure. 

Treated 

lA 

290 

300 

400 

500 

Crushing 

4B 

503 

550 

600 

750 

Crushing 

5A 

322 

500 

600 

700 

Splitting   and 

crush 

7A 

322 

400 

500 

800 

Splitting    and 

crush 

9A 

234 

400 

500 

650 

Crushing 

iiA 

348 

600 

750 

950 

Crushing 

I2B 

408 

600 

700 

700 

Crushing 

13  A 

314 

500 

600 

900 

Crushing 

19A 

215 

600 

700 

900 

Crushing 

20B 

315 

450 

500 

600 

Crushing 

Average 

527 

490 

58s 

745 

Untreated : 

4A 

664 

700 

900               I 

,050 

Crushing 

7B 

860 

850 

950                1,200 

Crushing 

8A 

422 

600 

650 

900 

Crushing 

loA 

645 

750 

900                I 

,050 

Crushing 

iiB 

633 

650 

850               I 

,250 

Crushing 

12A 

733 

800 

900               I 

,200 

Crushing 

13B 

731 

800 

900               I 

,100 

Crushing 

18A 

907 

1,000 

1,100               I 

,250 

•Crushing 

20A 

634 

750 

850               1,0^0 

Crushing 

Average 

692 

756 

888           I 

,TI7 
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PHENOMENA     OBSERVED     IN     TRANSVERSE     TESTS,     UN- 
TREATED OREGON  FIR  PILING.  MAJOR  SPECIMENS. 

Specimen  iB.  Specimen  season  checked;  spiral  grained;  grain  made 
twist  of  30  deg.  through  length ;  several  large  knots ;  annual  rings  very 
narrow;  little  spring  wood;  average  depth  of  sap-wood  iJ4  i"- ;  horizon- 
tal shear  failure  occurred  at  top  end  of  specimen  under  load  of  52,000 
lbs.  with  sharp  report.     Shear  took  place  in  deep  check  on  one  side. 

Specimen  2A.  Specimen  season  checked;  spiral  grained;  grain  mak- 
ing twist  of  180  deg.  through  length;  several  small  knots,  many  of  which 
were  along  neutral  axis.  Annual  rings  narrow ;  little  spring  wood  at 
center;  average  depth  of  sap-wood  1)4,  in.  Failed  under  load  nearest  top 
end  of  specimen,  by  tension,  at  80,000  lbs.  with  much  sharp  cracking. 

Specimen  38.  Specimen  season  checked ;  deep  checks  at  end ;  one 
small  knot ;  spiral  grain ;  grain  made  twist  of  60  deg.  through  length ; 
narrow  annual  rings;  average  depth  of  sap-wood  i^  in.  Failed  by  hori- 
zontal shear  at  butt  end  under  load  of  63,300  lbs.  with  sharp  report. 
Specimen  did  not  shear  through  pith  center ;  line  of  failure  followed  an- 
nual rings. 

Specimen  4 A.  Specimen  checked;  several  medium-sized  knots;  spiral 
grained ;  grain  made  twist  of  45  deg.  through  length ;  close  annual  rings ; 
little  spring  wood;  average  depth  of  sap-wood  5^-in.  Failed  at  top  end 
by  horizontal  shear  under  load  of  57,000  lbs.  with  sharp  report. 

Specimen  5B.  Specimen  checked ;  checks  extended  deep  into  the 
wood;  several  small  knots;  grain  straight;  annual  rings  close;  much 
spring  wood  near  center  of  specimen;  average  depth  of  sap-wood  J/2-in. 
Failed  at  top  end  by  horizontal  shear  under  load  of  51,200  lbs.  with 
sharp  report.     Specimen  emitted  dull  cracking  sounds  before  failure. 

Specimen  6A.  Specimen  checked;  checks  extended  deep  into  wood; 
several  small  knots ;  grain  straight ;  summer  wood  rings  narrow  with 
much  spring  wood  between;  average  depth  of  sap-wood  i^4  in.  Failed  in 
tension  at  54,000  lbs.  with  much  sharp  cracking. 

Specimen  yB.  Specimen  slightly  checked;  checks  did  not  extend 
deep  into  wood;  several  large  knots;  grain  straight;  summer  wood  rings 
wide  with  much  spring  wood  toward  center;  average  depth  of  sap-wood 
ij^  in.  Failed  at  top  end  by  horizontal  shear  under  load  of  74,300  lbs. 
with  sharp  report. 

Specimen  8 A.     Specimen  contained  checks ;  two  of  which  were  deep ; 

several  very  small  knots;   spiral  grained;  grain  making  twist  of  45  deg. 

through  length ;   much  spring  wood  near  center ;   average   depth  of  sap- 

i  wood  1Y4.  in.     Failed  at  butt  end  by  horizontal  shear  under  load  of  83,- 

I  700  lbs. ;  specimen  emitted  loud,  continuous  cracklings  as  load  was  ap- 

j  plied ;  failure  at  butt  due  to  presence  of  knots  in  horizontal  plane  in  top 

end. 

Specimen  gB.  Specimen  season  checked;  checks  extended  deep  into 
wood;  contained  several  large  knots;  spiral  grained;  grain  making  twist 
of  45  deg.  through  length ;  much  spring  wood  near  center  of  specimen ; 
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average  deplh  of  sap-wtjinl  i  ]  .;  in.  l-aikd  at  biitl  eiul  by  liori/jjiiial  shear 
iincJor  load  of  61,700  lbs.  Sluar  al  l)ntl  end  (\uc  to  presence  of  knots  in 
horizontal  plane  at  top  end. 

Sfcciineii  loA.  Specimen  checked;  cjiecks  extended  dcei)  into  wood; 
several  small  knots;  spiral  grained;  ,nrain  made  twist  of  135  dcg.  through 
length;  summer  wood  rings  wide  with  average  amount  of  spring  wood; 
average  depth  of  sap-wood  1)4  in.  h^iilcd  at  top  end  by  h(jri/ontal  .'-hear 
under  load  of  68,000  lbs.  with  sliari)  report. 

Specimen  iiB.  Specimen  checked;  checks  extended  deep  into  wood; 
several  small  knots;  spiral  grained;  grain  making  twist  of  30  dog.  through 
length ;  summer  wood  rings  narrow  with  much  spring  wood ;  average 
depth  of  sap-wood  JJ4  in.;  specimen  slightly  warped;  l<jad  applied  on 
convex  side  of  warp.  Failed  at  top  in  horizontal  shear  under  load  of 
99,000  lbs.  with  sharp  report. 

Specimen  12A.  Specimens  slightly  checked;  checks  did  not  extend 
deep  into  wood;  few  small  knots;  average  depth  of  sap-wood  i^^  in.; 
grain  straight;  pith  center  2  in.  from  true  center.  Cracking  began  under 
load  of  45,000  lbs. ;  dull  crackling  continued  till  failure  occurred  at  butt 
end  by  horizontal  shear  under  load  of  97,500  lbs.  with  sharp  report. 

Specimen  i^B.  Specimen  checked;  checks  extended  deep  into  wood; 
few  small  knots;  spiral  grain;  grain  made  twist  of  60  deg.  through 
length;  summer  rings  wide,  with  average  amount  of  spring  wood;  aver- 
age depth  of  sap-w'ood  lYz  in.  Failed  at  top  end  by  horizontal  shear  un- 
der load  of  77,200  lbs.  with  sharp  report. 

Specimen  14A.  Specimen  l^adly  season  checked,  but  with  straight 
grain;  checks  extended  deep  into  wood;  two  small  knots;  summer  rings 
narrow;  much  spring  wood;  average  depth  of  sap-wood  i^  in.;  pith 
center  2  in.  to  side  of  true  center ;  slight  warp ;  load  applied  on  convex 
side  of  warp.  Failed  at  top  end  by  horizontal  shear  at  70,700  lbs.  with 
sharp  report. 

Specimen  ijB.  Specimen  season  checked;  checks  extended  deep  into 
w^ood ;  many  small  knots;  average  depth  of  sap-wood  i^  in.;  spiral 
grain,  making  twdst  of  30  deg.  through  length ;  much  spring  wood  to- 
ward center  of  specimen.  Failed  at  top  end  by  horizontal  shear  under 
load  of  58,400  lbs.  with  sharp  report.  Shearing  took  place  in  deep  check 
on  one  side. 

Specimen  16A.  Specimen  season  checked;  few  small  knots;  spiral 
grain,  making  twast  of  60  deg.  througli  length ;  average  depth  of  sap-wood 
lyi  in.  Peculiar  growth  of  annual  rings.  Rings  were  narrower  toward 
the  outside  of  specimen  to  a  point  near  the  edge,  where  they  made  an 
abrupt  change  to  wide  rings  ;  wide  rings  did  not  extend  entirely  around 
specimen;  bark  may  have  been  removed  from  this  portion.  Slight  warp; 
load  applied  on  convex  side  of  warp.  Failed  at  top  end  in  horizontal 
shear  at  67,000  lbs.  with  sharp  report. 

Specimen  lyB.  Specimen  season  checked ;  checks  extended  deep  into 
wood;  few^  small  knots;  spiral  grain,  making  t\vist  of  90  deg.  through 
length;   summer   wood  rings  wide;   less   spring  wood   than  the  average; 
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avora.uc  ilci)lh  of  sai)-\vc)0(l  i;i  in.  I'aikul  al  lop  end  in  hori/diital  sluar 
under  load  of  86,400  lbs.  with   sliar])  ix'port. 

Specimen  jS/L  Specimen  season  checked;  grain  straij^hl  ;  several 
large  knots;  average  depth  of  sap-wood  -^-in. ;  surface  of  specimen  rough 
and  irregular,  due  to  knots ;  summer  wood  rings  wide ;  little  spring  wood ; 
specimen  slightly  warped;  load  applied  on  convex  side  of  warp.  Failed 
at  top  end  by  hori/^ontal  shear  at  92,900  lbs.  wnth  loud,  continuous  crack- 
ling. 

Specimen  igB.  Specimen  season  checked;  checks  extended  deep  into 
wood;  several  large  knots;  average  depth  of  sap-wood  i>^  in.;  surface  of 
specimen  very  irregular,  due  to  presence  of  knots;  spiral  grain,  making 
twist  of  30  deg.  through  length ;  considerable  spring  wood  toward  center. 
Failed  at  top  end  by  horizontal  shear  under  load  of  59,ico  lbs.  with  much 
loud  crackling. 

Specimen  20A.  Specimen  checked;  several  small  knots;  grain 
straight ;  summer  wood  rings  narrow  with  mucli  spring  wood ;  average 
depth  of  sap-wood  2]^  in.  Failed  at  top  end  by  horizontal  shear  under 
load  of  91,100  lbs.  with  lond  continuous  crackling. 


PHENOMENA  OBSERVED  IN  TRANSVERSE  TESTS,  TREATED 
OREGON  FIR  PILING,  MAJOR  SPECIMENS. 

Specimen  lA.  Deep  checks;  straight  grain;  several  small  knots; 
annual  rings  narrow;  little  spring  wood;  average  depth  of  sap-w^ood  i^ 
in.;  average  depth  of  penetration  of  treatment  i^  in.;  failed  at  48,300 
lbs.  by  horizontal  shear  wnth  sharp  report ;  wind  shake  revealed  in  fail- 
ure ;  dull  crackling  began  at  35,000  lbs. ;  shearing  along  neutral  axis  took 
place  in  deep  check. 

Specimen  2B.  Specimen  slightl}^  checked ;  spiral  grain,  making  twist 
of  120  deg.  through  length;  annual  rings  narrow;  very  little  spring  wood; 
average  depth  of  sap-wood  i^  in.;  average  depth  of  penetration  of 
treatment  i  in. ;  many  small  knots,  several  of  wdiich  w-ere  along  neutral 
axis.  Failed  b}^  shivering  tension  under  load  near  top  at  32,500  lbs.  with 
sharp  report ;  much  dull  crackling  before  failure. 

Specimen  3A.  Few^  season  checks;  spiral  grain,  making  twist  of  90 
deg.  through  length ;  bad  shakes  in  end ;  rings  very  narrow  with  little 
spring  wood;  average  depth  of  sap-w^ood  1-/8  in.;  average  depth  of  pene- 
tration of  treatment  ifo  in.;  few  small  knots;  failed  at  top  end  by  hori- 
zontal shear  under  load  of  51,000  lbs.  with  sharp  report;  yielded  with 
sharp  crackling  sound  under  load  nearest  butt  end.  Failed  by  shearing 
along  annual  rings. 

Specimen  4B.  Specimen  season  checked;  spiral  grained,  making  twist 
of  45  deg.  through  length ;  annual  rings  narrow,  with  little  spring  wood ; 
average  depth  of  sap-w^ood  5^-in. ;  average  depth  of  penetration  of  treat- 
ment %-in.  Failed  at  top  end  in  horizontal  slicar  under  load  of  23,200 
lbs.  with  sharp  report. 
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Spccinicii  j,l.  Spccinicti  slightly  checked  al  cuds  ;  deei>  c.li«ckii  dlotig 
side;  straight  grain;  annua!  rings  very  close  and  narrow  on  outside,  and 
wide  with  much  spring  wood  near  center  of  specimen;  one-half  annual 
rings  in  outside  i]/^  in.  of  timber;  average  depth  of  sap-wood  J/^-in. ; 
average  depth  of  penetration  of  treatment  i'4  •"•  I'^iled  at  top  end  by 
h(iri/(intal  shear  under  load  of  38,700  lbs.   with   sharp   report. 

Sfyccimcn  613.  Specimen  season  checked;  straight  grain;  rings  wide; 
much  spring  wood;  average  depth  of  sap-wood  1%  in.;  average  depth  of 
penetration  of  treatment  i /ir  in.  Failed  in  tension  under  load  nearest 
top  end  at  27,200  lbs.  with  sharp  report:  mucli  dull  crackling  before  failure. 

Specimen  yA.  Specimen  slightly  checked;  straight  grain;  annual 
rings  very  close  and  narrow  at  outside  and  exceptionally  wide  toward 
center;  much  spring  wood  toward  center;  average  depth  of  sap-wood  i]/^ 
in.;  average  depth  of  penetration  of  treatment  1%  in.  Specimen  shivered 
under  load  nearest  butt  end  at  40,000  lbs.,  and  failed  at  top  end  by  hori- 
zontal shear  at  69,200  lbs.  with  sharp  report. 

Specimen  8B.  Specimen  season  checked ;  many  small  knots,  several 
along  neutral  axis;  spiral  grain,  making  twist  of  45  deg.  through  length; 
annual  rings  wide  with  much  spongy  spring  wood;  average  depth  of  sap- 
wood  i^  in.;  average  depth  of  penetration  of  treatment  i^  in.;  bad 
shake  in  butt  end.  Failed  at  top  end  in  horizontal  shear  under  load  of 
35,000  lbs.  with  dull  report;  specimen  had  appearance  of  being  improperly 
seasoned  or  burned ;  plane  of  shear  nearly  vertical  at  top,  due  to  loca- 
tion of  knots  along  horizontal  plane. 

Specimen  gA.  Specimen  slightly  checked  with  few  small  knots; 
spiral  grain,  making  twist  of  30  deg.  through  length;  annual  rings  made 
very  distinct  change  from  narrow  to  wide  rings  at  i^  in.  from  outside 
surface  of  timber;  much  spring  wood  near  center;  average  depth  of  sap- 
wood  lYz  in.;  average  depth  of  penetration  of  treatment  i  li  in.  Failed 
at  top  end  by  horizontal  shear  under  load  of  42,000  lbs.  with  loud  report. 

Specimen  loB.  Specimen  slightly  checked ;  several  large  knots ;  many 
along  neutral  axis;  spiral  grain,  making  twist  of  160  deg.  throughout 
length ;  wide  summer  rings ;  much  spring  wood ;  average  depth  of  sap- 
w^ood  i^  in.;  average  depth  of  penetration  of  treatment  lio  in.  During 
test  creosote  and  water  oozed  out  under  supports ;  failed  under  load 
nearest  top  end  in  shivering  tension  at  26,000  lbs.  with  sharp  crackling. 

Specimen  iiA.  Specimen  slightly  checked ;  few  small  knots ;  straight 
grain ;  summer  wood  rings  were  wide ;  much  spring  wood ;  average  deptii 
of  sap-wood  iJ4  in.;  average  depth  of  penetration  of  treatment  ii^o  in.: 
creosote  oozed  out  under  supports  and  at  ends ;  yielded  in  tension  at 
85,000  lbs.  Failed  at  top  end  in  horizontal  shear  under  load  of  88,500 
lbs.  with  loud  report. 

Specimen  12B.  Specimen  slightly  checked  at  ends ;  no  checking  along 
sides ;  few  medium-sized  knots ;  spiral  grain,  making  twist  of  ys  ^^^°- 
through  length ;  narrow  rings ;  much  spongy  spring  wood :  average  depth 
of  sap-wood   ij^   in.;  average  depth  of  penetration  of  treatment   iVa  '"• 
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Failed  in  tension  at  55,000  ibs. ;  secoiidaiy  failure  at  top  end  l»y  horizontal 
shear  under  load  of  69,800  lbs.  witli  sharp  report. 

Specimen  Jj,!.  Specimens  slightly  checked  a1»  ends;  sides  nut 
checked;  no  surface  knots,  evidence  of  presence  of  knots  near  center  of 
specimen;  grain  straight;  rings  wide;  average  depth  of  sap-wood  i^  in.; 
average  depth  of  penetration  of  treatment  i^4  i»-  Failed  in  tension  at 
55,000  ll)s. ;  secondary  failure  at  top  end  by  horizontal  shear  under  load 
of  69,<Soo  lbs.  with  sharp  report. 

Specimen.  14B.  Season  checked;  few  small  knots;  spiral  grain,  mak- 
ing twist  of  30  deg.  through  length;  rings  narrow  in  summer  wood; 
spongy  spring  wood;  average  depth  of  sap-wood  i^  in.;  average  depth 
of  penetration  of  treatment  iYa  hi.  Failed  at  top  end  by  horizontal  shear 
under  load  of  22,400  lbs.  witli  dull  crackling;  specimen  practically  satu- 
rated with  creosote ;  penetration  aided  by  cracks. 

Specimen  ijA.  Specimen  season  checked;  few  small  knots;  spiral 
grain,  making  twist  of  30  deg.  through  length ;  much  spongy  spring 
wood;  average  depth  of  sap-wood  ij4  i^- J  average  depth  of  penetration 
of  treatment  ij^  in.  Failed  in  tension  under  load  nearest  top  end  at 
33,500  lbs.  with  sharp  report. 

Specimen  16B.  Specimen  season  checked;  bad  shake  at  butt;  few 
small  knots;  spiral  grain,  making  twist  of  90  deg.  through  length;  much 
spongy  spring  wood;  average  depth  of  sap-wood  V/s  in.;  average  depth 
of  penetration  of  treatment  ilO  in.  Failed  by  combination  of  tension  and 
horizontal  shear  at  14,000  lbs.  with  sharp  report;  no  preliminary  crack- 
ing; specimen  had  appearance  of  being  rotten  or  burned.  Width  of  rings 
changed  from  narrow  to  wide  at  outside  portion  of  timber;  outer  rings 
indicate  sound  wood,  inner  rings  timber  of  poor  quality. 

Specimen  17A.  Specimen  season  checked  at  ends;  no  knots;  spiral 
grain,  making  twist  of  75  deg.  through  length;  average  depth  of  sap- 
wood  i^/i  in.;  average  depth  of  penetration  lYz  in.;  specimen  oval  shaped 
at  butt.  Failed  at  top  end  by  horizontal  shear  at  73,50O  lbs.  with  sharp 
report. 

Specimen  iSB.  Specimen  checked  at  ends ;  several  small  knots,  many 
of  which  were  along  neutral  axis;  straight  grain;  average  depth  of  sap- 
wood  ^-in. ;  average  depth  of  penetration  of  treatment  1J/2  in.;  half  of 
annual  rings  in  outside  jy^,  in.  of  specimen;  much  spongy  spring  wood 
near  center ;  slightly  warped ;  load  applied  on  concave  side  of  warp. 
Specimen  failed  between  loads  at  40,800  lbs.  in  tension  with  sharp  crack- 
ling. 

Specimen'  igA.  Specimen  slightly  checked  at  ends;  no  checking 
along  sides ;  grain  straight ;  large  knots,  many  along  neutral  axis ;  wide 
summer  wood  rings;  much  spring  wood;  average  depth  of  sap-wood  i^ 
in.;  average  depth  of  penetration  of  treatment  iY$,  in.  Failed  under  load 
nearest  top  end  at  44,200  lbs.  in  tension  with  sharp  report. 

Specimen  20B.  Specimen  slightly  checked;  many  medimn-sized 
knots;  several  along  neutral  axis;  spiral  grain,  making  twist  of  30  deg. 
tJirough  length;  summer  wood  rings  narrow;  much  spongy  spring  wood; 
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average  depth  of  sap-vvotxl  j'l'  in.;  avcragt'  rleplli  of  penetration  of  treat- 
ment i^-j  in.  I'ailerl  in  tension  under  load  nearest  top  end  at  33,500  lbs. 
witli   .sliarp  report ;  •continuous  ericklini«  as  load  was  apj)lied. 

DISCUSSION. 

GENERAL    CUNDrnONS — .M.\JOK    SPECIMENS. 

Fhysii'o!  Defects.  It  is  seen  from  study  of  the  piiotographs  of  end 
views  of  treated  and  untreated  specimens  that  the  treated  material,  ir. 
general,  shows  clearly  the  effect  of  high  temperature  from  i)ressure  used 
in  the  steam  creosoting  process. 

The  original  defects  in  untreated  specimens  are,  as  a  rule,  amplified 
by  the  treatment.  Checks  and  cracks  are  enlarged,  and  in  many  cases 
the  cohesion  of  annual  growth  rings  has  been  lessened  to  such  an  extent 
that  separation  of  the  rings  in  the  form  of  a  circular  check  takes  place, 
particularly  where  there  are  pitch  rings. 

Specimens  showing  the  injurious  effect  of  the  treatment  most  clearly 
are  lA,  3A,  9A,  14B,  16B  and  17 A. 

The  fibers  in  specimens  lA  and  16B  appear  to  be  completely  disinte- 
grated at  the  ends. 

MOISTURE  CONTENT. 

It  is  seen  from  the  following  data  that  the  moisture  at  the  time  of 
test  in  the  treated  is  greater  than  that  in  the  untreated  material. 

Untreated       Treated 
Per  Cent.       Per  Cent. 

18-Hour  Treatment,  Lot  15 12.6  15.7 

26-Hour  Treatment,  Lot  14 .14.8  17.9 

The  steaming  and  vacuum  process,  instead  of  removing  moisture 
from  material,  introduced  3.1  per  cent,  more  than  the  original  content. 

PENETRATION  OF   CREOSOTE. 

Microscopic  Examinations — Sap  and  Heart  Wood.  It  was  observed, 
by  examining  very  thin  sections  of  treated  and  untreated  Oregon  Fir 
under  the  microscope,  that  the  sap-wood  consisted  of  small  fibers  of  cellu- 
lose, approximately  0.0006  of  an  inch  in  diameter.  That  is,  in  a  field  0,06 
of  an  inch  in  diameter  there  were  100  fibers.  The  fibers  were  separated 
by  small  ducts  containing  coagulated  sap.  Resins  were  entirely  absent. 
The  heart-wood  appeared  to  be  little  different  from  the  sap-wood  in  size 
or  fineness  of  fiber.  The  ducts  contained  resinified  sap.  Minute  pockets 
of  resin  were  easily  discerned. 

Spring  and  Summer  Wood.  On  examination. of  the  cross-se^-ionof 
wood,  the  alternate  soft  and- hard  rings  are  easily  seen.  The  soft  rings 
consist  of  somewhat  spongy  material  and  are  called  '-spring  wood."  The 
rings  of  spring  wood  are  surrounded  by  rings  of  -'summer  wood."  As 
a  rulfe  the  rings  of  sumiiw>r  wood  are  much  narrower  than  those  of  the 
spring  wood.  The  summer  wood,  by  reason  of  the  greater  vitality  of  the 
tree  in  summer  than  in  spring,  has  a  greater  strength  and  density. 
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Under  the  microscope  it  was  observed  that  the  summer  wood  liad  a 
well  defined  fibrous  structure,  indicating  a  certain  measure  of  capillarity. 
The  spring  wood,  however,  was  poorly  organized ;  the  fibers  of  cellulose 
were  widely  separated  by  ducts  probably  containing  albumin,  starch  and 
unorganized  cellulose. 

Penetration  in  Hcart-zvood.  It  is  seen  from  the  photographs  of 
cross-sections  of  treated  specimens  that  the  treated  areas  arc  sharply  de- 
fined.    The  untreated  areas  consisted  of  heart-wood. 

The  impenetrability  of  heart-wood  in  regard  to  absorption  of  creo- 
sote is  seen  by  comparing  the  depth  of  penetration  in  treated  specimens 
with  the  depth  of  sap-wood  of  untreated  specimens,  shown  in  data,  Table 
8.  It  is  to  be  noted  that  the  depth  of  penetration  in  75  per  cent,  of 
the  treated  specimens  corresponds  very  closely  to  the  depth  of  sap-wood 
in  the  untreated  specimens. 

The  heart-wood  in  Oregon  Fir  is  so  refractory  that  it  is  almost  im- 
possible to  bring  about  an  absorption  of  creosote,  and  then  only  to  a 
slight  degree,  even  in  perfectly  seasoned  material,  without  the  use  of 
great  pressure  and  high  temperature. 

It  is  to  be  observed  from  the  photographs  of  end  penetration  that 
the  ends  of  the  fibers  in  cross-sectional  treatment  are  almost  totally  re- 
sistent  to  treatment,  indicated  by  the  absence  of  any  dark  coloration  in 
the  ends  of  the  specimens.  That  portion  of  the  cross^section  containing 
sap-wood  undoubtedly  takes  up  considerable  treatment  longitudinally. 
Wood  containing  checks,  cracks,  shakes,  loose  open  fibers,  and  other  phys- 
ical defects,  absorbs  considerable  creosote  longitudinally  by  reason  of  the 
pressure  used  in  the  creosoting  process.  Photograph  of  end  penetration, 
I  specimen  8B,  page  84,  is  an  example  of  longitudinal  absorption,  which  was 
due  to  physical  defects. 

Penetration    in    Summer    JVoad.      It    is    seen    from    specimen    11 A 
I  that    there    is    practicall)^    no    end    penetration    whatever    in    a    perfectly 
I  sound  specimen  of  Oregon  Fir.     The  dark  striations  separated  by  mar- 
gins of  uncolored  wood,  coinciding  with  the  rings  of  summer  wood,  ex- 
!  tending  for  some  distance  into  the  wood,  are  to  be  observed  in  this  speci- 
!  men.     These    striations    are    due   to    longitudinal    absorption   by    summer 
wood  of  a  very  small  amount  of   creosote.     They  often  extend  to  con- 
siderable distances  into  the  treated  specimens. 
i         It  is  often  seen  in  boring  into  a  treated  pile  or  bridge  timber  per- 
:  pendicular  to  the  grain,  that   dark  colored  fiber   is  nearly  always   found 
j  well  outside  the  zone  of  active  penetration. 

I         The  alternate  areas  of  treated  and  untreated  material  are  easily  seen 
i  by  examination  of  the  core  extracted  by  an  increment  auger. 

The  dark  portions  of  treated  in  untreated  material  are  due  to  longi- 
tudinal capillary  absorption  of  creosote  by  summer  growth  rings. 

It  is  doubtful  if  the  amount  of  treatment  contained   in  the  summer 
[growth   rings   of  heart-wood   is   sufficient  to   resist  the  incursions   of  the 
"Teredo  Navalis." 
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Ill  iiic.'isuiiiij4  ihc  (h'i>th  t>l"  iK-nctr.'iiif>n  ot'  Ircatmeiit  in  crcosotcd  Ore- 
gon Imf,  that  portion  which  contains  aclk'c  penetration  should  he  con- 
*;iHcrcM  and   imt   the  dark   striatinns  ont^^idc  the  zone  f'f  penetration. 

IMIVSK    \l.    TESTS — MAJOR    SI'KCIMKNS. 

I'rausvcrsc  Tests.  Ihc  numhcr  and  kinds  of  faihircs  of  treated  and 
nntrented  specimen'^  in  tran^^vcrsc  tost  arc  as  follows: 

Horizontal 

Shear  Tension 

Number     Per  Cent.  Number     Per  Cent, 

Treated    . 13  65  7  35 

I  ^ntreated    18  90  2  10 

It  is  seen  that  65  per  cent,  of  the  treated  specimens  and  90  [)er  cent, 
of  the  untreated  specimens  failed  in  horizontal  shear.  The  fact  that  more 
untreated  than  treated  specimens  failed  by  horizontal  shear  was  due  t(» 
the  fact  that  the  outer  fiber  in  the  untreated  specimens  was  much  stronger 
than  in  the  treated.  In  the  treated  specimens,  the  outside  fiber  was  weak- 
ened to  such  an  extent  by  creosoting  process  that  in  some  cases  failure 
occurred  in  tension  before  a  stress  sufficient  to  shear  the  specimens  was 
reached.  The  failure  in  some  specimens  was  influenced  by  knots  and 
checks. 

It  has  been  found  in  tests  on  rectangular  beams  of  treated  and  un- 
treated Oregon  Fir  that  the  common  failure  in  treated  specimens  was  by 
horizontal  shear.  In  the  untreated  specimens,  half  failed  by  horizontal 
shear  and  half  by  tension.  The  reason  that  horizontal  shear  failures  are 
more  common  in  treated  material  having  rectangular  cross-section  than 
in  treated  material  of  circular  cross-section,  is  due  to  the  different  effects 
of  vertical  stress  in  transverse  test  on  the  rectangular  and  circular  cross- 
section.  In  the  rectangular  cross-section  the  horizontal  shear  is  of 
greater  intensity  than  in  a  circular  cross-section  of  the  same  area  for  the 
same  loading. 

Modulus  of  Elasticity.  In  order  to  show  the  effect  of  treatment  on 
the  strength  of  Oregon  Fir  piling,  a  table  of  values  giving  comparative 
results  is  shown  as  follows : 

Modulus  of  Elasticity — Lbs.  per  .sq.  in. 
General       Rating 
Maximum.     Minimum.      Average.     Per  Cent. 

Untreated    2,235,000        1.384,000        1,846,000        100 

Treated    1.692,000  990,000        1,328,925  72 

The  above  rating  is  based  on  the  modulus  of  elasticity  of  untreated 
specimens  as  100  per  cent. 

It  is  to  be  observed  that  the  modulus  of  elasticity  of  treated  speci- 
mens is  28  per  cent,  less  than  that  of  the  imtreated  specimens.  The 
modulus  of  elasticity  is,  of  course,  influenced  by  knots,  checks,  and  other 
detects,  which  cause  early  failures. 

The  minimum  value,  990,000  lbs.  per  sq.  in.,  was  olitained  from  speci- 
men 16B,  which  not  only  had  many  defects,  but  appeared  to  have  been 
injured   by  creosoting  process. 
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Tilt*  general  average  for  untreated  specimens  is  high,  clue  to  ex- 
i-ellent  quality  of  material  and  good  seasoning. 

Modulus  of  Rupture.    For  comparison,  a  table  containing  the  average 
-  modulus  of  rupture,  treated   and  untreated  specimens,  is  shown  as  fol- 
lows : 

Modulus  of  Rupture — Lbs.  per  s(i.  in. 
Moisture  General       Rating 

Per  Cent.  Maximum.  Minimum.    Average.     Per  Cent. 

•Untreated    13.68  8,233  6,002  7,028  100 

Treated    16.70  5,215  2,206  4,058  58 

The  above  rating  is  based  on  the  modulus  of  rupture  of  untreated 
specimen  as  100  per  cent. 

It  is  to  be  noted  from  this  table  that  the  transverse  strength  of  the 
treated  specimens  is  only  little  more  than  half  as  great  as  that  of  the 
untreated.  It  is  also  seen  that  there  is  very  wide  divergence  between  the 
maximum  and  minimum  moduli  of  rupture  of  treated  .-specimens.  The 
minimum  was  obtained  from  specimen  16B. 

It  is  seen  from  the  modulus  of  rupture,  transverse  tests  of  untreated 
specimens,  Table  3,  that  specimen  16A,  the  untreated  portion  of  the  pile 
was  three  and  one-half  times  as  strong  as  the  treated  specimen  16B. 
The  cause  of  this  great  diminution  in  strength  and  quality  was  probably 
due  largely  to  treating  conditions. 

From  the  photograph  in  Fig.  19  it  is  seen  that  specimen  16A  con- 
tained both  old  and  new  growth,  indicated  by  the  widened  growth  rings 
in  the  outer  layers  of  sap-wood.  This  timber  was  abnormal  in  that  new 
growth  had  been  added  to  the  old. 

This  condition  was  probably  due  either  to  disease  or  natural  causes. 
The  defective  cell  structure,  although  not  revealed  by  transverse  test  of 
the  untreated  portion  of  the  timber,  rapidly  deteriorated  under  treatment 
•conditions,  causing  an  early  failure  in  transverse  and  compression  test. 

COMPRESSION  TESTS. 

Parallel  to  Grain.  A  table  showing  comparative  results  of  compres- 
sion tests  parallel  to  the  grain  of  treated  and  untreated  material  is  as 
follows : 

Modu- 
Elastic      Maximum    lus  of  Elas- 

Limit  Lbs.    Load  Lbs.     ticity  Lbs.  Rating 

per  sq.  in.     per  sq.  in.      per  sq.  in.  Per  Cent, 

Untreated   3,003           3.563           325,940  100 

Treated  2.257            2,595            252,770  73 

Above  rating  is  based  on  maximum  l(^ad,  pounds  per  square  inch,  in 
untreated  specimens  as  too  per  cent. 

It  is  seen  from  the  above  table  that  the  treated  material  is  27  per 
cent,  weaker  than  the  untreated,  but  in  transverse  test  the  treated  speci- 
men is  42  per  cent,  weaker.  The  effect  of  abnormal  temperature  and 
pressure  is  to  bring  about  a  greater  loss  in  transverse  than  in  compres- 
f'ion  strength. 
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I'c) ptiiiduHiur  lo  iiraw.  A  t:ompaiali\c  tabic  oi  coinpicssioa  lest 
pcrpcndioilar   to  grain,   trcatorl   and    nntrcated   specimens,   is   as   follows: 

Load 
Elastic       Lbs.  per  sq. 
Limit  Lbs.  in.  for  Deflcc-      Rating 
persq.  in.     lion  of  K-in.     I'crCcnt. 

Untreated    664  1 ,007  100 

Treated    313  687  6H 

Tlie  above  rating  is  based  (»n  the  load  in  pounds  per  square  inch  for 
a  deflection  of  H-i"-  in  untreated  specimens  as  100  per  cent. 

It  is  seen  that  the  loss  in  compression  strength  of  treated  material 
is  32  per  cent.  This  loss  is  due  to  the  softening  of  the  fiber  by  the  steam- 
ing process.  It  was  noted  in  making  compression  tests  perpendicular  to 
the  grain,  that  fiber  appeared  to  be  very  clastic.  After  failure  by  crush- 
ing the  specimen  returned  to  almost  original  shape. 

Shearing  Strength.  A  table  giving  the  horizontal  shearing  strength 
in  transverse  test  and  shearing  strength  parallel  to  the  grain,  is  as  fol- 
lows : 

Horizontal  Shear — Lbs.  per  sq.  in. 

General  Rating 

Maximum.  Minimum.     Average.  Per  Cent. 

Untreated    382               262               318  100 

Treated    254                 83               180  52 

Shear  Parallel  to  Grain. 

Untreated    391               250               311  100 

Treated    340                136               217  70 

It  is  seen  from  the  above  tables  that  the  loss  in  horizontal  shear  in 
treated  specimens  is  48  per  cent.,  and  in  shear  parallel  to  grain,  30  per 
cent. 

Creosoting  processes  greatly  diminish  the  cohesion  of  fibers  in  Ore- 
gon Fir.  The  loss  in  shearing  strength  is  a  serious  defect  not  only  in 
bridge  timbers,  but  also  in  piling.  Treated  bridge  timbers  usually  fail 
by  shearing  rather  than  by  tension.  The  method  of  driving  piling  causes 
severe  sudden  vertical  stresses  to  be  applied,  and  in  case  there  is  especial 
weakness  in  shearing  strength,  failure  is  brought  about  by  the  "shelling 
off"  of  annual  growth  rings  under  the  blows  of  the  pile-driver. 

Comparative  Strength — Butts  and  Tops.  The  comparative  strength 
of  tops  and  butts  of  treated  and  untreated  Oregon  Fir  piling  is  as  fol- 
lows : 

Compression  Test 
Parallel  Perpendicular 

Transverse  Test  to  Grain  to  Grain 

Modulus  Rup-  Maximum  Load — Lbs.  per  sq. 

ture  Lbs.     Rating   Load  Lbs.     Rating     in.  Deflec-    Rating 
per  sq.  in.  Per  Cent,  per  sq.  in.    Per  Cent,  tion  f^-in.  Per  Cent. 
Untreated : 

Butts    6,827  100  3,586  100  1,020  100 

Tops    7,229  106  3.539  99  995  9^ 

Treated : 

Butts    4,530  100  2,959  100  765  100 

Tops    3,586  79  2,172  7S  610  80 

The  above  results  are  based  on  strength  of  butts  as  100  per  cent. 


TEST   OF   OREGON    I'JR    PIUNC.  149 

It  is  seen  from  tlic  above  data  that  there  is  little  difference  in  the 
strength  of  butts  and  tops  of  untreated  speciniens ;  however,  the  treated 
tops  are  considerably  weaker  than  the  treated  butts.  This  is  no  doubt 
due  to  the  fact  that,  although  the  depth  of  sap-wood  is  the  same  in  un- 
treated and  treated  timbers,  the  actual  percentage  of  sap-wood  is  greater 
in  the  tops  than  it  is  in  the  butts,  due  to  smaller  cross-sectional  area. 
As  a  result  the  percentage  of  weakened  fiber  due  to  treatment  in  the  top 
is  greater  than  in  the  butts,  thereby  causing  lower  stress  in  pounds  per 
unit  area  to  produce  failure. 

Comparison  of  Strength — iS-Hour  and  26-Iioiir  Treatment.  In  order 
to  show  the  effect  of  length  of  time  of  steaming  on  the  strength  of  ma- 
terial, a  table  is  given  of  transverse  and  compression  strength  of  speci- 
mens as  follows : 

Compression  Test 
Parallel  Perpendicular 

Transverse  Test  to  Grain  tc  Grain 

Modulus  Rup-  Maximum  Load— Lbs.  per  sq. 

ture  Lbs.      Rating    Load  Lbs.     Rating     in.  Deflec-    Rating 
per  sq.  in.  Per  Cent,  per  sq.  in.    Per  Cent,  tion  >>8-in.  Per  Cent. 

18-Hour    2,722  100  2,705  100  715  100 

26-Hour    .2,405  88  2,486  92  660  92 

The  above  ratings  are  based  on  values  for  18-hour  treatment  as  100 
per  cent. 

Results  of  above  tests  indicate  that  the  26-hour  treatment  is  more 
detrimental  to  the  strength  of  material  than  the  18-hour  treatment. 

PHYSICAL  TESTS — MINOR    SPECIMENS. 

Comparative  results  of  transverse  tests  and  compression  tests  of 
treated  and  untreated  major  and  minor  specimens  are  as  follows: 

Compression  Test 
Parallel  Perpendicular 

Transverse  Test  to  Grain  to  Grain 

Modulus  Rup-  Maximum  Load— Lbs.  per  sq. 

ture  Lbs.     Rating   Load  Lbs.     Rating     in.  Deflec-    Rating 


per  sq.  m. 

Percent 

per  sq.  m. 

Per  Lent 

tion  -^t-in. 

ir'erL 

Major  Specimens: 

Untreated  .7,028 

100 

3,563 

TOO 

1,007  .; 

100 

_  Treated  ..  .4,058 

58 

2,595 

7?> 

687;-~ 

■   -  68 

Minor  Specimens : 

.  .    ..-_■... 

Untreated  .6,150 

100 

4,137 

100 

1,117      ■ 

100 

Treated  . .  .4,842 

79 

2,781. 

■    67 

745 

67 

The  above  ratings  are  based  on  strength. of  untreated  specimens   as 
;ioo  per  cent. 

j  It  is  seen  by  comparison  of  above  results  that  the  treated  minor 
ispecimens  show  considerable  loss  in  strength,  as  compared  with  "the  un- 
itreated  specimens.  '    " 

i  ■  The  loss  in  strength  in  modulus  of  rupture,  transverse  test,  is  twice 
las  great  in  major  as  in  the  minor  specimens.  This  is  due  to  the-inf!uence 
(Of- treat-ed- sap-wood, -which  causes  early  failu-re  in  treated  major  speci- 
mens. It  is  to  be  noted  that  the  minor- specimens  were  takenr  from  the 
jheart'of:  t|ie  specimens,  so  that,  there  was  nor  influence.  ..ol  sap-wood, 
bh'ecksor  treatments  on  results  of  test. 
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Ihe  losii  in  strength  of  treated  major  and  minor  specimens  in  com- 
parison tests  is  practically  tlu*  same. 

(iKNKRAL    SUMMAKV. 

It  is  to  be  noted  that  in  every  case  the  treated  material  shows  a  de- 
cided loss  in  strength,  as  compared  to  untreated.  The  greatest  loss  is  in 
transverse  strength,  due  to  the  influence  of  treated  sap-wood.  It  is  also 
to  be  noted  that  the  loss  in  compression  strength  is  considerable. 

.\s  has  before  been  noted,  Oregon  Fir  is  very  refractory  to  all  kinds 
of  treatment. 

The  subjection  of  the  Oregon  Fir  to  high  abnormal  temperatures 
and  pressures,  extending  over  considerable  length  of  time,  causes  perma- 
nent deterioration  of  fiber. 

Value  of  Physical  Data.  The  purpose  for  which  the  material,  is  in- 
tended should  be  taken  into  account  in  the  consideration  of  comparative 
results.  The  transverse  strength  of  piling  is  not  of  as  great  importance 
as  the  compression  strength.  The  loss  in  compressive  strength  is  mani- 
fested in  the  failure  of  piling  to  withstand  the  sudden  severe  vertical 
stresses  applied  by  the  pile-driver.  It  is  also  important  that  the  piling 
have  sufficient  strength  in  shear  parallel  to  the  grain  to  prevent  "shelling 
out"  during  the  driving. 

The  minimum  deterioration  and  loss  of  strength  is  obtained  by  the 
treatment  of  Oregon  Fir  under  as  nearly  normal  conditions  as  possible. 
Excessive  time  and  high  temperatures  of  steaming  should  be  avoided. 

CONCLUSIONS. 

The  results  of  this  test  indicate  the  following  conclusions  relative 
to  the  effect  of  steaming  process  of  creosoting  Oregon  Fir  piling: 

1.  The  depth  of  penetration  of  creosote  was  mainly  dependent  upon 
the  depth  of  sap-wood. 

2.  The  heart-wood  of  Oregon  Fir  piling  was  almost  impervious  to 
treatment. 

3.  The  depth  of  penetration  of  creosote  was  the  same  in  the  butts 
as  in  the  tops. 

4.  The  depth  of  penetration  of  creosote  should  be  interpreted  as  to 
mean  the  depth  of  "active"  penetration. 

5.  Tests  of  minor  specimens  show  that  injury  to  fiber  through 
method  of  treatment  is  not  localized  to  treated  fiber  alone,  but  extends 
throughout  the  whole  specimen. 

6.  The  transverse  strength  of  Oregon  Fir  piling  was  decreased  42 
per  cent.,  due  to  steaming  process  of  creosoting. 

7.  The  compressive  strength  perpendicular  to  the  grain  was  de- 
creased 32  per  cent.,  due  to  steaming  process. 

8.  The  compressive  strength  parallel  to  the  grain  was  decreased  27 
per  cent.,  due  to  steaming  process. 

9.  In  general  average,  tJie  strength  of  Oregon  Fir  piling  subjected 
to  steaming  process  of  creosoting  was  only  two-thirds  its  original  strength. 


COMPARISON   OF    TRAFFIC    AT    GRADE    CROSSINGS 

AND    INFORMATION    WITH     REFERENCE    TO 

APPORTIONMENT  OF  COST  OF 

THEIR  ELIMINATION. 

By  C.  E.  Smith, 

Assistant  Chief  Engineer,  Missouri  Pacific  Railway. 

INTRODUCTION. 

For  several  years  there  has  been  much  agitation  with  reference  to 
elimination  of  grade  crossings  in  Missouri,  and  especially  at  St.  Louis,  and 
in  1913  it  became  evident  that  there  would  be  investigations  and  proceed- 
ings by  the  Public  Service  Commission. 

In  order  to  be  prepared  for  the  proper  presentation  of  facts  on  be- 
half of  the  Missouri  Pacific  Railway  Company  to  the  Commission,  the 
writer,  assisted  by  Bridge  Engineer  S.  L.  Wonson,  compiled  and  collated 
a  large  amount  of  information  on  the  subject  of  traffic  at  grade  cross- 
ings in  order  to  arrive  at  a  measure  of  the  traffic  and  conditions  that 
would  justify  elimination. 

Inquiries  were  directed  to  nearly  all  the  large  railway  companies  in 
the  country,  with  the  remarkable  result  that  more  than  90  per  cent,  re- 
plied that  their  roads  had  never  found  it  necessary  nor  desirable  to  count 
the  trafiic  at  any  grade  crossings,  the  elimination  of  which  was  under 
consideration,  as  the  demand  of  the  public  officials  was  generally  such 
that  the  amount  of  traffic  did  not  enter  into  the  question. 

The  problem  is  so  large  and  requires  such  tremendous  expenditures, 
it  is  evident  that  the  situation  cannot  be  intelligently  met  by  any  hap- 
hazard handling  and  must  be  met  in  some  systematic  manner,  whatever 
funds  are  available  for  grade  crossing  elimination  being  spent  at  points 
of  maximum  hazard  and  traffic. 

Fortunately  a  few  of  the  roads  and  individuals  were  able  to  furnish 
sufficient  information  from  which  a  reasonably  intelligent  comparison 
could  be  drawn,  and  the  information  was  made  the  subject  of  a  paper 
which  was  presented  to  the  Public  Service  Commission.  There  was  also 
collected  considerable  information  in  reference  to  apportionment  of  cost 
of  work  already  accomplished  and  present  practice  in  various  commu- 
nities. 

The  information  is  of  such  general  interest  to  railways  that  it  is 
reprinted  in  the  following  pages. 

The  main  article  prepared  by  the  writer  is  accompanied  by  tables  and 
diagrams  showing  traffic  statistics  and  information  in  reference  to  appor- 
tionment of  cost. 


Written   discussions  are   desired. 

151 


152  r.RAi:)K  CROSSING   KMMINA  TION. 

Appendix  A  is  a  reprint  of  a  bulletin  published  by  the  St.  Louis 
Public  Library  in  Jidy,  1913,  embodying  replies  received  from  39  cities 
out  of  50  having  a  popuialion  of   100,000  or  over  in  1910. 

Appendix  B,  accompanied  by  tables,  contains  notes  prepared  by  C.  B. 
Breed,  of  Boston,  Mass.,  relating  to  the  elimination  of  grade  crossings 
in  New  England,  with  special  reference  to  the  traffic  at  crossings  where 
elimination  has  been  accomplished. 

dradc  crossings  of  railways  and  streets  are  as  necessary  as  the 
existence  of  the  railways  and  the  streets.  When  railways  were  first  con- 
structed, neither  the  railways  nor  the  communities  could  have  afforded 
the  cost  of  grade  crossing  elimination,  and  grade  crossings  at  that  time 
were  an  economic  necessity.  The  elimination  of  certain  grade  crossings 
later  became  an  economic  necessity  when  the  business  of  the  railways  and 
the  traffic  on  the  streets  became  so  heavy  that  neither  could  be  carried 
on  without  serious  delay,  inconvenience  and  danger  to  both. 

From  an  unbiased  standpoint  there  is  no  doubt  but  that  grade  cross- 
ings were  mutually  necessary  in  the  first  instance  in  order  that  there 
could  be  constructed  the  railways  that  were  so  essential  to  the  proper 
development  of  the  country,  and  that  could  not  have  been  constructed 
had  the  elimination  of  the  grade  crossings  been  required  in  the  first  in- 
stance. As  the  traffic  that  w^as  expected  would  not  have  justified  the  ex- 
penditure of  so  large  a  sum  of  money  as  would  have  been  necessary  to 
have  avoided  grade  crossings,  neither  would  it  have  been  possible  for  the 
community  to  have  afforded  the  requisite  revenue  to  the  railways  to  pay 
a  return  upon  the  large  investment  that  would  have  been  needed  for  that 
purpose. 

The  interests  of  the  public  and  the  railways  in  grade  crossings  in  the 
first  instance  were  therefore  mutual,  and  they  continued  to  be  mutual 
during  the  growth  of  the  railway  and  of  the  community  to  the  point 
where,  at  the  time  the  elimination  of  any  crossing  becomes  necessary, 
both  the  railway  and  the  public  suffer  inconvenience  to  such  an  extent 
that  further  expenditure  is  necessary  for  the  elimination  of  the  crossing. 
In  the  period  of  time  between  the  first  construction  of  a  railway  and 
the  consequent  installation  of  grade  crossings,  both  the  railway  and 
the  community  developed,  each  profiting  by  the  presence  of  the  other,  so 
that  the  busy  condition  that  later  leads  to  the  necessity  for  grade  cross- 
ing elimination  is  the  result  of  the  improvement  of  the  business  of  the 
community,  as  well  as  of  the  railway.  At  this  time  also  the  interests  of 
the  community  and  of  the  railway  are  mutual,  and  it  is  the  duty  of  each 
to  bear  its  fair  burden  of  the  cost  of  bringing  about  the  elimination  of 
the  grade  crossings.  The  first  point  that  must  be  settled  is  the  neces- 
sity for  the  elimination.  That,  of  course,  can  only  be  measured  by  the 
amount  of  traffic,  amount  of  interference,  and  extent  of  danger. 

The  railway  traffic  may  be  heavy  and  the  street  traffic  light,  or  the 
street  traffic  may  be  heavy  and  the  railway  traffic  light.  In  such  cases 
the  safety  and  convenience  of  the  public  can  best  be  conserved  by  proper 
attention   to   safety    features,   such   as   watchmen,   crossing   gates,   visible 


GRADE  CROSSING  ELIMIN A'llON.  153 

and  audible  signals,  regulation  of  the  speed  of  trains,  etc.,  for  the  ex- 
pense of  elimination  of  the  crossings  would  not  be  justified.  It  is  in 
those  cases  where  the  traffic  of  both  the  railway  and  the  public  is  so  heavy 
that  each  becomes  a  serious  burden  of  delay  and  a  menace  to  the  safety 
of  the  other,  that  grade  crossing  elimination  is  justified. 

Manifestly  all  grade  crossings  cannot  be  eliminated  at  one  time,  nor 
can  they  be  eliminated  throughout  any  short  period  of  years,  as  the  eco- 
nomic conditions  are  such  that  the  revenues  of  the  railways  would  not 
justify  the  elimination  of  a  large  number  of  crossings  at  one  time,  nor 
a  continued  program  of  grade  crossing  elimination  at  large ;  as  on  the  one 
hand  the  revenues  of  the  railway  are  not  sufficient  to  pay  a  return  on 
such  a  large  investment,  and  on  the  other  hand  the  community  could 
not  be  expected  to  increase  its  payments  to  the  railway,  and  in  addition 
tax  itself  to  such  an  extent  as  to  eliminate  the  crossings  in  a  wholesale 
manner.  The  railways  would  be  only  too  glad  to  remove  all  grade  cross- 
ings, to  equip  every  mile  of  track  with  automatic  block  signals,  to  make 
every  car  of  all-steel  construction,  but  to  do  these  things  is  utterly  im- 
possible without  the  money  with  which  to  pay  for  them. 

The  great  burden  of  grade  crossing  elimination  cannot  be  better 
pointed  out  than  by  stating  that  the  Pennsylvania  Railroad  Company  in 
a  period  of  about  ten  years  expended  over  $66,000,000  in  grade  crossing 
elimination — resulting  in  the  elimination  of  over  1,000  grade  crossings — 
approximately  $65,000  per  crossing.  There  are  over  13,000  grade  cross- 
ings on  the  Pennsylvania  Railroad.  Assuming  even  $50,000  as  the  aver- 
age cost  of  eliminating  a  crossing,  the  total  cost  would  be  over  $650,- 
000,000.  The  annual  interest,  taxes,  maintenance  and  depreciation  on  this 
investment  would  be  not  less  than  12  per  cent.,  amounting  to  a  total  of 
$78,000,000  per  year  increase  in  expenses  of  the  railway,  to  obtain  which 
would  require  an  increase  of  approximately  $312,000,000  per  year  in  gross 
revenue  to  practically  double  that  now  obtained.  It  is,  of  course,  un- 
reasonable to  assume  that  the  gross  revenue  will  double  within  any  rea- 
sonable period  of  years  so  that  the  only  source  of  revenue  out  of  which 
such  expenses  could  be  paid  would  be  by  an  increase  in  rates  or  prac- 
tically double  those  now  charged,  which,  of  course,  would  not  be  tolerated. 

On  the  Missouri  Pacific  there  are  approximately  10,000  grade  cross- 
ings, and  on  account  of  the  less  density  of  population  and  the  consequent 
less  cost  of  construction,  the  average  cost  of  eliminating  each  crossing 
on  the  system  would  be  about  60  per  cent,  of  that  on  the  Pennsylvania 
Railroad,  or  approximately  $30,000,  making  a  total  cost  for  the  System 
of  $300,000,000.  The  interest,  taxes,  maintenance  and  depreciation  on 
the  improvement  would  be  approximately  12  per  cent,  of  the  total,  i.  e., 
$36,000,000  per  year,  and  to  meet  this  increased  expense  would  require  an 
increase  in  the  gross  revenue  of  approximately  $144,000,000  per  year,  to 
more  than  three  times  that  now  being  earned  by  the  Missouri  Pacific 
Railway  Company,  so  that  the  gross  revenue  would  have  to  be  three  and 
one-half  times  the  present  amount  to  pay  a  return  on  such  an  investment. 
It  is  quite  manifest  that  the  gross  revenue  of  the  Missouri  Pacific  will 
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not  be  increased  from  its  present  amount  of  approximately  $60,000,000 
per  year  by  the  necessary  amount  to  $204,000,000  within  any  reasonable 
period  of  time,  and  it  is  equally  manifest  that  such  an  increase  in  gross 
revenue  could  not  be  brought  about  by  sufficient  increase  in  rates.  Even 
if  such  an  increase  in  gross  revenue  could  be  expected,  the  increased 
traffic  that  would  bring  such  revenue  would  require  more  equipment  and 
increased  facilities,  which  would  make  necessary  further  increase  in  reve- 
nue to  meet  the  fixed   charges  on  such  enlargements  and  improvements. 

From  the  above  it  appears  tliat  the  economic  situation  will  not  for 
many  years  permit  of  the  elimination  of  all  grade  crossings  on  the  Penn- 
sylvania Railroad,  or  on  the  Missouri  Pacific  Railway,  and  the  same  will 
hold  true  on  other  railways.  The  burden  is  so  tremendous  that  it  does 
not  permit  of  any  large  program  of  grade  crossing  elimination,  but  each 
crossing  must  be  considered  on  its  merits  with  reference  to  the  conditions 
that  indicate  the  necessity   for  grade  crossing  elimination. 

The  development  of  the  territory  through  which  railways  run  re- 
quires the  construction  of  additional  highways,  which  bring  about  addi- 
tional grade  crossings,  and  past  experience  has  indicated  that  the  number 
of  new  grade  crossings  installed  will  practically  equal,  if  not  exceed,  the 
number  of  crossings  that  can  be  eliminated ;  so  that  the  expense  of  elimi- 
nating grade  crossings  will  not  decrease,  but  will  be  a  constantly  increasing 
burden  as  time  goes  on.  It  is  certain  that  other  means  of  protection 
must  be  adopted  than  grade  crossing  elimination,  and  expenditures  for 
elimination  must  be  confined  to  those  points  where  traffic  on  railway  and 
highway  has  increased  to  such  an  extent  that  the  best  known  means  of 
protection  are  inadequate. 

For  purposes  of  comparison  of  traffic  at  grade  crossings,  necessity  is 
apparent  for  a  standard,  a  convenient  standard  being  the  average  condi- 
tions of  crossings  where  elimination  has  been  conceded  to  be  necessary. 
As  a  standard  for  comparison,  the  Tower  Grove  grade  crossing  at  St. 
Louis  will  first  be  mentioned.  At  this  crossing  the  traffic  became  so 
heavy  that  both  parties  conceded  the  necessity  for  its  elimination.  On 
account  of  the  usual  safeguards  at  the  crossing,  however,  consisting  of 
crossing  gates  (operated  day  and  night),  crossing  watchmen  (always  on 
duty),  lights  to  indicate  the  location  of  the  crossing,  slow  speed  of  all 
trains  over  the  crossing,  there  was  very  little  danger ;  however,  on  ac- 
count of  the  agitation  for  the  elimination  of  this  crossing  the  railways 
consented  to  share  the  expense  with  the  city  and  to  proceed  with  the 
work ;  so  that  the  traffic  at  this  crossing  can  be  used  as  a  measure  of  the 
traffic  there  should  be  over  a  grade  crossing  when  its  elimination  becomes 
necessary.  At  this  crossing  in  a  period  of  18  hours,  from  6  a.  m.  to  mid- 
night, November  3,  1909,  there  were  approximately  6,000  pedestrians, 
2,450  vehicles,  395  street  cars  and  227  trains  over  the  crossing ;  the  amount 
of  traffic  being  shown  graphically  in  Fig.  i. 

Other  grade  crossings,  the  necessity  for  the  elimination  of  which  is 
not  urgent,  but  are  now  before  the  Missouri  Public  Service  Commission, 
are   the   North   and   South    Sixth    Street   crossings   and    Monterey   Street 
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Plate  1 


Oraphlo  Charts  Showing  Traffic  Counts  in  Various  Cities 
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0  Pedestrians,    1000  1/16   " 

■  Vehicles,       250  1/16   " 
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crossing   at    St.    Joseph,    Mo.,    traffic    statistics   over    which    erf)ssinKs   an 
\i,\\'vn  ill  Table  i,  and  ilhistratcd  graphically  in  Figs.  2,  3  and  4. 

On  account  of  the  greater  age  of  the  railways  and  the  community, 
the  greater  mileage  of  railways  for  a  given  area  in  Massachusetts  than  in 
the  Western  States,  the  Massachusetts  Commission  has  had  grade  crossing 
elimination  before  it  for  many  years,  and  a  general  indication  of  the 
amount  of  traffic  of  various  classes  considered  by  that  Commission  to 
warrant  the  expense  of  grade  crossing  elimination  is  indicated  by  the 
following  traffic  counts  at  streets  where  grade  crossing  elimination  was 
ordered.      (See   ftirtlier  details  in   Mr.   Breed's  remarks  in   Appendix  B.) 


*Table  1  -  St .  Joseph,  Mo.  -  June,  1914. 
Traffic  Count 

Crosslnge 

Pedestrians 

Teams, AutoB 
and  other 
Vehicles 

Street  Cars 

Light 
Engines 

Trains 

6th  St.,  North  of 
Union  Depot 

6th  St.,  South  of 
Union  Depot 

Monterey  St. 

3,201 
1,377 
1,223 

1,840 

1,166 

650 

622 
420 

43 

30 
87 

64 
74 

270 

(*)  Prom  evidence  at  hearing  before  Public  Service  Commission  of  Missouri, 
at  St.  Josoph,  Mo.,  Juno  17,  1914. 

Central  Square- — Lynn. 

September  23,  1901,  6  a.  m.  to  11  p.  m. 

Pedestrians.     Vehicles.       Street  Cars.     Trains. 

17  hours    20,952  2,104  364  159 

Average  per  hour 1,232  124  21  9 

Oak  Street — Taunton. 

May  14,  1910,  6  a.  m.  to  7  p.  m. 

Pedestrians.     Vehicles.       Street  Cars.     Trains. 

13  hours    2,790  495  130  207 

Average  per  hour 215  38  10  16 

Pleasant  Street — Maiden. 
1907,  6  a.  m.  to  6  p.  m. 

Pedestrians.     Vehicles.       Street  Cars.     Trains. 

12  hours    847  520  96 

Average  per  hour 71  -43  8 

A  glance  at  Fig.  i  will  indicate  in  a  general  way  the  amount  of 
traffic  of  various  kinds  that  has  been  considered  sufficient  to  warrant 
the  elimination  of  the  grade  crossing.  It  is  possible  to  show  in  a  simi- 
lar manner  and  to  the  same  scale  the  amount  of  traffic  over  other  cross- 
ings, and  by  comparison  to  determine  at  which  crossings  the  traffic  is 
so  dense  and  delays  so  great  as  to  require  the  elimination  of  the  cross- 
ing, and  at  which  crossings  the  traffic,  delays,  etc.,  are  such  that  ehmina- 
tion  will  not  be  warranted  until  the  density  of  traffic,  delays,  etc.,  reach 
a  point  approximately  equal  to  that  indicated  at  the  Tower  Grove  grade 
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Plate   2 


Graphic  Charts  Showing  Traffic  Counts  in  Variouu  cities 
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Pig.   21 
106  Street  and   Curnmings  Branch 
Chicago,    111. 
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106  Street  and    Caluiaet  Western 
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Indianapolis  Blvi.,  Chicago,    111. 
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Pig.   24 
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Legend ; 

D  Railway  Trains,   25  1/16  inch 

Q  Pedestrians,    1000  1/15   " 

■  Vehicles,        250  l/l6   " 

g  Street  Cars,-     100  1/16 
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Plata  3 


Graphic  Charts  Showing  Traffic  Counts  in  Various  Cities 
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Plate  4 


Graphic  Charts  Showing  Traffic  Counts  in  Various  Cities 
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crossing,   and   other  crossings   the  elimination   of  which   has   heen   consid- 
ered necessary,  and  statistics  in   reference  to  which  will  he  given  below. 

Hnrh  luiy  to  Forest  Mills — Boston  (ii  crossings,  200  trains  daily). 

People.  Teams. 

Total  24  hours 85,000  12,500 

Average  per  crossing 7,730  1,140 

The  trallrtc  at  these  crossings  is  illustrated  grai)hically  in  l'"igs.  5,  6, 
7  and  8. 

Tn  comparison  with  the  ahovc,  the  following  statistics  for  two  streets 
are  given  as  crossings  at  which  the  Conmiission  decided  the  traffic  was 
not  of  sufficient  imi)ortancc  to  require  elimination;  the  petition  for  grade 
separation  having  been  dismissed  without  prejudice,  the  lack  of  necessity 
being  found  in  the  light  railway  traffic  : 

Western  Avenue — Lynn. 

September  29,  1901,  6  a.  m.  to  11  p.  m. 

Pedestrians.     Vehicles.       Street  Cars.     Trains. 

17   hours    6,470  1,402  260  39 

Average  per  hour 380  82  15  2 

Whittcnton  Street — Taunton. 

May  16,  1910,  6  a.  m.  to  7  p.  m. 

Pedestrians.     Vehicles.       Street  Cars.     Trains 

13  liours    4,145  173  35  21 

Average  per  hour 319  13  3  2 

The  traffic  at  these  crossings  is  illustrated  graphically  in  Figs.  9 
and  10. 

As  a  further  example  of  grade  crossings  that  are  to-day  maintained 
in  the  immediate  vicinity  of  Boston  on  streets  of  very  heavy  highway 
traffic,  but  light  railway  traffic,  the   following  are  mentioned  : 

Massachusetts  Avenue — Cambridge. 
January  23,  1900, 

Pedestrians.     Vehicles.       Street  Cars.  •  Trains. 

24  hours   1,260  1,969  1,834  19 

Average  per  hour 53  82  76  i 

Cambridge  Street — Cambridge. 
January  22,,  1900. 

Pedestrians.     Vehicles.       Street  Cars.     Trains. 

24  hours    6,433  1,525  723  27 

Average  per  hour 268  64  .30  i 

The  traffic  at  these  crossings  is  shown  graphically  in  Figs.  11  and 
12.  It  should  be  noted  that  the  count  was  made  over  fourteen  years 
ago,  since  which  time  the  traffic  has  largely  increased,  but  no  petition 
has  been  filed  for  the  elimination  of  the  crossings. 

The  following  figures,  illustrated  in  Fig.  14,  give  the  record  of  traffic 
averaged  for  eight  days  in  August,  1909.  at  Mill  Street,  La  Crosse,  Wis., 
over  the  tracks  of  the  Chicago,  Milwaukee  &  St.  Paul  Railway: 

Pedes-  Street  Trains  and 

7  a.  m.  to  6  p.  m.               trians.  Bicycles.  Teams.  Cars.        Engines. 

II   hours    836  258  z^2>  155              125 

Average  per  hour...   76  23  33  14               H 
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After  considerable  study  the  Wisconsin  Commission  permitted  this 
a"0ssing  to  remain  at  grade  on  account  of  the  great  expense  that  would 
be  involved  in  its  elimination,  but  ordered  the  provision  of  relief  cross- 
ing by  the  construction  of  a  viaduct  one  block  away,  where  conditions 
for  construction  were  more  favorable. 

Trafific  statistics  with  reference  to  a  number  of  grade  crossings  in 
New  York  state  which  were  eliminated,  or  are  in  process  of  elimination, 
are  given  below : 

State  Street — Schenectady. 
December,  1903. 

Pedestrians.     Vehicles.       Street  Cars.     Trains. 

24  hours   62,718  1,936  737  282 

Average  per  hour 2,613  81  31  12 

Union  Street — Schenectady. 
December,  1903. 

Pedestrians.     Vehicles.       Street  Cars.     Trains. 

24  hours   5,406  1,022  .  . .  321 

Average  per  hour 225  43  ...  13 

North  Pearl  Street — Albany. 

November  23,  191 1,  5  130  a.  m.  to  6  p.  m. 

Pedestrians.     Vehicles.       Street  Cars.     Trains. 

I2l4  hours    1,365  692  .  . .  162 

Average  per  hour 109  55  ...  13 

Van  Woert  Street — Albany. 

November  23,  191 1,  5  130  a.  m.  to  6  p.  m. 

Pedestrians.     Vehicles.       Street  Cars.     Train§. 

12^  hours   1,457  282  .  . .  162 

Average  per  hour 117  24  ...  13 

I         The   traffic   at   these   crossings   is   illustrated   graphically   in    Figs.    13, 
15  to  17. 

At  the  following  crossings  in  New  York  elimination  has  not  yet  been 
jrequired,  protection  being  afforded  by  gates  and  watchmen: 
i 
'West  Street — Syracuse. 

April  25,  1912,  6  a.  m.  to  8  p.  m. 

Pedestrians.     Vehicles.       Street  Cars.     Trains. 

14  hours    4,803  2,178  ...  556 

Average  per  hour 343  155  ...  25 

Third  Street — Niagara  Falls. 

May  2,  1912,  7  a.  m.  to  8  p.  m. 

Pedestrians.     Vehicles.       Street  Cars.     Trains, 

13  hours    8,542  1,755  •••  138 

Average  per  hour 657  135  ...  11 

The  traffic  at  these  crossings  is  illustrated  graphically  in  Figs.  18 
and  19. 
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The  following  tigurcs  give  trallic  counts  made  February,  1914,  on 
several  crossings  of  the  Pennsylvania  Lines  in  Chicago,  where  elimina- 
tion has  not  been  required: 

Kinzie  Street. 

Pedestrians.  Vehicles.  Street  Cars.  Trains. 

12  hours   3,775  4,960                 ...  103 

Average  per  hour 315  413                  ...  9 

106th  Street  and  Cunimings  Branch. 

Pedestrians.  Vehicles.  Street  Cars.  Trains. 

12  hours   ...' 939  327  ...  58 

Average  per  hour 78  27  ...  5 

io6th  Street  and  Calumet  Western. 

Pedestrians.  Vehicles.  Street  Cars.  Trains. 

12  hours    929  327  72  65 

Average  per  hour yy  2y  6  5 

Indianapolis  Boulevard. 

Pedestrians.  Vehicles.  Street  Cars.  Trains. 

12  hours   755  348  144  35 

Average  per  hour 6z  29  12  3 

The  traffic  at  these  crossings  is  illustrated  graphically  in  Figs.  20  to  23. 

The  following  figures  give  traffic  counts  for  an  average  of  three  days, 
6  a.  m.  to  6  p.  m.,  made  October,  1913,  on  crossings  in  Ashtabula,  Ohio, 
where  elimination  has  not  been  required: 

Center  Street. 

Pedestrians.  Vehicles.  Street  Cars.  Trains. 

12  hours    1,653                 304                 126  ^33 

Average  per  hour 138                  6y                  11  3 

Fisk  Street. 

Pedestrians.  Vehicles.  Street  Cars.  Trains. 

12  hours    1,292                 523                  ...  *33 

Average  per  hour 108                  44                 ...  3 

The  traffic  at  these  crossings  is  illustrated  graphically  in  Figs.  24 
and  25. 

F'or  comparison  with  the  foregoing  the  traffic  at  the  grade  crossing 
of  Chouteau  Avenue,  over  the  Missouri  Pacific  tracks  at  St.  Louis,  was 
counted,  the  result  being  indicated  in  Table  2,  and  illustrated  graphically 
in  Fig.  26. 

In  the  count  that  was  taken  at  this  crossing,  the  delays  to  the  public 
were  recorded.  It  was  learned  that  a  total  of  yy  pedestrians,  3  per  cent, 
of  the  total,  were  delayed  a  total  of  23  minutes,  an  average  of  18  sec- 
onds each  for  those  that  were  delayed,  while  2,306  pedestrians,  97  per 
cent,  of  the  total,  were  not  delayed  at  all.  It  is  fair  to  assume  that  in 
the  delay  to  3  per  cent.,  everybody  using  the  crossing  day  after  day 
would  be  delayed  at  some  time,  the  chance  of  delay  each  day  being  3  in 
100.     The  average  delay  each  day  to  each  pedestrian  would  be  the  total 

♦Switching  movements  not  included. 
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delay  each  day  divided  by  the  number  of  pedestrians,  or,  in  this  case, 
about  one-half  second  each  pedestrian  each  day. 

Similarly,  a  total  of  191  vehicles,  8  per  cent,  of  the  total,  were  de- 
layed a  total  of  2  hours  and  46  minutes,  an  average  of  52  seconds  each, 
while  1,387,  92  per  cent,  of  the  total,  were  not  delayed  at  all.  The  aver- 
age delay  to  each  vehicle  each  day  amounted  to  6  seconds  each. 

A  total  of  no  street  cars,  13  per  cent,  of  the  total,  were  delayed  2 
hours  and  3  minutes,  an  average  of  a  little  over  one  minute  each,  while 
707,  87  per  cent,  of  the  total,  were  not  delayed  at  all.  The  average  delay 
to  each  street  car  each  day  amounted  to  about  9  seconds  each. 
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16 

12 

24 

- 

- 

10 

10 

90 

62 

<i 

9-10 

66 

131 

18 

57 

3 

38 

4 

14 

11 

34 

- 

- 

11 

13 

46 

126 

10-11 

60 

98 

16 

42 

- 

6 

- 

5 

6 

6 

1 

2 

2 

2 

12 

12 

11-lE 

94 
139 

99 
85 

22 
25 

45 
42 

- 

15 

5 

7 

10 

1 

20 

1 

1 

10 

9. 

1 

51 

53 

3 

12-   1 

1-   2 

76 

111 

13 

46 

- 

6 

2 

5 

9 

4 

3 

3 

3 

3 

17 

11 

2-   3 

75 

135 

22 

42 

2 

13 

2 

10 

2 

9* 

- 

- 

1 

2 

61 

64 

3-  4 

112 

99 

26 

40 

3 

8 

1 

2 

1 

2i 

- 

- 

1 

- 

11 

- 

s 

4-   5 

113 

105 

25 

57 

5 

8 

1 

5 

6 

5 

1 

1 

4 

5 

10 

12 

5-    6 

342 

74 

21 

69 

21 

11 

4 

5 

6 

»-8- 

1 

- 

5 

2 

50 

13 

(^ 

6-    7 

198 

34 

9 

54 

- 

7 

1 

6 

11 

17^ 

1 

1 

6 

5 

50 

27 

7-   8 

148 

13 

7 

42 

- 

1 

- 

4 

3 

4 

- 

- 

3 

- 

50 

- 

8-    9 

104 

5 

3 

35 

4 

- 

- 

10 

5 

9^ 

- 

- 

3 

3 

36 

69 

9-10 

94 

4 

3 

35 

- 

- 

- 

2 

2 

3 

- 

- 

1 

1 

8 

10 

10-11 

31 

- 

5 

32 

4 

- 

1 

1 

1 

2i 

- 

- 

- 

1 

- 

45 

Totals 

2383 

1330 

248 

817 

77 

166 

25 

110 

108 

3 

2 

10 

11 

69 

66 

565 

576 

Tol 

bal  A 

itual 

Dela: 

J,  Pedestr 
Teams, 
Autos., 
r*tr?§1;  (, 

Lans 

;ar§ 

2: 

2h    : 

4: 

5  m 
3  m 
3  m 

3  m 

The  information  indicates  that  this  crossing  is  approaching  the  time 
when  its  elimination  can  reasonably  be  considered  necessary. 

In  the  meantime,  this  crossing  is  protected  by  two  watchmen  in  the 
day  time  and  two  watchmen  at  night,  there  are  gates  operated  throughout 
the  24  hours  of  each  day,  and  trains  approach  the  crossing  under  full 
control  at  a  speed  of  four  miles  per  hour. 

For  comparative  purposes,  similar  traffic  counts  were  also  made  at 
two  points  in  St.  Louis,  where  street  cars,  running  on  private  right-of- 
way,  cross  intersecting  streets  at  grade.  The  figures  are  given  in  Tables 
3  and  4,  and  the  conditions  are  illustrated  graphically  in  Figs.  27  and  28. 

At  one  of  the  two  last  mentioned  crossings  13.9  per  cent,  of  all  the 
pedestrians,  6.9  per  cent,  of  the  teams  and  8.8  per  cent,  of  the  automobiles 
were  delayed,  and  at  the  other  4.2  per  cent,  of  the  pedestrians,  8.8  per 
cent,  of  the  teams  and  5.8  per  cent,  of  the  automobiles  were  delayed. 
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riic  illustrations  in  I'iys.  27  and  28  show  \Uv  situation  nuich  more 
favorahU'  than  it  actually  is  for  the  reason  that  the  lines  representing 
street  cars  are  drawn  to  a  scale  of  100  movements,  while  those  represent- 
-ns  railway  trains  are  drawn  to  a  seale  of  25  movements  to  i^j-in.  If 
the  lines  representing  street  car  movements  in  these  two  tahles  are  con 
sidered  four  times  the  length  shown,  a  true  comparison  with  those  repre- 
senting railway  train  movements  in  other  figures  can  be  formed.  These 
arc  busier  grade  crossings  than  many  railway  crossings  ;  the  cars  do  not 
stop  unless  there  are  passengers  to  alight  or  get  on,  there  are  no  gates, 
nor  watchmen,  nor  visible  signals,  nor  other  audible  signals  than  the  car 
gong  operated  by  the  motorman,  yet  there  is  no  complaint  with  reference 
t()  those  crossings,  while  less  busy  railway  crossings  are  complained  of. 

The  preceding  diagrams  indicate  in  a  general  way  the  amount  of 
traffic  and  interference  of  various  kinds  that  constitute  busy  crossings 
and  afford  a  basis  of  comparison  for  similar  statistics  with  reference  to 
the  crossings  before  us.  Similar  traffic  statistics  with  reference  to  some 
of  the  busiest  St.  Louis  crossings  of  the  Missouri  Pacific  Railway  now 
before  the  Missouri  Commission  are  given  in  Tables  5  to  20,  and  illus- 
trated graphically  in  Figs.  29  to  44.  There  is  not  one  crossing  among 
them  on  which  the  railway  traffic  and  the  delays  resulting  therefrom 
measure  up  anywhere  near  equal  to  those  crossings  the  elimination  of 
which  has  been  considered  necessary  at  other  points. 

For  four  crossings,  each  of  the  busiest  of  the  respective  four  groups 
into  which  St.  Louis  crossings  under  consideration  are  naturally  divided, 
special  study  was  made  of  delays  to  the  public  resulting  from  train  move- 
ments, this  study  being  shown  on  the  tables  and  diagrams.  The  delays 
in  all  cases  are  so  small  as  to  be  almost  negligible.  The  delays  apply 
to  only  a  very  small  portion  of  the  total  traffic  and  effect  that  portion  of 
the  traffic  but  slightly.  In  fact,  the  delay  is  so  small  that  when  averaged 
against  the  total  highway  traffic  the  average  delay  to  each  movement  over 
the  railway  tracks  amount  to  a  very  small  amount,  and  can  have  no  ap- 
preciable effect  on  the  commerce  of  the  community. 

At  Broadway  (Table  9,  Fig.  35)  46  pedestrians,  1.4  per  cent,  of  the 
total,  were  delayed  24^  minutes,  an  average  of  32  seconds  each,  while 
3,348  pedestrians,  98.6  per  cent,  of  the  total,  were  not  delayed  at  all ; 
the  average  delay  to  all  pedestrians  was  0.4  of  a  second. 

Also  58  teams,  4  per  cent,  of  the  total,  were  delayed  55^  minutes, 
an  average  of  57  seconds  each,  while  1,400  teams,  96  per  cent,  of  the  total, 
were  not  delayed  at  all ;  the  average  delay  to  all  teams  was  2.2  seconds. 

Also  22  automobiles,  4  per  cent,  of  the  total,  were  delayed  325^  min- 
utes, an  average  of  89  seconds  each,  while  540  automobiles,  96  per  cent, 
of  the  total,  were  not  delayed  at  all ;  the  average  delay  to  all  automobiles 
was  3.5  seconds. 

Also  42  street  cars,  5.4  per  cent,  of  the  total,  were  delayed  42  minutes, 
an  average  of  one  minute  each,  while  736  street  cars,  94.6  per  cent,  of  the 
total,  were  not  delayed  at  all.  The  average  delay  to  all  street  cars  was 
3.2  seconds. 
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Table  3  - 

Clarendon  Ave.  and  Hodlamont  Tracks  (5200  West)  -  June  6,  1914 

Traffic  Count 

Pedestrians 

Teams 

Autos. 

Street  Cars 

Motorcycles 

Bicycles 

Hours 

Pass- 

De- 

Pass- 

De- 

Pass- 

De- 

Pass- 

De- 

Pass- 

De- 

rass- 

De- 

ing 

layed 

ing 

layed 

ing 

layed 

ing 

layed 

ing 

layed 

inK 

layed 

6-  7 

33 

7 

7 

2 

2 

. 

40 

. 

_ 

. 

>t 

7-  8 

115 

17 

8 

1 

9 

2 

60 

. 

- 

- 

- 

- 

8-  9 

188 

35 

15 

1 

25 

7 

85 

- 

- 

- 

16 

- 

<} 

9-10 

89 

9 

25 

6 

21 

2 

65 

- 

- 

- 

2 

- 

10-11 

62 

9 

31 

- 

20 

- 

42 

- 

- 

- 

- 

- 

11-12 

25 
70 

2 

1 

40 
25 

: 

20 
10 

1 

42 

33 

- 

3 

- 

1 
7 

- 

12-  1 

1-  2 

48 

- 

29 

1 

19 

1 

34 

- 

2 

_ 

7 

. 

2-  3 

48 

- 

20 

- 

20 

1 

41 

- 

1 

- 

3 

- 

s 

3-  4 

68 

3 

19 

- 

14 

- 

41 

- 

1 

- 

4 

- 

• 

4-  5 

55 

12 

13 

1 

11 

1 

48 

- 

- 

- 

5 

- 

(U 

5-  6 

145 

37 

18 

3 

29 

2 

106 

- 

- 

- 

9 

- 

6-  7 

25 

- 

7 

- 

15 

1 

73 

- 

. 

- 

- 

- 

7-  8 

160 

26 

1 

- 

21 

3 

43 

- 

o 

_ 

3 

- 

Totals 

1131 

158 

258 

17 

236 

21 

753 

0 

9 

0 

57 

0 

Percentage  Delaj 

'ed.  Pedestrians,  13.9 
Teams,         6,9 
Autos,,        8.8 

Table  4  - 

Clarendon  Ave.  and  Hodiamont  Tracks  (5300  West) 

-  June  6,  1914 

Traffic  Count 

Pedestrians 

Teaas 

Aut  OS . 

Street  Cars 

i.Iotorcycles 

Bicycles 

Hours 

Pass- 

De- 

Pass- 

De- 

Pass- 

De- 

Pass- 

De- 

Pass- 

De- 

PasE- 

De- 

ing 

layed 

ing 

layed 

inn; 

layed 

ing 

layed 

ing 

layed 

mg 

layed 

6-  7 

59 

1 

8 

6 

44 

^ 

^ 

^ 

„ 

_ 

^ 

7-  8 

163 

12 

21 

6 

18 

2 

72 

- 

1 

- 

5 

- 

*^ 

8-  9 

179 

12 

36 

5 

28 

1 

70 

- 

- 

- 

4 

- 

< 

9-10 

37 

1 

25 

- 

24 

- 

40 

- 

- 

- 

2 

- 

10-11 

108 

- 

42 

3 

14 

2 

42 

- 

2 

- 

3 

- 

11-12 

103 
101 

- 

50 
43 

1 
3 

23 
15 

3 
2 

39 
23 

^ 

3 

_ 

4 

6 

_ 

12-  1 

1-  2 

63 

- 

28 

1 

12 

- 

38 

- 

- 

- 

5 

- 

* 

2-  3 

150 

2 

45 

.  5 

20 

1 

39 

- 

2 

- 

6 

- 

S 

3-  4 

124 

3 

53 

4 

25 

1 

40 

- 

- 

- 

5 

- 

• 

P4 

4-  5 

101 

1 

50 

4 

23 

- 

60 

- 

- 

- 

15 

- 

5-  6 

128 

11 

39 

6 

41 

5 

92 

- 

1 

- 

12 

- 

6-  7 

140 

12 

17 

1 

32 

1 

75 

- 

2 

- 

9 

- 

7-  8 

171 

14 

8 

2 

44 

1 

39 

- 

- 

- 

9 

- 

Totals 

1627 

69 

465 

41 

325 

19 

721 

. 

11 

_ 

85 

_ 

Percentage  Delaj 

7-ed,  Pedestrians,   4,2 
Teams,        8.8 

Autos.,       5.8 

Kit;  (iKAI)l':  LKC)SSIN(.   laJMINA  rioN. 

Till'  above  situation  as  to  Broadway  is  shown  ou  TahU:  9  and  Fi^. 
X^.  It  slionld  he  noti'd  that  on  the  date  these  studies  were  made,  the 
train  movements  over  this  crossing  were  somewhat  in  excess  of  the 
avcraj^e.  The  averajj^e  train  uio\cnunts  are  further  shown  by  Tables 
9- A  and  o-H  and  by  F'igs.  33- A  and  33- li. 

At  Kingshighway  (Table  15,  Fig.  39)  26  pedestrians,  2.6  per  cent,  oi 
the  total,  were  delayed  2]/^  minutes,  an  average  of  5.8  seconds  each,  while 
979  pedestrians,  97.4  per  cent,  of  the  total,  were  not  delayed  at  all ;  the 
average  delay  to  all  pedestrians  was  0.15  of  a  second. 

Also  i(S  teams.  2.7  per  cent,  of  the  total,  were  delayed  9V2  minutes, 
an  average  of  31.6  seconds  each,  while  650  teams,  97.3  per  cent,  of  the 
total,  were  not  delayed  at  all ;  the  average  delay  to  all  teams  was  0.8  of 
a  second. 

Also  20  automobiles,  3.2  per  cent  of  the  total,  were  delayed  11  min- 
utes, an  average  of  33  seconds  each,  while  604  automobiles,  96.7  per  cent, 
of  the  total,  were  not  delayed  at  all ;  the  average  delay  to  all  automobiles 
was  I  second. 

At  Gravois  road  (Table  19,  Fig.  43)  no  pedestrians  were  delayed. 
Also  3  teams,  0.7  per  cent,  of  the  total,  were  delayed  2  minutes,  an  aver- 
age of  40  seconds  each,  while  428  teams,  99.5  per  cent,  of  the  total,  were 
not  delayed  at  all ;  the  average  delay  to  all  teams  was  0.3  of  a  second. 

No  automobiles  were  delayed. 

Also  8  street  cars,  2  per  cent,  of  the  total,  were  delayed  4^  minutes, 
an  average  of  34  seconds  each,  while  393  street  cars,  98  per  cent,  of  the 
total,  were  not  delayed  at  all;  the  average  delay  to  all  street  cars  was  0.7 
of  a  second. 

At  Ivory  Ave.  (Table  20,  Fig.  44)  28  pedestrians,  i  per  cent,  of  the 
total,  were  delayed  14  minutes,  an  average  of  30  seconds  each,  while  2,925 
pedestrians,  99  per  cent,  of  the  total,  were  not  delayed  at  all ;  the  average 
delay  to  all  pedestrians  was  0.3  of  a  second. 

Also  16  teams,  1.5  per'  cent,  of  the  total,  were  delayed  15^  minutes, 
an  average  of  58  seconds  each,  while  1,056  teams,  98.5  per  cent,  of  the 
total,  were  not  delayed  at  all ;  the  average  delay  to  all  teams  was  0.9  of 
a  second. 

Also  15  automobiles,  3.6  per  cent,  of  the  total,  were  delayed  13  min- 
utes, an  average  of  52  seconds  each,  while  401  automobiles,  96.4  per  cent, 
of  the  total,  were  not  delayed  at  all ;  the  average  delay  to  all  automobiles 
was  1.9  seconds. 

The  traffic  over  the  other  crossings  under  consideration  is  consider- 
ably less  than  at  the  four  above  mentioned  and  the  delays  to  the  public 
are  so  small  as  to  be  unappreciable.  The  traffic  and  the  delays  are  shown 
on  the  respective  tables  and  diagrams. 

The  four  crossings  (mentioned  above)  are  protected  by  watchmen 
on  duty  night  and  day,  and  by  gates  operated  throughout  the  24  hours. 
Trains  operate  over  the  crossings  at  a  very  low  speed  and  approach  the 
crossings  under  control  prepared  to  stop. 

For  convenient  reference  the  traffic  counts  for  the  various  crossings 
and  the  averages  per  hour  are  given  in  Table  21, 
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~~~ 

1 

Table  5  - 

Pirst  St. 

and  Popl 

ar  St.  Track  -  J\me  15,  1914 

Traffi 

0  Count 

Highway 

Traffic 

Railway  Traffic 

Hours 

Pedes- 
trians 

Teams 

Autos, 

Street 

Light 

Trains 

Cars 

Cars 

Enfi:ineE 

6-  7 

19 

^ 

_ 

1 

'^ 

7-  8 

34 

18 

1 

- 

1 

15 

<] 

8-  9 

22 

30 

2 

1 

2 

18 

9-10 

16 

23 

1 

1 

_ 

_ 

10-11 

14 

21 

1 

1 

1 

12 

11-12 

26 
36 

16 
14 

1 
2 

- 

1 
1 

5 
7 

12-  1 

1-  2 

5 

11 

1 

1 

1 

8 

2-  3 

24 

33 

> 

- 

4 

40 

3-  4 

9 

31 

- 

_ 

3 

44 

• 

4-  5 

13 

35 

4 

1 

1 

5 

3 

5-  6 

67 

6 

- 

_ 

1 

6 

• 

CM 

6-  7 

14 

1 

- 

. 

1 

17 

7-  8 

10 

- 

- 

1 

. 

_ 

8-  9 

3 

- 

- 

_ 

1 

7 

9-10 

- 

- 

. 

_ 

1 

3 

10-11 

- 

- 

- 

- 

1 

15 

Totals 

312 

239 

13 

7 

20 

202 

1 

i 

Gates 

Down 

Highwa;; 

!   Ti-affic  Delayed  (Number) 

xVO.   Of 

Times 

Total 

Time 

Pedes- 
trians 

Teams 

Autos. 

Street 
Cars 

26 

34  m 

9 

10 

0 

1 

T. 

able  5  - 

Second  St 

.  and  Pop 
Traffi 

lar  St.  Track  -  June  17,  19 
□  Count 

14 

i 

Highway 

Traffic 

Railway  Traf 

fie 

I 

Hours 

Pedes- 
trians 

Teajns 

Autos. 

Street 
Cars 

Light 
Engines 

Trains 

Cars 

6-  7 

100 

18 

2 

1 

1 

10 

• 

7-  8 

133 

54 

1 

- 

1 

5 

s 

8-  9 

77 

52 

2 

2 

2 

33 

( 

■=«1 

9-10 

83 

59 

4 

- 

1 

12 

* 

10-11 

80 

56 

2 

1 

3 

23 

11-12 

69 
104 

44 
26 

2 
2 

1 

1 

7 

12-  1 

1-  2 

67 

31 

4 

- 

1 

6 

2-  3 

39 

43 

3 

- 

2 

34 

3-  4 

69 

58 

3 

. 

2 

9 

• 

4-  5 

66 

42 

3 

1 

1 

16 

s 

5-  6 

179 

32 

1 

- 

3 

37 

• 

6-  7 

82 

6 

2 

3 

2 

4 

7-  8 

100 

2 

- 

> 

1 

12 

8-  9 

104 

3 

- 

■. 

- 

- 

9-10 

68 

1 

. 

. 

1 

20 

10-11 

57 

- 

. 

1 

5 

Totals 

1477 

527 

.  31 

10 

23 

23.3 

Gates 

Down 

Highwa 

7  Traffic  Delayed  (Number) 

No.  of 
Times 

Total 
Time 

Pedes- 
trians 

Teams 

Autos. 

Street 
Cars 

SO 

46^ 

31 

22 

0 
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Table  7  - 

Third  St. 

and  Popl 

ar  ot.  TrHok  -  Juno  18,  1914 

Traffl 

c  Count 

Highway 

Traffic 

Kailway  Traffic 

Hours 

rodOB- 
trieuis 

Tennis 

Autos. 

::treet   Li^ht 
Cnrs   EnRines 

Trains 

CarB 

6-  7 

107 

40 

. 

. 

_ 

. 

>^ 

7-  8 

134 

88 

- 

- 

- 

_ 

8-  9 

66 

70 

1 

- 

3 

46 

«>! 

9-10 

74 

74 

- 

2 

. 

- 

10-11 

107 

55 

2 

2 

1 

17 

11-12 

70 
75 

68 
44 

1 

3 

] 

2 

43 

12-  1 

1-  2 

72 

49 

2 

. 

1 

8 

2-  3 

55 

68 

1 

- 

2 

37 

3-  4 

50 

60 

6 

1 

4 

24 

• 

4-  5 

50 

73 

1 

2 

2 

13 

5-  6 

139 

53 

3 

. 

3 

25 

A^ 

6-  7 

67 

12 

1 

3 

1 

1 

7-  8 

38 

1 

1 

1 

X 

16 

8-  9 

71 

- 

- 

1 

1 

17 

9-10 

43 

2 

- 

1 

- 

. 

10-11 

22 

- 

- 

B 

1 

22 

Totals 

1240 

757 

22 

11 

22 

269 

Gates 

Dovm 

Highwa 

y   Traffic  Delayed  (Number) 

No.  of 
Times 

Total 
Time 

Pedes- 
trians 

Teams 

Autos. 

Street 
Cars 

33 

65  m 

17 

33 

0 

1 

Table  8  -  Fourth  St.  and  Poplar  St.  Track  -  June  18,  1914 
Traffic  Count 


Highway 

Traffic 

Railway  Traffic 

Hours 

Pedes- 
trians 

Teams 

Autos. 

Street 
Cars 

Light 
Engines 

Trains 

Cars 

6-  7 

200 

63 

2 

22 

. 

. 

^ 

• 

7-  0 

267 

125 

11 

44 

- 

- 

- 

• 

8-  9 

138 

97 

10 

39 

1 

3 

57 

<; 

9-10 

188 

77 

23 

29 

1 

1 

5 

10-11 

145 

83 

16 

32 

1 

1 

17 

11-12 

164 
155 

58 
72 

22 
10 

18 
22 

1 

2 

42 

12-  1 

1-  2 

96 

67 

13 

22 

- 

1 

6 

2-  3 

73 

69 

14 

20 

- 

2 

37 

3-  4 

82 

85 

15 

24 

1 

4 

24 

• 

4-  5 

129 

53 

22 

29 

2 

1 

1 

s 

5-  6 

388 

45 

15 

52 

- 

4 

35 

• 

6-  7 

100 

20 

9 

30 

3 

1 

1 

7-  8 

143 

8 

S 

21 

- 

1 

16 

8-  9 

133 

2 

3 

18 

- 

1 

16 

9-10 

63 

4 

2 

22 

- 

- 

- 

10-11 

18 

1 

1 

13 

- 

1 

22 

Totals 

2483 

939 

191 

457 

10 

23 

281 

Gates  Down 

Highway  Traffic  Delayed  (Number) 

Ho.  of 
Times 

Total 
Time 

Pedes- 
trians 

Teams 

Autos  . 

Street 
Cars 

30 

53  m 

54 

47 

15 

22 

(;radk  crossing  fxtmination. 
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7,  1914 

Table  9 

-  Broadway  Crossing,  Poplar  SI 

.  Track  -  May 

Traffic  Count 

1 

Pic 

Highway 

Traf: 

Gates 

Kai]  ™a" 

Tra'f^^''    ' 

Hours 

rasi 

:ing 

Delayed 

Do^m 

■p 

10 

(U- 

CO 

1  CO 

• 

+> 

•  CO 

• 

p 

<H 

H 

^ 

C 

a 

(0 

CO 

03 

0)   ra 

CO  rt 

CQ 

(0 

<1>  CO 

o  m 

0)  0) 

t(0 

•H 

•M 

M 

E 

O 

0)  u 

<i>  a 

s 

o 

ss 

<o 

■P  B 

•H 

to 

a 

aj 

■rt  -H 

nJ 

+^ 

U   CD 

•O  -rl 

Co 

•p 

•  E 

O  -H 

>A 

d 

h 

o 

<D  U 

o 

Pl 

■P  o 

<D  U 

<D 

pi 

-P  o 

O-H 

&<  EH 

w 

Eh 

Pl-P 

El 

■4 

CO 

fM-P 

EH 

■^ 

CO 

!z5t^ 

h 

m 

E 

W 

E 

W 

E 

W 

6-  7 

170 

123 

8 

46 

_ 

_ 

_ 

1 

1 

1* 

_ 

1 

_ 

. 

^ 

. 

• 

7-  8 

287 

107 

15 

74 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

8-  9 

175 

103 

28 

64 

19 

19 

5 

10 

5 

12 

5 

2 

2 

- 

52 

- 

< 

9-10 

215 

126 

77 

72 

- 

- 

- 

- 

1 

1 

1 

- 

- 

- 

- 

- 

10-11 

124 

126 

42 

38 

6 

15 

3 

5 

2 

7 

- 

- 

- 

2 

- 

39 

11-12 

147 

252 

130 
103 

72 
40 

40 

45 

- 

1 

1 

1 

2 
1 

3 

- 

: 

1 

1 

2 

8 

12-  1 

1-  2 

160 

117 

35 

37 

- 

- 

- 

- 

1 

1 

1 

- 

1 

- 

7 

- 

2-  3 

177 

126 

63 

41 

2 

6 

2 

5 

3 

7 

- 

- 

2 

2 

38 

17 

3-  4 

198 

110 

46 

37 

14 

9 

6 

12 

3 

9 

- 

- 

2 

1 

79 

6 

• 

4-  5 

206 

113 

48 

55 

- 

2 

1 

2 

3 

2i 

5-^ 

1 

1 

1 

- 

9 

- 

5-  6 

398 

113 

39 

80 

3 

6 

2 

3 

3 

_ 

- 

1 

3 

12 

21 

P4 

6-  7 

240 

38 

10 

55 

- 

- 

-■ 

- 

_ 

_ 

- 

- 

- 

- 

- 

- 

7-  8 

202 

10 

13 

34 

1 

- 

_ 

2 

3 

4^ 

1 

- 

1 

1 

18 

5 

1 

a-  9 

207 

7 

12 

21 

- 

- 

- 

- 

1 

1 

- 

- 

- 

1 

- 

8 

9-10 

162 

1 

11 

19 

- 

- 

1 

- 

1 

1 

1 

1 

- 

- 

- 

- 

\ 
i. 

10-11 

94 

5 

3 

20 

1 

- 

1 

1 

1 

3 

- 

- 

1 

- 

28 

Totals 

3394 

1458 

562 

778 

46 

58 

22 

42 

31 

58i   8 

5 

12 

11 

245 

104 

To-I 

;al  A( 

itual 

Delay,  Pec 

lestr 

tans ,    24srra 

Teams, 

55-3-m 

1 

Autos., 

32^ 

1 

Street  ( 

Jars.    42  a 

Sable  9A  -  Broadway  and  Poplar  St.  Grossing  -  June  10,  1914 

Trail ic  uounx 

- 

Highway 

Traffic 

Gates 
Down 

Railway 

Traffic 

Hours 

Passing 

Delayed 

1  u 

m  q 

o 
§ 

a 
o 

■p 

o  m 

CO 

1  m 
m  d 

O  CO 

e  u 

9 

05 

o 

1 

0)  00 

©  h 
»i  OS 
■P  o 

CO 

O  03 

a> 

•  E 

O  tH 

1-1 

a)  O 
■P  S 
o  •<-< 
Bi   6H 

CO 

■p  » 

ca 
d 

at 
h 

o 

h 

m 

E 

W 

E 

W 

E 

W 

6-  7 

185 

138 

4 

61 

s 

4 

2 

li 

1 

. 

1 

. 

3 

i;  1-   8 

182 

112 

14 

77 

2 

4 

- 

2 

1 

1 

1 

- 

1 

- 

1 

- 

R   8-  9 
fl   9-10 

190 

115 

48 

62 

5 

6 

2 

3 

3 

3 

1 

- 

1 

1 

20 

1 

128 

120 

46 

41 

5 

9 

1 

4 

3 

4 

1 

- 

. 

2 

- 

20 

'  10-11 

150 

97 

52 

44 

3 

6 

3 

3 

3 

3^ 

1 

- 

1 

1 

1 

7 

11-12 

122 

83 

83 
80 

67 

38 

33 
.  44 

4 

2 

1 

2 

1 

2 

- 

- 

^ 

1 

^ 

17 

12-  1 

1-  2 

91 

98 

48 

43 

- 

1 

- 

. 

1 

li 

- 

- 

1 

- 

8 

- 

2-  3 

99 

100 

61 

40 

6 

7 

5 

4 

3 

4 

- 

- 

3 

- 

38 

- 

(   3-  4 

112 

91 

56 

41 

5 

9 

6 

3 

2 

5 

. 

- 

1 

1 

33 

2 

!   4-  5 

163 

69 

53 

52 

8 

5 

3 

2 

2 

3fr 

- 

1 

1 

. 

18 

- 

5-  6 

310 

94 

35 

72 

11 

3 

2 

3 

2 

2 

- 

1 

1 

> 

12 

> 

6-  7 

146 

58 

15 

44 

- 

2 

- 

- 

3 

2 

1 

- 

- 

2 

- 

7 

7-  8 

134 

18 

7 

32 

4 

- 

- 

1 

1 

3?^ 

- 

- 

1 

~ 

17 

> 

■   8-  9 

151 

3 

14 

20 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

9-10 

108 

2 

9 

17 

4 

- 

- 

2 

1 

1^ 

- 

- 

- 

1 

- 

U 

10-11 

99 

3 

8 

20 

1 

- 

- 

1 

1 

2Jr 

- 

- 

1 

- 

29 

- 

Totals 

2443 

1281 

575 

743 

61 

58 

23 

30 

29 

40* 

6 

2 

12 

10 

177 

68 

1 

i 

lio 
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Table  9B  -  Brondway  and  Poplar  St.  Croaoing  -  Juno  22, 

1914 

Traffic  Count 

Highway 

Traffic 

Gates 

Railwav 

Traffic 

Pas&ing 

Delayed 

Down 

Hours 

1  q 
o  f 

«  cd 

CO 

o 

5 

(0   09 
CO 

1  m 

CO  a 
V  m 

CO 

e  . 

aj 
ID 

(0 

o 

5 

+> 

(D  CO 

4»  O 

CO 

O  (S 

•  B 
o  ••-t 

H 

ca  « 
+>  e 

O  -H 
E-t  »4 

Light 
Kngines 

00 

a 

« 
o 

t 

m 

E* 

W 

£ 

W 

£ 

W 

6-  7 

238   1 

LOO 

7 

55 

3 

2 

2 

1 

. 

_ 

. 

, 

, 

7-  8 

231   ] 

L29 

12 

88 

- 

1 

1 

2 

1 

:t 

1 

- 

1 

- 

4 

- 

'^ 

8-  9 

196  ] 

L22 

40 

70 

- 

- 

- 

- 

1 

1 

- 

- 

- 

- 

. 

< 

9-10 

204  ] 

L21 

59 

48 

6 

13 

9 

2 

2 

- 

- 

2 

- 

21 

- 

10-11 

184  : 

L18 

47 

47 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

11-12 

102 
131   ] 

95 

L13 

54 
45 

39 
50 

4 

8 

5 

2 

2 

1 

3i 

1 

1 

^ 

_ 

2 

~ 

17 

12-  1 

1-  2 

116 

90 

29 

43 

2 

6 

1 

2 

2 

^k 

- 

- 

2 

- 

12 

- 

2-  3 

147 

87 

42 

43 

5 

5 

- 

4 

2 

4 

- 

- 

1 

1 

3 

10 

3-  4 

105 

87 

42 

43 

18 

10 

4 

1 

3 

6^ 

- 

- 

2 

1 

33 

5 

^ 

4-  5 

133 

80 

49 

51 

- 

1 

- 

1 

1 

1 

- 

1 

- 

- 

- 

> 

:^ 

5-  6 

337 

89 

42 

83 

11 

4 

2 

4 

3 

^^ 

- 

- 

2 

1 

23 

1 

, 

6-  7 

95 

39 

10 

44 

1 

4 

2 

1 

1 

2 

1 

- 

- 

1 

- 

17 

Ph 

7-  8 

100 

7 

6 

25 

2 

- 

- 

1 

1 

2i 

- 

- 

1 

- 

8 

- 

8-  9 

114 

4 

12 

21 

- 

- 

- 

- 

1 

2 

- 

- 

- 

1 

- 

2 

9-10 

63 

3 

3 

20 

- 

- 

- 

- 

- 

- 

- 

1 

- 

- 

- 

- 

10-11 

31 

1 

4 

21 

- 

— 

— 

— 

— 

- 

— 

~ 

" 

Totals 

2527  1. 

285 

503 

791 

49 

52 

24 

23 

24 

SH 

4 

3 

11 

7 

104 

5£ 

1 

Tatle  10  -  Sixth  St.   and  Poplar  St.  Track  -  Jime  17,   1914 
Traffic  Couiit 


Honre 


6-  7 

7-  8 

8-  9 
9-10 

10-11 
11-12 


12- 

1-  2 

2-  3 

3-  4 

4-  5 

5-  6 

6-  7 

7-  8 

8-  9 
9-10 

10-111 


Highway  Traffic 


Pedes- 
trians 


111 
142 
51 
65 
46 
62 
98 
89 
71 
76 
81 
122 
97 
66 
62 
66 
48 


Totals   1353 


Teams 


39 
36 
52 
58 
58 
52 
38 
54 
51 
57 
65 
45 
11 
1 


618 


Autos. 


1 

7 

8 

15 

10 

11 

8 

7 

3 

10 

14 

7 

3 

1 

2 


108 


Street 
Cars 


33 
41 
25 
26 
23 
24 
22 
27 
22 
27 
27 
44 
42 
21 
20 
18 
16 


.458 


RailTOiy  Traffic 


Light 
Engines 


Trains 


22 


Gates  DoTOn 

Highway  Traffic  Delayed  (Number) 

No.  of 

Times 

Total 
Time 

Pedes- 
trians 

Teams 

Autos. 

Street 
Cars 

29 

59  m 

23 

24 

7 

16 

Cars 


10 
6 

33 

12 
7 

23 

6 
36 

6 
17 
35 

4 
11 

20 


226 


GRADE  CROSSING  ELIMINATION. 
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Table  11  - 

Seventh  St.  and  Poplar  St. 

Track  -  June  15,  1914 

Traffic  Count 

Highway 

Traffic 

Railway  Traffic 

Hours 

Pedes- 

TeaiDB 

Autos. 

Street 

Light 

Trains 

Cars 

trians 

Cars 

Engines 

6-  7 

313 

67 

2 

19 

1 

• 

7-  8 

413 

88 

14 

26 

- 

1 

7 

• 

8-  9 

246 

110 

24 

26 

1 

1 

23 

9-10 

205 

125 

21 

16 

- 

1 

28 

10-11 

187 

125 

26 

19 

- 

1 

8 

11-12 

224 
256 

116 
70 

19 
18 

20 
15 

1 

1 

1 

12-  1 

1-  E 

181 

106 

16 

16 

1 

1 

12 

2-  3 

120 

106 

13 

16 

- 

2 

8 

3-  4 

152 

124 

26 

17 

- 

3 

50 

a 

4-  5 

162 

113 

22 

31 

2 

1 

48 

5-  6 

488 

63 

14 

44 

- 

2 

22 

P4 

6-  7 

246 

24 

10 

22 

1 

2 

36 

7-  8 

71 

5 

2 

14 

1 

- 

- 

8-  9 

62 

2 

_ 

14 

- 

2 

17 

9-lC 

34 

7 

1 

13 

1 

_ 

- 

10-11 

34 

2 

- 

13 

- 

2 

25 

Totals 

3394 

1253 

228 

341 

9 

20 

285 

Gates 

Down 

Highwa 

7  Traffic 

Delayed  (number) 

Ho.  of 
Tiines 

Total 

Time 

Pedes- 
trians 

Teams 

Autos . 

Street 
Cars 

27 

43|ffl 

110 

69 

8 

12 

1 

Table  12  -  McRee  Ave.  and  Oak  Hill  Branch  -  June  18,  1914 
Traffic  Count 


Highway 

Traffic 

Railway  Traffic 

Hours 

1 

Pedes- 

Teams 

Autos. 

Street 

Light 

Trains 

Cars 

trians 

Cars 

Engines 

6-  7 

23 

11 

^ 

. 

1 

10 

• 
• 

7-  8 

4 

1 

- 

- 

3 

34 

8-  9 

3 

- 

- 

- 

_ 

- 

< 

9-10 

5 

_ 

- 

- 

2 

17 

10-11 

5 

3 

. 

- 

2 

29 

11-12 

4 

5 

10 
7 

: 

1 

2 

2 

12-  1 

1-  2 

7 

1 

1 

- 

- 

- 

2-  3 

4 

- 

- 

2 

4 

18 

3-  4 

1 

- 

1 

- 

- 

• 

4-  5 

- 

3 

- 

- 

3 

16 

5-  6 

7 

16 

- 

2 

6 

69 

P4 

6-  7 

3 

5 

. 

- 

5 

44 

7-  8 

3 

1 

- 

- 

- 

- 

8-  9 

- 

_ 

. 

_ 

3 

27 

9-10 

- 

- 

- 

- 

- 

- 

10-11 

_ 

- 

- 

- 

- 

- 

Totals 

74 

58 

2 

5 

31 

266 

No  delays  to  highway  traffic. 
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Table   13  -  Lager  Road   and    Oolc  Hill   Branch   -  Jiine   10,   1914 
Traffic  Count 


Highway 

Traffic 

Kallway  Traffic 

Houi^s 

Pedes- 
trians 

Teems 

Autos. 

Street 
Cars 

Light 
En(?lhcB 

Trpins 

Cars 

6-  7 

rt 
•-> 

3 

. 

1 

10 

• 

7-  8 

39 

15 

- 

- 

3 

34 

-i 

8-  9 

1 

4 

1 

- 

2 

3G 

-«! 

9-10 

4 

4 

2 

. 

2 

17 

10-11 

2 

4 

- 

_ 

2 

29 

11-12 

4 
8 

6 
3 

- 

- 

2 

2 

11,-  1 

1-  2 

- 

4 

. 

. 

_ 

_ 

2-  ?, 

- 

H 

3 

3 

3 

22 

3-  4 

- 

1 

1 

- 

- 

_ 

• 

4-  5 

2 

2 

2 

1 

2 

6 

>i 

5-  6 

16 

2 

1 

1 

6 

65 

• 

6-  7 

1 

1 

- 

- 

4 

32 

7-  8 

- 

> 

. 

- 

1 

12 

8-  9 

- 

- 

- 

- 

3 

27 

9-10 

. 

- 

- 

- 

. 

. 

10-11 

- 

. 

- 

. 

- 

. 

Totals 

80 

60 

10 

5 

31 

294 

Highway  Traffic  Delayed,   Teams 


Table  14  -  Shaw  Ave.  and  Oak   Hill  Branch  -  June  16,  1914 
Traffic  Count 


Hours 


Highway  Traffic 


Pedes- 
trians 


Teajns 


Autos. 


Street 
Cars 


Railway  Traffic 


Light 
Engines 


Trains 


Cars 


6-  7 
7- 

8-  9 

9-10 

10-11 

11-12 


12-  1 

1-  2 

2-  3 

3-  4 

4-  5 

5-  6 

6-  7 

7-  8 

8-  9 
9-10 

10-11 


301 
87 
55 
49 
36 
35 
29 
22 
37 
36 
160 
150 
87 
37 
46 
12 
5 


11 
23 
20 
Bl 
22 
22 
33 
24 
27 
25 
22 
26 
11 

4 
10 

2 


3 
17 
26 
32 
28 
30 
19 
27 
22 
29 
14 
64 
50 
49 
60 
22 
JL4_ 


26 
21 

39 
15 

1 


4 

4 

26 

4 

50 

34 

28 


Totals 


1164 


303 


506 


35 


252 


Gates  Down 

Highway  Traffic  Delayed  f Number) 

No.  of 
Times 

Tot^l 
Time 

Pedes- 
trians 

Teams 

Autos. 

Street 
Cars 

35 

35|-m 

9 

10 

16 

■ 
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Table  15 

-  Kingshighway  Crossing,  Oak  Hill 

Branch  -  May  8 

,  1914 

Traffic  Count 

Highway  Traffic 

Gates 

Rail 

way  Traffic 

Hours 

Passing 

Delayed 

Down 

1  00 

03  a 
03  a 

«  u 

09 

1 

EH 

• 

CO 

o 

5 

•p 

se 

h  aj 
+>  o 

CO 

1   CO 

03  C 
<B    d 

en   -P 

<B 

• 

(0 

o 
■p 

■p 

<0  03 
03  }-i 

^^  <a 
■p  o 

CO 

O  CO 
03 

•  B 

O  -H 

g;EH 

09  03 
+>  E 

O  -H 

E-<  Eh 

■p 

Xi 

to 

•H 

Hi 

m 

0) 

a 

■H 

0} 

c! 

■H 
>H 

E-* 

CO 

a 
o 

h 

m 

N 

s 

N 

S 

N 

S 

6-  7 

86 

35 

9 

_ 

1 

_ 

2 

li 

_ 

_ 

^ 

2 

^ 

35 

^ 

7-  8 

44 

60 

23 

- 

2 

1 

2 

3 

- 

- 

1 

1 

10 

11 

a 

8-  9 

33 

41 

20 

- 

1 

2 

2 

4 

- 

- 

1 

2 

41 

6 

•ol 

9-10 

17 

41 

30 

- 

1 

- 

2 

2 

- 

- 

1 

1 

11 

4 

10-11 

29 

43 

33 

- 

> 

- 

- 

- 

- 

- 

- 

- 

- 

- 

11-12 

32 
90 

68 
33 

44 
32 

: 

: 

- 

- 

: 

- 

- 

~ 

~ 

- 

^ 

12-  1 

1-  2 

12 

64 

41 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

2-  3 

14 

61 

33 

- 

3 

4 

5 

9 

. 

1 

3 

1 

25 

4 

3-  4 

27 

42 

35 

- 

- 

2 

3 

3 

-■ 

- 

1 

2 

9 

16 

, 

4-  5 

28 

53 

46 

- 

1 

- 

1 

1 

- 

- 

- 

1 

- 

4 

S 

5-  6 

474 

66 

86 

26 

9 

8 

7 

11 

1 

1 

3 

4 

44 

24 

« 

6-  7 

77 

33 

64 

- 

- 

3 

4 

4i 

- 

- 

2 

2 

21 

9 

Pi 

7-  8 

19 

9 

47 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

8-  9 

10 

1 

30 

- 

- 

- 

3 

3 

- 

- 

2 

1 

18 

9 

9-10 

8 

13 

34 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

10-11 

5 

5 

17 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Totals 

1005 

G58 

524 

26 

18 

20 

31 

42 

1 

2 

14 

17 

179 

122 

Total  Actual  Delay,  Pedestr 

tans 

2|ra 

Teams, 
Autos., 

9^ 
11  m 

Tehle  16  -  Wilson  Ave.  and  Oak  Hill  Branch  -  June  17,  1914 
Traffic  Count 


Highvray 

Traffic 

Rai 

Iway  Traffic 

Hours 

Pedes- 

Teams 

Autos. 

Street 

Light 

Trains 

Cars 

trians 

Cars 

EnKines 

6-  7 

207 

1 

_ 

^ 

1 

9 

. 

7-  8 

295 

12 

- 

- 

2 

21 

a 

8-  9 

36 

10 

- 

- 

2 

21  - 

< 

9-10 

48 

5 

- 

- 

4 

49 

10-11 

17 

5 

- 

- 

- 

- 

11-12 

5 
88 

3 

3 

^ 

— 

_ 

— 

12-  1 

1-  2 

26 

7 

- 

- 

- 

- 

2-  3 

2 

2 

- 

3 

1 

1 

3-  4 

17 

3 

. 

1 

8 

33 

• 

4-  5 

44 

2 

_ 

2 

16 

50 

a 

5-  6 

51 

5 

_ 

- 

4 

56 

• 

f4 

6-  7 

33 

1 

- 

- 

3 

22 

7-  8 

94 

- 

- 

- 

- 

- 

8-  9 

- 

- 

- 

3 

27 

9-10 

- 

- 

- 

- 

- 

10-11 

- 

- 

- 

- 

-  ■ 

- 

Totals 

963 

59 

C 

6 

44 

289 

Gates  Down 

Highway  Traffic  Delayed  (Nuraher) 

No.  of 
Times 

Total 
Time 

Pedes- 
trians 

Teams 

Autos. 

Street 
Cars 

26 

58ira 

10 

3 

0 

174 
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3le  17  -  Chippewa 

n 

Tal 

St.  ond  oak  Hill  Branch  -  Jiuio  18,  1914 

Traffic  Count 

Highway 

Railway  Traffic 

Traffic 

Hours 

Pedes- 

T corns 

Autos. 

Street 

Licht 

Trains 

Care 

trians 

Cars 

EnKinos 

6-  7 

32 

6 

1 

10 

• 

7-  8 

32 

30 

- 

- 

3 

31 

'; 

8-  9 

32 

27 

- 

- 

- 

- 

<i 

9-10 

44 

33 

- 

- 

2 

•  17 

10-11 

21 

25 

6 

- 

- 

- 

11-12 

25 
14 

19 
14 

1 

: 

3 

21 

12-  1 

1-  2 

34 

36 

- 

- 

- 

- 

2-  3 

19 

24 

- 

- 

- 

- 

3-  A 

26 

25 

2 

1 

1 

15 

• 

4-  5 

13 

9 

- 

- 

- 

- 

a 

5-  6 

26 

13 

1 

2 

2 

14 

(^ 

6-  7 

30 

1 

1 

3 

2 

16 

7-  8 

9 

3 

1 

- 

- 

- 

8-  9 

31 

1 

1 

- 

3 

28 

9-10 

16 

- 

- 

- 

1 

- 

10-11 

15 

- 

- 

- 

- 

- 

Totals 

419 

268 

13 

6 

18 

152 

Gates 

Down 

Highway  Traffic  Delayed  (Number) 

No.  of 

Times 

Total 

Time 

Pedes- 
trians 

Teams 

Autos. 

Street 
Cars 

24 

41  m 

2 

4 

0 

1 

Table  18  -  Meramec  St.  and  Oak  Hill  Branch  -  June  17,  1914 
Traffic  Count 


Hours 


6-  7 

7-  8 

8-  9 
9-10 

10-11 
11-12 


12-  1 

1-  2 

2-  3 

3-  4 

4-  5 

5-  6 

6-  7 

7-  8 

8-  9 
9-10 

10-11 


Totals 


Highway  Traffic 


Pedes- 
trians 


71 
61 
26 
27 
24 
28 
42 
21 
25 
23 
23 
85 
71 
31 
E3 
3 
2 


585 


Teams 


9 

24 

30 

32 

35 

29 

16 

31 

28 

16 

15 

4 

5 

4 


278 


Autos. 


16 


Street 
Cars 


Railway  Traffic 


Light 
Engines 


Trains 


23 


Cars 


99 


33 
15 


109 
39 

49 

7 

11 

98 


460 


Gates  Down 

Highvray  Traffic  Delayed  (Number) 

No.  of 

Times 

Total 
Time 

Pedes- 
trians 

Teams 

Autos. 

Street 
Cars 

25 

56  m 

13 

13 

0 
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Tabl 

e  19 

-  Gravois  Road 

Crossing,   Oak  Hill 

Branch 

-   May  8 

,    1914 

Traffic  Count 

Highway  Traffic 

Gates 

Railway  Traffic 

Hours 

Dels 

lyed 

Down 

'*"*' 

1    01 

to  a 

«    0) 

«  u 

OS 

o 

m 
o 

b  (0 
fH  a) 

CO 

1     CQ 

<o  S 

4>    U 

EH 

• 

0) 

o 

■p 

5 

<i>  ca 

0)    u 
M   0) 

+>  o 

CO 

o  ra 

•  s 

H 

+^   a 

O     .M 

EH     fr. 

-p 

•H 

CO 
0) 

a 

w 

CO 

.9 

m 

o 

h 

m 

N 

S 

N 

S 

N 

S 

7-  8 

30 

34 

21 

2 

2 

3 

2 

16 

w 

8-  9 

26 

30 

- 

23 

- 

- 

- 

- 

2 

2i 

- 

- 

1 

- 

6 

• 

9-10 
10-11 
11-12 

38 
26 
11 
41 

38 
55 
46 
42 

1 
5 
5 
4 

23 
23 
22 
21 

- 

1 

- 

- 

2 

4 

- 

- 

1 

1 

4 

11 

12-  1 

1-  2 

15 

36 

6 

22 

. 

- 

- 

5 

12 

16i 

3 

3 

3 

4 

7 

11 

2-  3 

17 

32 

3 

21 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

3-  4 

10 

27 

- 

21 

- 

- 

- 

- 

1 

2i 

- 

- 

1 

- 

9 

- 

4-  5 

22 

35 

5 

30 

- 

. 

- 

- 

1 

2 

- 

- 

- 

1 

- 

4 

>, 

5-   6 

46 

26 

1 

39 

- 

2 

- 

- 

2 

3^ 

- 

- 

2 

1 

23 

6 

6-  7 

29 

16 

2 

60 

- 

- 

- 

- 

2 

2f 

- 

- 

1 

1 

7 

2 

Pk 

7-  8 

10 

10 

2 

20 

- 

- 

- 

- 

1 

2| 

- 

- 

1 

- 

9 

- 

8-  9 

- 

3 

- 

23 

- 

- 

- 

1 

1 

li 

- 

- 

- 

1 

- 

8 

9-10 

5 

1 

- 

18 

- 

- 

- 

- 

1 

1 

- 

- 

-. 

1 

- 

9 

10-11 

2 

- 

1 

14 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Totals 

328 

431 

35 

401 

0 

3 

0 

8 

27 

4li 

3 

3 

10 

12 

65 

67 

• 

Total  Actual 

Delay,   Teams, 

Street  C 

;ars 

2 
4. 

m 

Table  20  -   Ivory  Avenue 

Crossing,   Oak  Hill 

Branch 

-  May  9 

,    1914 

Traffic  Count 

Highway 

Traffic 

Railway  Traffic          | 

Hours 

Passing 

Delayed 

i)own 

•p 

CQ 

CO 

1    CQ 

• 

■p 

1    ra 

• 

•p 

«H 

H 

* 

a 

C 

w 

ra  c 

<S)   CD 

to 

CO 

<o  m 

to   a 

ra 

ca 

flj  ra 

o  ra 

S]     O 

to 

•H 

u 

a 

o 

<D   u 

0)     CIS 

q 

o 

<»  u 

Q) 

+^    S 

iH 

^ 

<A 

a 

'O  •<-* 

Clj 

■p 

u  to 

tJ   -h 

fl3 

+> 

(H     Cj 

•  R 

O    -H 

i-A 

^4 

o 

Ph  -hi 

a> 

EH 

?1 
< 

PM  +> 

o 

EH 

^ 

■P  o 
CO 

O.H 

&E-I 

Eh    Eh 

w 

EH 

h 

m 

N 

S 

K 

S 

N 

S 

6-  7 

92 

24 

4 

2 

1 

2 

5 

. 

2 

_ 

99 

• 

7-  8 

113 

67 

4 

2 

1 

- 

2 

2f 

- 

- 

2 

. 

20 

- 

• 

8-   9 

102 

80 

15 

1 

4 

- 

3 

4 

- 

- 

2 

1 

39 

10 

< 

9-10 

105 

82 

28 

- 

1 

1 

2 

2 

- 

. 

1 

1 

4 

11 

10-11 

83 

76 

25 

- 

. 

- 

- 

- 

- 

- 

- 

- 

- 

- 

11-12 

110 

103 

76 
69 

18 
17 

2 

1 

- 

1 

If 

: 

^ 

: 

1 

: 

19 

12-  1 

1-  2 

102 

71 

26 

- 

- 

1 

1 

1 

- 

- 

1 

- 

2 

- 

2-  3 

101 

91 

38 

4 

3 

2 

3 

5 

- 

- 

1 

2 

65 

6 

3-  4 

112 

106 

32 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

• 

4-  5 

130 

92 

45 

2 

1 

2 

2 

2 

- 

- 

1 

1 

32 

4 

5-   6 

135 

74 

42 

. 

1 

1 

1 

1 

- 

- 

- 

1 

- 

10 

6-  7 

162 

76 

34 

- 

2 

3 

4 

H 

- 

- 

2 

2 

17 

8 

7-  8 

367 

39 

31 

2 

1 

2 

1 

1^ 

- 

- 

1 

> 

10 

- 

8-  9 

525 

22 

24 

4 

. 

1 

1 

1 

- 

- 

- 

1 

- 

5 

9-10 

368 

17 

21 

9 

- 

1 

2 

2 

- 

- 

2 

- 

19 

- 

10-11 

243 

10 

12 

- 

- 

1 

1 

1 

- 

- 

1 

- 

1 

Totals 

2953 

1072 

416 

28 

16 

15 

26 

33 

0 

0 

16 

10 

308 

73 

Total  A 

3tual 

Delay,   Pedestr] 
Teams, 

Lans 

1^ 

IJ 

I  m 

Autos., 

i: 

i  m 
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Table  21  -  Cumfiery  showing  Trafflo   Counts  at  the   Various  St. 

Louis 

Crosal 

ngB 

Name  of  Cross Ings 

Pedestrians 

Vehicles 

Street 

Cars 

Light   Enginee 
and  Traina 

Number 

Av.per 
Hour 

Number 

Av.per 
Hour 

A 

Number   ' 

v.per 

Hour 

Number 

Av.per 
Hour 

Tower  Grove  Crossinss, 
Nov.   3,    1909  -  18  hrs. 

6000 

333 

2450 

136 

395 

22 

227 

13 

Chouteau  Ave.i  blo.Pac.Ry,, 
May     6,  1914  -  17  hrs. 

2383 

140 

1578 

93 

817 

48 

156 

9 

First  St.  &  Poplar  St.  Tr. 
June  15,1914  -  17  hrs. 

312 

18 

252 

15 

27 

1.6 

Second   St.  &  Poplar  St.Tr. 
Juae  17,1914  -  17  hrs. 

1477 

87 

558 

33 

33 

1.9 

Third  St.  &  Poplar  St.  Tr. 
June  18,1914  -  17  hrs. 

1240 

73 

779 

46 

33 

1.9 

Fourth  St.  &  Poplar  St.Tr. 
June  18,1914  -  17  hrs . 

2483 

146 
144 

1130 
1856 

66 
109 

457 

743 

27 

44 

33 
30 

1.9 

i.e 

Broadway  &  Poplar  St.  Tr. 
June  10,1914  -  17  hrs. 

2443 

Sixth  St.  5:  Poplar  St.  Tr. 
June  17,1914  -  17  hrs. 

1353 

80 

726 

43 

458 

27 

30 

1.0 

Seventh  St.&  Poplar  St.Tr. 
June   16,1914  -  17  hrs. 

3394 

200 

1481 

87 

341 

20 

29 

1.7 

I.TcRee  Ave.  &  Oak  Hill  Br. 

36 

2.1 
2.1 

June  18,1914  -  17  hrs. 

Eager  Koad  &  Oak  Hill  Br. 
June  18,1914  -  17  hrs. 

74 

80 

4.4 

4.7 

60 
70 

3.5 
4.1 

35 

Shaw  Ave.  &  Oak  Hill  Br. 
June  16,1914  -  17  hrs. 

1184 

70 

809 

48 

38 

2.2 

Kingshighway  &  Oak  Hill  Br 
May     8,   1914  -  17  hrs. 

Wilson  Ave.  &  Oal^  Hill  Br. 
June  17,1914  -  17  hrs. 

1005 
953 

59 

57 

1292 
59 

76 
3.5 

34 
50 

2 
2.9 

Chippewa  St.Sc  Oak  Hill  Br. 
June  18,1914  -  17  hrs. 

419 

25 

281 

17 

24 

1.4 

Meramec  St.  &  Oak  Hill  Br. 
June  17,1914  -  17  hrs . 

586 

34 

294 

17 

26 

1.5 

Gravoie  Rd.  &  Oalc  Hill   Br. 
May     8,   1914  -  16  hrs. 

328 

21 

466 

29 

401 

25 

28 

1.8 

Ivory  Ave.  &  Oak  Hill  Br. 
Llay     9,   1914  -  17  hrs. 

2955 

174 

1488 

87 

26 

1.5 
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Table  22  is  a  record  for  seven  consecutive  days  of  24  hours  each 
showing  the  number  of  Fire  Department  vehicles  passing  over  the  tracks 
at  the  \arious  grade  crossings  (hiring  that  period,  a  total  of  28,  an  aver- 
age of  two  per  crossing  per  week.  None  of  the  apparatus  was  delayed  at 
all  at  any  of  the  crossings  during  that  period. 

It  is  manifest  that  for  a  given  amount  of  highway  travel,  and  other 
things  being  equal,  the  hazard  attending  the  crossing  of  a  railway  track 
is  far  less  over  a  crossing  having  only  one  train  per  day  than  over  a 
crossing  having  1,000  trains  per  day;  the  danger  of  a  grade  crossing  is  rela- 
tive and  can  be  measured  to  a  certain  extent  by  the  number  of  train  move- 
ments over  the  crossing.  In  the  past  safety  precautions,  such  as  lights, 
watchmen,    gates,    bells,    automatic    signals     and    reduced    speed    of   trains 


Table  22  -  Fire  Department  Vehicles  passing  Various  Crossings  during  7  Days 

April  28th  to  May  4th,  1914 

Name  of: 

Date 

Niunber  of 
Vehicles 

Branch 

Crossing 

Poplar  Street  Track 
Oak  Hill  Branch 

First     Street 

Second       " 

Third 

Fourth      " 

Broadway     " 

Seventh 

Kingshighway 
Shaw      Avenue 
MoEee       " 
Eager     Road 
Wils  on    Avenue 
Gravois   Eoad 
Chippewa  Street 
Merameo      " 

May    4 

May    2 

May    4 
May    4 

April  29 

0 
1 
0 
0 
11 
10 

1 

5 
0 

0 
0 
0 
0 
0 
0 

None  of  the  above  Fire  Department  apparatus  was  delayed  in  any  degree. 

have  been  resorted  to  usually  long  before  the  amount  of  railway  traffic 
became  so  great  as  to  result  in  serious  accidents,  and  this  is  borne  out 
by  the  relatively  small  number  of  grade  crossing  accidents.  In  fact,  the 
number  of  accidents  at  grade  crossings  is  considerably  smaller  in  pro- 
portion than  the  accidents  resulting  from  the  crossing  of  city  streets  at 
their  intersections. 

The  fact  that  very  little  injury  and  death  results  at  grade  crossings 
is  further  indicated  by  the  fact  that  casualty  companies  do  not  specify 
grade  crossings  as  points  of  special  hazard  in  their  accident  insurance  poli- 
cies, which  points  would  certainly  be  specified  if  statistics  indicated  that  the 
insurance  companies  would  be  warranted  in  doing  so. 

In  fact,  the  railways  are  but  little  to  blame  for  such  accidents  as  do 
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take  place.  All  the  jjiecautions  that  iiave  heretofore  been  taken  throngh- 
ont  (he  country  at  grade  crossings  have  been  taken  by  the  railways,  and 
the  writer  is  not  aware  of  a  single  instance  where  any  facilities  whatever 
have  been  installed  or  precautions  taken  by  the  communities  to  protect  the 
safety  of  the  public.  In  fact,  the  individuals  have  trusted  the  railways 
to  such  an  extent  to  look  out  for  their  own  welfare  that  they  have  become 
careless  in  their  crossing  of  railway  tracks,  and  ample  statistics  are  avail- 
able to  prove  that  the  public  is  invariably  responsible  for  such  few  acci- 
dents as  do  actually  take  place. 

As    information    in    that    direction,    the     following    figures    indicate 
the  carelessnes   of  the   public   at   grade   crossings   in    St.   Louis ;   the  ob 
servations   having   been    taken    at    Kingshighway    crossing   over    the   Oak 
Mill    Branch,    St.    Louis,    Mo.,    for   a   period    of   48   hours    from   8   a.    m. 
December   13,  to  8  a.  m.  December  15,  1913 : 

Pedes-    Motor  and 

trians.       Bicycles.     Teams.       Autos.       Total. 
Stopped     and     looked     in 

both  directions    12  ...  ...  ...  12 

or  1% 
Kept   moving    and    looked 

in  both   directions....      20  2  16  32  72 

or  2%         ori%         or  3%         or  1%        or  2% 
Kept    moving    and    looked 

in  one  direction no  4  27  189  330 

or  9%         or  2%         or  5%         or  8%        or  7% 
Kept    moving    and    looked 

straight   ahead    1,071  213  520  2,193  3,997 

or  88%       or  97%       or  92%      or  91%      or  91% 

Total    1,213  219  565  2,414  4,411 

or  100%     or  100%     or  100%     or  100%     or  ico% 

The  figures  indicate  that  only  2  per  cent,  of  the  highway  traffic  ex- 
ercised reasonable  precaution,  7  per  cent,  exercised  partially  adequate 
caution  and  91  per  cent,  entirely  failed  to  use  adequate  caution  before 
crossing  the  tracks. 

Similar  observations  taken  at  various  crossings  on  the  B.  &  O.  S.  W 
in  Ohio  and  Indiana  in  February  and  March,  1914,  are  as  follows : 

Pedestrians.  Teams.  Autos.       Total. 
Stopped   and  looked   in   both   direc- 
tions    ....  48               48 

or  5% 
Kept  moving  and  looked  in  both  di- 
rections       2,897  796.  125           3,818 

or  12%  or  17%  or  13%       or  13% 
Kept  moving  and  looked  in  one  di- 
rection    4,645  764  152           5,561 

or  19%  or  17^  or  16%       or  18% 
Kept    moving    and    looked    straight 

ahead  17,363  3,021  626         21,010 

or  69%  or  66%  or  66%      or  69% 

Total    24,905  4,581  951         30,437 

or  100%    or  100%    or  100%    or  100% 
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At  a  large  nuniljcr  of  the  crossings  13  per  cent,  exercised  reasonable 
caution.  18  per  cent,  partially  adequate  caution  and  6g  per  cent,  entirely 
failed  to  use  adequate  caution. 

Similar  observations  taken  at  several  crossings  in  San  Francisco, 
Oakland.  Sacramento.  Lodi,  and  Stockton,  California,  in  1913,  show  that 
out  of  total  of  over  25,000  pedestrians,   drivers   of  motor   vehicles,   etc.: 

35  stopped  and  looked  in  both  directions. 
8,950  or  35%  kept  moving  and  looked  in  both  directions. 
1,694  or     7%  kept  moving  and  looked  in  one  direction. 
14,617  or  58%  kept  moving  and  looked  straight  ahead. 

In  addition  to  showing  the  disregard  for  safety  of  a  large  percentage 
of  the  highway  traffic  in  the  cases  mentioned,  these  figures  show  that  this 
percentage  is  much  larger  at  the  St.  Louis  crossing  noted  than  at  the 
other  crossings   cited. 

f'  A  source  of  accidents  on  railways  more  prolific  than  grade  crossings 
is  trespassing.  All  railways  have  experienced  serious  trouble  in  an  en- 
deavor to  decrease  the  amount  of  trespassing,  and  although  it  would  ap- 
pear to  be  in  the  interest  of  the  public  to  keep  down  injury  and  death 
by  reducing  the  amount  of  trespassing,  unfortunately  very  little  has  been 
accomplished  along  these  lines,  and  all  over  the  country  railway  rights- 
of-way  are  used  indiscriminately  as  thoroughfares  by  people  of  all  ages 
and  classes,  children  as  well  as  adults.  In  fact,  parents  think  nothing 
whatever  of  permitting  their  children  to  play  on  railway  rights-of-way, 
or  in  letting  their  children  use  the  rights-of-way  as  short  cuts  to  school 
and  elsewhere   whenever   available. 

The  following  observations  were  made  at  several  crossings  on  the 
Oak  Hill  Branch  of  the  Missouri  Pacific  Railway,  at  St.  Louis,  Mo.,  and 
show  the  number  of  trespassers  using  the  tracks  and  right-of-way  as 
a  street  and  passing  the  street  crossings  named  between  5  a.  m.  and  mid- 
night. There  are  also  shown  the  numbers  of  pedestrians  passing  along 
the  streets  and  across  the  tracks  within  the  same  period : 


Shaw    Avenue    April  28 

jMcRee  Avenue    April  27 

•Eager   Road    April  27 

Chippewa  Street    April  29 

|Meramec    Street    April  29 

Note  that  in  five  cases  out  of  six,  the  number  of  trespassers  is 
larger  than  the  volume  of  highway  pedestrian  trafific,  also  the  large  num- 
ber of  women  trespassers,  for  whom  on  account  of  their  inferior  activity, 
the  danger  in  walking  upon  railway  tracks  is  greater  than  for  men. 
I  Comparison  of  the  trafific  at  the  various  grade  crossings  where  con- 
Iditions  have  warranted  the  expense  of  elimination  with  the  St.  Louis 
!:rossings  now  under  discussion  and  taking  into  consideration  the 
3ther    facts   before    us,    the    conclusion    is    reached    that    other    means    of 


Trespassers 

Pedestrians. 

Male 

Female. 

Total. 

On  Street. 

96 

II 

107 

1,214 

250 

64 

314 

65 

159 

39 

198 

153 

276 

61 

22,7 

222 

450 

164 

614 

306 
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proti'ctioii  slioiild  he  resorted  to  until  tlie  tr.ililic  increases  to  such  an 
extent  as  to  justify  the  great  expense  of  grade  crossing  elimination. 

That  the  interests  of  tlic  raihoads  and  the  communities  in  grade 
crossing  matters  continue  to  be  mutual  when  traffic  reaches  the  i)oint  where 
elimination  is  necessary,  has  been  recognized  in  a  large  number  of  com- 
munities by  the  public  bearing  a  portion  of  the  cost  of  grade  crossing 
elimination,  and  in  those  communities  more  has  been  accomplislied  in 
this  direction  than  at  other  points.  The  cost  of  grade  crossing  elimination 
must  be  borne  by  the  i)ublic  in  any  event,  either  by  direct  contribution 
or  through  the  payment  of  rates  to  the  railways  to  enable  the  latter  to 
meet   the   expense. 

The  justice  of  apportioning  the  cost  between  the  railways  and  the 
public  was  recognized  by  the  Committee  on  Grade  Crossings  and  Tres- 
passing on  Railways  of  the  National  Association  of  Railway  Commis- 
sioners, that  committee  having  reported  as  follows  at  the  Twenty-fourth 
Annual  Convention  at  Washington,  D.   C,  in   1912: 

"The  elimination  of  a  grade  crossing  costing  as  much  as  $50,000  in- 
volves a  perpetual  annual  interest  charge,  at  5  per  cent.,  of  $2,500  besides 
annual  repair. 

"As  this  elimination  does  not  increase  revenue  in  the  least,  but  only 
diminishes  expense,  measured  by  the  cost  of  accident  or  cost  of  protec- 
tion, or  both,  it  will  be  readily  seen  that  our  railways  could  not  aflFord. 
as  a  purely  financial  matter,  to  invest  the  sum  required  to  eliminate  grade 
crossings  in  cities  where  the  expense  would  be  large. 

"The  manifest  injustice  of  compelling  the  railways  to  bear  the  total 
cost  of  elimination  caused  the  legislature  of  Massachusetts  to  pass  a 
grade-crossing  law,  so-called,  in  1890.  By  this  act  the  expense  of  elimina- 
tion was  divided  among  the  railway  companies,  the  towns  and  cities,  and 
the  Commonwealth.  From  1850  to  191 1  there  was  expended  under  the 
provision  of  this  law  $34,372,048.03,  of  which  total  61  plus  per  cent,  was 
borne  by  the  railways,  26  minus  per  cent,  by  the  Commonwealth  and  13 
per  cent,  was  borne  by  the  cities  and  towns.  In  Vermont,  which  divides 
the  expense  of  elimination  among  the  railways,  the  towns  and  cities  and 
the  state,  the  state  by  law,  bears  not  exceeding  25  per  cent,  of  the  cost 
and  not  exceeding  $25,000  annually. 

"The  elements  which  determined  this  division  of  expense  to  be  the 
proper  one  are  not  apparent.  Different  states  might  divide  the  expense 
according  to  a  different  ratio ;  and  it  is  probable  that  disinterested  expert 
judgments  would  differ  as  to  the  proper  division  of  the  expense.  In  case 
any  state  should  compel  the  railway  companies  within  the  state  to  bear 
this  expense  alone,  it  should  most  certainly  authorize  it  to  collect  an  ad- 
ditional revenue  to  meet  such  expense.  But  inasmuch  as  the  state's  au- 
thority would  not  cover  interstate  business  it  is  apparent  that  such  a 
method  would  be  ill  advised.  It  seems,  therefore,  that  a  division  of  the 
initial  cost  of  eliminating  grade  crossings  ought  to  be  made,  and  it  is 
probable  that  the  railway  commissioners  of  the  several  states  would  be 
the  bodies  most  competent  to  apportion  the  expense.  The  arbitrary  ap- 
portionment by  legislative  action  would  not  be  best,  because  no  law  could 
be  framed  to  fit  the  varying  conditions  involved.  Manifestly  there  ought 
to  be  the  exercise  of  disinterested  expert  judgment  in  each  case." 

In  Massachusetts,  where  much  has  been  accomplished  in  grade 
crossing  elimination,  a  general  statute  was  passed  in   1890  providing  for 
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elimination  of  grade  crossings  where  required  by  the  public  interest  and 
prescribing  the  manner  of  initiating  and  carrying  out  the  work  including 
the  division  of  expense  between  the  parties  concerned. 

From  the  passage  of  the  law  until  November  t,o,  1909,  a  total  of  more 
than  thirty-two  million  dollars  lias  been  expended  thereunder  for  separa- 
tion of  grades  at  180  separate  ])rojects,  each  project  embracing  from  one 
to  ten  crossings. 

The  above  expenditure  has  been  assumed  by  the  parties  concerned  as 
follows  : 

Railroads    $19,632,906.71 

Street  railways    202,808.30 

Cities  and  towns 4,221 ,038.36 

State 8,376.174.38 

Total    $32,432,927.75 

The  expense  assumed  by  the  railways  as  above,  has  been  approxi- 
mately 60^  per  cent,  of  the  total  expense. 

A  summary  of  the  manner  in  which  the  expense  has  been  apportioned 
among  the  various  interests  in  a  number  of  states  and  cities  is  given 
below:      (See  also  St.  Louis   Public  Library   Bulletin,  Appendix  B.) 

State.  Eliminations.  Division    of    Expense. 

Connecticut    232         For  elimination   on   initiative  of  city 

or  railroad  commission.  Railway 
50  to  75  per  cent.,  city  or  s.tate  25 
to  50  per  cent.  For  elimination  on 
initiative  of  railway.  Railway  pays 
100  per  cent. 
Massachusetts  165  Railway  65  per  cent. ;  remainder  di- 
vided by  railroad  commission  be- 
tween street  railway,  if  present,  up 
to  15  per  cent.,  city  up  to  10  per 
cent,  and  state. 

j New  York 220        Railway  50  per  cent.,  city  25  per  cent., 

i  state  25  per  cent. 

lOhio 71         Railway  50  per  cent.,  city  50  per  cent, 

Tn  Cincinnati,  Cleveland  and  City's  share,  up  to  50  per  cent.,  may 

Columbus.  be    assessed    vs.    street    railway,    if 

1  present. 

Vermont    23         Railway   65    per    cent.,    town    10    per 

I  cent.,  state  25  per  cent. 

Virginia Many  on  N.  &  W.         Railway   50  per   cent,   county   50  per 

cent. 

Wisconsin    No    report.         Fixed   bv   railroad   commission. 

(2)  In  several  large  cities  special  projects  of  grade  crossing  elimi- 
nation have  been  carried  out  under  special  acts  rather  than  under  the  gen- 
eral statute  as  follows : 

City.  Distribution  of  Expense. 

Boston  City  paid  from  13^4  to  34  per  cent,  in  various  cases. 

Buffalo  For  elimination  of  94  crossings  the  railways  paid  approxi- 

mately $8,951,000.00,   the  city   paid   approximately  $3,- 
766,000.00. 
Mew  York  (Brooklyn)    expense  divided   equally  l:!etween   railway  and 

citv. 
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At  Indianapolis,  there  being  no  general  statute,  crossings  of  one  to 
four  railways  on  five  streets  have  been  eliminated  under  special  act,  the 
railway  paying  75  per  cent.,  the  city  and  street  railway  25  per  cent,  of 
the  cost.  At  Fort  Wayne  elimination  is  under  consideration  under  a 
similar  special  act. 

(3)  In  absence  of  general  or  special  statute  fixing  division  of  ex- 
pense, substantial  progress  in  grade-crossing  elimination  per  se,  where 
not  required  by  railway  grade  revision  or  other  special  conditions,  has 
been  limited  to  cities  where  a  division  of  expense  has  been  reached  b;. 
agreement  or  ordinance  as  follows  : 

Atlanta  10  eliminations.     Railway  pays  for  work  over  tracks. 

City  pays  for  approaches  and  damages. 

Chicago  553  eliminations.       Railway     pays     construction     costs. 

City  pays  damages. 

Detroit  33  eliminations  completed.     Railways  pay  construction 

cost. 
13  eliminations  arranged  for.     City  pays  damages. 

Memphis  30  eliminations.     Cost  to  city,  $225,000. 

Newark  Track  elevation.     City  paid  $600,000  and  50  per  cent,  of 

damages. 

Philadelphia  Eliminations  carried  out,  $12,000,000.     Cost  assumed  ap- 

proximately 50   per   cent,   by   railways   and  50  peV 
cent,  by  city. 
Eliminations  arranged   for,  $12,000,000.     Cost  to  be  di- 
vided as  above. 

Pittsburgh  For    eliminations    recently    completed    and    under    way. 

railways  pay  $803,000,  street  railway,  $170,000,  city. 
$513,000. 

Providence  12  eliminations.     Railway  66^3  per  cent.,  city  ^zVi  P^^" 

cent. 

At  Kansas  City,  Mo.,  cost  of  extensive  elimination  by  Kansas  City 
Terminal  Railway  is  paid  for,  including  damages,  by  the  railway,  ex- 
cept that  the  street  railway  pays  one-half  the  cost  of  bridges  used  by  it. 
It  should  be  noted  that  separation  of  railway  and  highway  grades  ha.s 
resulted  largely  from  grade  revision  made  by  the  railway  and  of  con- 
struction of  new  lines  on  grades  required  by  operating  conditions ;  also 
that  the  ordinances  covering  the  matter  provide  for  vacation  of  certain 
streets  by  the  city. 

At  Washington,  D.  C,  many  grade  crossings  have  been  eliminated. 
Agreement  with  Baltimore  &  Potomac  (Pennsylvania  Railroad)  provided 
that  railway  should  pay  construction  costs  within  right-of-way,  and  that 
all  other  costs,  including  damages,  should  be  assumed  by  the  United 
States  and  the  District  of  Columbia. 

The  injustice  of  compelling  the  railways  to  bear  the  entire  burden 
was  also  recognized  by  the  Legislature  of  Missouri  in  enacting  legisla- 
tion compelling  cities  of  the  first  class  to  assume  the  cost  of  damages 
to  abutting  property,  extract  from  that  law  being  as  follows : 

"acts    of    191 1,    PAGE    332,    MUNICIPAL    CORPORATIONS,    CITIES    OF    THE    FIRST 
CLASS,   REGULATING   SUBW^AYS    AND  VIADUCTS. 

"Powers  of  Mayor  and  Council:  The  mayor  and  common  council 
shall  have  power  within  the  city,  by  ordinance,  not  inconsistent  with  the 
Constitution  or  any  law  of  this  state  or  of  this  article : 

"To  require  any  street  car  company  or  any  railway  company  or  com- 
panies owning  or  operating  any   railway,  railroad,  track  or  tracks  upon 
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or  across  any  street  or  streets,  avenue,  boulevard  or  alley,  of  the  city,  to 
erect,  construct,  reconstruct,  complete  and  keep  in  repair  any  subway, 
viaduct  or  viaducts  upon  or  along  such  street,  streets,  avenue,  alley  or 
boulevard,  and  over  or  under  such  track  or  tracks,  including  the  ap- 
proaches of  such  viaduct  or  viaducts,  as  may  be  deemed  and  declared  by 
the  mayor  and  common  council  necessary  for  the  safety  and  protection 
of  the  public.  Whenever  any  such  viaduct  or  subway  shall  be  deemed 
and  declared,  by  ordinance,  necessary  for  the  safety  and  protection  of  the 
public,  the  mayor  and  common  council  shall  in  the  same  ordinance,  deter- 
mine and  prescribe  the  limits  .within  which  private  property  is  benefited 
by  the  construction  of  the  proposed  viaduct,  subway  or  viaducts  and  the 
approaches  thereto,  to  pay  for  the  damages  which  may  be  caused  to  any 
property  by  reason  of  the  construction  of  such  subway  or  viaduct  and  its 
approaches.  That  the  proceedings  and  all  provisions  for  appraising,  as- 
sessing, determining  and  paying  the  damages,  if  any,  which  may  be  caused 
to  any  property  by  reason  of  the  construction  of  subway  or  such  viaduct 
and  its  approaches,  shall  be  the  same  as  provided  for  the  purpose  of 
determining  damages  to  property  owners  by  reason  of  the  grading  of  a 
street,  and  such  damages  shall  be  first  paid  to  the  parties  entitled  thereto 
before  such  subway  or  viaduct,  viaducts  and  approaches  shall  be  con- 
structed. The  length,  width,  height  and  strength  of  any  such  subway  or 
viaducts  and  approaches  thereto,  the  material  therefor,  and  the  manner 
of  construction  thereof,  shall  be  as  required  by  the  board  of  public  works. 
When  two  or  more  railway  companies  own  or  operate  separate  lines  of 
track  to  be  crossed  by  any  such  subway  or  viaduct,  the  proportion  thereof 
and  the  approaches  thereto  to  be  constructed  by  each,  or  the  cost  to  be 
borne  by  each,  shall  be  determined  by  the  mayor  and  common  council.  It 
shall  be  the  duty  of  said  company  or  companies,  upon  being  required,  as 
herein  provided,  to  erect,  construct,  reconstruct  or  repair  any  subway  or 
viaduct,  or  the  approaches  thereto,  to  proceed  wnthin  the  time  and  in  the 
manner  required  by  the  mayor  and  common  council  to  erect,  construct, 
reconstruct  or  repair  the  same.  And  it  shall  be  a  misdemeanor  for  such 
company  or  companies  to  fail,  neglect  or  refuse  to  perform  such  duty, 
and  upon  conviction,  such  company  or  companies  shall  be  fined  not  less 
than  five  hundred  dollars,  and  each  day  such  company  or  companies  shall 
fail,  neglect  or  refuse  to  perform  such  duty,  shall  be  deemed  and  held  to 
be  a  separate  and  distinct  ofTense.  And  in  addition  to  the  penalty  herein 
provided,  such  company  or  companies  shall  be  compelled  by  mandamus 
or  other  appropriate  proceeding,  to  erect,  construct,  reconstruct  or  repair 
any  viaduct  or  subway  as  may  be  required  by  ordinance  as  herein  pro- 
vided. The  mayor  and  common  council  shall  also  have  power  whenever 
such  company  or  companies  shall  fail,  neglect  or  refuse  to  erect,  construct, 
reconstruct,  or  repair  any  such  viaduct  or  subway  or  viaducts,  after  hav- 
ing been  required  to  do  so,  as  herein  provided,  to  proceed  with  the  erection, 
construction,  reconstruction  or  repair  of  any  such  viaduct  or  subway  or 
viaducts  and  the  approaches  thereto,  by  contract,  or  in  such  other  manner 
as  may  be  provided  by  ordinance,  and  assess  the  cost  of  erection,  con- 
struction, reconstruction  or  repair  of  any  such  subway  or  viaduct  or  via- 
ducts and  approaches  thereto  against  the  property  of  said  company  or 
companies  required  to  erect,  construct,  reconstruct  or  repair  the  same, 
and  such  costs  shall  be  a  valid  and  consisting  lien  against  such  property, 
and  shall  also  be  a  legal  indebtedness  of  such  company  or  companies  in 
favor  of  such  city,  and  may  be  enforced  and  collected  by  suit  in  proper 
court." 

In  most  cases  where  street  car  tracks  are  involved,  they  were  con- 
structed after  the  railway  was  in  operation  and  with  the  full  knowledge 
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of  llu'  prosciico  of  llic  r;iiKv;i>'  Irarks.  Tlu-  street  car  i-ompanics  are 
direct  Itciu'ticiaric'S  of  j^radc  crossinj^  cliininatioii  hy  hciiijj;  relieved  of 
the  I)\irden  of  niaintaininj<  the  crossinjj;,  of  the  cost  of  watchnieu,  of  the 
delays  to  the  cars,  and  of  whatever  hazard  there  may  he  in  the  use  of 
the  crossing.  The  justice  of  compelling  street  car  comjjanies  to  share 
the  expen.se  has  been  recognized  in  a  very  large  number  of  instances, 
several  examples  of   such   participation  being  as   follows: 

COLUMBUS,  OHIO. 

The  Baltimore  &  Ohio  Railroad  Company  separated  the  grades  at 
several  streets,  and  under  the  state  law  it  paid  65  i)er  cent,  of  the  cost, 
the  citN'  assuming  35  ])er  cent,  of  the  cost;  but  on  those  streets  occupied 
by  electric  car  lines,  the  city  obligated  the  traction  company  to  assume  a 
portion  of  its  share  of  the  cost. 

PITTSBURGH,    PA, 

The  Baltimore  8z  Ohio  Railroad  Company  has  a  partially  completed 
agreement  for  the  elimination  of  the  grade  crossing  at  Liberty  Avenue, 
in  which  the  Baltimore  &  Ohio  Railroad  Company,  the  city  and  the  elec- 
tric railway  company  are  to  share  in  the  cost,  the  division  being  approxi- 
mately in  equal  parts. 

KANSAS   CITY,   KAN,    (iN   ARMOURDALE). 

The  street  railway  company  paid  one-third  of  the  cost  of  Kent  Ave- 
nue subway  and  approaches,  and  the  several  steam  railw^ays  paid  the  re- 
mainder. In  this  case  the  city  and  the  street  railway  companies  main- 
tain the  structure. 

scranton,  pa. 

The  Scranton  Traction  Company  paid  one-third  the  cost  of  Lacka- 
wanna Avenue  viaduct  over  the  tracks  of  the  Delaware,  Lackawanna  & 
Western  Railroad.  Company. 

MEMPHIS,   TENN. 

The  city  obligated  the  street  railw^ay  company  to  vacate  the  crossing 
at  Virginia  Avenue  and  use  the  new  subway  under  the  Illinois  Central 
Railroad  Company  tracks  at  Iowa  Avenue,  and  the  street  railway  com- 
pany paid  30  per  cent,  of  the  cost  of  construction  of  the  new  subway. 

LOUISVILLE,    KY. 

The  city  paid  42.54  per  cent,  of  the  Oak  Street  subway,  the  remainder 
being  divided  between  the  Illinois  Central  Railroad  Company,  the  South- 
ern Railway,  the  Louisville  &  Nashville  Railroad,  and  the  street  railway 
cotnpany  assumed  a  portion  of  the  city's  share  of  the  balance. 

FORT  DODGE,  IOWA. 

The  city  desired  the  Illinois  Central  Railroad  Company  to  build  the 
Farley  Street  viaduct  strong  enough  for  electric  cars.  The  railway  com- 
pany declined  to  do  so,  unless  the  city  or  the  street  railw^ay  company  con- 
tributed to  the  additional  cost,  and  the  requirement  was  dropped  by  the 
city;  and  the  bridge  was  built  for  ordinary  highway  traffic  only. 

ROCKFORD,  ILL. 

A  joint  agreement  was  made  last  year  between  the  city  and  the  Chi- 
cago. Milwaukee  &  St.  Paul  Railway  Company,  the  Illinois  Central  Rail- 
road Company  and  the  Chicago,  Burlington  &  Quincy  Railroad  Companj; 
for  the  construction  of  Winnebago   Street  viaduct,  provided  that  should 
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the  city  grant  to  any  street  or  interurban  railway  company  the  right  to 
lay  its  tracks  over  this  viaduct,  such  company  should,  at  its  own  expense, 
make  whatever  changes  might  be  necessary.  As  the  roadway  of  this  via- 
duct is  only  24  ft.,  and  it  is  not  built  strong  enough  for  street  railway 
traffic,  the  burden  on  the  street  railway  company  desiring  to  use  the 
bridge  would  be  considerable. 

DENVER^  COLO. 

The  Alameda  Avenue  subway,  which  carries  the  street  with  electric 
railway  tracks  under  the  tracks  of  the  Santa  Fe,  the  Denver  &  Rio  Grande 
Railway  and  Colorado  &  Southern  Railway,  was  paid  for — one-third  by  the 
cit}',  one-third  by  the  railway  companies  and  one-third  by  the  street  rail- 
way company. 

EL   PASO^  TEX. 

The  several  railways,  the  city  and  the  street  railway  company  are 
jointly  building  a  viaduct  estimated  to  cost  $72,000,  for  which  the  expense 
is  divided  as  follows : 

Santa  Fe  Railway ., $13,000 

Southern   Pacific   Railway 18,000 

El  Paso  &  Southwestern  Railway 18,000 

City  of  El  Paso 15,000 

Street  Railway  Company 18,000 

and  in  addition  the  city  takes  care  of  all  drainage,  sewage,  water  pipes, 
etc. 

WICHITA,    KAN. 

At  one  subw^ay  in  some  track  elevation  work  in  which  there  is  a 
street  railway,  the  street  railway  company  paid  not  only  for  the  changes 
in  its  tracks,  etc.,  and  the  pavement  in  and  between  its  tracks,  but  pays  for 
the  cost  of  the  substructure  of  the  street  which  it  occupies,  including 
the  pavement  and  column  pedestals,  and  the  excavation  for  same.  There 
is  a  mutual  agreement  here  betw^een  the  railway  company  and  the  city 
and  the  street  railway  company  that,  in  any  future  track  elevation,  one- 
third  will  be  paid  by  each  party. 

COLLINWOOD,  OHIO. 

The  Lake  Shore  &  Michigan  Southern  Railway  Company  eliminated 
the  grade  crossing  at  Adams  Avenue,  and  the  Cleveland  Electric  Railway 
Company  paid  one-fourth  of  the  expense.  The  Lake  Shore  &  Michigan 
Southern  Railway  Company  built  a  viaduct  to  carry  GoUmar  Street  over 
its  tracks,  and  the  Cleveland,  Painesville  &  Eastern  Electric  Railway  paid 
one-fourth  the  cost,  as  well  as  one-fourth  of  all  claims  for  damages  to 
abutting  property  owners,  and  the  electric  railway  also  assumed  a  pro- 
portion of  the  maintenance  of  the  structure.  Later  the  Cleveland  Elec- 
tric Company  desired  to  operate  its  cars  over  this  bridge,  and  made  an 
agreement  with  the  Lake  Shore  &  Michigan  Southern  Railway  Company 
by  which  it  paid  one-third  the  cost  of  maintaining  the  portion  of  the 
bridge  which  remained  for  the  Lake  Shore  &  Michigan  Southern  Railway 
Company  to  maintain. 

CHICAGO,   ILL. 

The  street  railway  company  paid  the  Lake  Shore  &  Michigan  South- 
ern Railway  Company  one-half  the  additional  cost  of  providing  one  foot 
additional  headroom,  which  was  required  by  the  ordinance  for  the  Sev- 
enty-first Street  subway ;  and  at  Cottage  Grove  Avenue  the  electric  com- 
pany paid  a  considerable  sum  of  money  for  an  additional  six  inches  head- 
room over  that  provided  for  in  the  ordinance  for  that  subway. 
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SOUTH   OMAHA,   NEH. 

The  Union  Pacific  Railroad  Company  built  a  viaduct  to  carry  a  strirt 
over  its  tracks.  This  viaduct  cost  exceeding  $i<';o,ooo  and  lo  per  cent, 
of  the  cost  w^as  paid  by  the  street  railway  company  in  addition  to  the 
cost  of  pavinp:  in  nnd  between  its  tracks,  as  provided  for  in  its  franchise 

DETROIT.    MICH. 

The  various  railways  in  this  city  have  sejiarated  the  crossings  in  a 
nuin1)er  of  instances,  and  wherever  there  have  been  street  railway  tracks 
iiiv(^lved,  a  portion  of  the  cost  has  1)een  assumed  by  the  street  railway 
companies. 

CHATTANOOGA,  TENN. 

The  McCallie  Avenue  viaduct,  built  about  ten  years  ago,  was  paid  for 
— one-half  by  the  several  railways,  one-fourth  by  the  county  and  one- 
fourth  by  the  street  railway  company.  This  was  a  very  large  structure, 
and  at  tliat  time  was  in  the  suburbs  of  Chattanooga.  The  city  limits 
have  since  lieen  extended  and  now  include  this  structure. 

NASHVILLE,  TENN. 

The  street  railway  company  has  in  one  or  two  instances  borne  one- 
fourth  of  the  entire  expense  of  grade  separations,  involving  tracks  of  the 
Nashville,  Chattanooga  &  St.  Louis  Railway. 

DES    MOINES,    IOWA. 

The  viaduct  carrying  Seventh  Street  over  the  tracks  of  the  Des 
Moines  Union  Railway,  the  Minneapolis  &  St.  Louis  Railway,  the  Chi- 
cago, Rock  Island  &  Pacific  Railway  and  the  Chicago,  Burlington  & 
Quincy  Railroad  will  be  paid  for  by  the  railway  companies,  the  street 
railway  which  will  use  the  viaduct  assuming  that  portion  of  the  cost 
covering  the  excess  capacity  of  the  bridge  required  on  account  of  its 
traffic. 

FORT   WAYNE,   IND. 

The  street  railway  company  paid  12^  per  cent,  of  the  total  cost  oi 
some  grade  separation  work  done  by  the  Wabash  Railroad. 

LITTLE   ROCK,    ARK. 

The  St.  Louis,  Iron  Mountain  &  Southern  Railway,  the  Rock  Island 
the  city,  the  county  and  the  street  railway  company  apportioned  the  cost 
of  West  Third  Street  viaduct  in  the  following  proportions : 

St.  Louis,  Iron  Mountain  &  Southern 35  per  cent. 

Rock  Island  26  per  cent. 

Street  railway  company 19  per  cent 

City  of  Little  Rock 10  per  cent. 

County   of   Pulaski 10  per  cent. 

It  is  a  fact,  however,  that  in  all  too  many  communities  the  public 
is  attempting  to  evade  its  responsibility  by  placing  upon  the  railways  the 
entire  cost  of  grade  crossing  elimination,  and  in  such  communities  there 
has  been  a  feeling  of  irresponsibility  in  the  minds  of  the  public  toward 
this  matter.  It  has  been  felt  that  if  the  railway  could  be  compelled  to 
bear  the  entire  expense  it  would  be  fair  to  compel  them  to  eliminate  the 
crossings  as  fast  as  pressure  could  be  brought  to  bear.  In  such  com- 
munities the  public,  feeling  that  the  community  would  not  have  to  bear 
any  portion  of  the  cost  of  the  work,  have  attempted  to  bring  about  the 


GRADE  CROSSING  ELIMINATION.  187 

elimination  of  crossings  at  which  the  traffic  has  been  so  light  that  the 
expense  should  not  properly  be  incurred  for  many  years,  and  if  the 
public  realized  that  it  would  be  compelled  to  bear  any  appreciable  portion 
of  the  cost,  more  care  and  thought  would  be  given  the  subject  before 
making  the  demand,  and  a  spirit  of  responsible  deliberation  would  take 
the  place  of  the  irresponsible  demands  for  promiscuous  grade  crossing 
elimination. 

At  such  time  in  future  as  traffic  at  any  crossing  increases  to  the 
point  where  its  elimination  becomes  necessary,  the  mutuality  of  interest 
should  be  recognized  by  apportioning  the  cost  among  the  interests  re- 
sponsible for  the  condition. 


Appendix  A. 

GRADE   CROSSING   FXIMINATION    IN   AMERICAN   CITIES, 

(St.   I.ouls  Public  T^ibrary  Monthly  Bulletin,  July,   1913.) 

LEGISLATION,   WORK    DONE,   AND   PRESENT  TENDENCIES. 

Tliis  is  not  intended  to  be  a  technical  study  of  the  grade  crossing  ques- 
tion. Engineering  problems  are  in  no  way  dealt  with.  The  effort  has  been 
to  present  a  brief  summary  showing  what  has  been  done  in  our  largest 
municipalities  toward  the  elimination  of  grade  crossings,  and  the  terms  of 
the  contracts,  agreements  or  laws  under  which  such  work  has  been  accom- 
plished. It  is  hoped  that  this  summary  may  prove  of  value  to  the  layman 
interested  in  the  question,  and  serve  as  a  guide  to  such  cities  as  are  con- 
templating the  establishment  of  some  general  scheme  of  grade  crossing 
elimination.  The  question  is  one  of  vital  importance,  particularly  as  there 
are  many  large  cities  to-day  in  which  practically  no  grade  crossings  have 
yet  been  done  away  with. 

Questions  have  been  sent  to  the  fifty  cities  having  in  1910  a  popula- 
tion exceeding  100,000.  Of  these  thirty-nine  have  been  heard  from,  and 
the  summary  covers  this  number.  Most  of  the  eleven  cities  not  reporting 
were  the  smaller  places  on  the  list. 

We  wish  to  express  our  sincerest  appreciation  of  the  kindness  and 
willingness  to  co-operate  shown  by  the  city  and  state  officials  who  have 
made  this   study  possible. 

BIBLIOGRAPHY. 

Literature  dealing  with  those  aspects  of  the  grade  crossing  question 
that  are  considered  here  is  very  meager.  A  most  thorough  bibliography  of 
the  whole  subject  of  grade  crossings,  arranged  largely  by  localities,  has 
been  prepared  by  Robert  H.  Whitten,  Librarian-Statistician  of  the  Public 
Service  Commission  for  the  First  District,  New  York. 

For  persons  desiring  to  do  a  little  reading  on  the  grade  crossing  ques- 
tion, particularly  those  parts  of  it  that  are  taken  up  here,  the  following 
list  of  references  to  material  in  the  St.  Louis  Public  Library  is  recom- 
mended : 

Buffalo.      Grade    Crossing    Commission.      Grade    crossing   improvement, 

1888-1911.     Municipal  Branch. 

Interesting  because  of  the  detailed  figures  of  the  cost  apportionment 
in  a  city  in  which  much  has  been  actually  accomplished. 
Chicago.     Track  Elevation  Department.     Track  elevation  within  the  cor- 
porate limits  of  the  city  of  Chicago  from  January  i,  1909,  to  June  30, 

1911.     1911.     Municipal  Branch. 

Detailed  report,  containing  text  of  ordinances,  with  maps  and  tables. 
Chidsey,  a.  D.,  Jr.    Grade  crossing  elimination.    Eng.  News,  April  i,  I909- 

Contains  a  summary  of  grade  crossing  work  in   states  and  cities.— 

Applied  Sci.  Department. 
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Gayler,  Carl.  Grade  crossing  problems  in  St.  Louis.  (In  Association  of 
Engineering  Societies  Journal,  July,  1905,  pp.  34-52.)  Applied  Sci. 
Dept. 

Grade  crossing  cjuestion.      Municipal   Engineering,   July,   1912.     Municipal 
Branch. 
A  brief  article,  with  summary  of  some  court  decisions. 

Massachuseits.  Lcg,islaturc.  Report  of  the  Board  of  Railroad  Com- 
missioners and  the  Massachusetts  Highway  Commission  on  the  ad- 
visability of  changing  the  present  basis  of  the  apportionment  of  the 
cost  of  abolishing  grade  crossings.  (House  Doc.  1878.)  19T3. 
Municipal  Branch. 
A  digest  of  state  laws  on  grade  elimination  is  included. 

New  York  (State).     Public  Service  Commission.     First  District.     Report 
on  grade  crossings  in  New  York  City,  and  the  need  of  change  in  the 
grade  crossing  law ;  appendix  B  to  annual  report  for  1909.    Municipal 
Branch, 
Contains  a  brief  summary  of  the  situation  in  certain  cities  and  states. 

New  York  (State).  Public  Service  Commission.  First  District.  Review 
of  grade  crossing  elimination,  digest  and  bibliography;  report  to  Com- 
missioner Edward  M.  Bassett  by  Robert  H.  Whitten,  Librarian-Sta- 
tistician.    1910.     Municipal  Branch. 

A  very  thorough  piece  of  work,   containing  the  bibliography  noticed 
above. 

Written,  Robert  H.  Methods  of  railway  and  street  grade  separation  in 
cities.  Engineering — Contracting,  October  25,  191 1.  Applied  Sci- 
ence  Dept. 

DIGESTS    OF   REPORTS    FROM    CITIES. 

ALBANY,   N.  Y. 

This  city  comes  under  the  jurisdiction  of  the  State  law,  so  far  as 
grade  crossing  abolition  is  concerned,  the  Public  Service  Commission  for 
the  Second  District  being  vested  with  the  necessary  authority.  Costs, 
including  consequential  damages,  are  by  law  apportioned  as  follows : 
City,  25  per  cent. ;  State,  25  per  cent. ;  Railways,  50  per  cent.  The  last 
project  in  the  city  was  started  about  1900. 

ATLANTA,   GA. 

Grade  crossings  are  abolished  by  arrangement  between  the  city  and 
the  railways  interested,  the  work  being  in  charge  of  the  Chief  of  Con- 
struction. In  1907  the  city  had  nineteen  grade  crossings,  about  ten  hav- 
ing been  abolished  in  the  last  fifteen  or  twenty  years. 

Cost  apportionment  is  by  agreement.  The  railroad  company  takes 
care  of  the  part  of  the  work  across  the  tracks,  and  the  city  builds  the 
approaches.     Damages  to  abutting  property  are  assumed  b"*-  the  city. 

BALTIMORE,   MD. 

Grade  crossing  elimination  is  provided  for  by  separate  ordinances. 
In  some  cases  the  ordinances  granting  franchise  rights  to  a  railroad  pro- 
vide for  grade  crossing  avoidance,  or  elimination  in  future;  in  other  cases, 
ordinances  have  been  passed  directing  the  abolition  of  existing  crossings 
at  once.  An  example  of  the  former  will  be  found  in  the  grants  of  rights- 
of-way  to  the  Pennsylvania  Railroad;  of  the  latter,  in  Ordinance  387,  1909, 
providing  for  crossing  elimination  on  a  part  of  the  Baltimore  &  Ohio  sys- 
tem. There  are  now  about  200  grade  crossings  in  the  city,  and  the  work 
of  elimination  is  in  charge  of  the  City  Engineer. 

To  date,  only  three  crossings  have  been  done  away  with,  at  a  cost  of 
about  $150,000  to  the  city.     It  should  be  borne  in  mind,  however,  that  the 
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two  priiu'ipal  railroads  run  iiiKkr  the  main  part  of  the  city  in  tunnels, 
and  for  this  reason  the  jiroljU'in  is  less  serious  than  in  sotuc  other  munici- 
pahties. 

In  all  eases  the  railroads  have  horne  the  major  part  of  the  cost  of 
these  improvements.  The  (|uestiou  of  who  is  liahle  for  consecpu'Ulial  dam- 
ages is  at   the  present  writing  pending  in  the  Court  of  Appeals. 

BOSTON,    MAS.S. 

Ld<e  other  Massachusetts  cities,  Boston  is  governed  hy  State  law  in 
the  matter  of  grade  crossing  elimination.  (See  Worcester.)  In  1907  the 
city  contained  twenty-six  grade  crossings,  and  the  numher  is  prohahly 
not  nnich  less  to-day.  While  the  State  law  fixes  the  city's  share  of  the 
cost  at  not  over  10  per  cent.,  there  have  heen  cases  in  which  the  general 
law  has  heen  superseded  by  special  acts,  fixing  the  apportionment  for  a 
single  improvement.  Under  such  acts  the  city  has  paid  13J/2,  15,  30  and 
34  per  cent,  of  the  total  cost. 

BRIDGEPORT,    CONN. 

Grade  crossing  elimination  is  governed  by  State  law.  The  Public 
Utilities  Commission  orders  the  work  done,  on  petition  of  the  railroad 
or  the  municipal  authorities.  The  actual  work  is  done  under  supervision 
of  the  City  Engineer.  There  are  only  eight  grade  crossings  in  the  city, 
the  work  of  abolition  having  been  begun  in  1899,  when  about  thirty  cross- 
ings were  done  away  with,  at  a  cost  to  the  city  of  $400,000. 

The  apportionment  of  cost  depends  upon  several  circumstances.  It 
the  petition  is  brought  by  or  on  behalf  of  the  railroad  company,  the  total 
cost,  including  consequential  damages,  must  be  met  by  the  railway.  If  the 
municipality  brings  the  petition,  the  cost  is  divided  as  follows  :  If  the  high- 
way affected  was  in  existence  when  the  railroad  was  constructed  across  it 
at  grade,  or  the  layout  of  the  highway  was  changed  for  the  benefit  of  the 
railway,  the  city  must  pay  one-quarter,  and  the  railroad  the  rest;  if  the 
highway  was  constructed  since  the  railroad  which  it  crosses  at  grade, 
the  Commission  may  order  the  city  to  pay  an  amount  not  exceeding  one- 
half.  In  the  absence  of  any  application  the  Public  Utilities  Commission 
may,  after  a  hearing,  order  grade  crossing  elimination,  and  determine 
the  cost  apportionment,  provided  that  in  such  cases  the  State  must  pay 
one-quarter  of  the  expense,  including  damages,  and  the  railroad  company 
or  companies  benefited,  the  remainder.  From  the  above  it  will  be  seen  that 
by  State  law,  consequential  damages  are  divided  as  is  the  rest  of  the  ex- 
pense of  the  undertaking. 

BUFFALO,    N.   Y. 

A  special  State  law.  for  Buffalo  only,  governs  the  matter  of  grade 
crossing  elimination.  This  law  creates  a  Grade  Crossing  Commission, 
v^hich  is  empowered  to  enter  into  a  contract  with  any  steam  railroad  com- 
pany to  abolish  grade  crossings.  The  special  law  was  enacted  in  1888. 
and  in  1906,  after  completion  of  all  but  seven  of  the  crossings  planned  for 
under  the  act,  the  Commissioner's  power  was  extended  by  a  second  act 
of  the  Legislature.     In  191 1,  a  third  act  was  passed  of  the  same  nature. 

Work  was  begun  in  1895,  and  by  April,  191 1,  ninety- four  crossings 
had  been  done  away  with.  Under  the  present  plans,  thirty  more  will  be 
abolished.     The  city  now  has  a  little  less  than  200  grade  crossings. 

Under  the  plan  of  1888,  the  division  of  cost  was  approximately  as 
follow^s  : 

Railway.  City. 

Per  Cent.     Per  Cent. 

Across  and  along  the  railroad's  right-of-way 100 

Approaches  to  viaducts  and  subways 66  2-3  33  i"3 

Land  purchased  66  2-3  33  i-3 

Consequential  damages   50  5o 
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'riic  total  cost  of  completed  wcM'k  under  this  plan  has  hccn  $9,104,- 
8^4.(17,  of  which  the  city  has  paid  20.4  and  the  railroads  79.6  per  cent.  The 
consequential  damages  paid  hy  the  city  amounted  to  $1,908,448.76  and  by 
the  railroads  $1,703,671.19. 

Under  the  plan  of  1906  the  division  of  cost  has  been  approximately  as 
follows  : 

Railway.        City. 
Per  Cent.    Per  Cent. 

Construction    within    street    lines    65  35 

Construction  on  railroad's  right-of-way 100 

Lands   purchased    65  35 

Consequential   damages    55  45 

This  apportionment  is  not  regulated  by  law. 

CAMBRIDGE,    MASS. 

In  1901  a  thorough  investigation  of  the  grade  crossing  question  was 
made  by  Lewis  M.  Hastings,  City  Engineer,  and  a  report  made  to  the  city 
authorities,  with  recommendations.  No  information  was  received  as  to 
what  has  actually  been  accomplished  since.  In  1907  the  city  contained 
ten  grade  crossings.  The  1901  report  gives  the  number  as  thirteen,  so 
that  at  least  three  crossings  have  been  abolished.  According  to  the  Massa- 
chusetts Railroad  Commission,  one  crossing  was  done  away  with  at  a 
cost  of  $67,036.11  to  the  city,  the  apportionment  being,  by  State  law:  City, 
10  per  cent.;  State,  25  per  cent.,  and  Railw^ay,  65  per  cent.,  consequential 
damages   being   included   in  the  total. 

CHICAGO.    ILL. 

As  is  well  known,  a  very  great  amount  of  work  has  been  done  in  this 
city  in  the  elimination  of  grade  crossings.  This  work  is  authorized  by 
city  ordinance,  and  is  in  charge  of  the  Department  of  Track  Elevation. 

Figures  are  not  available  to  show  the  number  of  grade  crossings  re- 
maining in  Chicago  to-day,  but  the  number  probably  exceeds  1,500.  Be- 
tween 1892,  when  elimination  work  began  with  the  passage  of  an  ordinance 
for  track  elevation,  and  June  30,  191 1,  780  crossings  were  abolished  or 
work  thereon  was  begun. 

In  1893  the  City  Council  passed  a  general  ordinance  providing  for  the 
elimination  of  all  grade  crossings  within  the  city.  The  railroads  did  not 
fall  in  with  this  plan,  and  since  that  time  the  policy  of  the  city  has  been 
to  do  the  work  in  sections,  as  it  is  most  needed,  rather  than  to  try  to 
adopt  any  sweeping,  general  scheme.  In  this  the  railroads  have  co-oper- 
ated with  the  city. 

The  cost  of  the  actual  work  is  borne  by  the  railroads,  while  the  dam- 
ages to  abutting  property  recovered  in  law  suits  are  paid  by  the  city.  Up 
to  December  i,  1911,  grade  elimination  work  had  cost  the  railroads 
$66,256,000. 

CINCINNATI,  OHIO. 

The  State  law  enables  the  city  to  order  the  abolition  of  grade  cross- 
ings by  ordinance.  In  case  of  dispute,  the  Common  Pleas  Court  of  the 
county  decides  between  the  plans  submitted  by  the  city  and  railway. 

The  Department  of  Public  Service  has  charge  of  the  work,  so  far 
as  the  city  is  concerned.  Where  the  tracks  are  depressed  under  the 
street  the  city  lets  the  contracts  and  supervises  the  work,  the  railroad 
having  a  representative  to  approve  of  the  same.  Where  the  tracks  are  car- 
ried over  the  streets  the  railroad  lets  the  contract  and  supervises  the  work, 
subject  to  approval  by  the  city. 

Exclusive  of  recently  annexed  territory,  the  city  has  133  grade  cross- 
ings. In  1901  a  Department  of  Track  Elevation  and  Subways  was  estab- 
lished, but  it  was  abolished  in  1911.    In  1902  ordinances  were  passed  order- 
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ini;  all  tlu*  railroads  to  submit  plans  for  tlic  elimination  of  all  Rradc 
crossing's,  but  notbing  seems  to  have  been  accomplished;  at  any  rate,  no 
elimination  work  has  been  completed.  In  1910,  however,  the  people  voted 
$Soo.<)()(),  to  pay  the  city's  share  of  the  cost  of  K^ade  elimination.  This 
will  be  usv-d  on  fonr  of  the  m(vst  dangerous  crossings,  the  total  estimated 
cost  being  $_>.  137,000.  Work  is  under  way  at  one  of  these  points.  Plans 
are  also  under  way  for  the  abolition  of  a  fifth  crossing,  the  work  to  be 
financed   by  special   funds. 

In  the  past  the  railroads,  with  one  exception,  have  not  co-operated 
with  the  city.  When  the  ordinance  of  1002,  above  mentioned,  was  i)assed. 
ordering  the  submission  of  plans  by  the  railroads,  the  latter  felt  that 
they  could  ignore  it,  and  did  so,  with  one  exception,  as  they  were  aware 
that  the  city  did  not  have  the  funds  to  carry  out  its  part  of  the  agreement. 

The  State  law  provides  that  the  railroads  pay  65  per  cent,  and  the  city 
35  per  cent,  of  the  cost  of  the  improvement.  Consequential  damages 
are  divided  in  the  same  way.  Where  the  street  railway  uses  the  cross- 
ing it  is  to  pay  a  reasonable  portion  of  the  city's  share,  not  to  exceed  50 
per  cent.  If  a  railroad  wishes  to  provide  for  more  tracks,  it  must  pay 
the  entire  additional  cost.  If  the  city  wishes  to  build  a  viaduct  wider  than 
the  original  street,  it  must  likewise  pay  the  cost  of  the  extra  width. 

CLEVELAND,   OHIO. 

Under  the  State  law,  the  city  may  enact  ordinances  providing  for 
grade  crossing  elimination,  the  work  being  supervised  by  the  Department 
of  Public  Service.  There  are  151  grade  crossings  in  Cleveland  to-day, 
twenty-two  having  been  done  away  with  since  1904  and  work  being  under 
way  on  fourteen  more.     The  cost  to  the  city  so  far  has  been  $4,432,235.43. 

The  apportionment  of  the  cost  is  regulated  by  the  Ohio  law,  as  noted 
above.     (Ohio  General  Code,  1910,  Vol  2,  p.  1874.) 

COLUMBUS,   OHIO. 

As  in  Cincinnati  and  Cleveland,  the  State  law  allows  the  city  to  order 
grade  crossing  elimination.     (See  Cincinnati.) 

The  city  had  only  twenty-four  grade  crossings  in  1907,  about  thirty 
having  been  done  away  with  under  the  last  project  about  seven  years  ago. 
The  cost  of  this  work  to  the  city  was  $1,000,000.  The  railways  have 
co-operated. 

DENVER,   COLO. 

The  city  charter  provides,  in  Section  297  of  the  1911  edition,  that 
the  Council  may  by  ordinance  require  railroad  companies  to  eliminate 
grade  crossings  by  constructing  viaducts  over,  or  subways  under,  their 
tracks;  the  work  to  be  done  at  the  railroad's  expense. 

No  report  was  received  of  the  number  of  grade  crossings  existing 
in  the  city  to-day.  In  1907  it  was  817.  Elimination  work  was  started  about 
1900,  and  since  then  five  crossings  have  been  done  away  wnth ;  four  by  via- 
ducts and  one  by  subway.  Work  is  contemplated  on  three  more.  As 
provided  in  the  charter,  the  crossings  are  always  to  be  eliminated  by  via- 
ducts and  subways  rather  than  by  track  elevation. 

One  grade  crossing  elimination  project  was  paid  for  by  special  benefit 
district.  The  project  now  contemplated  will  be  paid  for  as  follows:  The 
railroads  pay  for  the  cost  of  the  parts  of  the  viaduct  that  are  for  public 
use  only,  over  the  railroad  tracks,  and  for  the  approaches ;  the  street  car 
company  pays  for  the  part  of  the  viaduct  that  is  used  for  street  railway 
purposes  ;  the  city  pays  the  rest.  In  this  case  the  city's  share  will  be  about 
30  per  cent,  of  the  cost  of  construction,  and  in  addition  the  city  will 
assume   consequential   damages. 
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DETROIT^  MICH. 

A  State  law  permits  the  city  to  enter  into  contracts  with  railroads 
for  the  elimination  of  grade  crossings.  Since  1903,  when  the  work  was 
begun,  thirty-three  crossings  have  been  abolished,  at  a  cost  of  $900,000  to 
the  city.  The  work  is  supervised  by  the  City  Engineer.  There  are  now 
about  150  grade  crossings  remaining  in  the  city. 

Unlike  most  municipalities,  Detroit  has  prepared  plans  for  the  elim- 
ination of  all  grade  crossings  within  its  limits,  and  the  report  is  that  the 
railways  co-operate  with  the  city  in  the  work.  Agreements  have  pro- 
vided that  the  railroads  pay  the  entire  cost  of  construction,  while  the  city 
must  assume  consequential  damages. 

FALL  RIVER,    MASS. 

The  State  law  governs  grade  crossing  elimination.  (See  Worcester.) 
The  city  has  at  present  only  one  grade  crossing  on  a  public  street,  six- 
teen crossings  having  been  done  away  with  since  1890  at  a  cost  to  the  city 
of  about  $160,000.  As  explained  in  the  case  of  Worcester,  the  city's  share 
of  cost,  including  consequential  damages,  must  not  exceed  10  per  cent. 
The  city's  topography  lends  itself  to  the  elimination  of  grade  crossings. 

GRAND  RAPIDS,   MICH. 

The  city  contains  over  100  grade  crossings.  A  Grade  Separation 
Commission,  consisting  of  one  member  appointed  by  the  City  Council, 
one  by  the  railroads,  and  one  (a  grade  crossing  expert)  by  these  two, 
made  a  study  of  the  situation,  and  in  January,  1912,  submitted  a  compre- 
hensive report.  Nothing  has  been  done,  however,  because  no  agreement 
has  been  reached  in  regard  to  cost  apportionment.  The  estimated  total  cost 
is  about  $5,000,000.  This  is  considered  one  of  the  large  problems  confront- 
ing the  city  at  the  present  time. 

KANSAS   CITY,    MO. 

In  1909  an  ordinance  was  adopted  granting  permission  to  the  Kansas 
City  Terminal  Railway  Company  to  make  extensive  improvements,  in- 
cluding the  building  of  freight  and  passenger  terminals.  Five  million 
dollars  will  be  spent  by  the  company  in  work  incident  to  grade  crossing 
abolition.  The  city  is  to  allow  the  vacation  of  certain  streets,  and  con- 
struction costs  will  be  met  by  the  company. 

The  number  of  grade  crossings  in  Kansas  City  in  1907  was  ninety- 
seven. 

LOS  ANGELES,  CAL. 

The  Board  of  Public  Utilities  is  now  engaged  in  a  study  of  the 
whole  question  of  grade  crossing  elimination,  in  connection  with  interur- 
ban  as  well  as  steam  railways.  No  conclusions  have  been  reached  as  yet. 
Practically  all  crossings  are  at  grade,  the  number  in  1907  being  159. 

LOUISVILLE,    KY. 

The  report  from  this  city  states  that  grade  crossing  elimination  is 
accomplished  by  contract  between  the  municipality  and  the  railways,  the 
work  being  in  charge  of  the  Board  of  Public  Works. 

The  city  now  has  125  crossings  of  main  track.  Since  1906  eight  have 
been  abolished.  Two  cost  the  city  $250,000,  and  the  other  six  nothing. 
Cost  apportionment  is  not  regulated  by  law.  On  the  two  projects  of 
which  the  city  paid  part  of  the  cost,  the  agreement  provided  as  follows : 
The  railroads  paid  for  all  work  under  the  tracks  except  drainage,  and 
also  for  the  raising  of  the  tracks.  The  cit}^  paid  the  remainder.  This 
placed  about  50  per  cent,  of  the  cost  of  construction  on  the  city,  and  in 
addition  the  city  paid  the  consequential  damages.  These  contracts  were 
considered  very  unfavorable  for  the  city. 
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The  State  Legislature  recently  passed  a  special  act  giving  the  city 
the  authority  to  order  grade  separation  in  a  certain  specific  case.  Hills 
have  been  introduced  giving  the  city  the  power  to  order  such  separ.ition 
in  all  cases  in  which  it  may  be  necessary,  hut  at  this  writing  nothing  has 
been  enacted  into  law.  Much  of  the  grade  elimination  work  has  in  the  past 
been  done  simply  by  agreement  or  contract. 

The  City  Engineer  has  so  far  approved  all  plans  for  crossings  and 
has  directed  all  work. 

The  city  has  about  125  grade  crossings.  Plans  for  elimination  work 
were  thought  of  as  far  back  as  thirty  years  ago.  About  thirty  crossings 
have  been  eliminated  or  are  provided  for.  A  rough  estimate  places  the 
city's  share  of  the  cost  up  to  the  present  time  at  $225,000.  It  is  stated 
that  it  would  be  practically  impossible  to  do  away  with  all  grade  crossings 
in  the  city,  owing  to  topography,  especially  limitations  imposed  by  the 
river.  The  railroads  have  not  co-operated  with  the  city  to  any  great 
extent. 

There  is  no  general  law  dealing  with  the  division  of  cost.  Under  the 
special  State  law  mentioned  above,  an  ordinance  was  passed  in  1909 
ordering  certain  railways  to  eliminate  certain  crossings  at  their  own  ex- 
pense. Only  one  railroad  accepted  this  ordinance.  In  1910  another 
ordinance  was  agreed  on  by  other  railroads,  whereby  they  bore  all  cost 
of  construction,  except  sidewalks  and  paving,  and  shared  consequential 
damages  equally  with  the  city. 

In  some  other  cases  the  city  has  assumed  all  consequential  damages. 
Erom  the  foregoing  it  will  be  seen  that  the  general  policy  has  been  to 
make  the  railroads  pay  all  costs  of  actual  construction,  while  the  settle- 
ment of  consequential  damages  has  been  partially  or  totally  assumed  by 
the  city. 

What  the  city  wants  is  a  general  enabling  act,  so  that  it  can  at  any 
time  deal  with  the  grade  crossing  question  without  special  grant  of  power 
from  the  State. 

MILWAUKEE,   WIS. 

Originally  the  grade  crossing  question  was  dealt  with  by  city  ordin- 
ance, but  now  the  Wisconsin  Railroad  Commission  has  power  to  regulate 
the  elimination  of  such  crossings.     The  City  Engineer  directs  the  work. 

The  United  States  Census  report,  "Statistics  of  Cities,"  1907,  credits 
the  city  with  seventy-eight  grade  crossings.  No  report  was  received  as  to 
the  number  that  have  been  done  away  with,  but  work  has  been  in  prog- 
ress at  various  times  since  1903.  The  most  recent  project  involves  the 
elevation  of  the  tracks  of  the  Chicago  &  Northwestern  and  the  Chicago, 
Milwaukee  &  St.  Paul  railways,  between  the  Kinnickinnic  and  Milwaukee 
rivers.  In  this  territory  the  former  line  crosses  eight,  and  the  latter 
twelve,  highways  at  grade.  On  May  20,  1912,  the  Wisconsin  Railroad 
Commission  issued  an  order  providing  for  the  elimination  of  these  cross- 
ings. The  cost  of  the  work  was  apportioned  as  follows :  The  street 
railway  company  must  pay  for  all  changes  to  its  own  tracks,  and  for  the 
necessary  grading  and  paving  on  those  parts  of  the  streets  occupied  by 
its  tracks ;  the  railway  companies  must  pay  for  all  the  work  lying  within 
the  limits  of  their  respective  rights-of-way,  and  within  those  portions 
of  the  public  thoroughfares  that  are  included  between  the  portals  of  the 
subways,  or  in  places  where  no  subway  is  provided,  between  the  boundary 
lines  of  the  elevation  work  extended  across  said  thoroughfares,  except 
such  work  as  is  laid  upon  the  street  railway  company;  the  city  must  pay 
for  the  remainder,  and  must  assume  consequential   damages. 
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MINNEAPOLIS,    MINN. 

The  question  of  grade  crossings  has  vexed  this  city  for  over  ten  years. 
At  present  the  number  of  such  crossings  runs  into  the  hundreds.  The 
United  States  Census  report,  "Statistics  of  Cities,"  1907,  gives  the  num- 
ber as  325.  About  three  years  ago  an  ordinance  was  adopted  requiring  the 
depression  of  the  tracks  of  the  H.  &  D.  division  of  the  Chicago,  Milwaukee 
&  St.  Paul  Railway.  After  litigation  the  State  Supreme  Court  held  that 
control  of  such  matters  was  in  the  hands  of  the  City  Council  and  that 
the  ordinance  was  valid.  Opposition  still  exists  from  industrial  concerns 
along  the  railway  tracks.  As  yet  no  work  has  actually  been  done.  The 
estimated  cost  of  the  improvement  mentioned  above  is  $3,500,000,  none 
of  which  would  be  borne  by  the  city. 

NEW   ORLEANS,  LA. 

We  have  from  this  city  the  information  that  no  grade  crossings  have 
been  eliminated.  The  United  States  Census  report,  "Statistics  of  Cities," 
1907,  gives  the  number  of  grade  crossings  as  274,  with  no  separated 
crossings. 

NEW  YORK  CITY. 

According  to  State  law,  the  city  or  the  railroads  may  petition  the 
Public  Service  Commission,  First  District,  for  grade  crossing  elimination. 
In  the  absence  of  any  petition  the  Public  Service  Commission  may  at  its 
discretion  institute  proceedings  for  elimination  work,  after  ten  days  or 
more  notice  to  the  parties  concerned. 

The  great  trouble  that  New  York  has  had  is  due  to  the  fact  that  funds 
have  not  always  been  appropriated  to  meet  the  State's  share  of  the  cost. 

There  were,  at  the  beginning  of  1912,  488  grade  crossings  in  the  city, 
as   follows  : 

Borough.                      Over  Public  Streets.  Over  Private  Roads.  Total. 

Manhattan    103                               ..  103 

Brooklyn   •  •  •  •  57                                 i  58 

Bronx     5                               . .  5 

Queens    183                              22  205 

Richmond    84                              $s  1 17 


432  56  488 

The  crossings  in  Manhattan  are  all  on  the  west  side,  near  the  river 
front;  most  of  them  where  the  New  York  Central  uses  the  street  as  a 
right-of-way.  Plans  for  the  elimination  of  these  crossings  have  been 
discussed  for  years. 

Of  the  Brooklyn  crossings,  twenty-one  are  on  a  line  of  railroad 
over  which  there  is  practically  no  traffic.  Other  crossings  are  being  done 
away   with   on  various  improvement   projects. 

The  problem  is  very  serious  in  the  Borough  of  Queens,  which  is  grid- 
ironed  by  railway  tracks,  and  millions  of  dollars  will  be  spent  in  doing 
away  with  grade  crossings.  At  the  present  writing  the  number  of  cross- 
ings is  probably  considerably  smaller  than  in  the  foregoing  table.  The 
situation  in  the  Borough  of  Richmond  is  also  serious.  Elimination  work 
will  proceed  as  fast  as  the  State  appropriates  money  for  its  share. 

As  the  table  shows,  the  Borough  of  the  Bronx  is  practically  free  from 
grade   crossings. 

The  cost  of  grade  elimination  is  apportioned  by  law.  The  city  pays 
25  per  cent.,  the  State  25  per  cent.,  and  the  railroads  50  per  cent.  Con- 
sequential damages  are  figured  as  part  of  the  total  cost,  and  are  there- 
fore divided  in  the  same  proportion. 
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NEWARK,   N.  J. 

No  report  was  received  from  Newark,  hut  from  data  compiled  by 
the  New  York  PuhHc  Commission  for  the  iMrst  District,  we  learn  that 
two  important  pieces  of  grade  elimination  work  have  been  completed  in 
the  last  fifteen  years,  on  the  Lackawanna  and  the  Pennsylvania  systems. 
In  both  cases,  by  agreement,  the  city  i)aid  the  railroad  the  sum  of  $600,000, 
and  paid  one  half  of  the  property  damages.  The  city's  share  of  the  total 
cost  was  in  the  neighborhood  of  20  per  cent.  A  drastic  grade  crossing 
law  applying  to  the  whole  State  was  enacted  by  the  191 3  Legislature.  The 
Board  of  Public  Utility  Commission,  at  its  discretion,  may  order  grade 
separation  according  to  plans  approved  by  the  P)Oard.  The  entire  ex- 
pense, including  consequential  damages,  but  excluding  the  cost  of  making 
changes  in  municipal  pipes,  conduits  and  subways,  and  the  cost  of  paving 
the  highway  in  question,  must  be  borne  by  the  railroad.  Pipe  relocation 
and  paving  expenses  must  be  met  by  the  city.  If  a  street  railway  uses 
the  crossing,  it  may  be  assessed  not  over  10  per  cent,  of  the  total  cost. 
Telegraph,  telephone,  lighting  and  water  companies,  etc.,  must  relocate 
any  of  their  property  involved  at  their  own  expense.  The  Board  must, 
on  petition,  hold  a  hearing  in  connection  with  proposed  elimination  work. 
(Chap.  57.    N.  J.  P.  L.     1913.) 

OAKLAND,    CAL. 

The  problem  of  grade  crossings  is  not  a  very  complicated  one,  as  the 
railroads  are  built  mainly  along  the  water  front  rather  than  through  the 
center  of  the  city.  As  yet  no  plan  for  elimination  of  crossings  has  been 
worked  out.    The  city  has  over  100  grade  crossings. 

Hereafter  the  grade  crossing  question  will  be  in  the  hands  of  the 
State  Railroad  Commission,  according  to  a  recent  act  of  the  Legislature 
(March,  1912).  The  Commission  must  grant  permission  for  all  new  grade 
crossings,  and  may  require  the  abolition  of  existing  crossings,  apportion- 
ing the  cost  of  the  work. 

Heretofore,  the  franchises  granted  by  the  city  to  the  railroads  have 
contained  provisions  whereby  the  city  reserves  the  right  at  any  time  to 
demand  grade  crossing  elimination,  the  cost  being  divided  equally,  but 
no  such  action  has  as  yet  been  exacted  of  the  railroads. 

OMAHA,    NEB. 

Grade  crossings  are  abolished  by  city  ordinance,  the  actual  work  being 
done  under  the  supervision  of  the  Department  of  Public  Improvements. 
At  present  there  are  about  113  grade  crossings  in  the  city.  In  1886  was 
constructed  the  first  viaduct  over  railroad  tracks,  and  at  present  there 
are  twenty-five  cases  of  grade  separation.  Some  of  these  cases,  however, 
are  those  of  viaducts,  where  no  grade  crossing  existed  prior  to  their 
erection.  There  has  been  little  difficulty  in  obtaining  the  co-operation  of 
the  railroads,  which  have  so  far  paid  the  entire  cost.  Consequential  dam- 
ages are  met  by  the  city  at  large,  or  from  a  fund  created  by  special  as- 
sessment upon  the  property  benefited.  The  city  is  empowered,  as  im- 
plied above,  to  regulate  the  matter  of  crossing  elimination,  and  the  courts 
have  upheld  the  validity  of  ordinances  declaring  the  necessity  of  such 
improvements. 

PHILADELPHIA,    PA. 

By  authority  of  a  state  law,  Philadelphia,  in  common  with  other  cit- 
ies and  towns,  is  empowered  to  arrange  for  the  elimination  of  grade 
crossings.  This  is  done  by  special  ordinance  dealing  with  the  improve- 
ment in  question.  The  Pennsylvania  Public  Service  Commission  has  no 
authority  in  the  matter.  The  actual  work,  as  well  as  the  preparation 
of  the  ordinances,  is  in  the  hands  of  the  Department  of  Public  Works. 
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At  prcstMit  there  are  about  T30  grade  crossings  in  tlic  city,  not  in- 
cluding service  freight  lines  or  sidings  occupying  public  streets.  The  first 
ordinance  authorizing  grade  elimination  work  was  approved  March  29, 
1887,  and  since  then  work  on  some  project  or  other  has  been  carried  on 
almost  continuously,  resulting  in  the  abolition  of  about  120  crossings.  Fol- 
lowing is  a  list  of  some  of  the  more  important  pieces  of  work : 

Railroad's  City's 

Share.  Share. 
1892     Pennsylvania  (connecting  railway)   and  P.  & 

R.   (No.  Penn.  R.  R.) $    100,000  $   200,000 

1897     Pennsylvania    (Phila.  &  Trenton  R.  R.) 1,250,000  750,000 

1900     P.  &  R.  (Chestnut  Hill  Br.) 146,000  70,000 

and  land  damages 

1906     P.  &  R.    (Main  line  &  Richmond  Br.) 5,000,000  5,000,000 

The  railroads  are  usually  glad  to  arrange  for  crossing  elimination, 
though,  as  might  be  expected,  negotiations  often  take  a  long  time.  There 
is  no  law  governing  cost  apportionment,  nor  is  there  a  fixed  policy  regard- 
ing payment  of  consequential  damages,  as  will  be  seen  from  the  above.  A 
typical  grade  crossing  ordinance  is  that  approved  October  13,  1906,  pro- 
viding for  extensive  crossing  elimination  on  the  Philadelphia  &  Reading. 

PITTSBURGH,  PA. 

Under  the  provisions  of  its  charter,  the  city  is  authorized  to  under- 
take the  work  of  crossing  separation.  The  usual  procedure  is  to  have  the 
interested  parties  come  to  a  definite  agreement  regarding  the  improve- 
ments contemplated,  whereupon  an  ordinance  is  passed  by  the  Council,  and 
the  agreement  contained  therein  executed  by  the  parties  thereto.  The 
carrying  on  of  the  work  is  in  the  hands  of  the  Department  of  Public 
Works. 

At  present  practically  all  of  the  important  grade  crossings  have  either 
been  done  away  with,  or  the  work  is  in  progress  as  authorized.  There 
are  many  unimportant  crossings  near  the  river  front,  but  elimination  of 
these  would  not  now  be  justified,  as  traffic  is  light. 

Grade  crossing  work  in  Greater  Pittsburgh  was  begun  in  1905,  in 
what  was  then  the  city  of  Allegheny.  This  project  involved  the  cross- 
ings on  the  Fort  Wayne  route  of  the  Pennsylvania  Railroad.  Following 
is  a  summary  of  the  crossing  elimination  work  finished,  under  way  or 
authorized  to  date : 

(i)  The  abolition  of  nine  crossings  on  the  Fort  Wayne  route  of 
the  Pennsylvania  mentioned  above,  started  in  1905.  Cost  to  the  city, 
$250,000. 

(2)  The  Second  Avenue  and  Try  Way  grade  crossing,  involving 
the  Pennsylvania  Co.  (P.  C.  C.  &  St.  L.  Ry.),  the  Pittsburgh  Railways 
Co.,  and  the  city.  Authorized  by  ordinance  of  Council  No.  84,  191 1. 
Estimated  cost  to  city,  $130,666.67,  including  damages.  This  work  is  about 
completed. 

(3)  Homewood  grade  crossings,  involving  the  Eastern  Division  of 
the  Pennsylvania  Railroad.  Authorized  in  1912.  Estimated  cost  to  the 
city,  $230,000. 

(4)  Grade  crossing  at  Liberty  Avenue  and  Thirty-third  Street,  with 
the  B.  &  O.  (Pittsburgh  Junction  Railroad).  Recently  authorized  by 
ordinance.  Under  the  terms  of  the  agreement  the  city's  share  is  $152,342.50. 

The  apportionment  of  cost  is  not  regulated  by  law,  and  this  ques- 
tion has  been  usually  the  only  cause  of  delay  in  reaching  agreements  with 
the  railroad  companies.  From  the  following  figures  we  see  that  in  the 
past  the  city's  share  has  varied  from  less  than  25  to  nearly  50  per  cent, 
of  the  total  cost: 
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I  i\    \V  ay  crossing  : 

Total  c'stiniati-d  cost    $.?5o.(mj(j.(H) 

Cost   to  city    i.V)/>66.67 

Cost  to  street  railway  company    (fixed  snm) 7(),(hhuh) 

Cost   to  railroad   company    '4*^.333.33 

Liberty  Avenue  and  Tliirty-tliird  Street  crossing: 

Total    estimated   cost    $645,078.fK) 

Cost  to  city    ( fixed  sum )    1 52..^j.5o 

Cost   to  street   railway  company    (fixed   sum) io(),o(M).oo 

Cost  to   railroad   company    303,635.50 

Homewood  crossing : 

Total  estimated  cost   $490,000.00 

Estimated  cost  to  city 230,000.00 

Estimated  cost  to  railroad  company    26(j,ooo.fK) 

The  agreements  have  all  provided  that  the  damages  shall  be  a  part  of 
the  contract  between  the  interested  parties,  and  that  disposition  of  all 
claims  for  damages  shall  rest  in  the  hands  of  the  city. 

PORTLAND,    ORE. 

Nothing  has  actually  been   accomplished   here   as  yet,   but   the  grade 
•  crossing  question   is  now   receiving  serious  attention.     No  plan  has  been 
adopted  so   far.     The  railroads  seem  w^illing  to  co-operate  with  the  city. 
The  number  of  grade  crossings  in  1907  was  124. 

PROVIDENCE,    R.    I. 

Special  Acts  of  the  General  Assembly  authorize  grade  crossing 
work.  Chapter  7^7  of  the  Public  Laws,  January,  191 1,  for  example, 
empowers  the  city,  represented  by  the  Mayor,  Commissioner  of  Public 
Works  and  the  chairman  of  the  joint  special  council  committee,  and  the 
New  York,  New  Haven  &  Hartford  Railroad,  to  enter  into  an  agreement 
to  abolish  certain  specified  grade  crossings. 

The  report  is,  that  only  one  grade  crossing  remains  in  the  city,  about 
a  dozen  having  been  done  away  with  in  the  last  twenty  years.  There 
were  never  many  grade  crossings  in   Providence. 

Cost  apportionment  has  been  by  agreement.  The  city  has  usually 
paid  one-third  of  the  total,  although  in  the  case  of  some  work  now  in 
progress  under  special  conditions  the  city  will  pay  only  one-fourth. 
Consequential  damages  are  apportioned  also  by  agreement,  the  report 
being  simply  that  both  the  interested  parties  pay  their  share.  Presumably 
they  are  divided  in  the  same  proportion  as  is  the  cost  of  construction. 

ROCHESTER,    N.    Y. 

In  this  city  the  State  Public  Service  Commission  has  a.uthority  with 
respect  to  grade  crossing  elimination  under  provisions  of  the  State  law. 
There  are  forty-two  grade  crossings  in  the  city  to-day,  thirty  having 
been  done  away  with  since  the  inception  of  the  work  in  1880.  A  rough 
estimate  places  the  total  cost  to  the  city  at  not  over  $300,000. 

Cost  apportionment  is  now  regulated  by  State  law,  the  city's  share 
being  25  per  cent.,  the  State  25,  and  the  railroads  50.  Consequential 
damages  are  included  in  the  cost  estimate.  The  earlier  projects  were 
carried  out  on  different  terms.  The  work  authorized  by  special  Act  of 
1880  was  paid  for  almost  entirely  by  the  railroads.  Other  contracts  made 
years  ago  have  provided  that  the  railroads  pay  most  of  the  cost. 

Under  the  present  system,  the  city  and  the  railroad  unite  in  a  petition 
for  the  elimination  work  desired.  The  difificulty  is  that  the  Legislature 
often  fails  to  appropriate  enough  money  for  the  State's  share  of  the 
expense,  and  work  is  often  delayed  for  this  reason. 
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ST.    LOUIS,    MO. 

Grade  crossing  elimination  in  St.  Louis  is  accoinplislicd  liy  city  ordi- 
nance, by  virtue  of  the  provisions  of  the  general  welfare  clause  of  the 
city  charter,  and  of  that  portion  of  Section  26,  Article  111,  of  the  charter 
which  gives  the  municipality  control  over  its  streets.  This  was  the  ruling 
of  the  Supreme  Court  of  Missouri  in  the  case  of  the  American  Tobacco 
Co.  ft  al.  vs.  the  Missouri  Pacific  Railway  and  the  City  of  St.  Louis, 
decided  on  December  21,  1912.  Whether  the  recently  created  State  Util- 
ities Commission  has  any  powers  regarding  grade  crossing  (."liminrilion 
remains  to  be  seen. 

The  Board  of  Public  Improvements  has  charge  of  grade  elimination 
work. 

On  June  3,  1913,  the  city  contained  249  grade  crossings  involving 
public  streets  open  to  traffic.  Many  of  the  crossings  are  unimportant. 
Where  a  highway  crosses  three  or  four  lines  of  railway  in  close  succes- 
sion, each  crossing  is  counted  separately — and  there  are  a  number  of 
cases  of  this  sort.  The  city's  topography  in  several  respects  lends  itself 
to  crossing   elimination. 

The  lines  running  w^est  from  the  city  follow  a  shallow  valley,  largely 
devoted  to  manufacturing  interests.  This  valley  has  been  bridged  by  the 
more  important  streets,  while  the  rest  cross  the  railroads  at  grade.  As 
for  the  eastern  lines,  a  tunnel  connects  the  Eads  Bridge  over  the  Mis- 
sissippi River  with  the  Union  Station,  while  the  line  to  the  Merchants' 
Bridge  is  largely  elevated. 

There  are  comparatively  few  crossings  in  the  residential  parts  of  the 
city.  In  recent  years  little  has  been  done  in  the  way  of  elimination, 
although  plans  have  been  discussed  for  a  long  time. 

In  1909  an  ordinance  was  enacted  providing  for  the  elimination  of 
one  of  the  most  dangerous  crossings,  the  entire  cost,  including  conse- 
quential damages,  to  be  assumed  by  the  railroads  involved.  The  Supreme 
Court  decision,  mentioned  above,  was  in  connection  with  this  ordi- 
nance, and  while  the  city's  right  to  enact  such  legislation  was  upheld, 
this  particular  ordinance  was  declared  unreasonable. 

Comprehensive  grade  crossing  work  was  proposed  by  one  of  the 
railroads  recently  on  its  own  initiative,  but  nothing  was  done  at  the  time 
on  account  of  disagreement  as  to  apportionment  of  cost,  the  city  refusing 
to  assume  consequential  damages.  Unwillingness  to  establish  a  precedent 
whereby  the  municipality  paid  such  damages  has  caused  much  delay  in 
the  solution  of  the  crossing  problem. 

In  the  last  few^  months  the  city  has  progressed  considerably  toward 
the  elimination  of  a  number  of  dangerous  crossings,  several  ordinances 
having  been  passed  which  were  acceptable  to  the  railroads  involved.  In 
these  ordinances  the  city  has  established  a  fairly  definite  policy  regarding 
cost  apportionment,  as  follows :  The  cost  of  construction  is  borne  by 
the  railroads,  the  city  assuming  the  consequential  damages.  It  is  be- 
lieved that  this  assumption  of  definite  policy  by  the  city  will  result  in 
extensive  elimination  work. 

Each  grade  crossing  ordinance  now  contains  a  provision  for  ac- 
ceptance within  a  certain  time  by  the  railroads.  If  no  acceptance  is  filed, 
the  ordinance  becomes  void. 

The  grade  crossing  question  is  one  of  the  live  local  issues  at  the 
present  time. 

ST.    PAUL,    MINN. 

The  grade  crossing  question  is  dealt  with  by  city  ordinance,  and  the 
work  is  under  the  authority  of  the  City  Council  and  the  Department  of 
Public  Works.  The  city  has  thirty-three  grade  crossings,  none  having 
been  abolished.     One  piece  of  elimination  work  is  under  consideration, 
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and  lliis  is  hcin.u  oppn.scd  \)y  the  railroads.  No  (1<  fmitc  plan  of  apportioii- 
nu'nt  of  cost  lias  hct-n  worUt-d  ont.  mid  llu-rc  is  no  State  law  governing 
tlir    matter. 

SCKANTON,    PA. 

Grade  crossiri}^  elimination  is  in  the  hands  of  the  city,  the  Dei)art- 
men(  of  l^ihlic  Works  snperxising  the  construction  work.  In  i(X>7  Scran- 
ton  had  ahont  thirty-six  grade  crossings.  Only  two  highways  of  im- 
pcMtance  arc  now  crossed  at  grade  hy  railroads,  the  remaining  cases 
Mivolving  little-traveled  streets.  Tn  the  last  ten  years  three  crossing.s 
iiave  been  done  away  with,  the  city  paying  about  60  per  cent,  of  the  cost, 
wdiich  included  all  consecpiential  damages.  Tn  one  case,  however,  the 
entire  cost  was  borne  by  the  railroad.  No  law  regulates  cost  apportion- 
ment. 

SEATTLE,    WASH. 

The  city  claims,  under  its  general  police  powers,  the  authority  to 
order  grade  separation,  but  this  seems  to  be  more  or  less  in  doubt.  .'\n 
Act  of  the  Legislature  has  just  been  passed  vesting  the  power  in  the 
State  Public  Service  Commission  in  the  case  of  territory  outside  the 
limits  of  cities  of  the  first  class,  while  an  Act  giving  cities  the  specific 
right  to  order  grade  separation   failed  of  passage. 

At  present  there  are  eighty-eight  grade  crossings  in  the  city,  twenty- 
one  having  been  done  away  with.  Tn  some  cases  railroads  entering  tb.e 
city  or  changing  their  alignment  have  been  obligated  bv  franchise  to 
assume  the  total  cost  of  grade  separation,  or  a  large  part  thereof.  Owing 
to  the  city's  topography,  grade  crossings  are  easily  eliminated,  and  the 
railroads  have  been   always  ready  to  do  their  part. 

As  to  the  assumption  of  consequential  damages,  no  precedent  has  been 
established  in  Seattle.  Tn  a  franchise  granted  in  1912  to  the  Great  North- 
ern Railway,  it  is  provided  that  the  railroad  company  shall  protect  the 
city  "from  all  claims,  actions  or  damages  of  every  kind  and  description 
which  may  accrue  to,  or  be  suffered  by,  any  person  or  persons  by  reason 
of  any  defective  construction  or  maintenance  or  improper  occupation  of 
said  rights-of-way,  or  by  reason  of  the  negligent  operation  by  said 
grantee,  its  successors  or  assigns,  of  its  or  their  railway  trains  over  the 
rights-of-way  hereinbefore   described." 

SPOKANE,    WASH. 

Tn  the  case  of  this  city,  doubt  exists  as  to  whether  authority  to  order 
grade  separation  rests  in  the  city  or  in  the  State  Public  vService  Com- 
mission. Tn  two  specific  instances  the  courts  have  held  that  the  city  did 
not  have  the  authority,  and  the  case  has  been  carried  to  the  Supreme 
Court. 

In  1907  the  city  had  197  grade  crossings,  and  very  few  have  been 
done  away  with.  Recent  franchises  granted  contain  provisions  for  the 
abolition  of  grade  crossings.  The  Question  in  Spokane  seems  to  deoend 
upon  a  final  decision  as  to  who  is  authorized  to  order  the  work  to  be  done. 

SYRACUSE,    N.    Y. 

The  situation  here  is  remarkable  in  that  the  main  line  of  the  New 
York  Central  Railroad  runs  in  the  middle  of  the  principal  business  street. 
A  solution  of  the  grade  crossing  problem  is  being  sought  by  a  commis- 
sion authorized  by  special  Slate  law  in  191 1.  This  commission  has  au- 
thority to  enter  into  contracts  with  the  railroad  companies  for  the  pur- 
pose of  carrying  out  the  work  of  crossing  elimination.  The  Unitea 
States  Census  Report,  "Statistics  of  Cities,"  1907,  shows  the  number  of 
grade  crossings  as  eightv-five,  of  which  none  have  as  yet  been  abolished. 

The  report  is  that  the  railroads  are  prepared  to  co-operate  with  the 
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city  in  the  work.     The  cost  apportionment  is  regulated  by  State  law,  as 
follows :     Cit}',  25  per  cent. ;  State,  25  per  cent. ;  railroads,  50  per  cent. 

WASHINGTON,  D.   C. 

The  capital  city  of  the  United  States  has  abolished  every  grade 
crossing  within  its  limits. 

The  work  was  done  by  authority  of  Acts  of  Congress,  under  the 
supervision  of  the  Engineer  Department  and  has  been  carried  out  since 
1901. 

The  agreement  with  the  Baltimore  &  Potomac  Railroad  provided  as 
follows  with  reference  to  division  of  cost :  The  railroad  paid  for  all 
work  within  the  limits  of  its  right-of-way,  including  paving.  All  other 
costs,  including  consequential  damages,  were  paid,  50  per  cent,  by  the 
United  States  and  50  per  cent,  by  the  District  of  Columbia,  the  latter 
portion  being  levied  and  assessed  on  taxable  property  (except  that  be- 
longing to  the  United  States  and  the  District)  within  the  city.  Iq  other 
cases  the  consequential  damages  have  been  divided  in  the  same  way. 
(U.  S.  Statutes-at-Large,  Vol.  31,  p.  ^(y^,  774;  Vol.  32,  p.  009;  Vol.  33, 
p.  250.) 

WORCESTER,    MASS. 

Under  the  State  law  grade  crossing  elimination  is  ordered  by  a  special 
commission  appointed  by  the  Superior  Court  on  petition  by  the  city.  The 
commission  may  consist  of  the  state  railroad  commissioners  if  the  parties 
so  agree.  This  commission  decides  upon  the  necessity  for  the  proposed 
elimination  work,  and,  within  certain  limitations,  apportions  the  cost. 
The  actual  work  is  supervised  by  the   City   Engineer. 

The  city  proper  contains  about  ten  grade  crossings,  fifteen  having 
been  abolished  since  1888.  Nine  of  these  were  done  away  with  in  the  last 
four  years.  The  elimination  of  crossings  on  the  railroads  entering  the 
city  from  the  north  is  now  to  be  begun,  the  work  on  the  southern  lines 
having  been  nearly  completed. 

I  The  apportionment  of  the  cost  is  regulated,  though  not  absolutely 
I  fixed,  by  State  law.  The  railroads  must  pay  65  per  cent.  An  amount 
inot  to  exceed  15  per  cent,  may  be  assessed  upon  any  street  railway  con- 
cerned, and  the  remainder  of  the  cost  is  apportioned  by  the  commission 
between  the  State  and  the  city,  provided  that  the  city  shall  not  pay  more 
than  10  per  cent,  of  the  total.  Consequential  damages  are  figured  in 
with  the  total  cost. 

SUMMARY  AND  CONCLUSIONS. 

The  study  of  the  conditions  in  these  thirty-nine  cities  brings  us  to 
[the  following  general  conclusions  : 

!        (i)     The  tendency   seems   to   be  to  keep   at  least  a   part  of  the   au- 

jthority  in  the  matter  of  grade  crossing  elimination  in  the  hands  of  the 

State.      Recent    legislation,    like    that    in    New    Jersey,    tends    to    vest   the 

State   Public   Service  or   Public  Utilities   Commission   with  the   necessary 

powers.     This  is  also  the  case  in  New  York,  Connecticut,  Massachusetts, 

Wisconsin   and   California.      "Home   rule"    in   grade   crossing   elimination 

loes  not  appear  to  be  as  fashionable  as  might  be  expected.     In   a  great 

nany   cases  the    State  has   passed   enabling  acts,   that  municipalities   may 

)ass    ordinances    providing    for    crossing    separation ;    but    here,    in    many 

instances,   as   in   Ohio,   the   apportionment   of   cost   is   fixed   by   the    State 

aw.     Other  cities,   like   Providence,   are  powerless  to  act  without   special 

>tate  legislation   for   each   specific  improvement.     The  most  liberal   State 

egislation  may  be  found  in  the  case  of  the  special  acts  applying  to  Buf- 

alo,   whereby   the    city   may   enter   into   any   sort   of   contract   it    pleases. 

bese  special  acts  cover  only  certain  specified,  though  comprehensive,  im- 
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lirovtMiicnts.   and   tlu'rcfori-    fiirllicr   k-i^islatinii   must  he  sought    froin   time 
to   tiiiK'. 

Chicago  appears  to  he  ahlo  to  do  as  it  hkcs  in  the  matter  of  grade 
crossing  work.  Si)ecial  ordinances  are  passed  for  all  imi)rovcments. 
Philadelphia  and  Pittshurgh  are  unhampered  hy  any  State  limitations. 
A  great  deal  has  been  accomplished  in  these  cities,  hut  the  general  ten- 
dency throughout  the  country  seems  to  he  toward  uniform  State  legis- 
lation. 

(2)  As  would  be  expected,  no  matter  vviiere  the  legislative  authority 
is  vested,  the  actual  work  of  elimination  of  grade  crossings  is  in  nearly 
every  instance  in  charge  of  the  engineering  department  of  the  city  affected. 

(3)  It  has  been  a  difficult  matter  to  ascertain  the  number  of  grade 
crossings  existing  in  the  various  cities  at  the  present  time.  In  a  great 
many  cases  the  engineering  department  of  the  city  itself  is  unable  to  tell. 
The  number  varies  from  o  to  1,500.  Medium-sized  eastern  cities  seem 
to  he  most  free  from  grade  crossings,  owing  largely  to  the  fact  that  many 
of  these  cities  happen  to  be  adapted  topographically  to  grade  separation, 
and  that  they  are  served  by  a  very  few  railroad  systems,  and  these  of  a 
high  class  and  of  heavy  traffic.  Railroads  of  this  class  usually  find  it 
necessary  to  abolish  grade  crossings  for  their  own  interest.  Cities  of 
this  sort  are  exemplified  by  Worcester,  Providence,  Bridgeport,  Fall 
River,  Washington  and  Newark. 

(4)  The  reports  show  that  grade  crossing  elimination  is  a  com- 
paratively new  idea.  In  most  cases  the  work  has  all  been  done  within 
the  last  twenty-five  years,  and  very  often  in  the  last  ten.  Of  the  cities 
sending  in  reports,  Rochester  boasts  of  being  the  pioneer  in  this  direction, 
the  first  project  there  dating  back  to  1880. 

(5)  As  to  work  actually  done  or  in  progress  at  the  present  time, 
Chicago  easily  leads  all  cities  reporting  on  the  matter.  At  the  end  of 
191 1,  780  crossings  had  been  eliminated  or  provided  for.  Philadelphia 
has  abolished  120,  and  Buffalo  runs  third  with  ninety-four.  Detroit  has 
done  away  with  thirty-three,  and  many  other  cities  twenty-five  or  thirty. 
Cost  figures  are  not  always  available.  In  Bufifalo  the  cost  to  the  city 
has  so  far  been  nearly  $4,000,000. 

(6)  As  a  rule,  the  city  makes  no  comprehensive  plan  for  the  elim- 
ination of  all  of  its  grade  crossings.  The  crossings  are  usually  taken 
up  by  groups,  as  local  conditions  and  obstacles  permit.  An  exception  is 
Detroit,  from  which  place  the  report  comes  that  plans  are  prepared  for 
the  entire  city.  The  w-ork  in  some  other  municipalities  has  been  pretty 
systematic.  In  Grand  Rapids,  plans  for  the  elimination  of  all  crossings 
vvere  submitted  in  a  special  report,  but  nothing  has  been  done  in  the  matter. 

(7)  In  most  cases  the  railroads  have  co-operated  with  the  city  to 
at  least  some  extent  in  grade  crossing  work.  There  have  been,  however, 
a  number  of  instances  where  they  have  opposed  it  strenuously. 

(8)  The  apportionment  of  the  cost  is,  of  course,  the  great  question 
in  grade  crossing  elimination  work.  In  some  of  our  most  progressive 
cities  this  is  fixed  by  law — usually  State  law.  In  thirteen  of  the  cities 
investigated  this  is  the  case.  Massachusetts  cities  must,  unless  special 
State  legislation  is  passed,  pay  not  over  10  per  cent,  on  the  total.  Con- 
necticut cities  pay  nothing,  25  or  50  per  cent.,  depending  upon  who  brings 
the  petition,  and  upon  priority  of  the  existence  of  the  railroad  or  the 
highway.  New  York  cities,  except  Buffalo,  must  pay  25  per  cent.;  Ohio 
cities,  35  per  cent.  The  drastic  New  Jersey  law  puts  practically  no  ex- 
pense on  the  city.  In  New  York,  Massachusetts  and  sometimes  Con- 
necticut, the  State  meets  a  portion  of  the  expense;  in  the  two  first-named 
states,  25  per  cent. 

Where  the  city  makes  a  contract  with  the  railroad,  the  former  has 
paid  anything  from  zero  up  to  over  50  per  cent.     In  most  of  the  cases 
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where  the  city  has  paid  nothing  on  the  actual  work  it  has  assumed  all 
consequential  damages.  Generally  speaking,  the  cities  have  paid  less 
than  half  of  the  total  cost,  often  very  much  less. 

(9)  The  question  of  consequential  damages  has  often,  as  in  St. 
Louis,  caused  much  dispute.  It  is  in  the  courts  today  in  Baltimore. 
Very  definite  conclusions  may  be  drawn  from  our  study.  Where  the 
cost  of  construction  has  been  borne  totally,  or  nearly  so,  by  the  railroad, 
the  consequential  damages  are  assumed  almost  always  by  the  municipality. 
Where  the  railroad  pays  only  a  certain  percentage  of  the  cost,  which 
usually  sums  from  50  to  65  per  cent.,  the  consequential  damages  are 
figured  as  part  of  the  total  cost.  In  the  contracts  made  by  the  grade 
crossing  connnissioners  of  Bufifalo,  the  railroads  now  pay  55  per  cent, 
of  the  consequential  damages,  but  they  do  not  pay  the  entire  cost  of 
construction.  Of  the  two  plans  mentioned,  the  city  probably  loses  less 
by  assuming  the  consequential  damages,  provided  that  the  railroads  pay 
all  construction  costs.  This  might  not  hold  true  if  the  damages  were 
very  large. 


Appendix   B. 

NOTKS  ON  LAWS  AND  PRACTICE  RELA'IING  TO  THE  ELIM- 
INATION  OF  GRADE  CROSSINGS   IN   NEW   ENGLAND, 
WITH   SPECIAL  REFERENCE  TO  THE  TRAFFIC 
AT    CROSSINGS    WHERE    ELIMINATION 
HAS  BEEN  ACCOMPLISHED. 


Prepared  by  C.  B.  Breed,  of  Boston,  Mass.,  April  25,  1914. 


MASSACHUSETTS    GRADE    CROSSING    ELIMINATION    LAW. 

In  1890  a  grade  crossing  elimination  law  was  passed  which  provides 
that  upon  petition  to  the  Superior  Court  by  the  railroad  company,  the 
municipality  or  the  Commonwealth,  said  court  shall  appoint  three  dis- 
interested persons  who  shall  not  be  residents  of  the  county  in  which  the 
grade  crossing  is  located  who  shall  sit  as  a  part  of  the  Superior  Court 
and  hear  the  parties  in  interest.  This  commission  reports  to  the  Superior 
Court  and  the  Superior  Court  makes  their  report  a  decree. 

The  commission  first  decides  the  question  as  to  whether  public 
security  and  convenience  demand  that  the  crossing  shall  be  eliminated, 
after  which  they  decide,  just  how  the  work  shall  be  accomplished  and 
include  in  their  report  plans  designating  the  method.  Their  report  also 
states  in  detail  what  changes  in  lines  and  grades  shall  be  made  in  the 
railway  and  in  the  highways,  apportions  the  cost  of  the  entire  project, 
and  states  also  who  shall  have  charge  of  the  work. 

The  statute  provides  that  in  apportioning  the  costs  the  railway  shall 
pay  65  per  cent,  of  all  costs  of  construction,  including  property  damages, 
costs  of  hearings  and  the  auditor's  expenses.  (The  auditor  is  appointed 
by  the  Superior  Court  after  the  commission  has  been  discharged.)  It 
also  provides  that  not  more  than  10  per  cent,  shall  be  paid  by  the  mu- 
nicipality, and  the  remaining  amount  shall  be  paid  by  the  Commonwealth. 

A  few  years  later  a  statute  was  passed  including  the  street  railway 
as  a  party  in  these  cases  where  street  railways  exist  at  the  crossings, 
and  the  law  was  then  changed  to  read  that  the  special  commission  which 
heard  the  case  should  charge  to  the  street  railway  not  more  than  15  per 
cent,  of  that  portion  of  the  cost  of  construction  and  property  damages 
which  could  fairly  be  attributed  to  the  crossing  occupied  by  the  street 
railway,  and  that  whatever  was  charged  against  the  street  railway  should 
be  deducted  from  the  Commonwealth's  portion. 

•  The  operation  of  this  act  has  been  such  that  in  almost  every  instance 
the  railroad  has  been  charged  65  per  cent.,  the  municipahty  10  per  cent., 
and  the  Commonwealth  25  per  cent,  except  in  the  instances  where  street 
railways  are  present.  In  the  latter  cases  the  street  railways  have  in 
many  cases  been  charged  15  per  cent,  of  the  cost,  leaving  the  Common- 
wealth with  only  a  10  per  cent,  charge  for  those  crossings  where  street 
railways  exist.  In  some  cases,  however,  the  street  railways  have  only 
been  charged  12  per  cent. 

Where  several  crossings  occur  in  a  municipality,  some  of  which 
are  occupied  by  a  street  railway,  the  commission  has  usually  determined 
that  a  certain  percentage  of  the  total  cost  of  construction  is  in  their 
judgment  fairly  attributable  to  those  crossings  occupied  by  the  street 
railway  and  has  then  charged  the  street  railway  15  per  cent,  of  that 
portion  of  the  cost.  For  example,  in  the  city  of  Lynn,  where  the  grade 
crossings  have  just  been  eliminated,  the  commission  determined  that  50 
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per  cent,  of  the  total  cost  of  construction  and  damages  should  be  attrib- 
uted to  the  crossings  occupied  by  the  street  railway,  and  as  they  taxed 
the  street  railway  15  per  cent.,  the  street  railway's  portion  of  the  total 
cost  of  the  entire  i)roject  was  50  per  cent,  of  15  per  cent.,  or  7^/2  per 
cent.  The  Commonwealth  therefore  paid  17^  per  cent,  of  the  total  cost 
at  Lynn,  leaving  the  remaining  75  per  cent,  for  the  railway  and  for  the 
city  to  pay. 

There  is  a  clause  in  the  Massachusetts  statute  which  also  permits 
the  petitioners  in  a  grade  crossing  case  to  have  their  hearings  held  before 
the  Public  Service  Commission  instead  of  before  a  special  commission, 
and  this  has  sometimes  been  done,  though  rarely,  in  Massachusetts. 

In  some  instances  the  apportionment  of  cost  is  slightly  different 
from  the  law  given  above.  This  is  due  to  a  special  agreement  which 
was  made  between  the  parties  interested.  Grade  crossings  can  be  elim- 
inated in  Massachusetts,  as  in  most  states,  by  agreement  as  well  as  by 
means  of  the  grade  crossing  act. 

PROCEDURE   BEFORE    MASSACHUSETTS    GRADE   CROSSING    COMMISSIONERS, 

Since  the  first  question  for  the  commissioners  to  determine  is  whether 
public  security  and  convenience  demand  that  a  grade  crossing,  or  cross- 
ings, shall  be  eliminated,   it  is  customary   for  the  petitioner,  especially  if 
the  city  happens  to  be  the  petitioner,  to  present  data  on  the  traffic  using 
the  crossings  and  the  dangers  at  the  crossings.     In  connection  with  this 
j  part  of  the  case,  the  following  features  are  frequently  presented  in  evi- 
1  dence,   namely:    the   alinement   and   grade   of   the   railway,   the   alinement 
land  grade   of   the   highway,   the   speed   of   trains   over   the   crossing,    the 
i  number  of  trains,  the  elapsed  time  when  gates  are  down  and  the  crossing 
i  closed,   the    number   of    people    and   vehicles    using   the   crossing   and    the 
j  number  delayed  when  the  gates  are  down,  the  view  of  approaching  trains 
jfrom  the   highway,   whether   electric   cars   use  the   highway   and   whether 
'the  car  line  is  an  interurban  line  at  an  outlying  crossing  where  electric 
tears  operate  at  high  speed  or  are  street  cars  in  a  congested  city  street 
jwhere  crossings  are  well  protected   and   where  the  speed   of  the   electric 
■cars  is   low,   whether   a   schoolhouse   is   located   near   the   crossing  which 
requires   that   many   school   children    shall    use   the   crossing,   whether   the 
fire  department  is  so  located  that  it  is  necessary  to  use  this  crossing  in 
'going  to   and   from   the   districts  usually  served   by   this   fire   department 
station,  the  number  and  character  of  accidents  which  have  occurred   at 
ithe  crossing. 

It  has  been  my  observation  that  the  accidents  occurring  at  crossings 
jhave  not  been  considered  by  the  commissioners  as  bearing  as  seriously 
lipon  the  question  of  public  security  and  convenience  as  the  subject  of 
i:he  amount  of  traffic  which  is  delayed  at  the  crossings,  which,  of  course, 
Hepends  not  only  on  the  volume,  but  also  very  materially  upon  the  num- 
ber of  minutes  per  hour  the  crossing  is  closed  due  to  passing  trains. 
Lvhich  in  turn  is  dependent  upon  the  number,  character  and  length  of 
rains. 

When  a  petition  is  brought  by  a  municipality  it  is  frequently  the 
esult  of  some  serious  accident  which  has  recently  occurred  and  the 
lesire  of  some  city  official  to  use  the  public  sentiment  aroused  for  his 
)olitical  ends.  He,  therefore,  presents  a  petition  to  the  Municipal  Coun- 
iil,  requesting  the  Municipal  Council  to  petition  the  Superior  Court  for 
i  commission  to  be  appointed,  and  in  this  manner  probably  half  of  the 
etitions  which  originate  from  cities  have  their  origin. 

In  Massachusetts,  however,  many  petitions  have  originated  with  some 
ailway.  In  most  of  these  cases,  however,  they  have  been  instances 
'/here  the  railroad  desired  to  construct  additional  tracks,  and  since 
ibere  is  a  statute  which  requires  that  no  additional  tracks  shall  be  con- 


2(m;  (ikadi-:  crossin(;  I'Jjminai  ion. 

.striK((<l  at  j^radc  crossings  at  public  liijjiliways  without  tlic  permission  of 
tlio  I'uhlic  Service  ("otnuiission,  and  since  the  Public  Service  C!onimission 
is  very  loath  at  ^ivinj;  such  permission,  this  desire  of  expansion  on  the 
part  of  the  railway  is  the  cause  for  bringing  the  petition  for  the  elimina- 
tion of  crossings.  1  have  not  known  of  any  of  these  cases  which  havi 
originated  by  the  railway  which  have  been  opposed  by  the  municipalities, 
and  in  the  case  where  the  railway  happens  to  be  the  petitioner  the  (pies 
tion  of  public  security  and  convenience  and  the  traffic  data  which  has 
to  do  with  this  question  have  frequently  not  been  collected  because  the 
most  interested  parties  (the  railway  and  nnuiicii)ality)  agree  that  there 
is  a  necessity  for  eliminating  these  crossings,  and  the  Commonwealth, 
as  a  rule,  is  passive  on  this  matter. 

As  a  general  conclusion,  then,  I  will  state  that  the  question  of 
necessity  for  eliminating  grade  crossings  is  only  fought  out  in  those 
cases  where  the  municipality  happens  to  be  the  petitioner  and  where 
the  railway  is  not  desirous  of  eliminating  the  crossings  at  that  particular 
time. 

While  the  grade  crossing  act  requires  that  a  special  commission 
shall  determine  the  question  of  public  security  and  convenience  first, 
it  is  the  custom  of  these  commissions  to  reserve  their  decision  upon 
this  matter  until  they  have  heard  the  entire  case.  This  is  due  to  the 
fact  that  they  claim  it  is  impossible  to  decide  this  question  of  public 
security  and  convenience  wholly  on  the  evidence  of  traffic  delays,  dangers, 
etc.  They  take  the  position  that  the  cost  of  the  project  is  an  important 
element  in  the  question  of  public  security  and  convenience,  so  that  it  is 
necessary  for  them  to  go  into  this  part  of  the  question  before  coming 
to  a  conclusion  with  reference  to  the  first  part.  In  most  of  the  case? 
with  which  I  have  been  connected  the  commissioners  have  determined 
this  question  in  the  affirmative,  but  in  some  cases  where  the  railway 
company  has  strongly  opposed  the  elimination  the  commissioners  have 
determined  in  the  negative.  While  they  have  not  stated  that  public 
security  and  convenience  do  not  demand  the  elimination  of  certain  cross- 
ings, they  have  stated  that  public  security  and  convenience  do  demand 
the  elimination  of  part  of  the  crossings,  and  that  the  remainder  should 
be  eliminated,  but  not  at  the  present  time.  In  other  words,  they  have 
taken  the  position  that  while  all  of  the  crossings  ought  eventually  to  be 
eliminated,  the  time  is  not  ripe  for  the  elimination  of  all  of  them,  and 
it  is  not  a  proper  expenditure  of  the  Commonwealth's  money  or  of  the 
railway's  money  to  eliminate  at  the  present  time  certain  more  or  jess 
unimportant  crossings  when  so  many  very  dangerous  grade  crossings 
still  exist. 

SPECIAL  CASES  OF  GRADE  CROSSING  ELIMINATION   WHERE  COMMISSIONERS   HAVE 
DISAPPROVED    IMMEDIATE    EXPENDITURE    FOR    ELIMINATION. 

Lynn,  Mass.— In  the  city  of  Lynn,  which  has  a  population  of  abont 
100,000  and  an  assessed  valuation  of  property  of  about  $80,000,000,  a 
petition  was  presented  in  1901  by  the  city  for  the  elimination  of  all  the 
grade  crossings  on  the  two-track  main  line  of  the  Boston  &  Maine  Rail- 
road and  on  the  two-track  Saugus  Branch  of  the  Boston  &  Maine  Rail- 
road. On  the  main  line  there  existed  eight  grade  crossings  and  on  thi 
Saugus  Branch  six  grade  crossings.  On  the  question  of  public  security 
and  convenience  the  city  presented  traffic  counts,  copies  of  which  will 
be  found  in  Tables  23  to  32,  inclusive.  In  all  of  the  streets  referred  to 
were  on  the  main  line  except  Western  Avenue,  which  was  on  the  Saiign' 
Branch.  The  cost  of  eliminating  the  main  line  grade  crossings  was  about 
$1,500,000;  the  cost  of  eliminating  the  Saugus  Branch  crossings  was  esti- 
mated at  about  $400,000;  both  were  to  be  track  elevation  projects.  The 
commission  decided  that  the  Saugus  Branch  crossings  were  not  of  enough 
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importance  to  eliminate  at  the  present  time,  I)ut  that  the  main  hnc  cross- 
ings should  he  eliminated,  and  this  main  line  work  is -just  hein}^  completed. 
It  will  he  noticed  that  the  traffic  count  on  Western  Avenue,  which 
is  on  the  Saugus  Branch,  was  much  higher  than  the  traffic  count  for 
Connnercial  Street,  Pleasant  Street  or  Washington  Street  on  the  main 
line,  and  in  some  respects  higher  than  Market  Street.  It  will  also  he 
noticed  that  the  numher  of  trains  on  the  Saugus  Branch,  however,  was 
very  much  less  than  on  the  main  line.  Western  Avenue  was  not  the 
only  important  crossing  on  the  Saugus  Branch  ;  there  was  another  cross- 
ing where  the  traffic  was  certainly  two-thirds  as  great  as  on  the  Western 
Avenue  crossing,  traffic  counts  of  which  I  am  unahle  to  find. 

The  cost  per  crossing  on  the  main  line  has  been  at  the  rate  of  a 
little  less  than  $200,000;  the  cost  per  crossing  on  the  Saugus  Branch  was 
estimated  to  be  in  the  neighborhood  of  $75,000.  The  alinement  of  the 
main  line  was  straight,  the  alinement  of  the  Saugus  Branch  was  very 
crooked ;  the  speed  of  trains  on  the  main  line  was  high,  whereas  on  the 
Saugus  Branch  they  did  not  exceed  about  40  miles  per  hour.  The  delays 
on  the  main  line,  it  will  be  noticed,  vary  from  about  2  hours  to  7  hours 
out  of  17  hours,  whereas  on  the  Saugus  Branch  the  dela3-s  were  less 
I  than  an  hour  out  of  17  hours. 

j  At  Central  Square,  on  the  main  line,  there  was  a  very  great  amount 
j  of  traffic,  and  the  traffic  at  this  square  was  the  real  reason  for  eliminat- 
'  ing  the  crossing  at  this  time.  So  much  improved  property  existed  in 
j  the  vicinity  of  the  square  (land  is  worth  about  $15  per  square  foot  in 
!  this  location)  that  it  was  impossible  to  abolish  this  crossing  except  by 
j  track  elevation  or  track  depression.  The  track  depression  required 
!  lowering  the  grade  of  the  railway  to  practically  mean  sea  level  and 
;  cutting  through  all  of  the  trunk  sewers  of  the  city,  so  track  elevation 
[was  finally  agreed  upon.  Since  the  tracks  were  to  be  elevated  by  passing 
I  over  Central  Square,  the  other  crossings,  even  though  their  traffic  was 
I  not  nearly  as  great  as  Central  Square  traffic,  had  to  be  eliminated  as 
'part  of  the  project.  I  might  add  that  before  construction  was  actually 
{started  we  had  counts  as  high  as  45,000  people  per  day  crossing  the 
tracks  at  Central   Square. 

In  connection  with  this  Lynn  project  the  railroad  proposed  to  close 
a  street  at  the  railway  location  line,  which  street  passed  above  the  rail- 
jroad  and  which  would  be  met  by  the  elevated  railway  tracks  so  that  it 
would  form  a  grade  crossing.  The  city  proposed  depressing  this  street 
and  passing  it  underneath  the  elevated  railway,  and  to  show  how  much 
'traffic  this  street  had  counts  were  taken  which  are  shown  in  Table  33. 
iEven  with  these  data  before  the  commission,  they  determined  not  to  pass 
ithis  street  under  the  railway  at  a  cost  of  about  $150,000,  but  to  build 
merely  a  foot-subway  on  the  line  of  one  of  the  sidewalks  of  this  street. 
jThe  city,  however,  by  legislative  act  had  this  part  of  the  commissioners' 
'report  set  aside  and  in  substitution  a  highw^ay  for  the  full  width  was 
passed  under  the  railway  at  Silsbee  Street. 

I  The  Pleasant  Street  traffic  count  is  interesting  in  that  the  gates  were 
,down  so  many  hours  during  the  day.  This  is  due  to  the  fact  that  not 
ionly  did  the  main  line  tracks  cross  Pleasant  Street,  but  also  the  lead 
tracks  to  a  bulk  delivery  yard,  where  a  great  deal  of  business  was  done. 
There  was  one  isolated  crossing  on  the  main  line  at  Lynn  at  Chatham 
Street.  Table  34  gives  the  traffic  count  at  that  street.  The  num- 
,ber  of  persons  using  the  crossing  was  only  2,909,  but  the  number  of 
jtrains  was  135  and  the  amount  the  gates  were  down  was  nearly  3  hours 
out  of  17.  The  cost  for  eliminating  this  crossing  was,  I  think,  about 
$120,000.  Here  is  an  instance  of  a  crossing  where  I  believe  if  the  railway 
had  opposed  its  elimination  a  long  delay  would  have  been  granted  by 
the  commissioners.     The  large  number  of  trains  and  speed  of  the  trains 
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at    this   crossing   were    doiihllcss    the    most    inlliiential    part    of    the   traffic 
evidence. 

rnuntou,  Mass. — At  'raiinlon  the  city  [jctitioned  for  the  elimination 
of  2/  grade  crossings.  The  traftic  coiml  on  the  main  hne  is  sliown  in 
'lable  35  and  the  tralhc  connt  on  the  branch  crossings  is  shown  in  'lai^lc 
36.  Tile  commission  in  this  case  decided  to  eliminate  all  of  the  19  grade 
crossings  on  the  main  line  and  on  the  I'all  River  Branch,  which  is  part  of 
the  main  line  system. 

Jt  will  be  noted  that  at  Crane  Avenue,  Fremont  Street,  West  Britan- 
nia Street,  Danforth  Street  and  Hart  Street  the  number  of  persons  using 
the  crossings  was  low,  but  that  the  number  of  trains  at  Danforth  Street 
was  very  high. 

The  city,  after  being  notified  by  the  commission  that  they  probably 
would  not  report  favorably  on  the  elimination  of  the  branch  grade 
crossings,  was  ready  to  ask  for  the  elimination  of  certain  of  the  branch 
crossings,  namely,  VVarren  Street,  Whittenton  Street  and  Middleboro 
Avenue  and  Old  Colony  Avenue,  and  to  give  up  their  fight  for  the 
elimination  of  Fremont  Street,  West  Britannia  Street  and  Hart  Street 
crossings  on  the  main  line,  but  the  railway  objected  to  this  arrangement, 
and  as  the  railway  wanted  to  four-track  this  two-track  system,  the  rail- 
way was  much  more  interested  in  having  these  main  line  and  Fall  River 
Branch  crossings  eliminated  than  in  having  the  other  branch  crossings 
eliminated,  with  the  result  that  the  commission  finally  reported  that  all 
of  the  crossings  shown  in  Table  35  should  be  eliminated  and  that  none  of 
the  crossings  shown  in  Table  36  should  be  eliminated  at  the  present  time. 
The  petition  was  dismissed  with  reference  to  these  branch  crossings  in 
Table  36  without  prejudice  to  any  of  the  parties. 

The  cost  for  eliminating  the  two  crossings  on  the  Attleboro  Branch 
was  estimated  at  $45,000.  The  cost  for  eliminating  the  two  crossings 
on  the  Whittenton  Branch  was  estimated  at  $120,000.  The  cost  for 
eliminating  the  two  crossings  on  the  Dean  Street  Branch  was  estimated 
at  $70,000.  The  cost  for  eliminating  the  three  crossings  on  the  Middle- 
boro Branch  was  estimated  at  $190,000.  The  cost  for  eliminating  the 
entire  19  crossings  on  the  main  line  was  $2,000,000,  or  $105,000  per  cross- 
ing. In  the  case  of  the  Dean  Street  Branch  only  four  or  five  trains 
per  day  used  the  crossing. 

Boston,  Mass. — In  eliminating  the  grade  crossings  from  Back  Bay, 
Boston,  to  Forest  Hills  when  the  railroad  was  a  three-track  system  and 
was  extended  to  a  four-track  system,  there  were  11  main  crossings  be- 
tween Back  Bay  and  Forest  Hills  used  by  85,000  people  and  12,500  teams 
per  day  of  24  hours ;  there  were  200  daily  trains  and  the  crossings  were 
closed  a  total  of  41  hours  47  minutes,  which  was  practically  equivalent 
to  closing  two  crossings  (provided  the  other  nine  were  left  open)  the 
whole  time.  This  work  was  accomplished  in  1895-6  at  a  cost  of  $4,700,- 
000.  Here  is  an  instance  where  grade  crossings  were  permitted  to  exist 
up  to  1895  during  a  time  when  there  was  very  heavy  traffic  over  many  of 
the  crossings. 

Somerville,  Mass. — In  about  1909  Somerville  Avenue  in  Somervijle. 
a  single-  crossing,  was  eliminated  at  a  cost  of  about  $250,000.  It  was 
75  ft.  wide,  had  a  very  heavy  team  traffic,  electric  car  traffic  and  pedestrian 
traffic;  it  crossed  the  Fitchburg  Railroad,  where  there  were  140  regular 
trains  and  twenty  to  thirty  special  trains,  and  also  the  Grand  Junction 
Branch  of  the  Boston  &  Albany  Railroad,  which  was  contiguous  to  the 
Fitchburg  Railroad  tracks,   where  there  were  twenty  trains  per  day. 

Maiden,  Mass. — In  1907  at  Pleasant  Street,  Maiden,  a  grade  crossing 
was  eliminated  where  the  traffic  count  was  520  electric  cars.  847  other 
vehicles  and  96  trains.  (The  number  of  pedestrians  is  not  given.)  This 
was  the  traffic  from  6  :oo  a.  m.  to  6  :oo  p.  m.  on  a  normal  day.     This  is 
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stated  to  have  cost  $24,600.  This  amount  of  money  is  not  the  total  cost; 
it  is  merely  a  record  of  the  cost  of  that  crossing  up  to  the  date  of  the 
report.     The  total  cost  was  $129,347. 

Cambridge,  Moss. — The  city  of  Cambridge  has  for  several  years 
been  considering  the  elimination  of  grade  crossings,  particularly  on  the 
Grand  Junction  Branch  of  the  Boston  &  Albany  Railroad.  This  Grand 
Junction  Branch  is  a  single  track  line  from  the  Boston  &  Albany  Rail- 
road main  line  along  the  shore  of  the  Charles  River,  crossing  several 
Cambridge  streets  at  grade  and  finally  connecting  with  the  Boston  & 
Maine  Railroad  at  East  Somerville,  from  which  point  it  extends  around 
to  East  Boston  to  the  ocean  terminal  of  the  Boston  &  Albany  Railroad. 

Referring  to  Tables  37  and  38,  the  heavy  traffic  on  Massachusetts 
Avenue  and  on  Cambridge  Street  is  evident.  No  petition  has  ever  been 
brought  for  eliminating  these  crossings.  The  number  of  trains  is,  I 
think,  about  15  or  20;  they  are  all  freight  trains.  The  number  of  trains 
is  given  as  14  on  one  day  and  19  on  another  day.  These  grade  crossings 
are  in  existence  to-day. 
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Street   Br 

Ldge   - 
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Traffic  Count 
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• 
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14 
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169 

14 
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490 
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- 
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192 

477 
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10-11 

105 

163 

20 

353 
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- 

69 

1 

77 
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497 

682 

11-12 
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83 

161 
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30 
41 
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304 

- 
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107 
86 
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770 
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833 
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95 

127 

206 

1050 

133C 

a 

5-   6 

80 

145 

12 

994 

1151 

1 

215 

2 

221 

83 

163 

1423 

1567 
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Table  36 


Traffic  Count  at  Taunton,  Maes.,  during  May,  1910 


Name 
of  Street 


Data 


Persons 


Gates  Down 


§1 

•H      to 

rj    CO 
B^    P4 


Crane  A\ 

Fremont 

V.Brltannla 

Danfortb 

Tremont 

Granite 

OalE 

Wales 

Porter 

Cohannet 

Winthrop 

Harrison  At. 

Somerset  At. 

Weir  f Upper) 

Ingell 

Eart 

Weir  (Lower) 

First 

Seoond 


May  18 
19 

May  18 
19 

May  16 
17 

May  13 
14 

May  13 
14 

May  13 
14 

Uay  13 
14 

llay  13 
14 

May  13 
14 

May  13 
14 

May  13 
14 

May  13 
14 

May  16 
17 

May  16 
17 

May  16 
17 

May  17 
18 

May  16 
17 

May  16 
17 

May  16 
17 


326 
291 


103 
98 


445 
470 


227 
216 


151 
161 


417 

429 


401 

373 


378 
362 


204 
170 


244 
249 


122 
97 


250 
259 


387 
383 


128 
150 


157 

183 


19 
11 


112 
130 


1260 
1701 


89 
102 


166 
153 


171 

163 


1309 
1919 


3407 
3290 


2840 
2790 


359 
425 


225 
248 


688 
754 


313 
200 


3649 
2790 


2346 
2425 


885 
748 


670 
437 


1105 
1270 


607 
632 


1040 
1152 


1323 
1332 


793 

789 


249 

281 


1095 
1086 


653 
595 


1051 
1000 


70 
120 


314 
366 


96 
114 


160 
175 


130 
178 


226 

226 


77 
101 


219 
246 


182 
141 


115 
109 


93 
111 


122 
121 


95 
110 


436 
383 


109 
99 


576 

614 


251 
265 


187 
208 


548 
623 


600 
491 


511 
521 


217 
200 


285 
322 


155 
113 


275 
281 


422 

433 


155 
187 


547 
607 


367 

389 


1324 
1435 


457 
351 


5803 
5381 


2452 
2521 


1269 
1146 


943 
756 


3495 
4424 


1385 
1378 


1826 
1957 


5043 
4897 


1247 
1290 


460 
434 


4265 
4193 


1189 
1137 


.1273 
1240 


38 
35 


84 
79 


77 

84 


483 
483 


141 
150 


148 
156 


175 
207 


188 
184 


133 
112 


95 
85 


84 
75 


82 
77 


76 
70 


72 
69 


52 
48 


43 
37 


41 
35 


40 
32 


39 
33 


62 

62 


95 
87 


126 

125 


94 
104 


123 
165 


129 
114 


88 
77 


85 
75 


83 
74 


73 
66 


72 

70 


63 
53 


41 
34 


38 

32 


39 
32 


27 

26 


4 
57 


54 
21 


56 
4 


35 
37 


22 

48 


39 
52 


21 

35 


57 
49 


57 
32 


22 
6 


22 
10 


56 
59 


53 
50 


37 
19 


26 

23 


14 

0 


31 
30 


40 
5 


59 
0 


23 
4 


35 
10 


30 
0 


5 
45 


37 
12 


20 
30 


30 
30 


0 
31 


28 
15 


31 
55 


Total  for  Two  Days 


i  ATerage  per  Day 


7892 

3946 


1045 


522 


1087 


18516 


543  9258 


33266 


16633 


2155 
1077 


3172 
1586 


9919 


4959 


67028 

33514 


4142 


2071 


(*)   No  Gates. 
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Traffic  Cou 

Table  36 
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41 

2 
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May  16 
17 

May  16 
17 
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67 

162 
196 

5 
10 

11 
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32 
26 

35 
43 

219 
204 
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271 
312 

4145 
4090 

10 
20 
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12 

25 
36 

105 
127 

103 
80 

208 
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4760 
4733 

21 
17 
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17 
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16 
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25 

33 
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0 
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57 
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776 
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956 
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264 
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TRUCKING  METHODS  AND  COSTS   THROUGH  L.  C.  L. 

OUTBOUND    FREIGHT    HOUSES    AND 

TRANSFER  PLATFORMS. 

By  E.  IL  Lee, 

Vice-P/esident  and  Chief  Engineer  Chicago  &  Western  Indiana  Railroad 
and  The  Belt  Railway   Company  of  Chicago. 

This  paper  presents  information  relating  to  certain  elements  in  the 
general  operation  of  handling  L.C.L.  freight  through  outbound  houses 
and  transfer  platforms  with  a  view  to  determining  whether  a  substantial 
reduction  in  cost  as  compared  with  prevailing  practice  may  not  be  made 
by  means  of  simple  changes  in  methods  and  relatively  inexpensive  addi- 
tions to  equipment. 

The  improved  equipment  and  the  methods  adapted  to  its  use,  herein 
described,  are  of  comparatively  recent  development.  They  are  still  con- 
fined to  relatively  few  houses,  and  for  that  reason  it  seems  well  to  make 
clear,  if  possible,  why  the  results  already  obtained,  where  the  new  equip- 
ment has  been  properly  used,  have  been  favorable;  whether  with  better 
faciHties  and  further  adjustments  in  methods  still  better  results  may  not 
be  expected,  and  why  in  certain  instances  after  improved  equipment  has 
been  furnished  it  has  been  discarded  as  unsatisfactory. 

Quite  naturally,  as  it  seems  to  the  writer,  the  houses  where  the 
improved  equipment  and  methods  have  been  introduced  are  limited  in 
number,  and  the  process  of  changing  from  present  practice  may  be 
expected  to  be  somewhat  slow  for  a  number  of  reasons. 

The  aggregate  possible  saving,  while  large,  is  divided  among  so 
many  railroads  that  it  may  not  be  considered  a  very  important  matter 
for  any  one  company. 

In  the  past  there  has  been   a   lack   of  information  as  to   just  what 

freight  house  trucking  has  actually  cost.     A  determination   of  this  cost 

is  not  immediately  apparent;  in  fact,  it  is  so  obscure  that  the  author  of 

a  recent  work   on   "Freight   Terminals"   that   is    deservedly   well-known 

states  that  the  cost  of  trucking  per  ton  mile  in  freight  houses  is  unknown. 

From  the  conditions   under  which   managing  officers   work  they  are 

1  required  to   exercise  caution  in   the  adoption   of   devices   or  alleged   im- 

I  provements   which   appear    to    lack   the    endorsement   of    successful    and 

I  extended  use.     Moreover,  they  are  usually  much  occupied  with  important 

routine,    and    with    the    many    special    calls    upon    their    time    they    must 

necessarily  in  most  cases  rely  upon  reports  of  subordinates  as  to  matters 

of  detail.    This  is  also  true  as  to  most  subordinate  officers.    Local  agents 

and   freight    house    foremen    who    have    spent    their    lives    in    perfecting 

j  present  practice  can  hardly  be  expected,  as  a  rule,  to  become  enthusiastic 

i  over   changes    that    will    revolutionize   the    system    with    which    they    are 

Written  discussions  are  desired. 
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familiar.  There  arc,  liowtvcr,  marked  exceptions.  The  writer  has  thus 
been  struck  with  the  extent  to  which  those  local  agents  in  Chicago  whom 
he  has  met  have  favored  the  more  general  use  of  the  four-wheel  truck. 
The  local  agent  and  the  general  freight  house  foreman  of  the  Chicago 
&  Eastern  Illinois  Railroad  Company,  who  arc  pioneers  in  Chicago  in 
the  use  of  motor  trucks  and  trailers,  by  their  initiative  and  skill  in  revis- 
ing old  methods  and  adapting  them  to  the  new  equipment,  under  some- 
what adverse  house  conditions,  have  not  only  produced  valuable, results 
for  their  company,  but  have  also  furnished  an  object-lesson  that  has 
been  fundamentally  valuable  in  the  preparation  of  this  paper  in  demon- 
strating many  of  the  propositions  advanced.  But,  like  the  average  man 
in  other  lines,  the  average  agent  and  house  foreman  is  inclined  to  be 
conservative  and  to  adhere  to  the  well-known  and  therefore  the  easy  way. 

It  is  perhaps  well  to  say  that  the  equipment  and  methods  discussed 
in  this  paper  are  not  original  with  the  writer,  and  that  he  holds  no  brief 
for  the  using  of  any  special  kind  of  equipment  in  any  particular  way. 

The  facts  submitted  are  capable  of  being  checked  by  anyone  suffi- 
ciently interested  to  spend  the  required  time,  although  in  passing  it  should 
be  said  that  unless  the  men  who  make  the  required  investigation  arc 
trained  observers,  the  results  may  be  inaccurate  and  therefore  misleading. 
As  to  the  deductions  made  from  the  facts  observed  there  may  be  some 
difference   of   opinion. 

The  writer  feels  that  the  subject  should  be  of  interest  to  many 
railroad  men,  and  that  it  is  of  some  importance  to  the  larger  railroad 
companies.  Therefore,  it  seems  worth  while  to  go  into  it  somewhat 
thoroughly. 

FREIGHT  HOUSE  TRUCKING. 

The  handling  of  L.C.L.  freight  through  freight  and  transfer  houses, 
excluding  inbound  houses,  involves  a  sequence  of  operations  which  may 
be  divided  into — 

Average     distribution 

of     house     costs     at 

six  outbound  houses. 

(i)     Unloading  or  checking 32.5  per  cent. 

(2)  Trucking     43.7 

(3)  Stowing 131 

(4)  Supervision   and   miscellaneous    10.7 


loo.o    "       " 
Except  trucking,  all  of  these  involve  operations   which  perhaps  may 

be   controlled   more  effectively  by  the  agent   and   freight  house   foreman 

than  otherwise. 

The  clerical   work   required   in   checking  and   accounting  for   freight, 

during  the  process  between  the  time  of  its   receipt  and  its  final  loading 

into  the  outbound  car,   is  complicated.     Some   differences  of  detail  exist 
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in  the  practice  of  the  various  railroad  companies,  but  in  one  freight 
house  where  a  well-organized  system  is  employed  this  clerical  process 
involves  fifteen  different  operations. 

The  freight  house  foreman  largely  influences  the  details  of  the  actual 
work  of  unloading  and  stowing,  and  he,  of  course,  also  influences  the 
relative  efficiency  and  economy  of  trucking,  using  such  means  and  facilities 
as  may  be  furnished  him. 

.  The  reduction  of  trucking  cost  is  the  item  in  which  the  great  saving 
is  to  be  expected,  and  in  order  to  secure  maximum  economy  the  co-opera- 
tion of  the  management  with  the  agent  and  foreman  is  required. 

The  reduction  of  trucking  cost  may  seem  an  insignificant  matter  to 
one  not  closely  in  touch  with  freight  house  work.  When  it  is  considered, 
however,  that  allowing  for  the  double  handling  required  under  present 
practice,  about  24,000  tons  of  L.C.L,  freight  are  handled  per  day  through 
freight  and  transfer  houses  in  Chicago  alone,  and  that  taking  the  country 
as  a  whole,  the  L.C.L.  tonnage  going  through  freight  houses  and  transfer 
stations  probably  approximates  400,000  tons  per  day,  it  is  apparent  that 
if  the  conclusions  reached  herein  are  sound  the  possible  saving  amounts 
to  a  large  sum,  sufiftcient  to  warrant  the  co-operation  of  railroad  officers 
and  employes  in  the  effort  to  secure  it.  Moreover,  the  subject  offers 
opportunity  for  valuable  work  by  engineers,  because,  after  all,  the  trucking 
of  freight  is  simply  a  form  of  moving  material. 

Ton-mile  cost  is  generally  recognized  as  the  best  unit  or  standard  by 
which  to  measure  the  efficiency  of  freight  transportation  on  a  railroad. 
Great  improvements  in  recent  years  have  been  made  in  the  reduction 
of  this  cost,  and  by  far  the  greatest  single  factor  in  this  is  the  increase 
in  train  loading.  Reduction  in  grades  and  heavier  motive  power  have 
been  important,  but  so  have  careful  attention  and  skilful  management 
also.  This  has  secured  better  loading  for  cars,  and  more  of  these  cars 
in  a  train  by  careful  classification  and  the  development  of  as  much  ton- 
nage as  possible  in  the  direction  of  empty  haul. 

Almost  without  exception  the  handling  of  material  of  any  kind  is 
subject  to  a  few  broad  principles,  although  in  a  given  case  their  applica- 
tion is  sometimes  difficult  to  recognize,  and  ton-mile  cost  is  frequently 
a  useful  standard  for  measuring  efficiency  in  handling  materials  trans- 
ported by  other  means  than  railroad  cars.  The  means  and  methods 
involved  in  the  economical  handling  of  cars  that  in  turn  influence  ton- 
mile  cost  nearly  all  have  a  counterpart  in  the  proper  handling  of  trucks 
through  a  freight  house.  In  either  case  it  is  essential  to  the  best  results 
that  a  smooth  track  or  running  surface  be  provided;  that  adverse  grades 
be  reduced  or  eliminated;  that  fouling  points  and  causes  of  interference 
be  avoided;  that  rehandling  be  reduced  to  the  lowest  terms;  that  full 
loading  be  provided  for  each  carrying  unit ;  and  that  these  be  transported 
over  the  shortest  and  most  direct  line  or  path  at  the  highest  safe  speed, 
so  far  as  is  practicable  in  each  item.  In  either  case  suitable  appliances 
and  equipment  well  adapted  to  the  use  involved  are  required.  Finally, 
if  by  good  management  and  proper  classification  in  the  one  case  a  larger 
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loading  on  each  carrying  unit  or  car  can  be  assembled  with  other  units 
into  larger  trains  to  be  hauled  the  greatest  practicable  distance  before 
breaking  up,  with  a  favorable  efTcct  upon  cost,  it  is  fair  to  assume  that 
the  same  general  practice  may  have  a  like  favorable  effect  in  the  other. 

Tliat  the  four-wheel  truck  should  be  generally  substituted  for  the 
two-wheel  truck  in  all  except  the  smaller  houses,  and  that  in  outbound 
freight  and  transfer  houses  having  sufficient  size  and  business  the  use  of 
motor  trucks  and  trailers  will  save  money,  are  thought  to  be  the  general 
conclusions  reached  by  almost  everyone  who  will  analyze  the  facts. 

Man-power  is  one  of  the  most  expensive  forms  of  power.  One 
authority  maintains  that  its  cost  per  unit  of  power  developed  is  from 
ten  to  twelve  times  that  of  the  next  less  expensive  form.  Evidently, 
therefore,  where  conditions  warrant,  the  substitution  of  mechanical  power 
offers  an  attractive  opportunity  to  reduce  cost. 

THE  TWO-WHEEL  TRUCK. 

This  truck  has  been  standard  for  freight  house  use  for  years,  and 
it  is  still  the  almost  universally  used  appliance.  It  is  fit  for  economical 
hauling  over  short  distances  and  is  convenient  and  well-adapted  for 
cramped  and  narrow  runways ;  but  a  careful  examination  shows  many 
defects  in  its  use.  Its  average  load  varies  from  about  200  lbs.  to  ap- 
proximately 400  lbs.,  a  rack  being  required  in  the  latter  case.  Roughly, 
therefore,  from  five  to  ten  trips  are  required  in  transporting  a  ton  of 
freight  through  the  house.  The  length  of  the  trucking  distance  under 
load  probably  averages  200  ft.  and  upward  in  city  freight  houses,  and 
thus  the  two-wheel  truck  travels  from  1,000  to  3,000  ft.  per  ton.  If  the 
gang  system  of  trucking  is  used,  under  which  from  40  per  cent,  to  50 
per  cent,  of  the  travel  is  with  empty  trucks,  the  distance  traveled  per  ton 
handled  is  nearly  doubled. 

The  very  general  use  of  the  two-wheel  truck  is  responsible  for  the 
relatively  high  trucking  cost  per  ton  for  handling  freight  in  freight 
houses.  This  average  cost  in  over  fifty  observed  cases  approximates  10,3 
cents  per  ton  per  100  ft.,  or  $5.33  per  ton-mile. 

This  cost  was  determined  as  follows : 

In  the  course  of  an  investigation  the  writer  secured  the  costs  of 
operation  in  a  large  number  of  houses  and  plotted  them  against  the  length 
of  house  (see  Fig.  i).  It  was  found  that  the  average  cost  of  operation 
increased  about  i  cent  for  every  increase  of  35  ft.  in  the  length  of  the 
house,  the  cost  of  trucking  being  practically  the  only  cost  to  increase. 
Observations  of  truckers  were  made  in  six  different  houses  of  different 
lengths,  by  men  working  for  three  different  railroads  and  with  different 
purposes  in  view,  and  it  was  found  that  the  average  round-trip  trucking 
distance  increased  55.6  ft.  per  100  ft.  increase  in  the  length  of  the  house. 
The  actual  distance  the  freight  moves,  of  course,  is  only  one-half  of 
this,  or  27.8  ft.  per  100  ft.  of  house.  (See  statistics  in  the  paper  by  the 
writer  published  in  American  Railway  Engineering  Association  Bulletin 
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No.  165,  issued  March,  1914.)  The  theoretical  distance  would  be  33.3  ft. 
for  every  100  ft.  length  of  house,  assuming  that  all  doors  receive  equal 
amounts  of  freight,  and  that  the  freight  received  at  every  door  is  evenly 
distributed  among  the  cars.  As  the  end  doors  are  usually  closed,  and  as 
teamsters  with  large  shipments  for  a  certain  car  are  often  sent  to  the 
door  nearest  that  car,  the  actual  trucking  distance  is  less  than  the 
theoretical. 

If  the  average  cost  of  operation  of  a  large  number  of  freight  houses 
in  which  two-wheel  trucks  are  used  increases  i  cent  for  every  35  ft.  of 
house,  or  2.86  cents  per  100  ft.,  and  the  average  trucking  distance  that 
the  freight  is  actually  moved  is  27.8  ft.  for  every  100  ft.  of  house,  then 

100 

the  cost  of  trucking  is  10.3  cents  per  ton  per  100  ft.  (2.86  cents  X = 

27.8 
10.3  cents),  or  $5.33  per  ton-mile.  Accurate  observations  will  show  that 
each  of  the  factors  in  any  specific  case  will,  to  some  extent,  vary  from 
the  average,  and,  of  course,  this  cost  per  ton-mile  is  not  applicable  in 
the  case  of  an  outbound  house  where  freight  is  received  only  at  the 
door  nearest  the  proper  car.  But  that  the  cost  per  ton-mile  is  correct, 
as  derived  above,  may  be  shown  by  the  following  assumptions,  which  are 
thought  to  be  reasonable,  and  by  the  computation  which  follows : 
Assumed : 

Average  speed  of  travel  for  truckers  i^  miles  per  hour. 

Average  loading  of  two-wheel  truck  250  lbs.,  or  one-eighth  ton. 

The  trucker  travels  only  half  the  time,  the  other  half  being  lost  at 
terminals,  or  the  ends  of  trip.  Only  one-half  the  travel  time  of 
trucker,  or  one-quarter  of  his  total  time,  is  employed  moving 
with  load. 

Trucker's  rate  of  pay  22  cents  per  hour. 
Then : 

Ton-miles  per  trucker  = 

Time  moving  load 

=  Average  speed  X  average  load  X 

Total  time 

Substituting  assumed  values  for  one  hour : 
Ton-miles  per  trucker   per   hour  :^=  3/2  X  ^  X  ^  =  3/64. 

Wages  per  hour 

Cost  per  ton-mile  = . 

Ton-miles  per  hour 
Substituting  assumed  values : 
Cost  per  ton-mile  =  $0.22  -f-  3/64  =  $4.69. 

It  therefore  seems  conservative  to  say  that  ton-mile  cost  for  two- 
wheel  trucking  will  fall  somewhere  between  $4  and  $6  in  any  given  case. 

The  effect  of  this  high  ton-mile  cost  on  the  cost  of  freight  house 
operation  is  apparent.     Indeed   it  becomes  startling  when  compared  with 
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threc-tOnrths  of  a  cent  per  ton-mile,   tlit'  average   freight  revenue  of  tlu 
railroads  of  the  country  (see  I.  C.  C.  reports). 

THi":  I'OUk-w  hi<:i<:l  ikuck. 

'Ihe  four-wheel  truck  has  now  been  so  far  perfected  that  one  man 
can  handle  from  three  to  six  times  the  tonnage  per  trip  as  compared 
with  the  average  load  on  a  two-wheel  truck,  and  with  no  greater  fatigue, 
because  the  trucker  is  relieved  from  carrying  any  portion  of  the  load 
on  the  four-wheel  truck,  and  simply  applies  the  horizontal  force  required 
for  traction.  With  the  use  of  the  truck  carrying  the  heavier  load  a 
smooth  trucking  surface  is  of  importance  and  commodious  truckways 
greatly  facilitate  the  work.  The  four-wheel  truck  has  already  been 
adopted  in  some  existing  freight  houses,  to  the  exclusion  of  the  two- 
wheel  truck,  except  for  use  in  the  shortest  hauls,  and  the  average  loading 
is  at  least  three  times  the  loading  of  the  two-wheel  truck.  For  special 
purposes   six-wheel   trucks  and   dollies  are   found  convenient. 

Some  of  the  objections  offered  to  the  use  of  the  four-wheel  truck  are 
as  follows : 

"Their  loading  involves   extra  expense." 

The  observer  will  note  a  partial  answer  to  this  objection  in  the  fact 
that  two  men  are  often  required  in  loading  a  two-wheel  truck,  something 
no  more  necessary  with  the  four-wheel  truck.  He  will  also  note  that 
in  any  trip  of  a  trucker  there  is  a  certain  amount  of  lost  time  at  the 
terminals  or  ends  of  each  trip.  The  number  of  trips  made  by  the  four- 
wheel  truck  in  handling  a  ton  of  freight  being  much  less  than  with  the 
two-wheel  truck,  the  time  lost  at  the  terminals  per  ton  handled  is  also 
reduced  in  proportion. 

"It   is   necessary   to    mix    freight   on    the    truck    to    procure    full 
loading." 

This,  while  true,  is  not  a  vital  objection.  The  truck  loaded  w-ith 
mixed  freight  is  called  a  peddler  truck,  and  the  freight  on  it  can  be 
classified  for  the  cars  in  a  certain  rank  or  for  ranks  opposite  a  certain 
section  of  the  house,  the  freight  being  loaded  on  the  truck  in  proper 
sequence  so  that  it  may  be  convenient  for  unloading.  To  secure  such  a 
classification  to  the  best  advantage  an  ample  number  of  trucks  is  needed. 

In  loading  cars  for  the  way-freight  train  on  the  road  many  are 
given  a  mixed  loading.  During  the  time  such  mixed  freight  is  being 
handled  at  the  way  station  the  expense  for  locomotive  and  crew  is  a 
dead  loss,  and  in  most  cases  the  main  track  is  blocked.  Moreover,  at  most 
way  stations  the  facilities  for  handling  L.C.L.  freight  are  so  poor  that 
the  actual  expense  of  handling  is  excessive;  although  for  these  reasons 
some  relatively  light  "set  out"  cars  are  run,  yet  it  would  not  be  con- 
sidered good  practice  to  run  cars  with  only  25  or  30  per  cent,  of  their 
average  loading  merely  to  avoid  mixing  freight  in  them.  With  a  proper 
system  of  classification  mixing  freight  on  the  four-wheel  truck  is  free 
from   the   objections   that   apply  to  the   practice   with   the  freight  car  on 
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the  road.  Therefore,  all  tlie  greater  is  the  disadvantage  and  loss  caused 
by  multiplying  the  distance  required  to  handle  the  truck  by  three  or  four 
merely  to  avoid  a  relatively  small  loss  required  by  the  classification 
described. 

"The  use  of  the  four-wheel  truck  increases  the  cost  of  stowing." 
This  may  well  be  doubted.  The  use  of  stowers  is  required  by  the 
"drop  truck"  or  "no-gang"  system,  and  this  system  probably  saves  money, 
although  in  this  respect  some  difference  of  opinion  may  exist.  The  use 
of  the  four-wheel  truck  is  particularly  well  adapted  to  the  drop  truck 
system.  Actual  practice  with  the  use  of  the  four-wheel  truck  has  shown 
that  mixing  freight  on  the  peddler  truck  has  actually  made  a  substantial 
reduction  instead  of  tending  to  increase  the  overs  and  shorts  in  the 
freight  car.  Moreover,  it  cannot  be  doubted  that  any  extra  expense 
involved  in  careful  and  proper  stowing  of  L.C.L.  freight  in  cars  suffi- 
ciently reduces  the  damage  in  transit  and  the  placing  of  freight  in  the 
wrong  car  to  more  than  offset  the  extra  stowing  expense. 

"Four-wheel  trucks  are  not  adapted  for  passing  into  and  through 
cars." 
This  objection,  so  far  as  it  applies  to  the  improved  truck  now  manu- 
I  factured,  is  without  foundation. 

j         If  the  loading  on  the  four-wheel  truck  is  three  times  that  on  a  two- 
!  wheel  truck,  it  might  seem  that  by  the  use  of  the  former  trucking  cost 
I  should  be  reduced  (^  per  cent.,  but  this  is  somewhat  too  much  to  expect. 
I  In  the  opinion  of  the  writer  some  additional  labor  is  to  be  expected  in 
i  sorting  the  freight  onto  trucks,  as  several  shipments  are  required  to  make 
I  a  truck  load,  the  average  shipment  being  only  about  400  lbs.,  to  the  best 
;  of  our  information.     In  certain  cases  additional  expense  for  stowers   is 
,  involved,  but  this  is  a  positive  advantage  for  the  reasons  already  given. 
,         The   trucker  can   hardly  be   expected   to   travel   so   rapidly   with   the 
i  larger  load,   although   an   improvement   in   the   floor   or  trucking   surface 
!  will  frequently  offset  this  difference.     It  may  be  said  here  that  a  smooth 
'  trucking  surface  is  a  profitable  investment  in  almost  any  house.     Officers 
who  would   promptly   authorize   the   repair   of   rough   main   tracks   some- 
times fail  to  appreciate  that  a  rough  trucking  surface,  although  not  in- 
volving the  same  elements  of  danger  as  a   rough  track,  probably  has   a 
relatively  greater  effect  upon  the  cost  of  transportation  over  it. 

MOTOR  TRUCKS. 

In  the  fall  of  1912  an  investigation  was  made  into  facilities  for 
handling  L.C.L.  freight  by  the  writer  for  his  company.  This  covered 
appliances  and  methods  as  well  as  the  general  arrangement  of  houses 
and  tracks.  At  that  time  the  Chicago  &  Eastern  Illinois  Railroad  Com- 
pany had  one  motor  truck  in  service  in  its  outbound  freight  house  in 
Chicago.  The  results  of  the  operation  of  this  truck  strongly  arrested 
the  attention  of  the  writer.  Accurate  observations  and  a  one  day's 
record  of  the  performance  of  this  truck  were  made  in  November,   1912. 
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On  that  day,  witli  an  oi)crator  and  one  assistant,  it  hauled  88  tons.  On 
the  same  day  the  men  with  two-wheel  trucks  handled  from  lo  to  15  tons. 
The  motor  truck  reduced  the  cost  of  trucking  9.3  cents  per  ton  on  the 
freight  it  handled.  Data  pertaining  to  these  observations  are  given  in 
Tables  i  and  4  in  the  Appendix.  These  results  were  so  satisfactory  that 
shortly  afterward  two  additional  motor  trucks  were  purchased  and  put 
in   service. 

The  Chicago  &  Eastern  Illinois  Railroad  Company  has  further  per- 
fected its  system  of  motor  trucking  in  the  two  years  since  1912.  To 
obtain  further  information,  observations  and  records  of  the  performance 
of  each  of  these  three  similar  motor  trucks  were  made  on  September  4, 
1914.  The  data  then  secured  are  given  in  Tables  2,  3  and  4.  Table  4 
is  a  comparison  of  the  work  performed  on  September  4,  1914,  with  the 
work  done  two  years  ago.  In  the  last  case  three  motor  trucks  each 
handled  an  average  of  172  tons  over  an  average  distance  of  393  ft.  at  a 
cost  of  3.6  cents  per  ton.  Each  motor,  therefore,  carried  12.8  tons  one 
mile  at  a  cost  of  48  cents  per  ton-mile.  The  average  time  per  loaded 
trip  was  5  minutes  and  18  seconds,  distributed  as  shown  in  the  table.  An 
average  of  3,070  lbs.  was  carried  per  loaded  trip  on  2.71  trailers,  or  1,130 
lbs.  per  trailer.  The  three  motors  handled  515  tons,  65.1  per  cent,  of  the 
total  tonnage.  The  average  weight  per  shipment  on  that  day  was  398 
lbs.,  and  as  the  average  trailer  load  was  1,130  lbs.,  it  was  evidently  neces- 
sary to  mix  the  loading  on  a  considerable  percentage  of  the  trailer 
trucks.  These  peddler  trucks  were  hauled  by  the  motor  to  the  proper 
section  of  the  house,  and  there  distributed  into  cars  as  previously  de- 
scribed. Two  truck  switchmen  made  up  trailers  into  trains  for  the  motor 
trucks,  one  working  in  each  half  of  the  house.  Trailers  were  made  up 
into  station  order,  the  last  in  the  train  being  the  first  dropped.  Hand 
trucking  was  used  for  distances  of  about  100  ft.  or  less.  In  this*house 
motor  trucks  and  trailers  are  considered  to  be  better  adapted  for  handling 
long  pipe,  sheet  iron,  lumber,  machinery,  pianos  and  other  awkward  and 
bulky  freight  than  the  two-wheel  truck. 

Note  that  much  of  the  improvement  made  in  the  tonnage  handled 
by  motor  truck  in  the  two  years  was  due  to  the  elimination  of  all  loading 
from  the  motor  truck,  its  use  being  confined  strictly  to  the  development 
of  power. 

On  September  10,  1914,  similar  observations,  results  of  which  are 
given  in  Tables  5  and  6,  were  made  of  the  use  of  motor  trucks  in  the 
Chicago,  Burlington  &  Quincy  Railroad  Company's  Harrison  Street  freight 
house  in  Chicago,  where  five  motor  trucks  to  handle  trailers  had  been 
successfully  installed  in  July,  1913.  These  observations  at  both  the  Chi- 
cago &  Eastern  Illinois  and  Chicago,  Burlington  &  Quincy  houses  are 
believed  to  represent  general  conditions  accurately,  because  they  were  all 
made  upon  days  when  business  and  conditions  were  normal. 

The  system  of  operation  at  the  Burlington  house  is  similar  to  that  at 
the  Chicago  &  Eastern  Illinois  house,  with  like  results,  as  shown  by  the 
tables.     Some  of  the  delays  shown  in  the  tables  were  due  to  congestion 
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on  the  platform.  Six  motor  trucks  were  used,  a  seventh  being  added  in 
the  afternoon  only.  The  motors  averaged  88  tons  each  per  day,  hauling 
on  an  average  two  trailers  per  loaded  trip,  with  i,iii  lbs.  of  freight  each, 
or  2,222  lbs.  per  loaded  trip  of  motor  truck.  The  average  distance  hauled 
was  642  ft.  The  motors  therefore  averaged  10.7  ton-miles  per  day.  The 
cost  of  motor  trucking  was  4.8  cents  per  ton,  or  39.2  cents  per  ton-mile. 
It  will  be  noted  that  the  average  haul  in  the  Burlington  house  is  greater 
than  in  the  Chicago  &  Eastern  Illinois  house,  due  largely  to  the  design 
of  the  house.  A  substantial  saving  in  the  cost  of  operation  has  been 
made  in  this  house  during  the  last  ten  months,  due  largely  to  the  use  of 
motor  trucks  with  trailers. 

'  In  the  investigation  made  in  1912  the  use  of  motor  trucks  on  several 
piers  in  New  York  City  and  at  various  transfer  stations  in  the  East  was 
observed.  At  some  of  these  points  the  use  of  these  trucks  was  considered 
satisfactory,  although  in  none  was  the  same  efficiency  obtained  as  in 
ithe  cases  cited  in  Chicago.  The  reason  is  plain — the  motor  truck  was 
iised  for  carrying  freight,  instead  of  hauling  it;  a  large  part  of  the 
iinotor's  time  was  therefore  lost  in  loading  and  unloading,  and  the  average 
load  was  relatively  smaller. 

^v  Automobile  trucks  for  general  road  and  street  use  have  proved 
economical  for  the  handling  of  miscellaneous  material  only  when  their 
running  time  is  largely  in  excess  of  their  standing  time,  and  therefore 
Iheir  use  for  handling  materials  whose  loading  requires  too  much  time 
pas  been  limited,  and  in  some  cases  abandoned.  The  use  of  trailer  trucks 
reduces  the  dead  time  of  motor  trucks  and  increases  the  load  hauled, 
ind  therefore  their  proper  use  in  connection  with  the  motor  truck  is 
required  to  secure  maximum  efficiency  and  economy.  An  apt  illustration 
js  the  case  of  a  certain  freight  house  less  than  500  ft.  long,  daily  business 
ibout  350  tons,  where  several  motor  trucks  are  reported  to  have  been 
l)rovided,  with  a  view  to  reducing  cost.  One  motor  truck,  but  certainly 
jiot  a  greater  number,  might  possibly  have  shown  a  saving  if  properly 
dsed.  On  account  of  short  haul  and  small  tonnage,  however,  the  in- 
vitable  happened.  The  motor  trucks  were  abandoned  and  a  return  was 
nade  to  two-wheel  trucks.  Had  hand  trucking  with  four-wheel  trucks 
een  substituted  for  the  use  of  two- wheel  trucks,  the  saving  sought  would 
joubtless  have  been  secured. 

j  In  designing  plans  for  new  house  and  track  layouts,  changes  from 
resent  standards  are  required,  if  motor  trucks  are  to  be  used,  in  order 
0  secure  maximum  efficiency.  In  substituting  four-wheel  trucks  for  two- 
■^heel  trucks,  and  in  determining  where  motor  trucks  are  warranted, 
ow  large  the  installation  shall  be,  and  what  changes,  if  any,  shall  be 
lade  in  existing  houses  and  track  layouts,  a  careful  investigation  is 
ceded.  This  a  competent  engineer  is  generally  best  fitted  to  make, 
lere  imitation  fails  to  discriminate  and  therefore  often  leads  to  loss. 
lere  again  the  closest  co-operation  with  the  men  who  direct  the  actual 
andling  of  the  tonnage  is  necessary  to  secure  the  best  results. 
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Tiic  comparative  merits  of  the  Iiercin-iiientioncd  methods  of  trucking; 
as  compared   with   hand   trucking   with   two-wheel   trucks   may  be  shown 
by  the   following  mathematical  statement,  bearing  in  mind  that  the  com- 
parison  is   only   apphcable  to   the   truck   actually   traveling : 
Let  a  =  Average  loading  per  truck; 

/;  =  Number  of  trucks  handled  as  unit  or  train; 
{:==  Relative  speed   of  travel; 

(/  =  Relative  average  length  of  truck  haul,  or  distance; 
^  =  Relative  average  cost  per  unit  of  time. 
For  the  purpose  of  comparison  all  these  various  factors,  in  the  cas< 
of  the  two-wheel  truck,   may  be  assumed  as  unity.     For   the   four-wheel 
truck  handled  by  hand  the  value  of  a  is  increased  to  3  or  more,  and  c 
should  probably  be  some  fraction  of  unity,  say  70  to  80  per  cent.,  which 
may,  however,  be  increased  in  some  cases  by  improving  local  conditions. 
For  motor  trucks  and  trailers  the  various   factors  may  be  assumed 
as  follows : 

a  =  3  to  4. 
b  =  3  to  6. 

C  =  2   to   4. 

d^X,  except  that  for  a  given  house  where  tvvo-wheel  trucks  are 

in  use  it  equals  i. 
^  =  2  to  3. 
(i)     For  hand  trucking  with  two-wheel  trucks  the  expression  becomes— 

aXbXc         IX  I  XI 

dXe       ■'       I  X  I 

(2)  For  hand  trucking  with  four-wheel  trucks  it  becomes — 

aXbXc      3X  1X0.7 

= =  2.1. 

dXe  iXi 

(3)  For  motor  trucking  with  four-wheel  trailers  it  becomes — 

aXbXc        3X3X2 

Minimum     = =  9. 

dXe  1X2 

aXbXc        4X6X4 

Maximum = =^  3^- 

dXe  1X3 

That  is  to  say,  if  the  values  assumed  in  case  (3)  correctly  meet 
the  conditions,  in  the  assumed  minimum,  the  same  tonnage  will  be  handled 
by  motor  truck  for  one-ninth  the  cost,  or  nine  times  the  tonnage  will 
be  handled  for  the  same  cost.  In  the  assumed  maximum  the  correspond- 
ing values  are  one-thirty-second,  or  32,  as  compared  with  hand  trucking 
by  two-wheel  trucks. 

The  actual  efficiency  of  the  motor  truck  with  trailers  is  somewhat 
less  than  this  theoretical  efficiency,  because,  among  other  reasons,  loads 
must  be  mixed  in  order  to  obtain  the  best  results,  as  already  described, 
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and  then  be  "peddled  out"  to  several  cars  in  one  section  of  the  house. 
The  results  found  at  the  two  houses  investigated  do  not  show  as  great 
an  increase  in  efficiency  per  ton  handled  through  the  house  as  the  formula 
would  indicate,  the  actual  cost  per  ton  of  hand  and  motor  trucking  being 
in  the  ratio  of  4  to  i  in  one  case  and  6  to  i  in  the  other.  The  cost  per 
ton-mile,  however,  is  in  the  ratio  of  12  to  i  and  14  to  i,  respectively. 
In  these  houses  the  short  hauls  are  made  by  hand  and  the  long  hauls 
by  motor.  There  are  two  additional  reasons :  First,  neither  house  was 
designed  for  motor  truck  operation,  having  been  built  several  years  ago, 
and  there  is  not  sufficient  space  available  for  their  use  to  best  advantage, 
and  in  each  case,  moreover,  the  traffic  has  outgrown  the  facilities;  second, 
as  both  two-wheel  and  four-wheel  trucks  are  used  in  hand  operation,  an 
actual  comparison  between  motor  trucks  and  two-wheel  or  four-wheel 
trucks  is  difficult.  It  is  believed  that  under  more  favorable  conditions 
motor  trucks  would  show  still  lower  costs. 

Care  and  study  are  required  to  determine  the  correct  assumptions  in 
any  given  case,  because,  as  already  suggested,  a  variety  of  different 
factors  affect  the  values. 

GENERAL  CONCLUSIONS. 

Conclusions  regarding  the  use  of  trucks  of  the  various  types  are  as 
follows : 

(i)  Motor  trucks,  when  used  without  trailers,  tend  to  decrease  the 
cost  of  trucking  freight,  because  they  form  single  units  of  higher  ca- 
pacity and  greater  speed  than  do  men  with  two-wheel  trucks ;  but  as  their 
cost  of  operation  (per  day)  is  greater  than  the  cost  of  a  man  and  a 
two-wheel  truck,  the  saving  is  not  large,  and  unless  conditions  are  favor- 
able (long  haul,  heavy  packages,  etc.),  no  saving  is  made.  When  com- 
pared with  a  man  and  a  four-wheel  (platform)  truck,  there  is  no  saving, 
for  the  two  have  about  the  same  carrying  capacity,  and  the  higher  speed 
of  the  motor  is  more  than  offset  by  its  greater  cost  of  operation. 

(2)  Motor  trucks,  when  used  as  power  for  hauling  loaded  four- 
wheel  trucks  as  trailers,  show  favorable  results  and  greatly  decrease  the 
costs  per  ton.  They  can  pull  six  times  the  load  at  twice  the  speed  of  a 
man  with  a  four-wheel  truck,  at  about  twice  the  expense.  Motor  trucks 
should  therefore  be  used  to  haul  and  not  to  carry  freight.  Under  such  a 
system  they  form  an  efficient,  reliable  and  economical  means  of  trucking 
freight. 

(3)  To  insure  full  train  loads  an  ample  supply  of  four-wheel  or 
six-wheel  trucks  and  dollies  is  necessary, 

(4)  Motor  trucks,  when  used  as  tractors,  can  handle  practically  all 
kinds  of  L.C.L.  freight. 

(5)  Motor  trucks  need  wide  station  platforms  and  open  runways 
wide  enough  to  permit  two  motor-truck  trains  to  pass  each  other  in 
order  to  secure  the  best  results. 
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(6)  "I^'oiiling  points"  or  "interferences"  should  be  reduced  or  elim- 
inated entirely. 

(7)  In  motor  truck  operation,  distance  is  a  relatively  unimportant 
factor,  for  once  a  train  is  made  up  and  in  motion  the  co-^t  per  ton  per 
100  feet  is  low, 

(8)  Under  fair  conditions,  on  an  ordinary  freight  platform,  where 
the  motor  must  operate  largely  as  a  way  freight,  it  can  handle  from  150 
to  200  tons  per  day  per  motor,  and  do  from  to  to  15  ton-miles  of  trucking. 

(9)  Under  ideal  conditions,  where  the  motor  can  operate  as  a 
"through  freight,"  i.  e.,  pull  a  solid  train  of  five  or  more  trailers  from 
origin  to  destination  without  stop  and  with  few  or  no  delays,  a  motor 
can  probably  be  expected  to  handle  from  250  to  500  tons  per  day,  or  do 
from  30  to  60  ton-miles  of  trucking. 

(10)  Finally,  the  substitution  of  the  four-wheel  truck  for  the  two- 
wheel  truck,  if  conditions  warrant,  while  it  saves  money,  is  particularly 
valuable  because  it  may  be  a  preliminary  step  to  the  use  of  one  or  more 
motor  trucks,  if  volume  of  tonnage  and  local  conditions  indicate  the  need 
of  a  tractor.  This  method  of  procedure  also  eliminates  the  danger  of 
installing  motor  trucks  at  a  heavy  investment  expense,  to  perform  work 
which  the  four-wheel  truck  used  as  a  trailer  will  do  more  economically. 
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TABLE    I— OBSERVATIONS    ON    A    MOTOR    TRUCK    AT    THE 

CHICAGO    &    EASTERN    ILLINOIS    OUTBOUND 

FREIGHT  HOUSE,  CHICAGO. 

November  i6,   1912. 

RECORD   OF   ONE    MOTOR   TRUCK. 

Average  time 

per  trip  Per  cent. 

Moving  loaded    4  min,  15  sec.  36.0 

Moving  light   i      "      15     "  10.6 

Delays    2      "     01     "  17.1 

Loading  and   unloading 4     "      17     "  36.3 

Total    II  "   48  "  loo.o 

Tons  per   day    88 

Average  trailers  per  trip 1.6 

Average  weight  per  trailer   1,560  lbs. 

Average  weight  on  trailers  per  trip. 2, 500  lbs.     71  per  cent. 
Average  weight  on  motor  per  trip..  1.020    "      29    "       " 


Average  weight  handled  per  trip... 3, 520    '*     100   "       " 

Average  haul   597  ft. 

Average   ton-miles   trucking  =  i   ton-mile   per   hour. 

Cost    per    ton-mile    62.5  cents 

Cost    per   ton    7.1      " 

Cost  per  ton  per  100  ft 1.18    " 

Miles   loaded    8.5     " 

Miles  light 1.9     " 

Total  miles 10.4     " 

Average  loaded   trips  per  hour bt-i :  .^. 5 

Note. — At  this  time  the  motor  truck  was  carrying  considerable  freight 
(29  per  cent,  of  its  total),  consequently  a  large  part  of  its  time  was  spent 
in  loading  and  unloading.  As  it  operated  over  the  entire  length  of  the 
house,  it  had  a  long  haul.  Trains  were  not  made  up  for  it  and  it  acted 
as  a  "way  freight." 
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IAI5LE   2— SUMMARY.     OBSERVATIONS   ON    MOTOR   TRUCKS 

AT  THE  CHICAGO  &  EASTERN  ILLINOIS  OUTBOUND 

FREIGHT    HOUSE,    CHICAGO. 

September  4,  1914. 


TOTALS    OF    THREE    TRUCKS, 

Work 

Pounds  each 

hauled  hour, 

Weight,      — Distance,  feet —      one  foot  per 

Hour                       pounds        loaded        empty     (thousand)  cent. 

7-8   82,980          17,060          5,340          36,108  8.9 

8-  9  106,000          20,940          8,060          39,791  9.9 

9-10   101,360          18,760          5,920          34,879  8.7 

lo-ii   90,350          17,020         9,700          35,691  8.6 

11-12  99,990          16,380         9,540          33,593  8.4 

Total   a.   m...    480,680         90,160        38,560        180,062  44.5 

I-  2  86,420          16,460          7,200          34,730  8.6 

2-3   125,635          18,180          5,420          49,240  12,2 

3-4   104,240          17,760          5,700         41,850  10,3 

4-5   150,760          17,920          5,060          58,671  .       14,5 

5-6  91,990          13,420          4,500         40,159  9-9 


Total   p.   m..  .    549,045 


83,740        27,880        224,650 


173,900 

66,440 

404,712 

32.9 

12.6 

38.3 

Miles 

Miles 

Ton-miles 

Grand  total   .,.1,029,725 

515 
Tons 
Average  per  motor — ■ 

172  tons  carried ; 
11,0  miles  loaded; 
4,2  miles  empty; 
12.8  tons  carried  one  mile ; 
Average  haul,  393  ft, ; 
Average  weight  per  trailer,  1,130  lbs.; 
Average  trailers  per  loaded  trip,  2.71 ; 
Average  weight  per  loaded  trip,  3,050  lbs.; 
Average  loaded  trips,  113. 
Average  loaded  trips  per  hour,  11.3; 
Cost  per  ton,  3.6  cents   (hauled  393  ft.)  ; 
Cost  per  ton-mile,  48.4  cents. 
Cost  per  ton  per  100  ft,,  0.92  cent. 


55.5 


1 00.0 


No.  of 
trailer 
trucks 
handled 

80 

95 

94 

72 

79 


420 

80 
III 

96 
119 

85 

491 
911 
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TABLE  3— OPERATION  OF  MOTOR  TRUCKS  AT  THE  CHICAGO 

&   EASTERN   ILLINOIS    OUTBOUND   FREIGHT 

HOUSE,   CHICAGO. 

September  4,  1914. 

Total  tons  handled   791 

Tons  handled  by  motors.  ..  .515,  or  65.1  per  cent,  of  total. 

Cost  of  3  motor  trucks  for  one  day $18.57 

Wages  of  motormen,  electricians,  truck  switchmen,  current,  interest, 
depreciation  and  repairs  included. 

Cost  per  ton  of  trucking  by  motor 3.6  cents. 

Distribution  of  A4otor  Truck  Time  per  Average  Loaded  Trip. 

Time         Per  cent. 

Moving  loaded   2'  20"  44.4 

Moving   empty    1'  00"  18.7 

Delayed   0'  41"  12.6 

Loading  and  unloading   i'  17"  24.3 

Total   time    5'  18"  lOO.O 

Note. — As  but  one  motor  is  permitted  on  the  transfer  platform  in 
this  house,  because  of  its  width  (11  ft.),  part  of  the  freight  is  handled 
twice  by  motor,  once  in  the  house  and  once  on  the  platform.  This  re- 
duces the  figure  of  515  total  tons  handled  by  motor  to  about  450  tons 
(net)  handled  by  motor,  as  about  65  tons  were  thus  handled.  This  also 
reduces  the  average  haul  by  33  per  cent.,  and  consequently  a  larger  num- 
ber of  trips  were  made. 

A  larger  part  of  the  motor's  time  is  spent  in  actual  work  and  less  in 
loading  and  unloading,  and  less  is  lost  in  delays,  due  to  the  improvement 
in  the  system  of  operation  in  the  last  two  years.  Still  further  improve- 
ment is  expected. 

TABLE     4— COMPARISON     OF     OBSERVATIONS     OF  MOTOR 

TRUCKS  AT  THE  CHICAGO  &  EASTERN  ILLINOIS  OUT- 
BOUND FREIGHT  HOUSE,  CHICAGO. 

Nov.  16,  1912  Sept.  4,  1914 

Average  tons  per  truck  per  hour.  '. 8.8  17.2 

Average  ton-miles  per  truck  per  hour i.o  1.28 

Average  tons  hauled  100  ft.  per  truck  per  hour.  .       52.8  67.5 

Average  miles  per  truck  per  hour  loaded 0.85  i.io 

Average  miles  per  truck  per  hour  empty 0.193  0.42 

Average  total  miles  per  truck  per  hour 1.04  1.52 

Average   cost   per   ton    (motor  trucking) *7.ic  *3.6c 

Cost  per  ton-mile    (motor  trucking) 62.5c  48.4c 

Cost  per  ton  per  100  ft.  (motor  trucking) i.i8c  0.92c 

Total  tons  per  day   760  791 

Tons  per  day  handled  by  motor  trucks   88  515 

Per  cent,  of  total   11.6%  65.1% 

♦Interest,  depreciation,  repairs,  supplies,  care  and  current  of  motor 
trucks   included. 
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TABLE  5— OBSERVATION  OF  MOTOR  TRUCK  OPERATION  AT 

CHICAGO,   BURLINGTON   &   QUINCY   OUTBOUND 

FREIGJIT   HOUSE,  CillCAGO. 

September   lo,   1914. 


TOTAL   OF    SIX    AND    ONE-HALF   TRUCKS. 


Work 


Weight, 

Hour  pounds 

7-8   114,450 

8-9  1 10,370 

9-10  86,978 

lO-ii   108,920 

11-12  63,750 

Total   a.   m. . .  484,468 

1-2   1 12,630 

2-3   127,265 

3-4   120,865 

4-5   152,560 

5-6  144,150 


Pounds 

each 

hauled 

hour, 

No.  of 

Distance  moved,  feet 

one  foot 

per 

trucks 

loaded 

empty 

(thousand) 

cent. 

handled 

58,205 

13,040 

84,685 

1 1.6 

115 

53,825 

24,415 

61,458 

8.5 

90 

52,370 

29,230 

60,381 

8.2 

79 

56,825 

20,565 

79,238 

10.8 

81 

34,510 

14,755 

43,616 

5.9 
45-0 

50 

255,735 

102,005 

329,378 

415 

75,200 

19,630 

67,817 

9-3 

104 

80,530 

15,285 

73,982 

1 0.0 

114 

63,630 

11,195 

81,192 

II.O 

128 

64,350 

8,360 

95,209 

I3-0 

140 

60,330 

14,780 

85,481 

11.7 

126 

599,775 

171,255 

733,059 

113.4 

32.4 

69.4 

Miles 

Miles 

Ton-miles 

Grand   total    ...1,141,938 

571 
Tons 

Average  per  motor — 

88     tons  carried; 
17.5  miles  loaded; 
5.0  miles  empty; 
10.7  tons   carried   one   mile; 
Average  haul,  642  ft. ; 
Average  weight  per  trailer,  i,iii  lbs.: 
Average  trailers  per  loaded  trip,  2.0; 
Average  weight  per  loaded  trip,  2,270  lbs. ; 
Average  trips,  77.4   (loaded)  ; 
Average  loaded  trips  per  hour,  7.7; 
Cost  per  ton,  4.76  cents   (hauled  648  ft.)  ; 
Cost  per  ton-mile,  39.2  cents ; 
Cost  per  ton  per  hundred  feet,  0.74  cent. 


Total    p.    m...    657,470        344,040        69,250        403,681  55.0        612 


1 00.0     1,027 
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TABLE    6— OPERATION    OF    MOTOR    TRUCKS    AT    CHICAGO, 

BURLINGTON  &  QUINCY  OUTBOUND  FREIGHT 

HOUSE,  CHICAGO. 

September  lo,   1914. 

Total  tons  handled  through  house 1,045 

Tons  handled  by  motor  trucks. ..  .571,  or  54.7%  of  total. 

Cost  of  motor  trucks  per  day $27.17 

Current,  interest,  motormen,   depreciation  and  care  included. 

Cost  per  ton  for  motor  trucking 4.76  cents 

Cost  per  ton-mile  for  motor  trucking 39.2     cents* 

Cost  of  motor  trucking  one-sixth  the  cost  of  hand  trucking. 

Distribution  of  Motor  Truck  Time  per  Average  Loaded  Trip. 

Time         Per  cent. 

Moving  loaded 3'  20"  44.5 

Moving  empty    i'  24"  18.6 

Delayed   o'  53"  11.8 

Loaded  or  unloaded    i'  53"  25.1 

Total   7'  30"  loo.o 


*In  comparing  this  cost  of  motor  trucking  per  ton  mile  of  39.2  cents  with 
the  average  hand-trucking  cost  of  some  58  freight  houses  using  two-wheel 
trucks,  of  $5.33  per  ton  mile  (as  deduced  on  page  228),  the  motor  trucks  show 
an  efficiency  14  times  greater  than  that  of  two-wheel  hand  trucking,  or  in 
other  words  the  cost  of  motor  trucking  per  ton  mile  is  only  one-fourteenth 
that  of  hand  trucking. 
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AVERAGE     TRUCKING  DISTANCES 
OUTBOUND     FREIGHT    HOUSES 
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LENGTH     or   HOUSE 
Note:  Data  Obtained    pT-om  Observat  ions 

(Reprint  from  A.  R.  E.  A.  Bulletin  165,  March,  1914.) 

Fig.  2. 

This  data  was  obtained  from  observations  of  truckers  in  six  out- 
ound  freight  houses,  and  shows  the  average  round  trip  (return  trip  of 
rucker  light)  trucking  distance.  This  increases  55.6  ft.  per  100  ft.  in- 
rease  in  length  of  house.  The  actual  distance  freight  moved  is  one-half 
if  this,  or  27.8  ft.  per  100  ft.  length  of  house.  These  observations  were 
iiade  by  three  different  sets  of  men,  for  three  different  railroads,  and 
'itb  three  different  purposes  in  view. 


RAIL-END  CONNECTIONS  FOR  DRAWBRIDGES. 

By  a.  J.  HiMES, 
Valuation   Engineer,   New   York.   Chicago  &   St.   Louis  Railroad. 

At  the  Fifteenth  Annual  Convention  of  the  Association  the  Commit- 
tee on  Iron  and  Steel  Structures  recommended  that  at  the  ends  of  draw- 
brides  "rail  ends  should  be  cut  square  and  connected  by  sliding  sleeves 
or  joint  bars,  or  by  easer  rails,  to  carry  the  wheels  over  the  opening  be- 
tween the  end  of  bridge  and  approach  rails." 

j  The  recommendation  was  made  with  especial  reference  to  drai* 
bridges  moving  in  a  horizontal  plane.  It  was  not  approved  by  the  A.s- 
^sociation  and  the  discussion  seemed  to  show  a  lack  of  familiarity  witii 
[the  subject.  The  strongest  opposition  to  the  recommendation  was  pic 
sented  not  by  Bridge  Engineers  or  by  men  whose  duties  require  them  to 
be  well  versed  in  the  details  of  bridge  construction,  but  by  men  concerned 
chiefly  with  operation  and  maintenance.  In  view  of  these  facts  it  is 
}t)ertinent  that  there  should  be  laid  before  the  Association,  prior  to  the 
lext  convention,  at  which  the  subject  will  again  be  presented,  a  full  de- 
;cription  of  an  installation  that  complies  with  this  recommendation  of  the 
Committee  and  a  statement  of  the  important  reasons  therefor. 

Such  an  installation  is  in  service  on  the  New  York,  Chicago  &  St. 
Louis  Railroad  bridge  over  Black  River  at  Lorain,  Ohio.  It  was  con- 
jitructed  in  1904  and  has  been  in  service  ever  since.  The  average  number 
i)f  openings  of  the  bridge  during  the  summer  is  250  per  month.  The 
jeryice  is  entirely  satisfactory.  Neither  the  cost  of  construction  nor  the 
peration  of  the  device  was  ever  looked  upon  as  unduly  burdensome, 
vfo  accidents  have  resulted  from  its  use. 

The  connection  is  shown  in  Fig.  i.  The  rails  are  full  spiked  up  to 
lie  ends  of  the  bridge.  The  rails  are  cut  square.  The  rail  lock  envelops 
rhe  rail  and  moves  back  and  forth  as  it  is  necessary  to  open  or  close  the 
ridge.  The  lock  is  operated  from  the  power  house  on  the  bridge,  where 
in  indicator  geared  to  the  machinery  shows  at  all  times  its  position, 
'he  indicator  is  shown  in  Fig.  2. 

I  The  desired  condition  is  that  the  bridge  operator  shall  know  posi- 
jvely  when  the  rails  are  in  position  for  traffic.  For  this  purpose,  all 
liovements  of  the  machinery  are  interlocked  so  as  to  follow  each  other 
predetermined  order  and  the  signals  cannot  clear  the  bridge  until  the 
ick  is  driven  home. 

It  is,  however,  to  be  noted  that  if,  in  some  unforeseen  manner,  a  train 
lould  approach  the  bridge  against  the  signals  and  the  bridge  was  ready 
)r  service,  except  that  the  rail  locks  were  not  closed,  then  the  only 
inger  would  be  that  arising  from  an  opening  of  one  or  two  inches  be- 
/een  square  ends  of  rails  held  rigidly  in  position.  The  condition  would 
;  like  a  rail  crossing  excepting  that  the  width  of  the  open  space  would 
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!)(.'  \arial)k',  cithcT  more  or  k-ss  than  the  throat  of  the  crossing.  Dcrail- 
nunt  in  such  a  case  is  not  Hkely  to  happen. 

The  ohjections  raised  to  this  form  of  joint  by  those  who  have  not 
been  successful  in  its  operation  are: 

(i)  'I'bal  it  is  (hlTicult  to  center  the  bridge  so  precisely  that  the  rail 
will  enter  the  sleeve  when  tiie  lock  is  being  driven. 

(2)  That  the  flowing  of  the  metal  in  the  rail  head  under  traffic  will 
cause  the  rail  to  bind  in  the  lock  when  closing. 

(3)  That  the  joint  rides  hard. 

The  first  objection  can  exist  only  where  the  devices  for  ceritering 
the  bridge  when  closed  are  so  imperfect  as  to  be  a  menace  to  the  safe 
operation  of  any  kind  of  rail-end  connection. 

Imperfect  centering  devices  have  been  excuses  for  the  use  of  iniper- 
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feet  rail-end  connections.  Fig.  3  shows  the  centering  device  used  on  the 
above-mentioned  bridge.  It  consists  of  a  bed  casting,  secured  to  the 
masonry,  and  containing  a  step  or  socket  with  sloping  sides  into  which 
enters  a  vertical  plunger  attached  to  the  bridge.  This  plunger  is  designed 
primarily  to  lift  the  ends  of  the  bridge  after  closing,  so  as  to  take  out 
the  droop  and  cause  the  stresses  in  the  trusses  to  act  properly  under  load. 
The  plungers  also  form  the  principal  supports  of  the  trusses  at  the  ends 
of  the  bridge. 

When  these  plungers,  with  their  beveled  faces  parallel  to  the  track, 
enter  the  sockets  on  the  masonry  with  their  sloping  sides,  the  bridge  is 
drawn  back  precisely  to  its  original  alinement  and  held  rigidly  in  position. 
The  rail  locks  can  then  be  driven  without  difficulty. 
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The  older  form  of  end  wedge  (see  Plate  E,  "The  Designing  of  Draw 
Spans,"  Wright),  used  on  many  bridges  for  lifting  the  ends,  was  not 
designed  to  draw  the  bridge  to  line,  and  generally  had  insufficient  power 
to  lift  the  ends  of  the  bridge.  The  bearing  surfaces  of  the  wedges  were 
flat  and  not  being  driven  far  enough  to  lift  the  truss,  a  train  coming  on 
the  opposite  end  of  the  bridge  would  release  the  load  so  as  to  leave  an 
open  space  between  the  bearing  plates;  and  the  bridge,   under  vibration 


Fig.  2. 

from  the  approaching  train,  would  wobble  around  in  a  way  to  make  one's 
hair  rise. 

Furthermore,  on  any  bridge  of  considerable  length  the  effect  of  the 
sun's  heat  during  the  day  will  cause  the  bridge  to  curve  in  a  horizontal 
plane  and  both  ease  and  safety  of  operation  of  the  rail-end  connection 
demand  the  use  of  some  precise  and  positive  centering  device.  Given 
such  a  device  and,  as  above  described,  the  firpt  objection  loses  all  its 
force. 
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The  second  objection,  that  flowing  metal  will  cause  the  rail  to  bind  in 
the  locks,  simply  means  that  the  lip  formed  by  the  flow  on  the  corner  of 
the  rail  must  be  trimmed  with  a  chisel  before  it  begins  to  bind  in  the 
locks.  The  metal  flows  so  slowly  that  such  a  task  is  not  at  all  difficult, 
and  faithful  attention  is  a  perfect  remedy. 


Fig.  3- 


The  third  objection  is  that  the  joint  rides  hard.  This  is  real,  but  it  is 
a  matter  of  degree.  Rail  crossings  ride  hard.  Where  traffic  is  heavy 
and  rail  wears  out,  the  natural  expectation  is  that  a  portion  of  the  in- 
come will  be  used  to  replace  the  worn-out  parts.  If  the  joint  is  well 
maintained,  the  riding  of  the  trains  will  give  little  concern  to  the  most 
fastidious.     The-  Twentieth   Century   Limited   crosses   many   such   joints 
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every  day,  and  the  officers  of  the  lines  over  which  that  train  runs  be- 
lieve it  the  safest  rail-end  connection  in  use. 

It  is,  of  course,  easy  to  see  that  if  mitered  rails  arc  used  on  a  swing 
bridge,  the  rails  must  be  lifted  to  permit  the  bridge  to  swing.  This  ar- 
rangement was  used  formerly  on  the  New  York,  Chicago  &  St  Louis 
Railroad,  but  has  now  been  abandoned.  The  device,  though  wrong  in 
principle,  has  been  developed  and  perfected  to  such  a  degree  that  under 
the  most  perfect  conditions  it  should  not  be  called  unsafe.  Yet  for  one 
who  still  clings  to  its  use  the  most  convincing  argument  against  it  is  to 
stand  on  the  end  of  a  bridge  about  four  feet  from  the  rails  during  the 
passage  of  a  fast  train.  A  man's  reason  may  tell  him  that  loose  rails  are 
safe,  but  in  such  a  position  his  instinct  will  prompt  him  to  seek  safety  in 
flight. 

Logically  there  are  two  especial  objections  to  loose  and  mitered  rails. 
It  frequently  happens,  in  the  operation  of  loose-mitered  rails,  that  when 
an  attempt  is  made  to  lower  the  rail  to  position,  it  will  lodge  on  top  of 
the  shore  rail  and  remain  there. 

Some  very  perfect  signaling  devices  have  been  designed  to  give  warn- 
ing of  such  a  failure,  but  it  is  a  fact  that  if  the  rails  were  not  mitered, 
the  emergency  would  not  arise  and  no  warning  would  be  needed.  In 
other  words,  there  is  introduced  an  extra  function  of  signaling  to  save 
the  mitered  rail. 

It  is  generally  supposed  that  the  drawbridge  disaster  at  Atlantic  City 
in  1906  was  caused  by  a  loose-mitered  rail.  The  disaster  at  Sandusky 
Bay  in  1896  had  a  similar  cause.  It  may  be  that  under  perfect  conditions 
no  accident  will  happen  to  a  loose-mitered  rail.  It  is  more  certain  that 
no  such  accident  will  happen  if  there  is  no  such  rail. 

Numerous  rail  breakages  in  recent  years  have  led  us  to  inquire  what 
might  happen  if  one  of  these  loose  rails  should  break  under  a  train.  It 
might  not  cause  a  derailment,  but  the  danger  would  be  very  great.  To 
guard  against  such  a  contingency  straps  of  steel  are  sometimes  bolted  to 
the  web  of  the  rail.  Such  protection  is  undoubtedly  good  if  the  loose 
rail  must  be  used. 

In  conclusion,  it  is  worth  while  to  say  that  the  Committee  is  called 
on  not  to  say  what  is  safe  or  what  is  unsafe;  it  is  asked  to  recommend 
the  best  where  there  is  supposed  to  be  a  freedom  of  choice.  Contribu- 
tions to  the  discussion  will  be  welcome. 

Mr.  C.  J.  Kelloway  (Atlantic  Coast  Line)  :— Replying  to  the  article 
by  Mr.  A.  J.  Himes,  Valuation  Engineer  of  the  New  York,  Chicago  & 
St.  Louis  Railroad,  and  Chairman  of  Committee  on  Iron  and  Steel  Struc- 
tures, in  the  August,  1914,  Bulletin  of  the  Association  on  "Rail-End  Con- 
nections for  Drawbridges,"  the  writer  quotes  below,  for  ready  reference, 
a  number  of  paragraphs  of  the  article,  along  with  his  comments : 

(2)  The  recommendation  was  made  with  especial  reference  to  draw- 
bridges moving  in  a  horizontal  plane.  It  was  not  approved  by  the  As- 
sociation and  the  discussion  seemed  to  show  lack  of  familiarity  with  the 
subject.  .  The   strongest  opposition  to  the   subject  was   presented   not  by 
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bridge  otigitHors  or  In'  men  whose  duties  rc(|iiire  them  to  he  well  versed  in 
the  details  of  bridge  construction,  but  by  men  concerned  chiefly  with  oper- 
ation and  maintenance. 

The  printed  discussion,  to  the  writer's  mind,  did  not  show  a  lack  of 
familiarity  with  the  subject,  as  the  strong  argument  advanced  by  the 
few  members  resulted  in  the  report  being  referred  back  to  the  Committee 
for  further  consideration  before  a  majority  of  the  members  had  an  op- 
portunity to  express  their  views.  Men  chiefly  connected  with  the  opera- 
tion and  maintenance  of  roadway  and  drawbridges  certainly  should  have  a 
good  knowledge  of  the  subject,  as  they  are  generally  on  the  firing  line 
and  are  in  position  to  know  the  strong  and  weak  points  of  most  all  kinds 
of  apparatus,  and  w-hcthcr  or  not  a  certain  design  is  practicable  at  any 
and  all  locations. 

(3)  Such  an  installation  is  in  service  on  the  New  York,  Chicago  & 
St.  Louis  Railroad  bridge  over  Black  River  at  Lorain,  Ohio.  It  was  con- 
structed in  1904  and  has  been  in  service  ever  since. 

The  average  number  of  openings  of  the  bridge  during  the  summer 
is  250  per  month.  The  service  is  entirely  satisfactory.  Neither  the  cost 
of  construction  nor  the  operation  of  the  device  was  ever  looked  upon  as 
unduly  burdensome.     No  accidents  have  resulted  from  its  use. 

(4)  The  connection  is  shown  in  Fig.  i.  The  rails  are  full  spiked  up 
to  the  ends  of  the  bridge.  The  rails  are  cut  square.  The  rail  lock  en- 
velops the  rail  and  moves  back  and  forth  as  it  is  necessary  to  open  or  close 
the  bridge.  The  lock  is  operated  from  the  powerhouse  on  the  bridge, 
where  an  indicator  geared  to  the  machinery  shows  at  all  times  its  posi- 
tion.    The  indicator  is  shown  in  Fig.  2. 

(5)  The  desired  condition  is  that  the  bridge  operator  shall  know 
positively  when  the  rails  are  in  position  for  traffic.  For  this  purpose,  all 
movements  of  the  machinery  are  interlocked  so  as  to  follow  each  other 
in  predetermined  order  and  the  signals  cannot  clear  the  bridge  until  the 
lock  is   driven  home. 

The  writer  knows  of  at  least  fifty  drawbridges  that  are  equipped  with 
lift  miter  rails  which  have  been  in  service  for  a  number  of  years,  and. 
to  the  best  of  his  knowledge  and  belief,  the  service  has  been  satisfactory. 
He  is  also  very  familiar  with  four  double-track  bridges  which  were 
equipped  with  miter  rails  in  1894,  and  this  type  of  rail  is  still  in  service. 
Two  of  the  bridges  are  opened  at  least  500  times  per  month,  with  a  train 
movement  of  at  least  6,000  per  month,  and  two  of  the  bridges  are  opened 
at  least  400  times  per  month,  w'ith  a  train  movement  of  at  least  2,000  per 
month. 

An  indicator  controlled  by  the  bridge  machinery  cannot  be  accepted 
as  positive  information,  i.  e.,  it  is  possible  for  all  the  wedges,  joint  and 
slide  bars  to  be  disconnected,  or  connections  broken,  and  the  indicator 
shows  them  in  place ;  therefore,  the  indication  given  by  the  indicator,  as 
shown  in  Fig.  2,  could  not  be  accepted  as  reliable  information  for  the 
control  of  train   movements  over  the  bridge. 

(6)  It  is,  however,  to  be  noted  that  if,  in  some  unforeseen  man- 
ner, a  train  should  approach  the  bridge  against  the  signals  and  the  bridge 
was  ready  for  service,  except  that  the  rail  locks  were  not  closed,  then 
the  only  danger  would  be  that  arising  from  an  opening  of  one  or  two 
inches  between  square  ends  of  rails  held  rigidly  in  position.     The  condi- 
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tion  would  be  like  a  rail  crossing  excepting  that  the  width  of  the  open 
space  would  be  variable,  either  more  or  less  than  the  throat  of  the  crossing. 
Derailment  in  such  a  case  is  not  likely  to  happen. 

The  writer  has  never  heard  of  a  derailment  resulting  from  such  a 
cause,  and  thinks  he  is  safe  in  stating  that  there  are  twenty  drawbridges 
equipped  with  miter  lift  rails  to  one  of  the  sliding  sleeve  or  joint  bar 
type  of  rail. 

(i8)  It  is,  of  course,  easy  to  see  that  if  mitered  rails  are  used  on 
a  swing-bridge,  the  rails  must  be  lifted  to  permit  the  bridge  to  swing. 
This  arrangement  was  used  formerly  on  the  New  York,  Chicago  &  St. 
Louis  Railroad,  but  has  now  been  abandoned.  The  device,  though  wrong 
in  principle,  has  been  developed  and  perfected  to  such  a  degree  that  under 
the  most  perfect  conditions  it  should  not  be  called  unsafe.  Yet  for  one 
who  still  clings  to  its  use  the  most  convincing  argument  against  it  is  to 
stand  on  the  end  of  a  bridge  about  four  feet  from  the  rails  during  the 
passage  of  a  fast  train.  A  man's  reason  may  tell  him  that  loose  rails  are 
safe,  but  in  such  a  position  his  instinct  will  prompt  him  to  seek  safety  in 
flight. 

The  writer  has  stood  on  drawbridges  equipped  with  lift  miter  rails 
when  trains  have  moved  over  them  at  speed  of  at  least  60  miles  per  hour, 
and  he  did  not  seek  safety  in  flight — having  no  reason  to — as  the  trains 
moved  over  the  structure  very  smoothly.  He  has  also  been  on  engines 
when  they  crossed  these  bridges  at  sixty  miles  per  hour  and  did  not  feel 
in  any  way  uncomfortable,  as  the  bridges  were  properly  interlocked  and 
he  knows  that  clear  signals  could  not  be  given  until  the  bridge  was  in 
proper  alinement,  all  bridge  surfacing  devices  in  their  proper  position 
and  each  rail  lock  in  proper  position. 

(19)  Logically  there  are  two  special  objections  to  loose  and  mitered 
rails.  It  frequently  happens,  in  the  operation  of  loose-mitered  rails, 
that  when  an  attempt  is  made  to  lower  the  rail  to  position,  it  will 
lodge  on  top  of  the  shore  rail  and  remain  there. 

While  it  is  possible  for  miter  rails  to  lodge  on  top  of  shore  rails 
and  remain  there,  where  a  bridge  is  protected  by  interlocking,  it  is  im- 
possible to  clear  signals  until  the  rails  are  in  proper  position  for  train 
movements.  The  writer  believes  the  law  requires  that  all  trains  must 
come  to  a  full  stop  before  proceeding  over  drawbridges  which  are  not 
interlocked,   irrespective   of  the   kind   of   rail-end   connections. 

(20)  Some  very  perfect  signaling  devices  have  been  designed  to  give 
warning  of  such  a  failure,  but  it  is  a  fact  that  if  the  rails  were  not 
mitered,  the  emergency  would  not  arise  and  no  warning  would  be  needed. 
In  other  words,  there  is  introduced  an  extra  function  of  signaling  to 
save  the  mitered  rail. 

The  same  general  design  of  signal  apparatus  is  used  for  locking  miter 
rails  as  is  used  for  the  locking  of  sliding  sleeve  or  joint  bars,  no  extra 
functions  being  introduced  to  save  the  miter  rails.  As  a  matter  of  fact, 
the  locking  of  miter  rails  is  simpler  than  the  locking  of  sliding  sleeve  or 
joint  bars.  Perfect  signaling  is  the  aim  of  all  Signal  Engineers,  and 
drawbridges  of  all  kinds  are  usually  given  special  attention  when  inter- 
locked. 
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(2O  Nnincroiis  rail  hrcakaj^cs  in  recent  years  have  led  us  to  intiiiirc 
what  niiKht  liappen  if  one  of  these  loose  rails  should  hreak  under  a  train. 
It  might  not  cause  a  derailment,  hut  the  danger  would  he  very  great.  To 
guard  against  such  a  contingency  straps  of  steel  arc  sometimes  holted  to 
the  wel)  of  the  rail.  Such  protection  is  undoubtedly  good  if  the  loose  rail 
must  be  used. 

Thousands  of  trains  are  moving  over  thousands  and  thousands  of 
switch  points  daily;  they  are  not  considered  unsafe;  why  so  much  stress 
on  the  lift  rails  which  are  tied  together  in  the  same  manner  as  the 
switch  points  are  and  in  most  cases  lie  in  channels  built  up  of  heavy 
rolled  steel.  Straps  of  steel  are  riveted  to  the  web  of  switch  points,  which 
protection  is  undoubtedly  good  and  will  equally  apply  to  the  lift  rails. 

In  conclusion,  will  say  that,  as  Chairman  of  Committee  II,  Mechanical 
Interlocking,  Railway  Signal  Association,  and  Member  of  Joint  Com- 
mittee, the  writer  did  not  sign  the  report,  for  the  following  reasons : 

(i)  He  could  not  see  any  reason  why  lift  miter  rails  should  be 
condemned,  as  it  is  a  fact  that  they  have  been  used  successfully  for  years 
by  many  roads,  some  with  heavy  and  some  with  light  traffic. 

(2)  There  are  many,  many  drawbridges  built  on  piles  and  on 
masonry  on  top  of  piles,  which  have  trestle  approaches,  or  steel  structures 
built  on  piles,  in  marshy,  boggy  country,  where  it  would  be  very  difficult, 
if  not  impracticable,  to  operate  sliding  sleeve  or  joint  bar  rail-end  con- 
nection on  account  of  stability  of   foundations. 

(3)  The  type  of  rail-end  connections  to  be  used  should  be  deter- 
mined by  existing  conditions  and  should  be  left  optional  with  the  rail- 
road  company. 

What  is  desired  is  that  paragraph  (C),  "Rail-End  Connections,"  of 
the  report,  read : 

Rail  ends  should  be  connected  by  sliding  sleeve  or  joint  bars,  or  by 
easer  rails  to  carry  the  wheels  over  the  opening  between  the  end  of  bridge 
and  approach  rails. 

*C0MMENTS   BY   THE   AUTHOR. 

Referring  to  the  discussion  of  Mr.  Kelloway  on  the  article  in  the 
August  Bulletin  on  "Rail-End  Connections  for  Drawbridges,"  the  author's 
reply  must  necessarily  be  made  without  very  much  deliberation  if  it  is  to 
be  published  in  the  November  Bulletin,  but  he  desires  to  make  such  com- 
ments as  come  to  mind  from  a  first  reading  of  the  discussion. 

On  the  whole,  the  author  would  say  that  Mr.  Kelloway's  discussion 
is  a  very  fair  presentation  of  the  subject  from  his  point  of  view  and  in 
the  light  of  his  experience. 

With  reference  to  Mr.  Kelloway's  item  No.  2,  concerning  the  experi- 
ence and  qualifications  of  those  who  took  part  in  the  discussion  at  the 
last  annual  convention,  it  is  not  worth  while  to  make  further  comment. 
It  is  a  point  on  which  opinions  will  differ. 

The  fact  which  it  was  intended  to  emphasize  in  the  August  Bulletin 
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is  that  the  proper  construction  and  support  of  the  end  rests  for  draw- 
bridges is  a  matter  outside  of  the  usual  duties  and  experience  of  Signal 
Engineers  and  operating  officials.  Only  men  who  are  familiar  with  the 
theoretical  analysis  of  bridge  stresses  can  properly  understand  the  im- 
portance of  adequate  support  for  the  ends  of  drawbridges.  When  ade- 
quate supports  have  been  provided,  certain  strong  objections  to  the  use 
of  sleeve-rail  locks  are  eliminated.  , 

With  reference  to  items  3,  4  and  5,  Mr.  Kelloway  recites  a  record 
of  experience  which  is  very  praiseworthy.  His  comments  on  the  indicator 
are  very  pertinent  and  just,  as  it  is  possible  that  should  some  portions 
of  the  mechanism  operating  the  indicator  be  out  of  order  the  indications 
would  not  be  correct.  This  means  only  that  the  human  factor  has  not 
been  entirely  eliminated  in  the  use  of  an  indicator. 

There  has  been  room  for  misinterpretation  of  the  intention  of  the 
writer  through  this  reference  to  the  indicator.  The  Committee,  in  its 
report  to  the  last  annual  convention,  made  no  mention  of  an  indicator, 
and  had  no  intention  of  so  doing. 

Mr.  Kelloway's  comment  on  item  No.  6  appears  to  be  the  result  of  a 
misinterpretation  of  the  paragraph.  He  seems  to  think  that  the  para- 
graph deals  with  a  possible  source  of  danger  in  the  use  of  miter  rails. 
On  the  contrary,  it  is  the  discussion  of  a  condition  that  might  arise  in  the 
use  of  the  sleeve  rail  locks. 

Comments  on  item  No.  18  consist  of  a  relation  of  personal  experience. 
It  is  interesting  to  note  that  some  rail-end  connections  are  so  perfectly 
constructed  (in  which  miter  rails  are  employed).  From  this  he  would 
argue  that  it  is  possible  to  secure  equally  perfect  installations  on  all 
bridges.     About  this  opinions  will  differ. 

The  comment  on  item  No.  19  does  not  appear  to  add  any  further  in- 
formation to  the  discussion. 

With  reference  to  Mr.  Kelloway's  comments  on  item  No.  20,  it  should 
be  observed  that  while  he  asserts  that  "The  same  general  design  of  signal 
apparatus  is  used  for  the  locking  of  miter  rails  as  is  used  for  the  locking 
of  sliding  sleeve  or  joint  bars,  no  extra  functions  being  introduced  to 
save  the  miter  rails,"  he  does  not  present  any  evidence  that  such  locking 
is  equally  needed  in  both  types  of  rail-end  connections. 

It  is  the  inclination  of  a  Signal  Engineer  to  lock  everything  in  sight. 
That  is  his  business,  and  we  must  be  brave  to  raise  any  objections  thereto. 
But  it  was  pointed  out  in  the  August  Bulletin  that  whereas  in  case  of  a 
failure  in  the  operation  of  miter  rails  in  which  the  loose  rails  land  on 
top  of  the  shore  rails  a  wreck  becomes  imminent ;  any  failure  in  the  cor- 
responding operation  of  the  sliding  sleeve  or  joint  bars  does  not  en- 
danger the  safety  of  traffic. 

Referring  to  Mr.  Kelloway's  comments  on  item  No.  21,  it  would 
seem  that  his  analogy  is  somewhat  strained.  There  is  very  little  similarity 
between  the  use  of  loose  rails  in  the  main  track  where  trains  run  sixty 
miles  per  hour  and  the  use  of  switch  points  for  irregular  traffic  under 
reduced  speed. 
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Mr.  KcUoway's  conclusion  No.  2,  that  a  sliding  sleeve  or  joint  bar  rail- 
end  connection  cannot  be  used  with  structures  built  of  piles  in  marshy 
and  boggy  country,  is  a  very  much  stronger  argument  for  the  removal 
of  all  horizontal  swing  bridges  in  such  country.  If  it  is  impossible  to 
hold  the  end  rests  of  drawbridges  so  securely  as  to  avoid  difficulty 
in  the  use  of  sliding  sleeve  or  joint  bar  rail-end  connections,  then  it  is 
equally  difficult  to  maintain  the  proper  end  support  for  the  bridge.  The 
increase  of  rtresses  in  the  trusses  of  the  bridge,  due  to  insufficient  end 
support,  is  of  much  greater  importance  to  the  safety  of  the  traffic  than 
these    questions    of    rail-end    connections. 

In  conclusion,  the  question  may  very  pertinently  be  raised  why  the 
Signal  Engineer  as  such  should  be  interested  in  the  design  of  rail-end 
connections.  He  applies  his  interlocking  and  signaling  apparatus  to  any 
and  all  styles  of  construction  and  that  is  his  logical  function. 

The  design  of  the  track  and  of  the  bridges  would  seem  to  be  logically 
outside  of  his  province.  This  should  not  be  interpreted  to  imply  an  un- 
willingness to  receive  interesting  and  valuable  suggestions  from  Signal 
Engineers,  but  it  does  mean  that  one  would  not  logically  seek  for  in- 
formation concerning  such  design  and  construction  from  men  whose 
particular  service  is  to  design  and  construct  interlocking  and  signaling 
apparatus. 

Furthermore,  it  seems  desirable  to  repeat  in  dififerent  form  what  was 
stated  in  the  August  Bulletin  that  the  Committee's  aim  is  to  make  a  selec- 
tion of  the  most  perfect  design.  It  has  not  been  intended  to  assert  that 
under  no  circumsances  could  loose  miter  rails  be  used  with  safety. 

It  is  intended  to  say  here,  not  officially  as  Chairman  of  the  Com- 
mittee, but  as  an  individual  and  in  the  light  of  the  writer's  experience, 
that  as  between  the  two  styles  of  rail-end  connections,  he  would  recom- 
mend the  sliding  sleeve  or  joint  bar,  because,  on  the  whole,  its  maintenance 
and  operation  appear  to  have  fewer  possibilities  of  failure  and  disaster 
than   the   loose  miter  rail. 

Mr.  W.  A.  Casler  (Chicago  &  Western  Indiana)  : — A  few  years  ago 
the  writer  had  occasion  to  consider  the  question  of  square  end  vs.  mitred 
rails  for  drawbridge  rail-end  connections,  and  as  a  result  designed  a  new 
type  of  mitered  joint  for  bascule  bridges,  which  has  been  in  satisfactory 
service  for  the  past  three  years. 

The  joints  are  of  cast  manganese  steel  and  are  installed  on  the  Chi- 
cago &  Western  Indiana  Railroad  Company's  185-ft.  span  double-track 
Strauss  bascule  bridge,  across  the  Calumet  River,  Chicago. 

The  chief  objection  to  the  usual  type  of  mitered  or  lap  joint  is  the 
possibility  of  sticking  while  closing,  unless  a  very  wide  joint  is  provided, 
also  an  objectionable  feature.  This  has  been  overcome  by  bringing  the 
rail  ends  to  line  independently  of  the  alinement  of  the  bridge,  which  in 
midsummer  has  been  found  to  vary  as  much  as  5^-in.,  due  to  warping. 

The  lifting  rail  ends  are  provided  with  guiding  members,  cast  on 
the  under  side,  having  tapered  ends  followed  by  straight  portion,  slightly 
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greater  tlian  the  height  of  the  running  rails.  These  guiding  members  en- 
ter pockets  on  the  abutment  and  bring  the  rail  ends  exactly  to  line  before 
they  engage  each  other  during  the  closing  of  the  draw.  This  permits 
the  use  of  a  very  close  miter  joint,  the  usual  mitcrcd  joint  having  a  con- 
siderable space  between  the  mitered  surfaces  to  prevent  interference  in 
closing,  which  correspondingly  reduces  the  life  of  the  joint,  as  the  de- ' 
creased  tread  surface  and  wide  joint  space  at  the  point  where  the  wheel 
load  is  transferred   soon  causes  severe  pounding.  j 

Fig.   I   shows  the  details  of  the  joints,   from  which  it  will  be  noted  I 
that  the  guard  and  running-rail  sections  comprise  a  single  casting.    The 
abutment  rail  ends  are  riveted  to  a  divided   bed-plate,  the  halves  being 
insulated  from  each  other  to  permit  the  use  of  track-signal  circuits.    The 
bed-plate  is  provided   with  apertures  formed  by  short  angles   riveted  to  ' 
the  under  side,  for  receiving  the  guiding  members  of  the  lifting  rail  ends. 

The  locking  mechanism  consists  of  a  pivoted  lever,  located  in  the 
center  of  the  track,  operating  sliding  bolts,  which  lock  the  flanges  of  the 
lifting  rail  ends  upon  the  bed-plate.  Automatic  safety  latches  are  pro- 
vided to  prevent  the  movement  of  the  locking  bolts  when  the  draw  is . 
open.  The  locking  mechanism  is  protected  by  a  hinged  cover  and  is  con- 
nected to  an  operating  bar  placed  beneath  the  rails,  which  is  operated  by 
the  usual  switch  operating  motor  mechanism,  controlled  by  the  interlock- 
ing plant  in  connection  with  the  system  of  track  signals  and  derails.  j 

In  the  writer's  opinion,  sufficient  consideration  has  not  been  given  ! 
in  the  past,  when  designing  drawbridge  rail-end  connections,  to  the  ele- 
ment of  safety,  i.  e.,  safety  under  all  conditions,  especially  the  unusual 
and  dangerous  condition  brought  about  by  derailment.  The  writer  be- 
lieves that  the  system  of  guard-rail  protection  provided  for  drawbridges 
should  be  equal  to  that  provided  for  fixed  bridges ;  that  there  should  be 
no  obstruction  to  derailed  wheels,  such  as  are  at  present  offered  by  the 
sliding  bar,  sleeve  and  miter  types  commonly  in  use,  and  that  such  ob- 
structions are  likely  to  cause  the  control  of  a  derailment,  by  the  guard 
rails,  to  be  lost. 

It  can  be  readily  seen,  by  referring  to  the  photograph  of  the  joint 
submitted  by  Mr.  Himes,  that  the  inner  guard  rails  would  be  of  relatively 
small  value  in  case  derailed  wheels  should  pass  over  the  joint,  when 
the  outer  derailed  wheel  would  strike  the  end  of  the  sleeve  and  riser 
portion,  which  is  as  high  and  wider  than  the  tread  rail,  and  would  force 
it  further  from  the  track.  The  inner  wheel  would  at  the  same  time  be 
lifted  by  riding  the  lug  provided  for  the  operating  rod  connection, 
throwing  the  center  of  gravity  of  the  car  or  engine  toward  the  outer 
wheel,  all  of  which  would  be  likely  to  remove  the  derailed  wheels  en- 
tirely from  the  control  of  the  guard-rail  trough,  especially  so  in  the  case 
where  an  unusually  wide  space  is  provided  between  the  ends  of  the  guard 
rails.  Even  should  the  derailed  wheels  pass  the  joint  without  leaving 
the  control  of  the  guard-rail  trough,  it  is  evident  that  the  sleeve-operating 
mechanism  would  be  materially  damaged,  with  a  consequent  delay  to 
trafiic. 
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The  above  condition  is  not  alone  peculiar  to  the  type  of  joint  sub- 

litted  by  Mr.   Himes,  but   applies   as   well   to   all  the  joints   the  writer 

,as  seen,  including  the  sliding-bar  and  miter  types   generally  used,   and 

is  believed  that  there  is  considerable  room   for  improvement  in  their 
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dign,  by  removing,  as  far  as  possible,  the  objections  above  cited  in  the 
ir'rest  of  "safety  first." 

By  referring  to  Figs,  i  and  2,  the  writer's  efforts  along  this  line 
wl  be  noted,  in  that  the  guard  rail  is  maintained  continuous  with  a  uni- 
fcm  spacing  of  8  in.,  provision  is  made  for  the  uninterrupted  travel  of 
b<![i  derailed  wheels  at  the  same  relative  elevation,  thus  preventing  tilting 
ai  a  consequent  shifting  of  the  center  of  gravity  of  the  derailed  car 
0  engine.     The   locking  bolts   and   operating   mechanism   are   protected 
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from  damage,  due  to  derailment,  so  lonp  as  such  derailment  is  under 
control  of  the  guard  rails.  A  derailment  across  these  joints,  it  is  be- 
lieved, would  l)e  no  more  dangerous  than  if  it  occurred  upon  a  fixed 
bridge  provided  with  the  usual  guard-rail  protection. 

In  the  writer's  opinion,  mitered  rail  connections,  when  properly  de- 
signed, arc  superior  to  square  ends,  as  they  ride  smoother  and  can  be 
made  safer  and  less  liable  to  injury  by  derailments,  as  there  is  a  greater 
possibility  of  removing  obstructions  from  the  path  of  derailed  wheels. 
The  latter  is  difTicult  to  obtain  in  the  case  of  the  sliding  bar  or  sleeve 
types,  where  the  operating  rods  are  either  in  the  guard-rail  troughs,  or 
immediately  adjoining  the  outer  rails. 

The  increased  width  of  the  tread  rails  at  the  joint,  due  to  the  use 
of  the  sliding  bar,  or  sleeve  types,  correspondingly  increases  the  distance 
between  the  guard  and  tread  rails  to  a  width  which  may  be  considered 
excessive.  The  Committee  has  recommended  a  distance  of  lo  in.,  a 
somewhat  wider  spacing  than  the  minimum  of  8  in.  specified  for  fixed 
bridges,  which  could  not  be  obtained  with  the  sliding  bar  or  sleeve  types 
generally  used. 


THE  DECISION  OF   THE   CHIEF  ENGINEER  SHALL  BE 

FINAL. 

By  C.  Frank  Allen, 

Professor   of   Railroad   Engineering,   Massachusetts   Institute  of 

Technology. 

In  the  Construction  Contract  adopted  by  this  Association,  in  Article 
26  it  is  provided  that  the  decision  of  the  Chief  Engineer  shall  be  final. 
It  has  been  openly  questioned  at  some  of  the  meetings  of  the  Associa- 
tion whether  this  provision  will  stand  as  a  matter  of  law.  The  writer 
of  this  paper  has  examined  this  question  with  considerable  care,  and 
has  thought  it  worth  while  to  communicate  his  conclusions  to  the  Asso- 
ciation. In  this  connection  it  may  be  proper  to  make  the  statement  that 
the  writer  has  been  admitted  to  practice  law  in  the  (then)  Territory  of 
New  Mexico,  and  also  in  the  State  of  Massachusetts,  and  that  he  prac- 
ticed law  for  a  short  time  in  Socorro,  New  Mexico,  as  local  attorney 
for  the  Atchison,  Topeka  &  Santa  Fe  Railroad  and  also  as  City  Attor- 
ney. 

Under  the  "Common  Law,"  after  a  suit  at  law  has  been  instituted 
the  parties   thereto   may  agree  to   submit  the   matters   in   dispute   to   an 
arbitrator  or  arbitrators,  "whose   decision  shall   be  final,"   and  this   sub- 
mission   to   arbitration   will   be   sustained    by    the    courts.      In    many    or 
I  most   of   the   States  in   the   United    States,   statutes   have   been    enacted 
I  specially    providing    for    arbitration,    and    very    commonly    the    parties 
1  may  elect  whether  submission  to  arbitration  shall  be  under  the  Common 
;  Law  or  under  the  provisions  of  the  statute.     This  is  the  situation  after 
a  suit  has  been  instituted,  which  is  not  the  case  under  discussion  here, 
however. 

j  It  is  not  uncommon  to  provide  in  a  contract  that  any  dispute  or 
'disagreement  relating  to  the  contract  shall  be  submitted  to  arbitration, 
and  that  the  decision  of  the  arbitrator  or  arbitrators  shall  be  final,  or 
i  substantially  this  in  some  form.  In  construction  contracts  it  is  commonly 
provided  that  the  decision  of  the  Chief  Engineer  (or  the  decision  of  the 
.architect)  shall  be  final.  The  general  principle  of  the  Common  Law  is 
that  "when  the  parties  to  a  contract  enter  into  an  absolute  covenant  that 
in  case  a  dispute  should  arise  under  such"  contract  all  matters  in  differ- 
ence between  them  relating  thereto  shall  be  submitted  to  arbitration,  such 
stipulation  is  void  on  grounds  of  public  policy,  because  to  give  effect  to 
lit  would  be  to  oust  the  courts  of  their  jurisdiction."  It  should  be  said, 
however,  that  while  the  courts  will  not  allow  their  jurisdiction  to  be 
completely  ousted,  they  are  now  more  disposed  than  at  an  earlier  period 
to  give  encouragement  to  the  settlement  of  many  of  the  points  of  dis- 
pute by  agreement  of  the  parties  in  some  form,  and  submission  to  arbi- 
tration in  certain  particular  cases  is  now  well  supported  by  the  courts. 
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Where  submission  to  an  arbitrator  has  already  been  made,  the  situa- 
tion is  quite  different  from  that  existing  when  simply  an  advance  agree- 
ment to  arbitrate  has  been  made,  and  this  point  is  substantially  the  situa- 
tion when  all  matters  of  dispute  arc,  by  the  contract,  to  be  settled  by 
the  Chief  Engineer,  whose  decision  shall  be  final.  Here  the  Chief  En- 
gineer practically  occupies  the  position  of  an  arbitrator  already  ap- 
pointed, and  his  decision  might  readily  be  held  final  and  binding  liy 
courts  upon  that  ground.  This  is  true,  whether  the  Chief  Engineer 
technically  occupies  the  position  of  arbitrator  or  not. 

There  is  another  point  of  view,  however,  which  has  much  greater 
weight.  It  is  not  uncommon  in  contracts  of  various  sorts  to  provide 
in  advance  that  submission  to  an  arbitrator  or  to  arbitrators  or  to  an 
engineer  or  to  an  architect,  shall  be  made  in  certain  cases,  and  their 
decision  shall  be  final,  and  "shall  be  a  condition  precedent"  to  bring- 
ing suit  or  obtaining  payment  under  the  contract.  Such  a  provision  has 
been  held  time  and  again  to  be  legal  and  not  to  oust  the  jurisdiction  of 
the  courts. 

In  the  extensive  treatise,  "Elliott  on  Contracts,"  the  law  is  stated  as 
follows,  and  numerous  cases  are  cited  in  support,  although,  perhaps,  not 
in  the  specific  words  used  below : 

"Either  agreements  to  submit  to  arbitration  pending  disputes  or 
provisions  in  contracts  with  regard  to  arbitration  of  further  controver- 
sies are  valid,  and  sanctioned  by  the  courts,  in  so  far  as  the  jurisdiction 
of  the  courts  is  not  ousted  by  the  contract. 

"Under  this  rule  a  contract  will  be  upheld  which  makes  it  a  condi- 
tion precedent  to  a  right  of  action  that  an  arbitration  shall  be  had  to  de- 
termine certain  questions  concerning  the  liability  of  the  parties,  such  as 
the  amount  to  be  paid,  or  the  time  of  settlement,  for  this  does  not 
deprive  the  courts  of  jurisdiction. 

"A  statute  which  makes  arbitration  compulsory,  but  permits  appeal, 
is  valid,  but  neither  by  contract  nor  statute  can  an  arbitration  be  made 
absolutely  final  on  the  parties,  cutting  off  appeal  to  the  courts ;  for  such 
contract  or  statute  will  not  be  enforced  in  law  or  equity." 

With  relation  to  making  an  award  or  appraisal  a  condition  precedent, 
in  the  case  of  Hamilton  vs.  Liverpool  &  London  &  Globe  Insurance  Com- 
pany, 136  U.  S.  242,  where  the  opinion  was  written  by  Mr.  Justice  Gray, 
it  is  stated  that 

"The  appraisal,  when  requested  in  writing  by  either  party,  is  dis- 
tinctly made  a  condition  precedent  to  the  payment  of  any  loss  and  to 
the  maintenance  of  any  action.  Such  a  stipulation,  not  ousting  the 
jurisdiction  of  the  courts,  but  leaving  the  question  of  liability  to  be 
judicially  determined,  and  simply  providing  a  reasonable  method  of  esti- 
mating and  ascertaining  the  amount  of  the  loss,  is  unquestionably  valid, 
according  to  the  uniform  current  of  authority  in  England  and  in  this 
country." 

It  was  said  in  the  case  of  Holmes  vs.  Richet,  56  Cal.  307,  quoting 
approvingly  an  earlier  case  of  Scott  vs.  Avery,  H.  L.  Cas.,  Vol.  5,  p.  811: 
"The  courts  will  not  enforce  or  sanction  an  agreement  which  deprives 
the  subject  of  that  recourse  to  their  jurisdiction,  which  has  been  con- 
sidered a  right  inalienable,  even  by  the  concurrent  will  of  both  parties. 
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But  nothing  prevents  parties  from  ascertaining  and  constituting  as  they 
please  the  cause  of  action  which  is  to  become  the  subject-matter  of  dis- 
cussion by  the  courts." 

In  slightly  different  form  the  principle  is  stated  in  the  case  of 
Wood  vs.  Hartshorn,  lOO  Mass.  117: 

"It  is  not  unlawful  for  parties  to  agree  to  impose  a  condition  prece- 
dent with  respect  to  the  mode  of  settling  the  amount  of  damages  or 
the  time  of  paying  it,  or  matters  of  that  kind  that  do  not  go  to  the  root 
of  the  action."  "There  is  no  policy  of  the  law  in  this  Commonwealth 
adverse  to  the  settlement  of  controversies  or  questions  between  parties 
by  arbitration,  and  contracts  to  that  effect  are  enforced  so  far  as  they 
can  be  consistently  with  the  principles  of  the  law.  Judicial  tribunals 
are  provided  by  the  government  to  enable  parties  to  enforce  their  rights 
when  other  means  fail,  but  not  to  hinder  them  from  adjusting  their  dif- 
ferences themselves,  or  by  agents  of  their  own  selection." 

While  there  has  appeared  to  be  some  question  as  to  whether  the  en- 
gineer, or  architect,  or  other  officer  entrusted  with  the  "decision  which 
shall  be  final"  is  to  be  regarded  strictly  as  an  arbitrator,  there  appears  to 
be  no  question  at  the  present  time  as  to  the  law  in  such  cases,  where  it  is 
clear  that  the  decision  of  this  specified  engineer,  or  architect,  or  officer, 
is  to  be  considered  final  and  a  condition  precedent. 

The  extent  to  which  the  courts  will  sustain  such  a  decision  and  re- 
fuse to  allow  evidence  to  controvert  it  can  be  clearly  understood  from 
the  case  of  Kihlberg  vs.  U.  S.,  97  U.  S.  398,  where  Mr.  Justice  Harlan 
delivered  the  opinion. 

The  contract  read :  "The  distance  to  be  ascertained  and  fixed  by 
the  Chief  Quartermaster  of  the  District  of  New  Mexico,  and  in  no 
case  to  exceed  the  distance  by  the  usual  and  customary  route." 

The  distances  fixed  by  the  Chief  Quartermaster  were  less  than 
by  air  line,  or  by  the  usual  and  customary  route.     The  decision  reads : 

"The  parties,  however,  concurred  in  designating  a  particular  person 
— the  Chief  Quartermaster  of  the  District  of  New  Mexico — with  power 
,  not  simply  to  ascertain,  but  to  fix,  the  distances  which  should  govern  in 
the  settlement  of  the  contractor's  accounts  for  transportation.  The 
written  order  of  General  Easton  to  the  Depot  Quartermaster  at  Fort 
Leavenworth  was  an  exertion  of  that  power.  He  discharged  a  duty  im- 
posed upon  him  by  the  mutual  assent  of  the  parties.  The  terms  by  which 
the  power  was  conferred  and  the  duty  imposed  are  clear  and  precise, 
leaving  no  room  for  doubt  as  to  the  intention  of  the  contracting  parties. 
iThey  seem  to  be  susceptible  of  no  other  interpretation  than  that  the  action 
of  the  Chief  Quartermaster,  in  the  matter  of  distances,  was  intended  to 
be  conclusive.  There  is  neither  allegation  nor  proof  of  fraud  or  bad 
faith  on  his  part.  The  difference  between  his  estimate  of  distances  and 
the  distances  by  air  line,  or  by  the  road  usually  traveled,  is  not  so 
material  as  to  justify  the  inference  that  he  did  not  exercise  the  authority 
given  him  with  an  honest  purpose  to  carry  out  the  real  intention  of  the 
parties,  as  collected  from  their  agreement.  His  action  cannot,  there- 
fore, be  subjected  to  the  revisory  power  of  the  courts  without  doing 
'violence  to  the  plain  words  of  the  contract.  Indeed,  it  is  not  at  all 
certain  that  the  Government  would  have  given  its  assent  to  any  contract 
which  did  not  confer  upon  one  of  its  officers  the  authority  in  question. 
If   the    contract    had    not    provided    distinctly,    and    in    advance    of    any 
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services  performed  under  it,  for  the  ascertainment  of  distances  upon 
which  transportation  was  to  l)e  paid,  disputes  mij^dit  constantly  have 
arisen  1)ctwecn  the  contractor  and  the  Government,  resulting  in  vexatious 
and  expensive  and,  to  the  contractor  oftentimes,  ruinous  litigation, 
ilence  tiie  provision  we  have  been  considering.  Be  this  supposition  as  it 
may,  it  is  sufficient  that  the  parties  expressly  agreed  that  distances  should 
be  ascertained  and  fixed  liy  the  Chief  Quartermaster,  and  in  the  absence 
of  fraud  or  such  gross  mistake  as  would  necessarily  imply  bad  faith,  or 
a  failure  to  exercise  an  honest  judgment,  his  action  in  the  premises  is 
conclusive  upon  the  appellant  as  well  as  upon  the  Government." 

This  is  what  is  known  as  a  leading  case,  quoted  over  and  over  again 
in  later  cases  of  a  similar  character,  where  the  same  principle  was 
found  to  apply,  and  is  clearly  the  established  law  upon  this  point. 

The  case  of  Choctaw  &  M.  R.  Co.  vs.  Newton,  140  Fed.  Rep.  225, 
adds  something  to  the  understanding  of  the  subject: 

"The  contractor  is  presumed  to  protect  himself  against  possible  loss 
resulting  from  any  adverse  judgment  of  the  engineer  by  the  amount  of 
his  bid:  and  when  litigation  arises  over  the  decisions  and  award  of  such 
an  umpire,  the  courts  cannot,  without  making  a  new  contract  for  the 
parties,  disregard  such  positive  provisions,  or  set  aside  the  action  of  the 
umpire,  except  for  the  most  grave  and  cogent  reasons.  Hence  it  has 
become  the  settled  doctrine  of  the  law  that  to  give  the  contractor  any 
standing  in  a  court  of  equity  to  vacate  the  final  award  of  the  engineer, 
and  give  him  judgment  for  a  larger  sum  than  that  allowed  in  the  final 
estimate,  the  contractor  must  show  by  an  overwhelming  weight  of 
the  evidence  that  the  engineer  was  guilty  of  fraud,  or  exhibited  such 
an  arbitrary  or  wanton  disregard  of  the  complainant's  plain  rights  under 
the  contract  as  to  be  the  equivalent  of  fraud,  or  committed  errors  and 
mistakes  to  the  complainant's  prejudice  so  gross  and  palpable  as  to  leave 
no  doubt  in  the  mind  of  the  court  that  grave  injustice  was  thereby  done 
him.  It  is  not  material  how  the  weight  of  evidence  may  be  upon  this 
point,  unless  it  shall  appear  that  it  is  so  overwhelmingly  with  the  com- 
plainant as  to  give  reasons  for  thinking  that  the  Chief  Engineer's  judg- 
ment was  biased,  partial  and  consciously  unjust* " 

In  the  application  of  this  rule  in  this  particular  case,  one  of  the 
judges  thought  the  engineer  did  exercise  bad  faith,  and  that  the 
evidence  should  be  admitted ;  two  judges  failed  to  find  sufficient  evidence 
to  indicate  bad  faith;  the  difference  of  opinion  between  the  judges  did 
not  involve  the  general  principle  stated,  but  only  its  application  in  this 
particular  case. 

The  case  of  Martinsburg  &  Potomac  Railroad  Company  vs.  March, 
114  U.  S,  549,  shows  a  similar  ruling  under  slightly  diflfering  facts. 

The  contract  read:  "To  prevent  all  disputes,  it  is  hereby  mutually 
agreed  that  the  said  engineer  shall  in  all  cases  determine  the  amount  or 
quantity  of  the  several  kinds  of  work  which  are  to  be  paid  for  under  this 
contract,  and  the  amount  of  compensation  at  the  rates  herein  provided 
for,  and  also  that  the  said  engineer  shall  in  all  cases  decide  every  ques- 
tioh  which  can  or  may  arise  relative  to  the  execution  of  this  contract 
on  the  part  of  said  contractor,  and  his  estimate  shall  be  final  and  con- 
clusive. 
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"That  whenever  this  contract  shall  be  completely  performed  on  the 
part  of  the  said  contractor,  the  said  engineer  shall  certify  the  same  in 
writing,  under  his  hand,  together  with  his  estimate  as  aforesaid,  and  the 
said  company  shall,  within  thirty  days  after  the  receipt  of  such  certifi- 
cate, pay  to  the  said  contractor,  in  current  notes,  the  sum  which,  accord- 
ing to  his  contract,  shall  be  due." 

In  the  opinion  of  the  court,  Mr.  Justice  Harlan, 

"It  does  not  appear  from  the  declaration  that  the  engineer  ever 
certified  in  writing  the  complete  performance  of  the  contract  by  the 
plaintiff,  together  with  an  estimate  of  the  work  done  and  the  amount  of 
compensation  due  him  according  to  the  prices  established  by  the  parties. 
Until  after  the  expiration  of  thirty  days  from  the  receipt  of  such  cer- 
tificate, the  company  did  not,  by  the  terms  of  the  agreement,  come  under 
a  liability  to  pay  the  plaintiff  the  balance,  if  any,  due  him  under  the  con- 
tract. Nor  does  the  declaration  state  any  facts  entitling  him  to  sue  the 
company  on  the  contract,  in  the  absence  of  such  a  certificate  by  the  en- 
gineer, whose  determination  was  made  by  the  parties  final  or  conclusive. 
And  upon  the  supposition  that  the  engineer  made  such  a  certificate  as 
that  provided  by  the  contract,  there  is  no  allegation  that  entitled  the 
plaintiff  to  go  behind  it ;  for  there  is  no  averment  that  the  engineer  had 
been  guilty  of  fraud,  or  had  made  such  gross  mistake  in  his  estimates 
as  necessarily  implied  bad  faith,  or  had  failed  to  exercise  an  honest 
judgment  in  discharging  the  duty  imposed  upon  him. 

"Several  instructions  were  asked  by  the  defendant  embodying  the 
proposition  that  the  final  estimate  of  the  engineer  was  to  be  taken  as 
conclusive,  unless  it  appeared  from  the  evidence  that  in  respect  thereto 
he  was  guilty  of  fraud  or  intentional  misconduct.  These  instructions  were 
modified  by  the"  (lower)  "court  by  adding  after  the  words  'fraud  or  in- 
tentional misconduct,'  the  words  'or  gross  mistake.'  This  modification 
was  well  calculated  to  mislead  the  jury,  for  they  were  not  informed  that 
the  mistake  must  have  been  so  gross  or  of  such  a  nature  as  necessarily 
implied  bad  faith  upon  the  part  of  the  engineer.  We  are  to  assume 
from  the  terms  of  the  contract  that  both  parties  considered  the  possi- 
bility of  disputes  arising  between  them  in  reference  to  the  execution  of 
the  contract.  And  it  is  to  be  presumed  that  in  their  minds  was  the 
possibility  that  the  engineer  might  err  in  his  determination  of  such  mat- 
ters. Consequently,  to  the  end  that  the  interests  of  neither  party  should 
be  put  in  peril  by  disputes  as  to  any  of  the  matters  covered  by  their 
agreement,  or  in  reference  to  the  quantity  of  work  to  be  done  under  it, 
or  the  compensation  which  the  plaintiff  might  be  entitled^  to  demand,  it 
was  expressly  stipulated  that  the  engineer's  deterrnination  should  be 
final  and  conclusive.  Neither  party  reserved  the  right  to  revise  that 
determination  for  mere  errors  or  mistakes  on  his  part.  They  chose  to 
risk  his  estimates  and  to  rely  on  their  right,  which  the  law  presumes  they 
did  not  intend  to  waive,  to  demand  that  the  engineer  should  at  _  all 
times,  and  in  respect  to  every  matter  submitted  to  his  determination, 
exercise  an  honest  judgment,  and  commit  no  such  mistakes  as,  under  all 
the  circumstances,  would  imply  bad  faith." 

This  case  also  seems  important  from  the  fact  that  the  opinion  of 
the  Supreme  Court  of  the  United  States  lays  down  the  rule  that  even 
"gross  errors"  in  an  award  or  estimate  do  not  justify  the  court  in  ac- 
cepting evidence  to  set  aside  the  decision  of  the  Chief  Engineer,  unless 
these  "gross  errors"  are  such  as  to  "imply  bad  faith."  It  is  significant 
that  this  opinion  was  rendered  reversing  the  decision  of  the  lower  court. 
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altlioiiyh  the  tendency  and  preference  of  a  higher  court  would  naturally 
and  properly  ho  to  sustain,  rather  than  reverse,  the  opinion  of  the  lower 
court. 

At  a  later  date,  1900,  a  similar  decision  was  rendered  in  the  case 
of  U.  S.  vs.  Gleason,  175  U.  S.,  p.  588,  where  Judge  Shiras  rendered  the 
opinion : 

"Another  rule  is  that  it  is  competent  for  parties  to  a  contract  of 
the  nature  of  the  present  one  to  make  it  a  term  of  the  contract  that 
the  decision  of  the  engineer,  or  other  officer,  of  all  or  specified  matters 
of  dispute  that  may  arise  during  the  execution  of  the  work,  shall  be 
final  and  conclusive,  and  that,  in  the  absence  of  fraud  or  of  mistake  so 
gross  as  to  necessarily  imply  bad  faith,  such  decision  will  not  be  sub- 
jected to  the  revisory  power  of  the  courts." 

This  also  reversed,  the  decision  of  a  lower  court,  this  time  the  Court 
of  Claims. 

That  the  provision  that  the  decision  of  the  Chief  Engineer  shall 
be  final  is  not  a  one-sided  provision,  directed  against  the  contractor,  is 
shown  by  the  case  of  the  Chicago  &  Santa  Fe  Railroad  vs.  Price,  138 
U.  S.  185.     Here  the  opinion  of  the  court  reads: 

"The  only  difference  between  that  case"  (114  U.  S.  549)  "and  the 
present  one  is  that  the  alleged  mistakes  of  the  engineer  in  the  former 
case  were  favorable  to  the  railroad  company,  while  in  this  case  they  are 
favorable  to  the  contractors.  The  mere  incompetency  or  mere  negli- 
gence of  the  Division  or  Chief  Engineer  does  not  meet  the  requirements 
of  the  case,  unless  their  mistakes  were  so  gross  as  to  imply  bad  faith." 

In  this  case  there  was  some  evidence  offered  indicating  somewhat 
careless  methods  of  making  estimates,  but  the  court  evidently  thought 
they  did  not  indicate  bad  faith  or  fraud,  and  so  refused  to  set  these 
estimates   aside  or  accept  evidence  to  disprove  them. 

The  case  of  Low  vs.  Fisher,  1886,  Circuit  Court,  N.  J.,  27  Fed.  Rep. 
542,  involves  other  provisions  often  found  in  construction  contracts,  and 
is  probably  worth  quoting: 

"The  second  count  of  the  declaration  is  founded  upon  the  eleventh 
section  of  the  contract,  which  provides  'that  changes  in  the  alinement, 
gradients  and  forms  of  structures  may  be  made  at  the  direction  of  the 
Chief  Engineer ;  but  no  claim  for  damages  shall  be  made  or  allowed 
therefor,  nor  for  any  prospective  profits  or  work  which  may,  by  rea- 
son of  such  changes,  be  abandoned;  but  any  work  done  upon  the  line 
before  it  is  changed,  and  which  may  be  abandoned,  shall  be  paid  for 
and  fixed  by  this  contract;  and  when  the  new  alinements,  gradients  or 
forms  of  structures  substituted  for  those  abandoned  shall,  in  the  opinion 
of  the  Chief  Engineer,  materially  alter  the  character  of  the  work,  he  shall 
estimate  the  difference  in  value  thereof,  and  due  allowance  shall  be 
made  therefor,  according  to  the  enhanced  or  diminished  value  of  the 
work.'  From  the  terms  of  the  section  it  is  manifest  that,  before  a  suit 
can  be  brought  for  a  breach  of  the  same,  two  things  are  necessary:  (i) 
That  the  Chief  Engineer  should  be  of  the  opinion  that  the  changes  made 
in  the  alinement,  gradients  and  form  of  structures  have  materially  altered 
the  character  of  the  work;  and  (2)  that  he  shall  have  estimated  the 
difference  in  value.  The  declaration  contains  no  allegations  that  the 
Chief  Engineer  had  any  such  opinion,  or  that  he  has  made  an  estimate 
of  the  amount  of  the  enhanced  value  of  the  work.     On  the  contrary,  it 


il 


d 


DECISION  OF  CHIEF  ENGINEER  FINAL.  261 

simply  alleges  'that  he  has  wholly  neglected  and  refused  to  do  so.' 
.  .  .  It  is  not  necessary  to  say  whether  the  count  would  have  been 
good  if  it  had  alleged  that  the  neglect  and  refusal  of  the  Chief  Engineer 
was  fraudulent  or  in  bad  faith,  but  the  count  in  its  present  form  cannot 
be  upheld." 

In  this  case,  again,  the  court  refused  to  go  behind  the  action  of  the 
Chief  Engineer  in  the  absence  of  any  allegation  of  fraud  or  bad  faith 
on  the  part  of  the  Chief  Engineer. 

While  it  is  not  worth  while  indefinitely  to  multiply  cases  which 
seem  all  to  be  in  accord  as  to  the  principle  or  rule  of  law  stated,  never- 
theless certain  cases  do  connect  with  the  phraseology  used  in  different 
contracts,  and  the  case  of  United  States  vs.  Gleason,  175  U.  S.  588, 
already  referred  to,  seems  of  some  interest  in  this  way. 

In  this  case  there  was  in  question  a  provision  "that  if  the  party 
or  parties  of  the  second  part"  (the  contractors)  "shall,  by  freshets,  ice 
or  other  force  or  violence  of  the  elements,  and  by  no  fault  of  his  or 
their  own,  be  prevented  either  from  commencing  or  completing  the  work 
or  delivering  the  materials  at  the  time  agreed  upon  in  this  contract,  such 
additional  time  may  in  writing  be  allowed  him  or  them  for  such  com- 
mencement or  completion,  as  in  the  judgment  of  the  party  of  the 
first  part"  (the  Chief  Engineer)  "or  his  successor  shall  be  just  and 
reasonable." 

Although  the  specific  words,  "his  decision  shall  be  final,"  are  not 
used,  the  court  says  : 

"Our  conclusions  are  that,  under  a  proper  construction  of  the  con- 
tracts in  this  case,  the  right  or  privilege  of  the  contractors,  if  they  failed 
to  complete  their  work  within  the  time  limited,  to  have  a  further  exten- 
sion or  extensions  of  time,  depended  upon  the  judgment  of  the  engineer 
in  charge  when  applied  to  to  grant  such  extension,  and  that  no  allegation 
or  finding  is  shown  in  this  record  sufficient  to  justify  the  court  in  set- 
ting aside  the  judgment  of  the  engineer  as  having  been  rendered  in  bad 
faith,  or  in  any  dishonest  regard  of  the  rights  of  the  contracting  parties." 

In  the  case  of  Sweeney  vs.  United  States,  109  U.  S.  618,  the  accept- 
ance of  a  wall  was  the  question  at  issue. 

The  contract  provided :  "After  such  officer,  or  civil  engineer,  or 
other  agent,  shall  have  certified  that  it  is  in  all  respects  as  contracted 
for,  it  shall  be  received  and  become  the  property  of  the  United  States." 

The  record  from  the  Court  of  Claims  stated,  among  other  things : 
"The  claimant  then  offered  evidence  tending  to  show  that  the  wall  as 
completed  by  him  was  in  compliance  with  the  requirements  of  the  con- 
tract, but  the  court  refused  to  hear  such  evidence  or  to  make  any  finding 
on  that  subject." 

The  Supreme  Court,  on  appeal,  says : 

"The  officer  of  the  army  designated  under  this  authority  expressly 
refused  to  give  the  necessary  certificate,  on  the  ground  that  neither  the 
material  nor  the  workmanship  were  such  as  the  contract  required.  The 
court  below  found  that  there  was  neither  fraud,  nor  such  gross  mistake 
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as  would  necessarily  imply  bad  failh,  nor  any  failure  to  exercise  honest 
judgment  on  the  part  of  the  officer  in  making  his  inspections," 

and  the  judgment  of  the  lower  court  was  affirmed. 

The  very  important  case  of  O'Brien  vs.  Mayor  of  New  York,  139 
N.  Y.  543,  is  of  importance  mainly  as  showing  that  the  courts  have 
sustained  a  contract  even  under  a  provision  that  the  decision  of  the 
engineer  shall  be  final  and  binding  on  the  contractor,  but  not  on  the  city. 
In   this   case,   quoting  the   opinion  of   the   court: 

"It  was  agreed  between  the  parties  to  it  that  the  engineer  should  in 
all  cases  determine  the  amount  of  work  and  quantities  of  several  kinds  of 
work  .  .  .  and  should  determine  all  questions  in  regard  to  said  con- 
tract and  the  construction  thereof,"  etc.,  .  .  .  "and  this  estimate  and 
decision  should  be  final  and  conclusive  on  the  contractor  in  case  any 
question  should  arise." 

In  another  part  of  the  contract  it  was  provided  "that  the  City  of 
New  York  should  not,  nor  should  any  department  officer  of  the  City 
of  New  York,  be  precluded  or  stopped  by  any  return  or  certificate  made 
or  given  by  any  engineer,  inspector  or  officer,  agent  or  appointee  of  said 
aqueduct  commissioners  from  at  any  time  showing  the  true  and  correct 
amount  and  character  of  the  work  which  should  be  done  and  the  mate- 
rials which  should  have  been  furnished  by  the  contractor." 

The  court  says : 

"This  contract  bears  evidence  of  extreme  care  and  caution  in  its 
preparation,  and  it  was  intended,  evidently,  to  guard  the  interests  of  the 
city  to  the  greatest  extent  possible  consistently  with  the  procuremen  of 
the  work  by  responsible  and  capable  contractors.  In  all  large  and  pubhc 
works  experience  has  shown  the  necessity  for  this  endeavor.  There  is  no 
spur  like  self-interest  in  business  enterprises,  and  it  may  be  regarded  as 
certain  that  the  contractor  will  always  take  care  of  his  own  interests  so 
far  as  possible.  This  is  natural  and  proper,  and  no  fault  can  be  or  is 
found  with  such  a  fact.  But  how  far  the  officers  or  employes  who  repre- 
sent the  general  public  or  the  corporation  which  is  building  the  work  can 
be  depended  upon  for  steady,  earnest,  zealous,  and  able  attention  to  the 
public  interests  is  always  a  matter,  to  say  the  least,  of  some  doubt.  Hence 
the  provisions  for  the  binding  force  of  the  engineer's  decision  upon  the 
contractors  and  an  omission  of  any  such  provision  in  relation  to  the  other 
parties  to  the  contract." 

While  this  shows  a  very  extreme  case,  where  an  apparently  one- 
sided contract  was  supported  by  the  court,  it  may  properly  be  said  that 
while  such  a  provision  may  be  wise  or  necessary  in  the  case  of  many 
of  our  large  cities,  yet  for  railroads  and  for  most  corporations  or  indi- 
viduals such  a  provision  in  the  contract  would  commonly  seem  so  burden- 
some to  the  contractor  that  the  result  would  probably  be  an  increase  in 
prices  bid  sufficient  to  make  this  provision  undesirable.  The  standard 
contract  form  of  this  Association  seems  to  have  carefully  avoided  pro- 
visions unduly  severe  upon  the  contractors,  without  reference  to  their 
legal  efifect. 

Some  of  the  decisions  cited  are  clearly  to  the  efifect  that  the  juris- 
diction of  the  court  cannot  be  ousted.  To  what  extent,  then,  does  the 
court  retain  jurisdiction  of  cases  where  the   decision  of  the   Chief  En- 
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gineer  shall  be  final  and  a  condition  precedent  to  any  right  of  action? 
What  is  the  nature  of  the  "appeal"  which  may  be  taken  from  the  de- 
cision of  the  engineer? 

This  question  is  answered  in  part  in  the  case  of  Flynn  vs.  The  Des 
Moines  &  St.  Louis  Railway  Company,  63  Iowa,  490,  where  it  is  stated : 

"It  is  next  insisted  that  the  only  remedy  for  the  breach  of  the  con- 
tract is  that  the  engineer  must  determine  all  questions  in  dispute  between 
the  parties.  As  we  have  said,  the  engineer  has  ascertained  and  certified 
the  amount  due  the  plaintiffs  under  the  contract.  But  he  has  no  power 
to  enforce  his  findings,  and,  therefore,  an  appeal  to  the  court  is  required 
to  enforce  what  the  engineer  has  in  substance  determined  that  the  de- 
fendants shall  pay." 

Again,  in  the  case  of  Mitchell  vs.  Dougherty,  90  Fed.  Rep.  639 : 

"We  do  not  question  the  right  of  the  parties  to  such  a  contract  as 
this  to  set  aside  the  rules  of  evidence  established  by  law,  by  providing 
that  the  estimate,  computation  or  appraisement  of  any  one  of  whom 
they  may  see  proper  to  select  shall  be  exclusively  received  to  prove  the 
extent  or  character  of  the  work  done,  and  the  sum  to  be  paid  therefor ; 
but  where,  as  here,  they  undertake  to  waive  all  right  of  action,"  etc.,  it 
means  "the  complete  abrogation  of  the  authority  which  it"  (the  law)  "has 
conferred  on  the  courts." 

In  this  case  the  question  at  issue  was  whether  the  work  had  already 
been  accepted  by  the  parties  who  had  employed  the  contractor,  and  this 
was  a  question  of  fact  to  be  decided  by  trial,  and  did  not  properly  in- 
volve any  dispute  as  to  the  terms  of  the  contract.  The  court  refused  to 
have  its  jurisdiction  over  this  question  ousted,  and,  therefore,  referred 
the  determination  of  this  particular  fact  to  the  jury. 

The  case  of  Samuel  M.  Plumley  vs.  United  States,  .226  U.  S.  342, 
goes  rather  farther  than  other  cases  in  the  extent  to  which  it  allows 
the  jurisdiction  of  the  arbitrator  to  reach,  inasmuch  as  it  rules  that  the 
decision  of  the  Secretary  of  the  Navy  is  not,  in  this  case,  subject  to 
review  by  the  court ;  the  point  involved  was  whether  certain  work  re- 
quired came  within  the  terms  of  the  original  contract  or  was  extra 
work  outside  the  contract,  and  so  should  he  paid  for  extra,  a  question 
which  a  court  might  readily  consider  within  its  special  jurisdiction.  It 
is  noteworthy  also  that  the  Secretary  of  the  Navy  could  hardly  have  any 
intimate  knowledge  of  the  subject,  such  as  is  ordinarily  possessed  by  the 
engineer  or  architect  in  direct  charge  of  the  work. 

Mr.  Justice  Lamar  delivered  the  opinion  of  the  court: 

"In  October  1888,  P.  H.  McLaughlin  &  Co.  contracted  to  build  the 
Naval  Observatory  in  Washington  for  $307,811.  After  most  of  the  work 
had  been  done  the  contract  was  forfeited  for  failure  to  make  satisfactory 
progress.  (37  Ct.  CI.  150.)  The  Government  advertised  for  bids  to  com- 
plete the  work.  After  examining  the  contract  and  documents  Plumley 
agreed  to  complete  the  building  in  accordance  with  the  McLaughlin  con- 
tract, and  'duly  authorized  change,'  by  June  i,  1892,  for  the  sum  of 
$25,840.  Having  finished  the  work,  he  sued  the  Government  for  damages 
by  delay  and  extra  work  amounting  to  $12,813.  The  court  rendered  judg- 
ment in  his  favor  for  $502  insurance  paid  during  the  period  he  was  de- 
layed in  finishing  the  work.  All  of  the  other  items  were  disallowed.  Both 
parties  appealed. 
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"i.  The  largest  item  is  a  claim  for  extra  ctjmpcnsatioii  for  installing 
a  ventilating  system,  which  McLaughlin  agreed  to  do  for  a  given  sum. 
The  proposed  change  and  this  offer  were  submitted  by  the  architect  to 
the  Bureau  of  I'^quipment,  with  the  statement  that  if  approved  McLaughlin 
would  enter  into  a  formal  written  contract  to  do  the  work  for  the  prices 
named.  The  plans  and  bid  were  approved.  McLaughlin  was  directed  to 
proceed,  and  did  some  work  thereon.  Later  his  contract  was  forfeited. 
Plumley  (and  his  partner,  Davis,  a  former  member  of  McLaughlin  & 
Co.)  knew  these  facts  at  the  time  the  bid  was  made  to  complete  the  work, 
but  when  required  to  build  the  ventilating  system  Plumley  insisted  that  it 
was  not  within  McLaughlin's  original  contract,  and  not  a  'duly  authorized 
change,'  because  no  written  contract  had  been  signed  by  both  parties,  as 
required  by  the  terms  of  the  contract.  This  contention  was  rejected  by 
the  architect,  and,  on  appeal,  by  the  Secretary  of  the  Navy.  The  Court 
of  Claims  at  first  sustained  this  position,  but  on  a  rehearing  held  that 
Plumley  was  estopped  from  claiming  that  the  change  had  not  been  duly 
authorized,  and,  under  his  contract  to  complete  the  work,  was  bound  to 
finish  what  McLaughlin  had  begun.  Beyond  this  the  contract  provided 
that  if  there  was  any  discrepancy  between  plans  and  specifications,  or  be- 
tween the  contract  of  McLaughlin  and  the  contract  of  Plumley,  the 
matter  should  be  referred  to  the  Secretary,  Plumley  agreeing  'to  abide  by 
his  decision  in  the  premises.'  The  Secretary  decided  against  him,  and 
under  the  circumstances  his  construction  is  binding  on  the  contractor. 

"2.  This  same  provision  prevents  a  recovery  for  the  drain  pipe  in- 
cluded in  the  original  contract.  For  some  reason,  not  stated,  it  appears 
that  McLaughlin  was  requested  to  make  a  bid  for  laying  drain  pipe. 
It  was  accepted,  and  then  countermanded.  Plumley  was  likewise  re- 
quested to  make  a  bid,  which  was  accepted  and  then  countermanded. 
When  required  to  lay  the  pipe  he  demanded  extra  compensation,  but 
his  appeal  was  overruled  by  the  Secretar}^  possibly  for  the  reason  sug- 
gested in  the  argument — that  asking  a  bid  did  not  relieve  Plumley  from 
the  obligation  to  furnish  labor  and  material  actually  included  in  the 
contract.  What  facts  were  submitted  to  the  Secretary  is  not  in  this 
record,  but  his  ruling  is  conclusive,  in  view  of  Plumley's  agreement  to 
abide  by  his  decision. 

"3.  The  other  items  for  extra  work  were  properly  disallowed. 
The  contract  provided  that  changes  increasing  or  diminishing  the  cost 
must  be  agreed  on  in  writing  by  the  contractor  and  the  architect,  with 
a  statement  of  the  price  of  the  substituted  material  and  work.  Addi- 
tional precautions  were  required  if  the  cost  exceeded  $500.  In  every 
instance  it  was  necessary  that  the  change  be  approved  by  the  Secretary. 
There  was  a  total  failure  to  comply  with  these  provisions,  and  though 
it  may  be  a  hard  case,  since  the  court  found  that  the  work  was  in  fact 
extra  and  of  considerable  value,  yet  Plumley  cannot  recover  that  for 
which,  though  extra,  was  not  ordered,  by  the  officer  and  in  the  manner 
required  by  the  contract.  Rev.  Stat,  Sec.  3744;  U.  S.  Comp.  Stat,  1901, 
p.  2510;  Hawkins  vs.  United  States,  96  U.  S.  689,  24  L.  Ed.  607;  Rip- 
ley vs.  United  States,  223  U.  S.  695,  56  L.  Ed.  614;  32  Sup.  Ct  Rep. 
352;  United  States  vs.  McMullen,  222  U.  S.  460,  56  L.  Ed.  269;  32  Sup. 
Ct.  Rep.  128." 

That  the  decision  of  the  engineer  may  be  set  aside  for  fraud  or 
its  substantial  equivalent,  lack  of  good  faith,  has  already  been  indicated 
in  some  of  the  previous  court  rulings.  A  case  of  this  sort  is  the  case 
of  St.  Louis  &  Peoria  Railroad  Company  vs.  Kerr,  48  111.  App.  496.  Here 
the  President  of  the  railroad  was  also  the  active  member  of  the  firm 
of  contractors,  and  from  this  statement  of  the  court  it  appeared  that  the 
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engineer  was  controlled  by  the  contractor  (who  was  also  the  President). 
The  court  found  in  this  case  that 

"It  was  quite  evident  that  the  estimates  could  not  be  relied  upon 
as  the  unbiased  judgment  and  conclusion  of  the  engineer,"  and  "the  esti- 
mates were  properly  disregarded." 

In  this  case  the  engineer's  estimate  was  not  final  because,  apparently, 
not  made  in  good  faith. 

A  case  not  entirely  dissimilar  is  that  of  Fruin-Bambrick  Const.  Co. 
vs.  Ft.  Smith  &  W.  Railroad  Company,  140  Fed.  Rep.  465,  where  the 
Chief  Engineer,  under  whom  much  of  the  work  was  constructed,  died; 
his  successor  seemed  to  have  been  dominated  by  the  President  of  the 
railroad  company,  and  revised  the  estimates  of  his  predecessor.  The 
court  found  this  revised  "estimate  should  be  disregarded  as  dishonest 
and  grossly  erroneous  and  unjust." 

In  the  case  of  Edwards  vs.  Hartshorn,  ']2  Kans.  19,  it  appears  that 

"The  resident  engineer  had  only  a  passing  acquaintance  with  the 
work.  He  did  not  give  it  the  attention  during  its  progress  necessary  to  a 
correct  and  complete  estimate.  Changes  were  made  by  him  which  indi- 
cated carelessness  and  a  lack  of  definite  information,  and,  indeed,  the 
testimony  tends  to  show  that  classifications  were  not  made  with  any  care, 
and  that  his  measurements  were  incomplete  and  little  more  than  ap- 
proximations. Enough  appears  in  the  testimony  to  warrant  the  inference 
that  the  so-called  estimates  were  not  fairly  and  honestly  made,  and 
the  discrepancies  are  such  as  to  show  palpable  mistakes  and  utter  dis- 
regard of  the  right  of  Hartshorn." 

Here  the  decision  of  the  Chief  Engineer  supporting  the  estimate 
was  not  held  to  be  final  and  binding.    There  was  a  lack  of  good  faith. 

It  is  further  clear  that  the  courts  assume  jurisdiction  when  the 
engineer  or  architect  wilfully  refuses  or  neglects  to  perform  the  duties 
imposed  upon  him  by  the  contract.  This  is  shown  in  the  following 
opinion  of  the  court  on  Herbert  vs.  Dewey,  191  Mass.  403: 

"We  are  of  the  opinion  that,  if  an  architect  after  the  completion  of 
a  contract,  wilfully  and  without  excuse  refuses  to  act  at  all,  or  if  he 
acts  dishonestly  and  in  bad  faith,  and  the  contractor  is  thereby  pre- 
vented from  obtaining  a  certificate,  the  contractor  may  proceed  with  his 
action  without  it.  Such  action  or  refusal  to  act  would  leave  the  pro- 
vision for  obtaining  an  architect's  certificate  of  no  effect  upon  the  rights 
of  either  party." 

It  is  also  true  that  the  engineer  is  bound  by  the  terms  of  the  con- 
tract and  a  departure  by  him  from  its  clear  terms  will  justify  the  court 
in  assuming  jurisdiction. 

In  the  case  of  Drhew  vs.  Altoona,  121  Pa.  St.  401,  the  contract 
had  for  classification  "earth  excavation"  and  "rock  excavation."  The 
engineer  introduced  a  new  term  not  in  this  contract,  "loose  rock  excava- 
tion." The  court  held  that  this  was  without  the  contract,  and  the  en- 
gineer's decision  was  binding  only  within  the  contract  and  not  binding  as 
to  his  estimate  made  in  this  way. 
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In  the  case  of  Ross  vs.  McArthur  Bros.,  85  Iowa,  203,  the  court 
states : 

"The  only  evidence  relied  upon  as  tending  to  show  fraud  in  the  mak- 
ing of  the  estimates  is  the  relation  of  the  engineer  to  tlic  defendant  rail- 
road company.  The  agreement  to  submit  to  his  classification,  measure- 
ments, and  calculations  was  made  with  a  full  knowledge  of  that  relation, 
and  the  evidence  fails  to  satisfy  us  that  his  classifications,  measurements 
and  calculations  were  in  any  substantial  respect  wrongful,  false  or  fraudu- 
lent." 

This  decision  bears  upon  the  point  often  raised,  that  the  Chief  En- 
gineer is  not  an  impartial  arbitrator. 

And  in  the  case  of  Dorwin  vs.  Westbrook,  71   Hun   (N.  Y.)   405: 

"The  engineer  and  his  assistants  were  not  the  agents  of  the  defendant 
any  more  than  they  were  the  agents  of  the  plaintififs.  They  were  not,  in 
fact,  the  agents  of  either." 

Apparently  in  this  case  the  engineer  made  a  verbal  agreement  that 
he  would  classify  material  in  a  certain  way.  At  least  the  jury  found 
this  to  be  so,  although  the  engineer  denied  it.  Nevertheless,  the  court 
decided  that  this  verbal  agreement  did  not  take  the  place  of  a  final  cer- 
tificate to  this  effect,  and  without  this  the  contractor  could  not  recover 
what  would  have  been  due  under  the  verbal  agreement. 

Going  somewhat  further  perhaps  into  the  merits  of  the  general  ques- 
tion under  discussion  in  this  paper,  the  case  of  Bush  vs.  Jones,  144  Fed 
Rep.  942,  is  in  point : 

"The  conclusion  to  which  this  discussion  leads  is  clear.  Completion 
to  the  satisfaction  and  according  to  the  trained  professional  judgment  of 
the  architect,  who  drew  the  specifications,  and  is  able  to  speak  from  a 
direct  supervision  over  and  inspection  of  the  work  as  it  progresses;  and 
completion,  according  to  the  opinion  of  the  jury,  under  the  imperfect  con- 
ditions of  a  trial  and  the  inability  to  produce  things  as  they  actually  are, 
are  two  different  and  distinct  propositions ;  and  the  owner  who  has  stipu- 
lated for  the  one  is  not  to  be  put  off  with  the  other,  when  everything  is 
honestly  and  fairly  done." 

Again  in  Kennedy  vs.  Poor,  151  Pa.  St.  472: 

"Presumably  no  more  suitable  selection  could  have  been  made  than 
the  architect  who  draws  the  plans  and  is  to  superintend  the  work.  He  is 
certainly  more  competent  to.  determine  any  difficulty  that  might  arise 
than  a  jury  indifferently  chosen  and  without  the  requisite  information  or 
power  to  acquire  it." 

In  the  case  of  Ripley  vs.  United  States,  222,  U.  S.  695,  the  contract 
read,  "All  material  furnished  and  work  done  under  this  contract  shall, 
before  being  accepted,  be  subjected  to  a  rigid  inspection  by  an  inspector 
appointed  on  the  part  of  the  government,  and  such  as  does  not  conform 
to  the  specifications  set  forth  in  this  contract  shall  be  rejected.  The  de- 
cision of  the  engineer  officer  in  charge  as  to  quality  and  quantity  shall 
be  final."     And  the  court  ruled: 

"The  ofificer's  decision  was  binding — all  these  claims  relate  to  mat- 
ters which,  under  the  contract,  were  submitted  to  the  engineer.  There 
is  no  finding  that  he  acted  in  bad  faith.  Indeed,  it  is  not  even  found  that 
the  decisions  were  erroneous,  though  that  is  implied.     But  the  contract 


DECISION  OF  CHIEF  ENGINEER  FINAL.  267 

did  not  contemplate  that  the  opinion  of  the  court  should  be  substituted 
for  that  of  the  engineer.  In  the  absence  of  fraud,  or  gross  mistake  in- 
volving fraud,  his  decisions  in  all  these  matters  were  conclusive." 

In  the  case  of  Monongahela  Nav.  Co.  vs.  Fenlon,  4  Watts  &  Sergeants 
(Pa.)  205,  the  contract  reads: 

"It  is  mutually  agreed  between  the  parties  to  these  presents,  that  in 
any  dispute  which  may  arise  between  the  contractors  and  the  com- 
pany, the  decision  of  the  engineer  shall  be  obligatory  and  conclusive 
without  further  recourse  or  appeal." 

The  decision  says : 

"The  contingency  which  has  occurred  is  precisely  one  where  an  in- 
telligent and  honest  engineer  would  be  most  competent  to  administer  exact 
and  equal  justice  between  the  parties;  and  without  any  disparagement  to 
the  ordinary  tribunals  of  the  country,  it  is  a  controversy  which  in  its 
nature  they  are  least  fitted  to  decide." 

The  decision  in  the  case  of  Heidlinger  vs.  Onward  Const.  Co.,  go 
N,  Y.  Suppl.  115,  goes  somewhat  farther  than  the  other,  inasmuch  as  the 
court  refuses  to  go  behind  the  estimate  even  for  a  mistake  as  to  the  law. 

"In  the  absence  of  proof  of  corruption,  bad  faith,  or  misconduct  on 
his  part,  or  palpable  mistake  appearing  on  the  face  of  the  estimate,  neither 
party  can  be  allowed  to  prove  that  he  decided  wrong  as  to  the  law  or 
facts."  "The  award  of  the  arbitrator  cannot  be  set  aside  for  mere  error 
of  judgment  as  to  the  law  or  facts  of  the  case  submitted  to  him." 

Following  these  decisions  it  appears  that  the  law  may  be  summarized 
as  follows :  Whenever  it  is  apparent  from  the  contract  taken  as  a  whole, 
that  the  decision  of  the  Chief  Engineer  is  to  be  final  and  conclusive,  it  is 
not  essential  that  the  words  "final"  or  "conclusive"  shall  be  specifically 
used,  nor  is  it  necessary  that  the  words  "condition  precedent"  shall  occur. 
When  it  is  apparent  that  the  parties  to  the  contract  have  agreed  to  accept 
the  decision  of  the  Chief  Engineer,  no  evidence  as  to  error  in  his  decision 
shall  be  accepted,  unless  to  prove  gross  error  such  as  to  imply  fraud  or 
bad  faith  on  his  part.  It  is  clear  that  the  decision  of  the  Chief  Engineer, 
as  to  the  quantity  or  quality  of  work,  is  in  this  way  final  and  conclusive. 
His  decision  as  to  the  meaning  of  plans  and  specifications  is  also  final 
as  to  all  matters  of  technical  character ;  the  testimony  of  any  other  en- 
gineer or  expert  cannot  be  accepted,  in  the  absence  of  fraud  or  bad  faith. 
An  error  apparent  to  the  court  gathered  from  the  face  of  the  estimate 
or  engineer's  decision  and  of  the  contract,  taken  together,  may  be  cor- 
rected by  the  court,  which  thus  exercises  its  jurisdiction.  Upon  a  pure 
matter  of  law  an  error  of  the  Chief  Engineer  apparent  on  the  face  of  his 
decision  and  the  contract,  taken  together,  will  be  corrected  by  the  court 
in  the  exercise  of  its  jurisdiction.  In  a  case  where  a  question  of  law  is 
interwoven  or  combined  with  questions  of  fact  or  of  interpretation  of  the 
specifications,  unless  an  error  of  the  Chief  Engineer  should  be  evident  on 
the  face  of  his  decision  and  the  contract,  taken  together,  the  court  prob- 
ably will  not  accept  testimony  as  to  an  error  of  the  Chief  Engineer,  in 
the  absence  of  fraud  or  bad  faith. 

The  fact  should  not  be  lost  sight  of  that  the  courts  have  frequently 
allowed  the  decision  of  the  Chief  Engineer    (or  similar  official)    to  be 
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ovcrnikd  fur  fraud  or  had  faith  or  hccausc  of  mistake  when  the  Chief 
Engineer  substituted  his  view  of  justice  for  the  plain  provisions  of  the 
contract,  or  read  into  the  contract  things  not  there.  It  should  further  be 
remembered  that  while  the  decision  of  the  Chief  F^ngineer  in  the  final 
stage  determines  the  amount  due,  and  covers  the  final  acceptance  of  the 
work,  yet  recourse  must  be  had  to  the  courts  to  enforce  payment  or  re- 
fund, and  recourse  may  be  had  to  the  courts  to  establish  fraud  or  bad 
faith  if  the  Chief  Engineer  is  tliought  to  be  culpable,  either  in  faulty  de- 
cisions amounting  to  fraud,  or  in  a  failure  to  act  when  it  is  his  duty  to 
do  so.  It  is  evident  that  the  jurisdiction  of  the  court  is  in  these  par- 
ticulars not  entirely  ousted. 

Such  appears  to  be  the  law.  Leaving  aside  legal  technicalities,  what 
should  be  the  rule  from  a  business  standpoint? 

Unless  the  manufacturer  or  the  seller  of  an  article  has  some  sort  of 
monopoly  of  that  article,  he  must  expect  that  it  shall  have  to  meet  the 
requirements  of  the  purchaser.  It  has  sometimes  been  said  that  American 
goods  have  failed  to  be  introduced  in  parts  of  South  America  because 
the  requirements  of  the  purchaser  were  not  sulificiently  understood,  not 
so  well  as  by  German  manufacturers  or  dealers,  for  instance.  It  is  not 
always  possible  to  completely  specify  all  the  requirements;  the  customer 
knows  whether  or  not  the  article  sent  suits  him.  He  cannot  always  see 
the  article  before  it  is  sent  to  him.  The  successful  selling  merchant 
must  in  the  long  run  furnish  articles  to  suit  his  customer,  and  he  cannot 
haggle  and  dispute  about  it  if  he  expects  to  succeed ;  and  in  general 
business  it  is  not  customary  to  provide  that  some  outsider  shall  be  a 
judge  of  whether  the  article  furnished  ought  to  suit.  Unless  the  article 
suits,  oftentimes  it  is  returned  at  some  expense  and  trouble  to  the  seller. 
Our  large  department  stores  send  goods  to  their  customers,  and  in  actual 
practice  a  very  considerable  proportion  is  returned,  not  infrequently 
without  adequate  reason.  The  prices  charged  undoubtedly  include  the 
cost  of  these  somewhat  unsatisfactory  transactions.  Sometimes,  even,  an 
article  is  used  previous  to  its  return;  if  this  is  discovered  the  seller  re- 
fuses further  orders  from  that  purchaser.  In  another  case  the  product 
from  a  mill  for  grinding  corn  is  sent  to  a  distant  customer  who  reports 
receipt  in  bad  order ;  the  miller,  who  really  knows  better,  but  cannot  prove 
anything,  takes  his  loss,  but  refuses  to  fill  further  orders. 

General  business  cannot  be  carried  on  vi^ithout  some  loss  due  some- 
times to  unreasonableness,  sometimes  dishonesty  in  the  purchaser.  The 
merchant  must  know  his  customer  or  else  meet  loss.  So  must  the  con- 
tractor and  so  must  the  railroad  company.  Unless  compelled  by  law  to 
accept  the  lowest  bidder,  as  is  the  case  with  some  municipalities,  but  not 
with  railroads,  it  is  wise  to  employ  only  those  contractors  known  to  be 
capable  and  square.  The  contractor  is  never  under  obligation  to  bid  on 
a  contract,  and  should  not  bid  unless  the  proposals  are  from  responsible 
and  decent  parties.  The  contractor  as  a  seller  must  furnish  the  purchaser 
an  article  to  suit  him,  and  must  expect  to  suit  him,  and  it  is  not  business- 
like to  draw  a  contract  with  the  expectations  that  some  outside  party  will 
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be  called  to  say  whether  the  purchaser  ought  to  be  suited.  The  purchaser 
is  justified  in  refusing  to  do  business  in  that  way.  Most  railroad  com- 
panies would  refuse  to  admit  that  their  Chief  Engineer  would  deal  un- 
fairly with  the  contractor.  There  is  need  of  some  responsible  head  who 
can  decide  promptly  and  once  for  all  when  questions  arise  relating  to 
the  work. 

While  most  Chief  Engineers  of  railroads  are  fair  and  honest,  some 
may  be  dishonest,  and  some  are  unreasonable  and  fussy.  The  contractor 
must  know  his  man  and  in  some  cases  refuse  to  bid,  or  bid  high  enough 
to  cover  this  risk,  as  well  as  other  risks.  It  is  well  settled  that  contrac- 
tors do  bid  on  work  where  it  is  provided  that  the  decision  of  the  Chief 
Engineer  shall  be  final.  That  the  prices  bid  are  somewhat  increased 
seems  probable,  but  railroad  companies  are  justified  in  paying  such  in- 
crease as  is  called  for  on  this  account. 

If  the  Chief  Engineer's  opinion  is  not  to  be  final,  what  are  the  alter- 
natives?    One  is  submission  to  a  board  of  arbitrators   (generally  three)  ; 
another  is  to  refer  any  disagreement  to  one  arbitrator  specified  by  name 
j  in  the  contract;  and  a  third  is  a  trial  by  jury. 

!  A  board  of  three  arbitrators  is   expensive  and  in  practice  it  is  the 

1  rule  that  one  arbitrator  protects  the  interests  of  the  railroad,  a  second 
j  the  interests  of  the  contractor,  and  the  third  arbitrator  or  umpire  settles 
j  contested  points  after  much  pulling  and  hauling. 

I  While  submission  to  a  single  arbitrator,  named  in  advance,   at  first 

j  sight  seems  attractive,  yet  this  has  disadvantages.  It  suggests  dispute  at 
i  the  outset  if  any  advantage  to  either  party  is  likely  to  result,  and  in  view 
;  of  that  fact,  is  it  improbable  that  the  outcome  will  be  a  trial  of  wits  be- 
tween the  contractor  and  the  Chief  Engineer,  who  in  this  case  is  no 
j  longer  an  arbitrator  whose  duty  is  to  deal  justly  between  the  railroad 
and  the  contractor?  Taking  Chief  Engineers  and  contractors  as  you  find 
I  them,  will  either  the  contractor  or  the  contractor's  lawyer  stand  a  better 
1  chance  in  this  battle  of  wits  against  the  Chief  Engineer  and  the  rail- 
I  road's  lawyer,  than  they  stand  now  when  the  Chief  Engineer  is  impressed 
j  with  the  responsibility  of  dealing  fairly  between  the  railroad  and  the 
!  contractor  ? 

|l         Careful   consideration   will   probably  justify   the   conclusion   that   the 

provision  that  "the  decision  of  the  Chief  Engineer  shall  be  final"  is  not 

only  a  sound  provision  from  a  legal  standpoint,  but  is  also  thoroughly 

treasonable  from  the  standpoint  of  just  business  procedure,  is  simple  and 

effective,  and  not  altogether  to  the  disadvantage  of  the  contractor. 


i 


COST  OF  STOPPING  AND  STARTING  TRAINS. 

By  F.  W.  Green, 
General  Manager,  Louisiana  &  Arkansas  Railway. 

The  question  as  to  the  approximate  cost  of  stopping  and  starting 
trains  under  various  conditions  arises  in  the  consideration  of  many  phases 
of  railway  operation;  e.  g.,  installation  of  interlocking  plants,  location 
of  stations,  junction  points,  grade  crossings,  and  the  distribution  of  time 
in  the  preparation  of  timetable  schedules. 

Very  little  data  are  to  be  found  upon  the  subject,  in  such  literature 
as  has  been  available  to  the  author.  In  February,  1906,  an  article  by 
J.  A.  Peabody,  Signal  Engineer,  Chicago  &  Northwestern  Railway,  was 
published  in  "Engineering-Contracting."  The  essential  features  are  ab- 
stracted below : 

Item.  Passenger.  Freight. 

Coal  to  stop  train  (air  pump) 30  lbs.  50  lbs. 

Coal  to  accelerate  train   (estimated) 275  lbs.  500  lbs. 

Total  coal 305  lbs.  550  lbs. 

Value  of  coal  at  $2.15  per  ton $0.33  $0.56 

Brakeshoe  wear  (from  laboratory  tests),  includ- 
ing tires 03  .15 

Wear  of  brake  and  draft  rigging,  etc.  (estimated)     .06  .29 

Total    $0.42  $1.00 

Note. — The  passenger  train  was  considered  as  stopping  from,  and 
accelerating  to,  a  speed  of  50  miles  per  hour  on  level  tangent,  weight  of 
train  530  tons,  including  locomotive  and  tender  half  loaded.  Net  loss  of 
time,  2.5  minutes.  The  freight  train  was  considered  as  of  80  cars,  2,000 
tons ;  stopping  from,  and  accelerating  to,  a  speed  of  35  miles  per  hour. 

In  the  February  19,  1910,  edition  of  the  "Railway  and  Engineering 
Review"  will  be  found  an  abstract  of  a  paper  by  H.  H.  Vaughn,  Assistant 
to  Vice-President,  Canadian  Pacific  Railway,  read  before  the  Western 
Canada  Railway  Club.  It  is  therein  estimated  that  the  air  pump  on  a 
locomotive  consumes  from  no  to  200  lbs.  of  coal  per  hour. 

Dr.  Goss  determined  that  a  locomotive  consumes  from  4  to  6  lbs.  of 
coal  per  I.H.P.  hour  using  Brazil  block  coal  of  about  13,000  B.t.u.  (See 
pp.  117-119,  "Locomotive  Performance.")  On  page  476  of  Henderson's 
"Locomotive  Operation,"  2d  edition,  are  to  be  found  values  somewhat 
lower,  but  in  the  very  nature  of  the  case,  large  variations  are  to  be  ex- 
pected. The  Baldwin  Locomotive  Works  give  as  an  average  consumption 
4  lbs.  of  coal  and  28  lbs.  of  water  per  horsepower  hour,  and  these  values 
will  be  used  in  the  following  discussion. 

It  will  further  be  assumed  that  for  the  average  freight  car,  including 
loads  and  empties,  weighing  about  32  tons  gross  (not  gross  tons  of  2,240 
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lbs.),  the  resistance  by  A.R.E.A.  formula  is  6  ll).s.  per  ton  on  level 
tangent.  Also  that  the  resistance  of  locomotives  and  tenders  will  be  the 
same  if  suitable  allowance  is  made  for  frictional  losses  between  cylinder 
and  drawbar.  (See  chart  page  23,  "Locomotive  Data,"  published  by 
Baldwin  Locomotive  Works.) 

NOMENCLATURE. 

A  =  Force  producing  acceleration  in  pounds  per  ton  of  2,cx)0  lbs., 

C  =  Number  of  cars  in  train, 

c  =:  Curvature  in  degrees, 

D  =  Distance  in  feet  in  which  required  acceleration  is  attained,  and 
through  which  A  acts, 

d  =  Diameter  of  cylinder  in  inches, 

f  =  Pounds  of  coal  required  for  deceleration  (air-brake  system), 

F  =  Pounds  of  coal  required  for  acceleration, 

g  =  Per  cent,  of  grade, 

G  r=  Acceleration  of  gravity, 

h  =  Velocity  head  in  feet, 

H  =  Horsepower  hours, 

J  =  Diameter  of  drivers,  in  feet, 

L  =  Length  of  stroke  in  feet, 

q  =  Cost  of  coal  per  pound. 

Q  =  Total  cost  of  fuel, 

R  =  Sum  of  locomotive,  tractive,  grade,  curvature  and  acceleration  re- 
sistances, pounds  per  ton, 

S  =  Frictional  resistance  in  pounds  at  drawbar  of  locomotive,  due  to 
losses  between  cylinder  and  drawbar.  (See  Goss'  "Locomotive 
Performance,"  page  418.) 

T  =  Total  tons  in  train,  including  locomotive, 

t  =:  Time  in  seconds  during  which  force  A  acts, 

V  =  Speed  in  miles  per  hour, 

w  =  Rate  per  second  for  wages  of  train  and  engine  crew, 
W=:  Amount  of  train  crew  wages, 

Y  =  Gallons    of    water    corresponding    to    fuel    consumed    stopping    and 

starting. 
Assuming  a  resistance  for  the  entire  train  on  level  tangent  of  6  lbs. 
per  ton   (plus  a  proper  allowance  for  frictional  losses  in  the  locomotive 
to  be  referred  to  later),  grade  resistance  at  20g,  curvature  resistance  at 

70V' 

0.8c,  acceleration  resistance  at  ,  frictional  resistances  of  locomotive 

D 

3.8  d^  L 
corresponding   to   losses   between    cylinder   and    drawbar   at , 

we  may  write,  ^^^y.         3.8  d'L 

R  =  6  +  20g  +  o.8cH \ (0 

D  JT 

The  fourth  term  is  taken  from  Henderson's  ''Locomotive  Operation :" 
the  fifth    from  Goss'  "Locomotive  Performance,"  page  418,  modified  to 
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the  extent  of  adding  the  factor  T  in  order  to  reduce  to  a  value  per  ton 
of  train. 

RTD 

We   may   now   write,   H=: and   assuming  4  lbs.   of  coal  per 

1,980,000 
horsepower  hour, 

RTD 

F  =  4H,  or  (2) 

495,000 
From   Henderson's   "Locomotive  Operation,"  2d   edition,  page  5,   we 


Az=7oVVD (3) 


obtain, 

and  also, 

A-=95.6V/t (4) 

Equating  (3)  and  (4)  and  solving  for  t,  we  have, 

t=i.3657D/V (5) 

Obviously 

W  =  wt,  and  hence,  W  =  1.3657DW/V (6) 

If  we  assume  an  evaporation  of  7  lbs.  of  water  per  pound  of  coal,  the 
pounds  of  water  will  be  7F,  and  the  gallons  of  water  will  be, 

Y  =  7F/8.34,  or  0.84F (7) 

Since  we  are  to  determine  the  cost  of  coal  consumed  by  the  stop, 
over  and  above  the  amount  that  would  be  consumed  for  the  acceleration 
distance,  if  no  stop  were  made,  we  must  deduct  the  fuel  that  would  be 
consumed  in  this  distance  if  train  made  no  stop.    We  may  then  write, 

(R  — 7oVVD)TDq 

Q  =  RTDq/495,000 =  7oV'Tq/495,ooo. . .  (8) 

495,000 

Assuming  one  minute  net  loss  of  time  in  bringing  train  to  a  stop, 
and  30  seconds  average  time  between  stop  and  start,  the  value  of  crew 
i  wages  will  be, 

I  90W (9) 

j        The  value  of  crew  wages  accelerating  will  be  the  accelerating  time 
»^less  the  time  that  would  be  used  for  the  same  distance  if  no  stop  were 
|made;  in  other  words,  the  net  loss  will  be  one-half  accelerating  time; 
hence,  from   (5)  we  may  write. 

Crew  wages  lost  accelerating  =  i,3657Dvv^/2V (10) 

The  air-brake  system,  when  a  95^-in,  compressor  is  used,  will  require 
3.14  lbs.  of  coal  per  car  in  train  per  hour,  or  0.000871  lb.  per  second, 
according  to  data  furnished  by  an  air-brake  company;  multiplying  this  by 
the  number  of  seconds  lost  during  the  period  of  stopping  and  starting, 
ind  adding  0.00673  lb.  per  car  for  an  assumed:  brake-cylinder  pressure  of 
50  lbs.  per  sq.  in.,  and  a  piston  travel  of  8  in.,  we  may  write, 

f  =  0.000871  C  (90  +  I.3657D/2V)  +  O.OO673C  =:: 

0.0006D  0.0006D 

(0.0784  -\ \-  0.0067)  C  =  (0.0851  H )  C  ....  (11) 

V  V 

On  page  1065  of  the  Railway  Age  Gazette  for  May  15,  1914,  are  pub- 
ished  results  of  certain  tests,  in  an  article  by  F.  K.  Vial,  Chief  Engineer, 
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Griffin  Wheel  Company,  Chicago,  111.,  from  wliich  the  conchision  seems 
justified  that  the  item  of  brakeshoe  and  tire  wear  is  so  small  that  ff)r 
ordinary  speeds  and  grades  it  may  be  disregarded. 

The  item  of  wear  and  tear  on  draft  rigging  and  brake  rigging  is  a 
much  more  important  consideration,  but  it  is  very  difficult  to  determine. 
In  some  circumstances,  it  might  amount  to  several  dollars  per  stop; 
while  in  other  cases  it  might  be  almost  nothing.  As  a  matter  of  mere 
conjecture,  it  will  herein  be  estimated  at  five  cents  per  passenger  train 
stop,  and  twenty  cents  per  freight  train  stop. 

The  stoppage  of  trains  frequently  will  cause  consequential  delays  to 
either  the  train  stopped,  or  to  other  trains ;  and  in  such  cases  it  is  con- 
ceivable that  such  consequential  delays  may  equal,  or  exceed,  all  other 
items  entering  into  the  cost  of  the  stop.  However,  this  item  is  so  en- 
tirely conjectural  that  it  has  been  thought  best  to  make  no  money  allow- 
ance for  it. 

By  way  of  illustration,  below  will  be  found  an  estimate,  based  upon 
the  principles  enunciated  above,  of  the  cost  of  stopping  a  freight  train 
of  2,000  tons,  from  a  speed  of  25  miles  per  hour,  and  accelerating  same  to 
the  same  speed  in  a  distance  of  3,000  ft.,  with  fuel  at  $3.00  per  ton,  on  level 
tangent;  50  cars  in  train. 

Coal  stopping  and  starting  (formula  11),  8  lbs.  at  $3.00  per  ton  (coal 

for  brake  system) $0.01 

Coal  starting  (formula  8)    (for  acceleration) 27 

Water  used  (formula  7),  155  gals,  at  15  cents  per  M  gallons 02 

Crew  wages  stopping  (formula  9),  90  X  $2.15/3,600 05 

Crew  wages  starting  ( formula  10) 05 

Wear  and  tear  on  brakeshoes  and  tires 00 

Wear  and  tear  on  brake  and  draft  rigging,  estimated 20 

Lubricants,  supplies,  and  other  similar  items,  estimated 01 

Consequential  delays  to  all  trains,  disregarded 00 

Total $0.61 

Referring  to  formula  (8),  it  will  be  noted  that  the  stop  is  charged 
only  with  the  work  of  acceleration,  the  coefficient  R  disappearing  in  the 
subtraction ;  hence,  surprising  as  it  may  seem,  the  cost  of  stopping  and 
starting  will  be  the  same  for  any  combination  of  grade,  curvature  and 
internal  locomotive  resistances. 

Attention  is  here  called  to  the  fact  that  in  the  above  discussion  cer- 
tain assumptions  are  made ;  the  accuracy  of  any  conclusions  reached  must 
necessarily  depend  upon  the  accuracy  of  the  assumptions  upon  which 
they  may  be  based.  So  many  variable  factors  affect  the  problem  that 
rigorous  and  scientific  accuracy  and  precision  are  not  to  be  looked  for 
by  anyone  who  has  had  anything  to  do  with  the  problems  of  applied  me- 
chanics. It  is  believed,  however,  that  the  results  obtained  will  be  found 
of  assistance  until  more  reliable  experimental  data  are  available.  Care 
should  be  exercised  in  the  application  of  the  formulae;  for  example, 
equation  (8)  fails  when  the  locomotive  is  so  heavily  loaded  that  it  has 
not  sufficient  power  to  provide  accelerating  force  to  accelerate  the  given 
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train  to  the  required  speed  in  the  required  distance  assumed  in  formula 
(II). 

The  development  of  the  formulas  has  proceeded  along  lines  which 
will  readily  admit  of  the  substitution  of  other  values  for  the  various  fac- 
tors, assumed  or  derived. 

To  facilitate  computation,  a  graphical  solution  of  equation  (8)  is 
given  in  Fig.  i. 

Acknowledgments  are  hereby  made  for  helpful  suggestions  and  as- 
'  sistance  in  the  preparation  of  this  paper  from  C.  P.  Howard  and  F.  L. 
Beal. 


Appendix  A. 

A  roughly  approximate  fornuila  for  ascertaining  the  distance  in  sta-  fjl 
tions  of  IOC  ft.,  Ds,  required  to  accelerate  tons,  T,  to  speed  in  miles  per  ^ 
hour,  V,  is  derived  as  follows :  J  ** 

In   Fig.   2   the   force  available   for   acceleration   AF   is   maximum  at 

starting,  and  becomes  zero  at  some  point  P.     Call  OF  =  y  and  OA  =  b._ 

Then   OF  —  OA  :=  y  —  b^  maximum   force   available    for   acceleration. 

Let  v  =  ft.  per  second,  and  V  =  miles  per  hour. 
Then,  v  =  5,280/3,600  X  V  =  i. 4666V 
and  v=^=(  1.4666) 'V 
but  V"  =  2Gh,  and  h  =  VV2G. 
Hence,  h  =  (i.4666)'VV2G   (i) 

Now,  average  force  available  for  acceleration  is  (y  —  b)/2  and  equiva- 
lent grade  is  (y  —  b)/2  divided  by  20  (since  grade  resistance  for  i  per 
cent,  is  20  lbs.),  or  (y  —  b)/40  per  cent.     Per  cent,  of  grade  =:h/Ds. 

Therefore,    (y  —  b)/40  =  h/D's   and   h  =  Ds(y  —  b)/40 (2) 

Equating    (i)    and    (2),    ( 1.4666) "¥720  =  Ds(y  — b)/40.      Hence,    Ds^ 
i.3376V'Vy  —  b  to   accelerate  one   ton.     Then   if   T  equals   tons   in  train, 

Ds=ri.3376V=^T/y  — b. 
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It  may  be  objected  by  some  that  the  expression  given  on  page  418, 

3.8d^L 
of    Goss'    "Locomotive    Performance,"    namely,    ,    yields    valuer 

J. 

which   are   entirely   too   small   for   the   heavy   power   in   modern   service. 

For  the  purposes  where  this  expression'is  used  in  the  present  paper,  this 
is  immaterial,  because  whatever  value  is  used  disappears  in  the  subtrac- 
tion in  equation  (8).  However,  the  resistances  of  four  typical  locomo- 
tives in  pounds  per  ton,  as  derived  from  American  Railway  Engineering 
Association  formula,  have  been  plotted  against  the  ratio  of  the  weight  on 
drivers  to  the  total  weight  of  engine  and  tender,  and  a  curve  drawn 
through  the  points  thus  plotted  can  be  approximately  represented  by  the 

I        .  y  +  -284 

I  equation  R  = — ,    in    which  "R"  equals  the  resistance  of  locomotive 

1  .06 

■  and  tender   in  pounds   per   ton   and   '  y"   equals  the   ratio   of   the   weight 
on  drivers  to  the  total  weight  of  engine  and  tender. 
The  locomotives  referred  to  are : 

(i)  Atlantic  type.  (Page  150,  Raymond's  "Elements  of  Railroad 
Engineering.") 

(2)  Pacific  type.     {Ibid,  page  152.) 

(3)  Consolidation  type.     (Page  8,  Part  II,  Proceedings  A.  R.  E.  A.. 

1913) 

(4)  Mikado  type.     (Ibid,  page  18.) 

The  ratio  of  weight  on  drivers  to  total  weig'ht  of  engine  and  tender 
is,  respectively,  .292,  .406,  .535,  .480,  and  the  resistance  in  pounds  per 
ton  was  9.6,  1 1.5,  14.0,  12.3,  respectively. 
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If  desired,  the  time  of  acceleration  may  be  approximately  ascertained 
as  follows : 

1.3657D 

t  = (5) 

V 

and,  from  Appendix  A, 

1.338  V*T 

Ds  — (12) 

y-b 

Since  D  =  100  Ds, 

1.338  V^T        1338  V^^T 

D  =  100  •  = (13) 

y  — b  y  — b 

Substituting  value  of  D  in  (13)   for  D  in  (5),  we  have 
1.3657       133-8  V=^T       182.73  VT 

t  = • = (14) 

V  y  — b  y  — b 

Equation  (14)  may  be  used  instead  of  equation  (10)  in  computing 
crew  wages,  if  desired,  although  it  may  be  found  as  difficult  to  estimate 
a  proper  value  for  (y  —  b)  in  (14)  as  to  estimate  D  directly  in  equa- 
tion (10). 
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ROLLING  RESISTANCE  OF  CARS  OVER  SWITCHES 

AND  FROGS. 

By  C.  L.  Eddy, 
Assistant   Professor   of   Railway   Engineering,   Case   School   of 

Applied  Science, 

INTRODUCTION. 

In  making  the  design  for  a  gravity  yard  it  is  necessary  to  know  or 
to  assume  the  resistance  to  rolling  of  freight  cars  in  order  to  determine 
the  proper  grades  to  use.  This  information  may  be  obtained  from  the 
results  of  experience  in  the  operation  of  yards,  or  may  be  taken  from 
tests  made  to  determine  the  rolling  resistance  of  cars. 

Considerable  data  is  to  be  had  pertaining  to  freight-train  resistance 
on  straight  track,  but  this  information  cannot  be  used  in  the  design 
of  the  proper  grade  for  a  ladder  track  in  a  gravity  yard  on  account 
of  the  methods  used  in  making  the  tests  and  the  difference  in  track 
conditions. 

It  is  known  that  train  resistance  varies  not  only  with  speed,  car 
weight  and  number  of  cars,  but  also  with  the  condition  of  track.  In  a 
gravity  yard  the  switches  and  frogs  on  a  ladder  track  offer  additional 
resistance  to  the  motion  of  a  car  that  is  not  encountered  on  ordinary 
track,  and  might  be  comparable  to  the  resistance  of  a  badly  surfaced 
track  with  worn  rails. 

Modern  freight-train  resistance  tests  are  made  with  a  d3'namometer 
car  and  full-length  trains  in  service.  This  method  gives  good  results 
for  the  proper  rating  of  engines,  but  not  for  the  design  of  gravity  yards, 
since  trains  in  the  yard  are  divided  into  cuts  of  from  one  to  ten  or 
more  cars  each,  which  introduces  car  resistance  instead  of  train  re- 
sistance. 

Drop  tests  with  single  cars  have  been  made,  but  usually  on  straight 
track  free  from  switches  and  frogs. 

In  order  to  obtain  data  on  the  rolling  resistance  of  cars  over 
switches  and  frogs,  the  tests  tabulated  in  Table  i  were  undertaken.  The 
observations  were  made  by  students  at  Case  School  of  Applied  Science 
as  a  part  of  their  thesis  work. 

METHOD. 

The  tests  were  made  on  the  south  ladder  of  the  south  classification 
group  of  tracks  of  the  Lake  Shore  &  Michigan  Southern  (now  New 
York  Central)  Railway  Company's  yard  at  Collinwood,  Ohio.  This 
group  consists  of  twenty-three  tracks  running  in  a  general  east  and  west 
direction,  and  is  connected  with  the  hump  track  by  two  ladder  tracks, 
which  separate  about  200  ft.  from  the  top  of  the  hump. 
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No.  8  rigid  frogs  and  split  switches  arc  used,  all  of  which  arc  in 
good  order.  The  tracks  arc  numbered  from  north  to  south,  so  that  track 
23  is  the  outside  track  on  the  south  side. 

The  track  from  the  lop  of  the  hump  to  the  classification  group  is 
a  continuation  of  the  south  ladder  and  has  a  grade  of  4  per  cent.  The 
grade  of  the  south  ladder  is  1.175  per  cent.,  the  change  being  made  at 
the  separation  of  the  ladders. 

Li  taking  observations,  the  velocity  of  a  car  was  measured  near  the 
top  and  bottom  of  the  ladder  track.  With  this  information,  the  distance 
between  points  of  observation  and  the  rate  of  grade,  the  resistance  in 
pounds  per  ton  could  be  computed. 

Only  cars  going  over  the  hump  in  the  usual  routine  of  yard  operation 
were  used  in  making  the  tests.  In  order  that  the  distance  between  points 
of  observation  might  be  as  great  as  possible,  and  still  have  both  on  the 
same  grade,  one  point  was  taken  near  the  foot  of  the  4  per  cent,  grade 
and  the  other  at  the  entrance  of  track  No.  20.  Thus  cars  for  tracks  Nos. 
20,  21,  22  and  23  could  be  used  for  observations. 

The  first  seventy-six  observations — 'the  first  set — were  taken  during 
March,  April  and  May  of  1913  by  one  set  of  students,  while  the  remain- 
der were  taken  by  another  set  in  May,  1914. 

In  addition  to  measuring  velocity,  the  following  information  was 
obtained  for  each  test : 

(i)  Light  v^eight  of  car  and  load,  if  any; 

(2)  Capacity  of  car  ; 

(3)  Direction  and  velocity  of  wind; 

(4)  Temperature  of  air; 

(5)  Weather  conditions. 

The  light  or  stenciled  weight  was  taken  directly  from  the  car,  as 
was  the  capacity,  while  the  load  was  taken  from  the  waybills. 

During  the  first  set  of  observations  the  direction  and  velocity  of 
the  wind  were  obtained  from  the  local  United  States  Weather  Bu- 
reau. The  velocity  recorded,  therefore,  was  the  maximum  for  that 
day. 

While  making  this  first  series  of  tests,  a  great  many  observations 
were  taken  which  have  not  been  recorded  on  account  of  too  high  wind 
velocity.  Those  recorded  showing  wind  velocities  as  high  as  ap- 
proximately twenty  miles  per  hour  were  used  for  the  reason  that 
from  notations  on  the  log-sheet  it  was  certain  that  the  wind  was  not 
blowing  at  that  velocity  at  the  time  the  observations  were  taken. 

During  the  second  set  of  observations  the  wind  velocities  were  taken 
on  the  windward  side  of  the  ladder  track  by  means  of  an  anemometer, 
while  the  wind  directions  were  obtained  by  means  of  a  weather-vane  at- 
tached to  a  staff  set  in  the  ground. 

Care  was  taken  to  see  that  the  brakes  were  not  set  on  any  car  un- 
der observation  from  the  time  it  left  the  top  of  the  hump  until  it  passed 
the  last  contact.  The  car  riders  were  instructed  by  the  Assistant  Yard- 
master   to   allow   the  cars  to   run   freely  between   the  points   of   contact 
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when  possible.  This  was  not  always  possible,  and  it  was  the  duty  of  one 
of  the  observers  to  watch  the  car  rider.  If  brakes  were  set,  the  record 
was  so  marked  and  the  observation  was  discarded. 

The  velocity  was  obtained  by  recording  automatically  the  time  re- 
quired for  a  car  to  pass  over  a  measured  distance — usually  60  ft. — and 
dividing  the  distance  by  the  time.  Contact  blocks,  placed  near  one  rail 
of  the  ladder  tracks  were  connected  electrically  with  the  recording  pencil 
of  a  chronograph,  so  that  a  record  was  made  when  the  wheel  of  a  car 
struck  them.  One  pair  was  placed  near  the  foot  of  the  4  per  cent,  grade 
below  the  separation  of  the  ladders,  and  the  other  near  the  entrance  to 
track  No.  20.  The  chronograph  was  also  connected  electrically  with  a 
pendulum,  calibrated  to  accurately  beat  half  seconds,  so  that  each 
half  second  was  recorded  by  a  V-shaped  mark  on  the  record.  By 
scaling  between  these  marks  and  the  records  made  by  the  wheels,  the 
time  required  for  a  car  to  run  from  one  contact  to  another  could  be 
obtained  to  o.oi  of  a  second. 

The  velocity  thus  obtained  was  taken  as  the  velocity  of  the  car  mid- 
way between  the  contacts. 

To  see  that  there  was  no  material  error  in  taking  this  average 
velocity  as  the  velocity  at  a  point,  the  four  contacts  were  placed  30  ft. 
apart  and  observations  taken  by  recording  the  contact  of  all  four  wheels 
of  each  car.  By  measuring  the  distance  between  wheels  it  was  possible 
to  compute  the  average  velocity  from  the  time  it  took  the  car  to  travel 
these  distances.  Thus  the  average  velocity  over  a  distance  as  short  as 
5  ft.  was  obtained,  and  at  four  consecutive  points  30  ft.  apart.  The 
velocities  thus  obtained  at  the  second  contact  were  a  mean  of  those 
obtained  at  the  first  and  third  and  checked  with  the  average  velocities 
over  the  first  60  ft.  within  0.5  per  cent.  By  having  the  fourth  contact,  a 
check  on  the  above  observations  could  be  had  by  using  the  velocities  at 
the  second,  third  and  fourth  points. 

From  the  results  of  these  observations  it  was  decided  that  the 
average  velocity  as  obtained  above  might  safely  be  used. 

All  observations  were  taken  on  box  cars  except  Nos.  94,  96,  loi, 
No.  94  being  an  empty  gondola,  while  Nos.  96  and  loi  were  loaded 
gondolas. 

CALCULATIONS. 

The  resistance  in  pounds  per  ton  was  computed  as  follows.  From 
the  theory  of  work  the  following  equation  is  obtained : 

M 

PXs  — FXs=:—   (Vx==  — Vo')    1.06  (I) 

2 
where  P  :=  total  accelerating  force  in  pounds. 
F  =3  total  resistance  in  pounds. 
Vo=  total  velocity  in  ft.  per  second. 
Vi=  final  velocity  in  ft.  per  second. 

"5  =  distance  in  ft.  between  points  of  initial  and  final  velocity, 
weight  in  lbs. 

M  =  mass  of  car  = 

gravity. 
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The  velocity  term  in  the  above  formula  is  increased  6  per  cent,  to 
provide  for  the  average  energy  of  the  rotating  wheels. 
The  value  of  P  is  obtained  from  the  formula 

P  =  20  X  r  X  W 
where  r  is  the  rate  of  grade  in    feet  per  hundred  and   W   is   the  total 
weight  of  the  car  in  tons.     Since  the  rate  of  grade  in  this  particular  case 
is  1. 175  per  cent., 

F  =  23.5  W. 
Substituting  values  of    P   and   W   in   equation    (i),   transposing  and 
dividing  by  s,  we  get : 

20ooW(Vi'  — Vo')i.o6 

F  =  23.5W 

64-32  s 

If  f  =  the  total  resistance  in  pounds  per  ton,  then 

F  32.96 

f=-  =  23.5 (Vx'-VoO (2) 

W  s 

For  the  first  eleven  observations,  s  was  equal  to  375  feet.  For  ob- 
servations Nos.  12  to  76,  inclusive,  s  was  400  feet,  and  for  the  remainder 
421.5  feet. 

By  substituting  in  equation  (2)  the  proper  values  of  s,  Vi  and  Vo, 
the  total  resistance  in  pounds  per  ton  can  be  computed,  which  are  the 
values  given  in  the  last  column  of  Table  i. 

DISCUSSION. 

The  results  were  analyzed  with  the  idea  of  investigating  the  effect 
of  variations  in  the  initial  velocity  upon  the  total  resistance,  but  no 
definite  conclusions  could  be  drawn  because  of  the  limited  range  of 
velocities.  This  range  was  between  11  and  14  miles  per  hour  for  the 
greater  part  of  the  observations,  a  few  falling  as  low  as  9  miles  per  hour 
and  a  few  going  as  high  as  16  miles  per  hour. 

There  was  no  definite  relation  developed  between  car  weight  and 
resistance.  This  is  as  might  be  expected,  considering  the  limited 
number  of  observations  taken  and  the  variations  in  the  condition  of 
cars  observed.  However,  if  established,  this  law  of  variation  could 
be  given  no  consideration  in  the  design  of  a  yard,  since  the  inclination 
must  be  such  as  to  properly  handle  both  empty  and  loaded  cars. 

On  Plate  i  is  plotted  the  relation  between  the  resistance  in  pounds 
per  ton  and  the  gross  weight  of  the  single  cars  observed  for  all  speeds. 
There  were  not  a  sufficient  variation  in  the  gross  weight  of  cars  for 
any  one  speed  to  give  definite  direction  to  a  curve,  so  such  curves  are 
not  plotted.  When  the  points  are  plotted  on  one  sheet  for  all  speeds, 
as  in  Plate  i,  a  curve  might  be  drawn  in  most  any  other  direction  than 
that  of  the  curve  shown,  which  was  suggested  by  similar  curves  for 
train-resistance  tests.  The  Plate  is  of  value,  then,  principally  to  show 
graphically  the  wide  variation  in  the  resistances  obtained,  and  the  range 
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TABLE  1. 


Weight  of  car 

Wind 

Car  Velocity  in 

Capac- 

in tons 

Temp. 

feet  per  second 

Initial 

Res.  in 

Ref. 

ity  of 
car. 

Degrees 
Fahren- 

»Veather 

carvel. 
M.P.H. 

lbs.  per 

No. 

Direct.        Vel 

ton 

Tons 

Light 

Gross 

heit 

Degrees 

M.P.H. 

Initial 

Final 

1 

40 

17.0 

35.8 

20 

10  R 

20 

Snow 

16.6 

13.5 

11.3 

30.4 

2 

30 

16.5 

37.0 

" 

" 

" 

" 

17.0 

12.3 

11.6 

33.8 

3 

30 

16.0 

16.0 

u 

" 

" 

" 

20.0 

18.7 

13.6 

27.2 

4 

25 

15.5 

17.5 

" 

" 

u 

" 

16.6 

16.3 

11.3 

24.2 

5 

30 

16.4 

21.4 

u 

" 

u 

u 

20.6 

20.0 

14.0 

25.3 

6 

40 

18.5 

31.3 

u 

" 

" 

" 

15.6 

14.5 

10.6 

25.9 

7 

30 

16.4 

23.1 

u 

u 

" 

" 

17.4 

17.7 

11.8 

22.7 

8 

30 

17.0 

17.0 

" 

" 

" 

II 

17.9 

16.9 

12.2 

26.1 

9 

30 

17.6 

42.6 

u 

u 

« 

" 

16.0 

14.7 

10.9 

26.5 

10 

40 

19.3 

37.3 

« 

« 

« 

" 

13.0 

10.7 

8.9 

27.4 

11 

25 

15.8 

28.6 

" 

« 

II 

u 

15.3 

14.3 

10.4 

25.7 

12 

25 

13.4 

37.7 

46 

« 

8^5 

Clear 

11.9 

16.4 

8.1 

13.1 

13 

40 

17.1 

17.1 

u 

u 

u 

14.3 

15.6 

9.7 

20.3 

14 

30 

21.4 

34.0 

u 

" 

« 

II 

16.8 

21.2 

11.4 

10.1 

15 

30 

19.0 

19.0 

u 

" 

u 

" 

17.9 

21.6 

12.2 

11.5 

16 

30 

14.8 

23.6 

u 

u 

u 

" 

16.8 

16.4 

11.4 

24.5 

17 

25 

14.2 

42.0 

" 

a 

II 

II 

14.6 

17.9 

10.0 

14.7 

18 

30 

15.0 

15.0 

u 

« 

II 

u 

17.1 

12.9 

11.6 

33.8 

19 

40 

18.9 

18.9 

" 

a 

" 

" 

21.4 

17.5 

14.6 

35.9 

20 

30 
40 

15.8 
16.0 

21.1 

19.8 

" 

" 

u 

II 

18.8 

18.9 

12.8 

23.2 

21 

40 
50 

19.6 
19.2 

25.3 

59.2 

" 

u 

II 

II 

14.0 

13.0 

9.5 

25.7 

22 

50 

18.4 

58.4 

" 

« 

" 

" 

14.1 

15.4 

9.6 

20.4 

23 

40 

18.8 

20.2 

« 

u 

u 

" 

17.5 

23.2 

12.0 

4.5 

24 

50 

23.3 

58.7 

a 

« 

u 

« 

16.3 

21.9 

11.1 

6.0 

25 

30 

17.5 

20.1 

76 

135  L 

8.7 

Rain 

16.2 

15.2 

11.0 

26.1 

26 

30 

15.6 

24.7 

u 

u 

« 

" 

16.5 

16.6 

11.2 

23.2 

27 

40 

23.5 

24.2 

80 

112  L 

9.8 

Clear 

20.1 

18.8 

13.8 

27.7 

28 

30 

16.3 

21.1 

« 

« 

« 

" 

16.3 

14.7 

11.2 

27.6 

29 

40 
40 

18.0 
18.5 

18.0 
36.5 

u 

u 

" 

II 

17.0 

18.4 

11.6 

19.4 

30 

40 

19.3 

26.8 

u 

" 

u 

" 

18.8 

18.6 

12.8 

24.1 

31 

40 

18.2 

22.5 

u 

« 

" 

II 

19.7 

19.2 

13.4 

25.1 

32 

40 

20.3 

20.3 

" 

u 

II 

II 

22.5 

24.7 

15.4 

15.3 

33 

40 

19.3 

30.8 

u 

u 

" 

" 

22.9 

26.0 

15.7 

11.0 

34 

30 

16.2 

29.0 

u 

u 

" 

« 

21.3 

24.4 

14.6 

11.9 

35 

40 

20.1 

20.1 

« 

« 

« 

a 

17.4 

15.9 

11.9 

27.6 

36 

30 

18.1 

24.1 

« 

« 

II 

u 

20.4 

19.7 

14.0 

25.8 

37 

40 

19.1 

19.1 

" 

« 

« 

" 

20.0 

17.0 

13.6 

32.6 

38 

40 
40 

19.4 
19.1 

19.4 
19.1 

** 

" 

II 

" 

20.9 

20.3 

14.2 

25.6 

39 

30 

17.3 

17.3 

81 

" 

12.6 

" 

18.8 

19.3 

.12.8 

21.9 

40 

40 

22.7 

60.1 

II 

u 

" 

" 

19.9 

22.9 

13.6 

12.9 

41 

40 

21.7 

23.6 

« 

u 

" 

" 

20.1 

21.0 

13.7 

20.6 

42 

50 

22.3 

23.3 

« 

" 

II 

II 

19.4 

22.0 

13.2 

14.7 

43 

35 

16.7 

25.6 

11 

" 

" 

11 

19.7 

21.3 

13.4 

18.2 

44 

40 

17.5 

18.8 

" 

" 

« 

" 

20.0 

20.1 

13.6 

23.2 

45 

50 

19.6 

19.6 

« 

u 

u 

11 

18.6 

20.2 

12.7 

18,3 

46 

50 

50 

18.4 
18.1 

18.4 
19.1 

« 

u 

u 

n 

15.1 

14.4 

10.3 

25.2 

47 

40 

17.6 

23.6 

it 

u 

II 

" 

17.0 

14.6 

11.6 

29.7 

48 

40 

17.6 

25.0 

u 

u 

« 

" 

15.4 

14.0 

10.5 

26.9 

49 

40 

17.7 

17.7 

" 

« 

u 

u 

18.5 

19.2 

12.6 

21.3 

50 

30 

15.9 

15.9 

45 

90  R 

17.4 

u 

13.5 

14.5 

9.4 

21.2 

51 

30 

15.9  T 

17.9 

a 

11 

" 

" 

18.2 

15'.  1 

12.4 

32.0 

52 

30 

16.6 

19.5 

« 

« 

" 

11 

17.2 

17.7 

11.8 

22.1 

53 

30 

15.4 

17.4 

« 

« 

II 

11 

18.6 

18.4 

12.7 

24.1 

54 

30 

15.9 

15.9 

(( 

u 

" 

11 

17.6 

16.2 

12.0 

27.4 

55 

30 

15.6 

44.9 

« 

u 

" 

" 

17.0 

15  6 

11.6 

27.3 

56 

40 

19.1 

29.4 

li 

" 

11 

II 

17.6 

15.6 

12.0 

29.0 

57 

30 

15.1 

15  1 

u 

" 

" 

i< 

18.3 

19.4 

12.5 

20.1 

58 

40 
40 
40 

19.5 
17.7 
19.2 

24.8 
21.1 
21.9 

u 

16.8 

17.8 

11.4 

20.6 

59 

40 
40 
30 
30 

22.0 
20.5 
16.6 
17.0 

28.5 
22.2 
21.5 
22.1 

u 

11 

12.6 

11.9 

8.6 

25.0 

60 

30 

18.3 

18.3 

u 

" 

a 

a 

17.7 

19.2 

12.1 

18.9 

61 

40 

17.8 

17.8 

u          ^          u 

u          •          a 

19.0 

18.4 

13.0 

25.3 

284 


KOLLINC    KKSISTANCK  OF   CARS 


TAliLK  1  -Continued. 


WoiRht  of  car 

Cut  Ve 

ority  in 

Ciipjic- 

in  tons 

Temp. 

W 

ind 

feet  pt;t 

,s«'(:(jnd 

Initial 

Ke«(. 

Ilof. 

ity  of 
cur. 

DoKrco.'- 
I'^jihrcn 

Weather 

ear 
MP  If 

\\}H.  t] 

No. 

Direct. 

Ve!, 

tf)n 

Tons 

Light 

Gro3.s 

heit 

Degrees 

MP.H 

Initial 

Final 

62 

30 

15.5 

15.5 

45 

90  R 

17,4 

Clear 

19.7 

22,6 

13  4 

13  6 

63 

30 
30 

21.5 
21.3 

21,5 

48.2 

82 

45  R 

9.1 

u 

21   1 

21  2 

14  3 

23  2 

64 

30 
25 
30 

13.1 
13.1 
17.3 

20.0 
18.3 
19,6 

u 

16,6 

18  3 

11  3 

18,7 

65 

30 
30 

16.7 
13.7 

23.4 
16.3 

" 

" 

" 

" 

14.8 

13  1 

10.1 

27,4 

66 

30 

15.8 

38.2 

u 

" 

" 

" 

19.7 

16,9 

13  4 

31  9 

67 

30 
35 
30 

16.5 
17.4 
17.0 

24.0 
22.6 
26.7 

u 

17,0 

16,9 

12.0 

25,5 

68 

30 

14.6 

22.1 

u 

" 

« 

" 

19,7 

22  0 

13.4 

15.6 

69 

50 

19.0 

66.7 

u 

« 

« 

" 

16,7 

19.2 

11.4 

16.4 

70 

30 

16.3 

16,3 

" 

« 

" 

u 

19,1 

21.4 

13.0 

15.8 

71 

30 
30 

17.0 
16.5 

17.0 
16.5 

u 

" 

u 

19.7 

22.8 

13.4 

12.7 

72 

40 

18.0 

36.8 

" 

« 

u 

u 

19.4 

22.7 

13.2 

12.1 

73 

30 

16.9 

16.9 

" 

u 

" 

« 

18.6 

15  5 

12.7 

32.9 

74 

30 

17.7 

17.7 

u 

u 

« 

" 

19.5 

15.9 

13.3 

34.0 

75 

30 

17.2 

26,0 

" 

u 

« 

u 

16,2 

15.3 

11.0 

25.8 

76 

40 

20.2 

40.2 

a 

« 

« 

« 

20.7 

23,9 

14.1 

11.9 

77 

30 

17.8 

22.1 

73 

90  R 

1,8 

" 

20,1 

22.6 

13.7 

15.1 

78 

30 

17.9 

28,3 

" 

u 

3,4 

" 

20,8 

21.4 

14.3 

21.5 

79 

40 

20.5 

42.2 

" 

135  R 

" 

u 

21.6 

24.4 

14.8 

13.4 

80 

30 

14.3 

18.9 

" 

« 

7.4 

u 

18.9 

16.8 

12,9 

29.4 

81 

30 

18.3 

24.1 

u 

« 

3.8 

u 

19.9 

17.8 

13.6 

29.7 

82 

30 

16.0 

20,2 

u 

105  R 

4.0 

u 

15,3 

12.0 

10.4 

30.6 

83 

25 

22.5 

29.5 

78 

125  R 

3.2 

" 

19,4 

21.8 

13.2 

15.7 

84 

40 

19.6 

21.8 

77 

35  R 

0.4 

Cloudy 

20.5 

18,8 

14.0 

28.8 

85 

30 

15.6 

33.7 

73 

110  R 

4.3 

« 

21.1 

23.6 

14.4 

14.7 

86 

40 

18.4 

21.6 

" 

95  R 

4.8 

" 

20.4 

19.9 

13.9 

25.1 

87 

30 

17.5 

25.5 

51 

110  L 

2,5 

u 

16.4 

14.0 

11.2 

29.2 

88 

40 
40 

19.7 
20.3 

27.1 
22.6 

u 

50  L 

1,5 

u 

20.2 

21.2 

13.7 

20.2 

89 

30 

15.1 

29.1 

u 

60  L 

1,3 

Rain 

20.5 

23.5 

14.0 

13.1 

90 

30 

17.8 

22.3 

u 

130  T. 

3,6 

" 

19.7 

14.9 

13.4 

36.6 

91 

40 

19.6 

39.6 

" 

140  L 

2,0 

" 

19.8 

18.0 

13.5 

28.8 

92 

40 

18.6 

30.0 

" 

u 

" 

u 

19.9 

20.4 

13.6 

21.9 

93 

40 

18.4 

20  3 

" 

" 

0,7 

u 

19.9 

22.2 

13.6 

15.9 

94 

50 

19.1 

19.1 

65 

70  R 

5,7 

Cloudy 

16.3 

16.7 

11.2 

22.5 

95 

40 

25 

•21.5 
12.4 

27.2 
17.5 

u 

40  R 

3,6 

18.0 

17.9 

12.2 

23.8 

96 

50 
50 

16.9 
17.5 

57.3 
54.4 

55 

u 

3,3 

" 

14.0 

13.7 

9.5 

24.2 

97 

30 

16.5 

19.9 

60 

50  R 

4,7 

u 

19  2 

19.2 

13.1 

23.5 

98 

35 
30 

18.2 
16.7 

23.6 
23.1 

51 

** 

4,1 

u 

19.0 

18.2 

12.9 

"25,9 

99 

30 

16.7 

18,5 

" 

40  R 

3,6 

" 

18,1 

17.6 

12.4 

24.9 

100 

40 

20.5 

25.2 

54 

155  R 

7.2 

« 

20.9 

23  9 

14.3 

12.9 

101 

40 

17.4 

55.5 

52 

170  L 

9.1 

" 

17.8 

16,5 

12.2 

27.0 

102 

30 

19.7 

51,4 

" 

u 

10.8 

u 

18.6 

16,8 

12.7 

28.5 

103 

40 

19.4 

25,6 

53 

180  L 

9.8 

u 

20.6 

21.8 

14.0 

19,5 

104 

40 

16.6  . 

56,4 

" 

165  R 

11,1 

" 

21.3 

21.4 

14.6 

23.2 

105 

30 

15.3 

17.4 

50 

" 

7.9 

Rain 

19.4 

12.0 

13.2 

41.8 

106 

40 

20.0 

22.6 

51 

175  L 

2,8 

" 

20.0 

19.2 

13.6 

26.1 

107 

30 

18.3 

23.6 

" 

« 

« 

" 

19.1 

15.1 

13.0 

34.3 

108 

30 

15.3 

24,1 

44 

170  R 

5.7 

« 

21.0 

24.2 

14.3 

12.1 

109 

30 

16.8 

21.7 

45 

175  R 

7.5 

Clear 

20.1 

22.4 

13.7 

15.8 

110 

30 
30 

18.4 
18.4 

24.9 
27.4 

71 

30  R 

3,8 

" 

19.0 

14.4 

12.9 

35.6 

111 

40 

19.3 

22,6 

72 

25  R 

4.1 

" 

18.1 

21.0 

12.4 

14.6 

112 

40 

19.4 

25.9 

73 

10  R 

2.6 

" 

16.6 

17.3 

11.4 

21.6 

113 

40 

17.9 

23.2 

« 

25  R 

4.8 

" 

17.5 

16.3 

12.0 

26.7 

114 

30 
40 
40 

19.3 
21.1 
19.5 

24,3 
25.5 
21.4 

u 

55  R 

5.0 

u 

18.6 

20.0 

12.6 

19.2 

115 

30 

17.4 

22.0 

72 

30  R 

5.7 

" 

19.1 

21.7 

13.0 

15.1 

116 

40 
40 

18.5 
19.3 

21.6 
27.4 

u 

40  R 

4.4 

a 

20.1 

22.1 

13.6 

16.9 
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TABLE  1- 

-Concluded 

Weight  of  car 

Wind 

Car  Velocity  in 

Capac- 

in 

tons 

Tcmp. 

feet  per 

second 

Initial 

Res.  in 

Ref. 
No. 

ity  of 
car. 

Degrees 
Fahren- 

Weather 

carvel. 
M.P.H. 

lbs.  per 
ton 

Direct. 

Vel. 

Tons 

Light 

Gross 

heit 

Degrees 

M.PH. 

Initial 

Final 

117 

30 

16.6 

24.3 

72 

35  R 

6.7 

Clear 

16.3 

15.0 

11.2 

26.7 

118 

40 
30 
30 
40 

18.6 
17.3 
18.3 
17.6 

23.6 
22.2 
28.3 
21.3 

74 

30  R 

3.3 

u 

20.1 

17.3 

13.6 

31.7 

119 

1 

40 
40 

19.1 
17.8 

23.7 
21.1 

" 

40  R 

3.0 

u 

18.7 

18.4 

12.7 

24.4 

1120 

40 

17.3 

22.6 

u 

u 

5.0 

" 

17.8 

18.2 

12.2 

22.3 

121 

50 

23.7 

29.3 

76 

50  R 

5.9 

« 

15.5 

13.8 

10.5 

27.3 

122 

40 

19.9 

23.2 

77 

" 

6.8 

u 

17.3 

16.9 

11.8 

24.6 

;123 

40 

18.1 

29.7 

" 

u 

6.3 

" 

20.3 

20.9 

13.9 

21.6 

124 

50 
30 
30 
30 

20.6 
16.6 
16.6 
18.0 

21.8 
21.0 
23.8 
25.8 

40  R 

4.6 

u 

14.0 

13.4 

9.5 

24.8 

125 

40 

18.9 

23.9 

75 

60  R 

6.5 

" 

20.1 

20.4 

13.7 

22.5 

126 

30 
40 

15.8 
19.2 

25.1 
23.9 

" 

8.1 

(I 

18.0 

16.0 

12.2 

28.8 

127 

40 

17.2 

27.5 

u 

45  R 

6.4 

u 

20.7 

22.5 

14.2 

17.4 

128 

30 

16.7 

26.6 

62 

135  R 

4.6 

u 

17.8 

18.2 

12.2 

22.4 

129 

1 

30 
30 
40 

16.7 
16.2 
18.7 

26.2 
24.8 
23.8 

150  R 

u 

a 

14.1 

17.9 

9.6 

13.9 

1130 

1 

30 
30 

17.8 
16.2 

25.1 

24.7 

u 

u 

5.6 

u 

17.5 

15.8 

11.9 

28.0 

131 

20 

20.3 

26.4 

u 

140  R 

5.0 

a 

17.7 

16.0 

12.1 

28.0 

132 

40 
50 
30 
30 

21.2 
20.8 
18.4 
15.5 

57.2 
25.3 
21.7 
19.2 

135  R 

7.3 

18.7 

20.7 

12.7 

18.3 

133 

1 

30 
40 

16.5 
20.3 

21.4 
23.1 

125  R 

5.1 

20.0 

22.9 

13.6 

13.7 

134 

40 

17.7 

25.3 

74 

70  R 

5.4 

" 

20.2 

22.6 

13.8 

15.4 

.35 

30 

15.3 

24.0 

72 

120  R 

3.3 

" 

19.8 

22.5 

13.5 

14.5 

i36 

40 

19.0 

22.9 

u 

90  R 

3.4 

" 

18.1 

18.6 

12.4 

22.1 

37 

40 

18.0 

31.9 

75 

115  R 

6.1 

" 

21.6 

24.4 

14.7 

13.4 

i38 

30 

22.0 

27.0 

74 

80  R 

5.1 

u 

19.7 

21.0 

13.4 

19.3 

39 

30 

16.2 

23.1 

77 

110  R 

2.8 

" 

19.2 

20.2 

13.1 

20.4 

140 

35 

40 

19.4 
17.5 

23.4 
21.2 

80 

60  R 

3.6 

« 

18.4 

19.1 

12.5 

21.4 

41 

30 

18.1 

19.7 

73 

100  R 

6.5 

(( 

19.7 

21.6 

13.4 

17.2 

142 

40 

17.3 

29.6 

69 

60  R 

5.1 

u 

17.7 

18.1 

12.1 

22.4 

43 

30 
30 

17.7 
12.2 

25.4 
19.0 

70 

75  R 

6.4 

u 

18.2 

21.0 

12.4 

14  9 

144 

\ 
1 

40 
40 
40 

20.6 
21.6 
19.7 

28.7 
29.4 
25.2 

72 

« 

« 

u 

18.6 

23.0 

12.6 

9.1 

45 

40 

20.2 

23.6 

a 

u 

6.3 

u 

20.0 

21.7 

13.6 

17.9 

46 

42.5 

24.0 

27.3 

80 

80  R 

6.1 

u 

18.0 

18.5 

12.3 

22.1 

47 

40 

20.4 

23.7 

72 

105  R 

4.4 

u 

20.9 

22.6 

14.3 

17.7 

48 

40 

19.5 

23.6 

74 

90  R 

« 

" 

17.7 

18.5 

12.1 

21.2 

49 

40 
40 

26.1 

18.8 

29.1 
33.2 

a 

75  R 

6.8 

a 

19.6 

21.6 

13.3 

17.0 

50 

40 
40 
40 

20.4 
19.5 
19.4 

24.5 
23.4 
21.1 

80 

95  R 

5.8 

a 

19.0 

17.0 

12.9 

29.2 

51 

40 

18.9 

24  1 

u 

110  R 

5.4 

" 

18.6 

19.7 

12.7 

20.2 

52 

40 

19.0 

22.3 

76 

75  R 

6.0 

u 

20.1 

21.8 

13.7 

17.9 

53 

50 

22.5 

26.8 

73 

90  R 

1.8 

u 

20.6 

19.3 

14.0 

27.6 

54 

50 

21.1 

" 

100  R 

3.8 

u 

17  4 

16.7 

11.9 

25.4 

55 

40 

16.6 

66 

70  L 

6.5 

Cloudy 

16.4 

16.6 

11.2 

23.0 

56 

40 

18.6 

76 

130  R 

2.1 

u 

16.4 

16.0 

11.2 

24.5 

57 

25 

14.4 

90  R 

6.8 

a 

19.0 

19.4 

13.0 

22.3 

58 

30 

17.1 

80 

" 

5.5 

u 

17.8 

17.6 

12.1 

24.1 

59 

30 

17.6 

71 

75  R 

6.0 

" 

18.9 

22.6 

12.9 

11.4 

SO 

40 

19.4 

54 

155  R 

8.7 

u 

17.3 

17.6 

11.8 

22.7 

51 

30 

16.7 

52 

155  L 

8.3 

u 

17.6 

12.2 

12.0 

36.3 

52 

30 

18.8 

46 

175  R 

4.1 

Rain 

20.4 

21.7 

14.0 

19.2 

53 

40 
25 

17.3 
13.1 

23.5 

71 

35  R 

1.9 

Clear 

16.4 

15.9 

11.2 

24.8 
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of  tonnage  of  the  cars  observed.  By  referring  to  Table  i,  or  Plate  i, 
it  is  seen  tiiat  the  results  obtained  are  not  only  high  in  comparison  with 
train-resistance  tests,  but  cover  a  wide  range  in  their  variation.  While, 
for  purposes  of  design,  the  bare  results  are  of  prime  importance  in  that 
they  show  the  conditions  for  which  provision  must  be  made,  still  it 
might  be  of  interest  to  consider  them  in  the  light  of  present  knowl- 
edge on  the  subject  of  train  resistance  with  a  view  of  testing  their 
correctness.  In  so  doing  it  may  be  possible  to  discover  some  rea- 
sons why  the  results  arc  high  and  why  there  should  be  the  wide  range 
of  variation. 

Train  resistance  is  composed  of  a  number  of  component  parts,  any 
one  of  which  may  vary,  causing  considerable  variations  in  the  fmal 
results.  These  component  parts,  which  might,  by  varying,  affect  the 
results  of  the  experiments  at  Collinwood,  may  be  classified  as  follows: 

(i)     Rolling  resistance: 

(a)  Rolling  resistance  proper,  or  the  friction  between  rail  and 

wheel. 

(b)  Journal   friction,   or   the   friction   between   the   journal  and 

bearing. 
(2)     Velocity  resistance. 

(a)  Atmospheric  resistance. 

(b)  Oscillation  and  concussion. 

Seldom  has  any  attempt  been  made  in  recent  train-resistance  tests 
to  separate  the  component  parts,  interest  being  in  the  totaj  resistance 
rather  than  its  parts.  Considering  the  purpose  for  which  these  tests 
are  made  and  the  number  of  variables  entering  into  the  problem,  it  is 
not  strange  that  this  is  so.  Therefore,  considerable  more  is  known  of 
the  total  resistance  of  trains  than  of  any  one  of  the  component  parts; 
still,  a  sufficient  number  of  laboratory  and  other  experiments  have  been 
made  in  the  study  of  the  amount  of  these  factors  to  warrant  drawing 
some  conclusions  as  to  their  probable  amounts.  At  least  the  maxi- 
mum and  minimum  limits  for  each  may  be  established,  beyond  which 
it  is  not  probable  that  the  results  will  go,  so  that  one  might  say  that 
somewhere  within  these  limits  the  true  value  will  lie. 

It  is  assumed  that  car  resistance  has  the  same  component  parts  as 
train  resistance,  and  that  their  variations  will  follow  the  same  general 
law,  differing  only  in  amount. 

ROLLING    RESISTANCE. 

In  eonsidering  train  resistance,  rolling  friction  is  generally  con- 
ceded to  vary  with  changes  in  the  weight  of  cars,  temperature,  condition 
and  character  of  lubrication  and  condition  of  journals,  but  slightly,  if 
at  all,  with  changes  in  speed.  That  there  is  no  pronounced  effect  of 
variations  in  velocity  is  probably  due  to  the  fact  that  the  larger  part  of 
rolling  resistance  is  due  to  journal  friction,  which  does  not  change  ma- 
terially with  changes  in  speed.  However,  since  rolling  resistance  con- 
sists of  friction  between  wheel  and  rail,  as  well  as  of  journal  friction, 
it  might  be  expected  that  for   individual  cars  and   for  considerable  dif- 
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ference  in  speed  and  the  condition  of  the  track,  that  a  wide  variation 
in  the  rolling  resistance  proper  might  he  expected.  This  variation 
would  not  be  apparent  in  train-resistance  tests,  for  the  reason  that 
the  condition  of  the  track  does  not  vary  to  any  extent,  and  the  effect 
o\  flat  spots  on  the  wheels  of  a  few  cars  in  the  train,  which  might 
cause  additional  resistance,  is  averaged  in  with  the  rest,  and  so  does 
not  become  appreciable. 

The  causes  of  rolling  resistance  proper,  or  the  friction  between 
wheel  and  rail,  are  as  follows  for  straight  track : 

(i)     Deflection  of  the  rail  or  track  under  the  wheel,  causing  it 
to  continually  climb  a  slight  grade. 

(2)  Friction  or  flanges  against  rail — may  or  may  not  occur. 

(3)  Obstructions   to   the   rolling   of  the   wheel.     These   may  be 

rough  spots  on  the  rail  or  wheel,  low  joints  or  such  ob- 
structions as  switches  and  frogs. 

(4)  To  these  might  be  added  friction  due  to  the  tendency  of  a 

truck  to  run  at  an  angle  to  the  track  or  account  of  the 
non-alinement  of  the  axles. 

As  regards  car  resistance  as  well  as  train  resistance,  all  of  these 
items  might  be  expected  to  vary  with  change  of  car  weight  and  with 
speed,  with  the  possible  exception  of  (4)  the  friction  due  to  non-aline- 
ment of  the  axles. 

Since  in  train-resistance  determinations,  the  variations  in  the  resist- 
ance of  single  cars  tend  to  neutralize  each  other,  and  in  obtaining  the 
average  for  the  train  any  unbalanced  result  is  divided  by  the  number  of 
cars  or  tons  in  the  train,  still  for  a  single  car  the  unbalanced  force  due 
lo  one  car  would  cause  a  large  variation  in  the  total  resistance.  There  is 
no  reason  to  believe  that  for  the  same  track  conditions  the  average  roll- 
ing resistance  proper  of,  say,  50  cars,  tested  separately,  would  be  dif- 
ferent from  that  of  a  train  of  50  cars ;  still,  in  the  former  case  the 
individual  results  would  be  expected  to  show  considerable  variation. 
With  cars  running  over  switches  and  frogs,  it  might  be  expected  that 
the  rolling  resistance  proper  would  be  considerably  higher  than  for 
ordinary  track. 

JOURNAL    FRICTION. 

Journal  friction  varies  with  the  condition  of  the  journals,  character 
of  the  lubrication,  changes  in  temperature  and  load  on  the  bearing.  It 
is  probable  that  the  condition  of  the  journals  and  the  character  of  the 
lubrication  have  more  effect  upon  the  journal  friction  than  changes  in 
load  on  the  bearing.  It  is  easy  to  imagine  variations  in  these  items 
which  would  cause  a  large  variation  in  the  resistance  of  cars,  or  even 
of  trains,  although  wnth  trains  made  up  of  a  chance  collection  of  cars 
this  variation  might  be  expected  to  be  smaller  than  for  cars.  That 
such  variations  do  occur  is  shown  by  experiments  on  journal  friction. 
J.  E.  Denton,  in  experiments  on  the  behavior  of  M.C.B.  and  special 
brasses  (A.S.M.E,,  Vol.  XII),  under  car-service  conditions,  found,  among 
other  things,  with  a  special  brass  tested,  that  "when  the  brass  is  first 
loaded  with  5,000  lbs.,  the  area  of  contact  may  be  only  i   sq.   in.     With 
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Plate  2. 
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such  a  brass  and  with  ml  applictl  with  a  pad,  c-itlicr  of  the  following 
things  may  transpire: 

(i)  The  cocHicicnl  ol  IrKlioii  at  170  rcvcdiitions  (per  miiuile) 
may,  at  the  start,  be  about  6  per  cent,  and  remain  at  this  figure  long 
enough  to  cause  several  hundred  degrees  of  temperature  and  finally 
cut  and  scar  the  brass.  In  this  case,  if  the  apparatus  is  continuously  nui 
for  an  hour,  the  journal  may  be  at  a  high  red  heat. 

(2)  The  coefficient  of  friction  may,  at  the  start,  be  al)ou»  0  per 
cent,  and  then  rapidly  decrease,  as  shown  in  the  following  table: 


Duration 

of  Trial. 

Hours 

Temp  of 
BrasH 

Total  T.oad 
on  .lournal 

Area  of 
Contact, 
Sq.  In. 

Pressure 
per  Sq.  In. 

Coeffjcinnt 
of  Friction 

X 

\ 
1 

75-130 
130-128 
128-126 
126-  95 
126-  95 

05-  92 

5,000 
5.000 
5,000 
5,000 
5,000 
5,000 

1 

5,000 

6,00 
3.48 

2  54 

2 

0  84 

3  0 

0.36 

2k 

1,66') 

0.32 

In  testing  the  behavior  of  M.C.B.  brasses,  Mr.  Denton,  among  other 
things,  concludes : 

"At  170  revolutions  per  minute,  and  at  any  load  up  to  10,000  lbs . 
if  the  temperature  increases  at  the  rate  of  one  or  more  degrees  per 
minute,  so  that  at  the  end  of  30  minutes'  trial  the  temperature  in  a 
still  atmosphere  is  upwards  of  120  degrees,  then  the  coefficient  of 
friction  is  3  or  more  per  cent.,  and  continued  running  would  result  in 
hot  boxes." 

Also  a  table  is  given  by  Mr.  Denton  (not  reproduced  here),  which 
shows  how  smalt  differences  in  the  condition  of  a  surface  make  large 
differences  in  the  friction.  He  says  in  regard  to  this :  "These  figures 
show  how  purely  a  matter  of  chance  is  the  overheating,  as  a  brass  which 
ran  hot  at  5,oco  lbs.  load  on  one  day  would  run  cool  on  a  later  date  at 
the  same  or  higher  pressure.  The  explanation  of  the  apparently  arbi- 
trary difference  of  behavior  is  that  the  accidental  variations  in  the 
smoothness  of  the  surfaces,  almost  infinitesimal  in  their  magnitude,  cause 
variations  of  friction,  which  are  alw^ays  tending  to  produce  overheating, 
and  it  is  solely  a  matter  of  chance  when  these  tendencies  preponderate 
over  the  lubricating  influences  of  the  oil." 

The  following  is  a  skeleton  of  a  table  given  in  this  same  paper, 
showing  the  results  of  tests  made  on  a  special  brass.  The  oil  used  in 
this  test  was  paraffine  and  the  speed  w-as  170  revolutions  per  minute: 


Duration  of 
Trial  in  Hours 

Temp,  of 
Brass 

Total  Load 
on  Journal 

Area  of 
Contact  Sq.  In. 

Coefficient 
of  Friction 

68-72 
90-90 

t 

79-90 
98-96 

5,000 
5,000 

Same  Day 

10,000 
10,000 

0.25 

0 

1 

5 

14 

14 

14 

0.00 

0.18 
0.09 
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It  is  seen  from  these  tests  that  the  journal  friction  may  vary  over 
a  wide  range,  the  coefficient  of  friction  varying  from  o.oo  to  6.0,  depend- 
ing upon  the  condition  of  the  brass  and  the  lul)rication.  If  the  condi- 
tions under  which  these  tests  were  made  are  comparable  with  those  of 
cars  in  service,  it  might  be  expected  that  for  individual  cars  the  journal 
friction  would  vary  over  a  wide  range — from  o  to  120  lbs.  per  ton — 
but  that,  for  all  resistances  over  about  40  lbs.  per  ton,  there  is  consid- 
erable certainty  that  "hot  boxes"  would  result  for  any  length  of  run. 
Also  that  the  occurrence  of  the  heating  is  largely  a  matter  of  chance, 
and  a  car  may  have  journal  friction  much  above  the  average  and  still 
run  cool. 

Professor  E.  C.  Schmidt,  in  train-resistance  tests  (University  of  Illi- 
nois Bulletin  No.  43),  found  that  there  was  considerable  variation  in 
the  total  resistance  of  trains  of  practically  the  same  composition  when 
tested  under  similar  conditions.  He  says :  "There  are  four  points  in 
Figs.  3  to  9  (curves  showing  the  relation  between  resistance  and  average 
car  weight  at  speeds  of  5,  10,  15,  20,  25,  30  and  35  miles  per  hour),  whose 
deviation  from  the  curves  is  so  great  as  to  demand  special  examination. 
These  are  the  points  corresponding  to  tests  S-1034,  S-1074,  S-1080  and  S- 
1031  (points  34,  74,  80  and  31).  These  tests  show  a  persistent  and  great 
variation  from  the  mean  at  various  speeds.  The  trains  of  tests  1034, 
1074  and  1080  were  alike  in  having  average  car  weights  less  than  2^ 
tons  and  in  containing  a  large  proportion  of  empty  gondolas,  99,  98  and 
84  per  cent,  respectively.  Any  explanation  based  on  the  train  composi- 
tion is,  however,  nullified  by  the  fact  that  the  trains  of  tests  Nos.  1016, 
1043  and  1063,  which  show  close  correspondence  with  the  curves,  had 
similar  car  weights  and  contained  almost  equally  large,  proportions  of 
empty  gondolas.  Weather  and  wind  conditions  likewise  offer  no  ex- 
planation of  the  divergences  presented  in  these  tests.  Explanations  are 
rendered  more  difficult  by  the  fact  that,  while  the  trains  of  tests  Nos. 
1034  and  1074  show  unusually  high  resistance,  the  resistence  in  test  1080 
is  exceptionally  low.  The  abnormalities  presented  by  these  three  trains 
have,  therefore,  been  accepted  as  unexplained  by  the  data  at  hand." 

The  average  resistances  obtained  in  these  last  tests  referred  to  are 
shown  for  four  speeds  in  the  table  below : 


Reference 

Average  Car 
Weight,  Tons 

Resistance  in  Lbs.  per  Ton  for  Speeds  of 

Number 

5  mi.  per  hour 

10  mi.  per  hour 

15  mi.  per  hour 

20  mi.  per  hour 

1034 
1074 
1080 

16.56 
16.56 
21.40 

8.10 
7.75 
4.27 

9  15 
8.12 
5.26 

10.50 

10.13 

6.82 

11.70 

12.08 

8.15 

The  values  given  in  the  table  above  are  the  averages  of  several 
determinations  for  each  speed.  For  example,  the  value  of  resistance 
for  No.  1034  ^t  a  speed  of  10  miles  per  hour  is  the  average  of  five  deter- 
minations for  this  train  at  approximately  this  speed,  in  which  the  maxi- 
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imini  \aliic  obliiiiicd  was  [j.(i[)  ami  thr  iininiiiiiin  8.62  lbs.  per  ton.  'rh< 
value  for  the  same  train  at  J5  miles  per  hour  is  the  average  of  fiv< 
determinations,  of  which  the  niaxinuim  was  11.50  and  the  minimum  9.7c 
lbs.  per  ton. 

For   train    No.    1074  ^t    Jo   miles    per    hour   there    were    three   detei 
niinations,   with   a   maximum   value   of   9.56   and  a   minimum  of  6.75 ; 
15   miles    per   hour    there    were    seven    determinations,   with   a    maximui 
value  of  11.34  ^nd  a  minimum  of  S.;^s  lt)s.  per  ton.     For  train   No.  i< 
there  were  three  determinations  at  a  speed  of  10  miles  per  hour,  with 
maximum   value  of  5.60  and  a   minimum  of  5   lbs.  per  ton,   while  at    ij 
miles  per  hour,   with  three  determinations,  the  maximum  value  was  7. 
and  the  minimum  6.12  lbs.  per  ton. 

Thus  for  speeds  corresponding  to  the  range  covered  by  the  Collin- 
wood  tests — that  is,  of  from  10  to  15  miles  per  hour — values  of  train  re- 
sistance were  obtained  for  these  three  trains  varying  from  5  to  11.59  lbs. 
per  ton,  or  132  per  cent.,  under  conditions  so  similar  that  no  explanation 
can  be  found  in  the  data  at  hand. 

The  writer  is  inclined  to  think,  from  the  perusal  of  reports  of  other 
train-resistance  tests,  as  well  as  from  what  experience  he  has  had 
in  making  such  tests,  that  the  variations  noted  here  are  not  uncom- 
mon. If  this  is  true,  a  much  larger  variation  might  be  expected  from 
tests  made  on  single  cars,  since  in  train  tests  the  resistance  on  individual 
cars  is  not  apparent. 

VELOCITY    RESISTANCES. 

From  the  results  of  train-resistance  tests  the  conclusion  may  be 
drawn  that  the  velocity  resistances  of  trains  vary  approximately  as  the 
first  power  of  the  speed  for  speeds  within  the  limits  of  freight-train 
operation.  Since  the  results  of  these  tests  usually  include  both  com- 
ponent parts — atmospheric  as  well  as  oscillatory  resistances — no  deduc- 
tions can  be  made  as  to  the  law  of  variation  of  the  parts.  In  aerodyna- 
mics the  atmospheric  pressure  per  square  foot  on  a  normal  plane  is 
sometimes  obtained  from  the  formula  P  =  0.0023  V^  where  V  is  in  feet 
per  second  (see  "Aerodynamics,"  F.  W.  Lanchester ;  D.  Van  Nostrand 
Co.).  This  reduces  to  P=  0.005  V",  where  V  is  in  miles  per  hour. 
Later  designers  have  used  the  formula  P  =  0.003  V^  as  giving  more  nearly 
the  correct  values.  O.  T.  Crosby  (Engineering  News,  Vol.  23)  ob- 
tained, from  whirling  experiments,  results  from  which  he  concluded 
that  for  speeds  of  from  10  to  15  miles  per  hour  the  atmospheric  resist- 
ance varied  as  the  first  powder  of  velocity.  Whatever  the  law  of  this 
variation,  the  actual  value  of  resistance  in  pounds  per  ton  is  small  for 
freight  cars,  and  for  the  variations  of  speeds  as  obtained  in  the  Collin- 
wood  tests  the  variations  in  the  atmospheric  resistance  would  be  small 
and  would  not  account  for  the  variations  shown  in  the  results.  How- 
ever, the  atmospheric  resistance  might  be  expected  to  be  some  greater 
per  ton  for  individual  cars  than  for  trains,  since  all  the  head  and  tail 
resistance   is   applied    to   one   car    instead   of   to  the   head   and   tail    of  a 
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train.  Dean  W.  F.  M.  Goss  (Railroad  Gazette,  May  20,  1898)  luis  made 
laboratory  experiments,  nsing  small  models  of  cars  in  an  air  duct,  in 
which  he  showed  that,  at  from  10  to  20  miles  per  hour,  the  atmospheric 
resistance  of  the  first  car  of  a  train  of  ten  was  about  twice  that  of 
the  last  and  about  eight  or  ten  times  as  great  as  that  of  any  intermediate 
car.  Also  that  the  resistance  of  one  car  alone  was  about  twice  that  of 
the  first  car  in  a  string.  The  actual  value  of  this  resistance  for  a  single 
car  he  gave  as  about  25  lbs.  per  sq.  ft.  of  exposed  end  of  car  body 
for  a  speed  of  10  miles  per  hour,  about  7  lbs.  per  sq.  ft.  for  a  speed 
of  20  miles  per  hour,  and  about  1.25  lbs.  per  sq.  ft.  at  a  speed  of  30 
miles  per  hour.  Assuming  80  sq.  ft.  as  the  area  of  the  exposed  end  of 
a  box  car  weighing  20  tons,  the  atmospheric  resistance  would  be  but 
I  lb.  per  ton  at  a  speed  of  10  miles  per  hour,  using  the  above  values  of 
unit  pressure,  2.8  lbs.  per  ton  at  20  miles  per  hour  and  5  lbs.  per  ton 
at  30  miles  per  hour. 

The  conclusion  may  be  readied,  therefore,  that  with  the  variations 
in  speed  obtained  in  the  tests  at  Collinwood,  that  no  great  amount  of  the 
variation  in  the  results  obtained  could  be  attributed  to  atmospheric 
resistance. 

Changes  in  temperature  and  wind  velocity  also  of¥er  no  explana- 
tion for  the  wide  variation  in  the  results  obtained,  so  that  the  conclu- 
sion is  reached  that  the  following  factors  are  most  likely  to  account  for 
this  variation; 

(i)  Difference  in  the  journal  friction. 

(2)  Flat  spots  on  wheels. 

(3)  Non-alinement  of  axles  of  trucks. 

(4)  Hanging  brakeshoes  or  partially  set  brakes. 

(5)  Errors  in  observation  or  calculation. 

All  of  these  factors,  except  the  first  and  last,  would  account  for 
I  only  the  high  values  being  obtained.  Low  journal  friction,  combined 
with  a  tail  wind,  might  account  for  the  low  values,  as  also  might  errors 
in  calculation.  Since  the  records  were  obtained  electrically,  there  is  no 
chance  for  the  personal  element  affecting  them.  The  fact  that  all  of 
the  calculations  were  checked  does  not  exclude  the  possibility  of  errors, 
but  reduces  the  probability  of  their  effect  being  very  great  in  the  aggre- 
gate. However,  such  an  error  might  readily  account  for  any  one  of  the 
extreme  values  obtained.  It  seems  most  reasonable  to  assume  that  most 
of  the  variation  comes  from  differences  in  the  journal  friction,  when 
the  conditions  affecting  this  factor  are  considered — age  of  car,  condi- 
tion of  packing,  lubrication  and  journal,  the  time  that  the  car  has 
stood  on  siding,  etc. 

Considering  the  results  in  the  light  of  operation,  ample  confirmation 
is  to  be  had  that  a  large  variation  in  the  resistance  actually  exists.  It 
will  be  noted  by  watching  the  operation  of  a  gravity  yard  that  some 
cars  require  the  full  force  of  the  brakes  to  keep  them  under  control, 
while  others  stop  before  reaching  their  destination  and  without  the  use 
of  the  brakes.     The  writer  recalls  at  least   one  instance   in  which   a  car 
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under  observation  at  Ciolliiiwotjd  slopped  on  the  ladder  track  befor( 
reaching  the  last  contact,  and  certainly  nni  from  the  use  of  brakes;  ah 
a  number  of  instances  in  which  the  car  rider  set  the  brakes  before  th< 
last  contact  was  reached  because  the  car  was  attaining  too  high  aj 
velocity. 

Whatever    the    cause,    it    is    assumed    that    the    results    as   shown    ii 
Table   i    fairly   represent  the  conditions  encountered  in  the  operation  ofj 
a  gravity  yard   under   moderate   temperatures — at    least   at   Collinwood- 
over  switches  and   frogs  on  a  ladder  track  in  good  condition. 

TESTS. 

The  average  of  the  resistances  derived  from  the  first  set  of  observa- 
tions, exclusive  of  the  first  eleven,  is  21.7  lbs.  per  ton.  These  first 
observations  were  not  included  in  the  average,  because  the  tempera- 
ture of  20  degrees  Fahrenheit  was  outside  the  range  that  the  observa- 
tions were  designed  to  cover.  They  are  of  interest  in  that  they  conform 
to  the  law  that  car  resistance  increases  with  a  fall  in  temperature.  It 
will  be  noticed  that  they  are  uniformly  high,  the  average  being  26.8  lbs. 
per  ton,  with  a  maximum  of  33.8  and  a  minimum  of  22.7,  indicating  what 
of  observations,  and  (column  4)  the  percentage  of  the  total  number 
hump  for  winter  than  for  summer  work. 

The  average  for  the  second  set  of  observations  is  22.3  lbs.  per  ton. 
Considering  the  total  number  of  observations,  exclusive  of  the  first  eleven, 
the  average  is  22  lbs.  per  ton.  Table  2  shows  (column  2)  the  total  num- 
ber of  times  each  value  of  resistance  was  obtained  during  the  test; 
(column  3)  the  percentage  that  these  numbers  are  of  the  total  number 
of  observations,  and  (column  4)  the  precentage  of  the  total  number 
of  cars  observed  with  a  resistance  less  than  the  figures  given  in  the 
first  column. 

Plate  2  shows  graphically  the  number  of  times  each  resistance  was 
obtained  during  the  test.  The  ordinate  to  any  point  on  the  curve  giv- 
ing the  resistance  in  pounds  per  ton  and  the  abscissa  to  the  same  point 
giving  the  total  number  of  cars  having  this  resistance.  It  will  be  noted 
that  the  resistance  of  from  24  to  2y  lbs.  per  ton  was  obtained  more 
times  than  any  other,  showing  that  it  is  probable  that  this  resistance 
might  be  expected  to  occur  more  times  than  the  average  of  22  lbs.  per 
ton.  This  curve  also  shows  that  a  resistance  of  from  27  to  30  lbs.  per 
ton  might  be  expected  to  occur  about  as  many  times  as  the  average, 
indicating  that  a  resistance  of  at  least  30  lbs.  per  ton  should  be  consid- 
ered in  the  design. 

Table  2  shows,  in  the  last  column,  information  which  may  also  be 
used  in  arriving  at  a  conclusion  as  to  the  proper  resistance  for  which 
provision  should  be  made.  By  referring  to  this  table  it  will  be  seen  that 
77.7  per  cent,  of  the  total  number  of  cars  observed  had  a  resistance 
less  than  27  lbs.  per  ton  ;  that  90.8  per  cent,  had  a  resistance  less  than 
30  lbs.   per   ton.     Therefore,   if  provision   be  made   in   the   design   for  a 
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resistance  of  ^7  lbs.  per  Ion,  it  is  probable  that  22.3  per  cent.,  or  about 
one-quarter  of  all  the  cars  passing  over  the  hump,  would  have  a  resist- 
ance greater  than  this,  and  there  is  considerable  certainty  that  some  of 
them  would  stop  before  reaching  their  destination.  Providing  for  30 
lbs.  per  ton  resistance  would  take  care  of  90.8  per  cent,  of  all  cars, 
leaving  only  9.2  per  cent,  with  a  resistance  greater  than  that  provided 
for.  Thirty-three  lbs.  per  ton  would  provide  for  all  but  5  per  cent,  of 
the  total,  ^6  lbs.  for  all  but  1.4  per  cent.,  30  11)S.  for  all  1)ut  0.7  per  cent. 
and  42  lbs.  for  all  cars. 

TABLE  2. 


Resistance 

Number  of 

Percentage 

Percentage  of  total  number  JF 

in  lbs.  per 

results 

of  total 

of  cars  with  resistance  less"JJ 

ton 

obtained 

than  figure  given  in  Column  1 

42  to  45 

0 

0.0 

100.0 

39  to  42 

1 

0.7 

100.0 

36  to  39 

1 

0.7 

99.3 

33  to  3G 

6 

3.9 

08.6 

30  to  33 

6 

3.9 

94.7 

27  to  30 

20 

13.1 

90.8    . 

24  to  27 

29 

19.1 

77.7 

21  to  24 

26 

17.1 

58.6 

18  to  21 

19 

12.5 

41.5 

15  to  18 

17 

11.2 

29.0 

12  to  15 

17 

11.2 

17.8 

9  to  12 

7 

4.6 

6.6 

6  to    9 

1 

0.7 

2.0 

3  to    6 

2 

1.3 

1.3 

Oto    3 

0 

0.0 

0.0 

Table  3  shows,  in  column  i,  the  speeds  observed  at  the  upper  con- 
tact points ;  column  2,  the  number  of  times  each  speed  was  observed ; 
column  3,  the  precentage  that  these  numbers  are  of  the  total  number 
of  observations ;  column  4,  the  percentage  of  the  total  cuts  having  a 
speed  less  than  shown  in  column  i,  and  column  5,  the  percentage  of 
the  total  outs  having  a  speed  greater  than  shown  in  column  i.  The 
average  speed  of  all  of  the  cuts  observed  was  12.6  miles  per  hour. 

TABLE  3. 


Speed, 

No.  times 

Percentage 

Percentage  of  total  cuts 

Percentage  of  total  cuts 

Miles 

each  speed 

of  total 

having  speed  less  than 

having  speed  greater 

per  hr. 

observed 

shown  in  column  1 

than  shown  in  column  1 

17 

0 

0.00 

100.0 

0.0 

16 

1 

0.66 

99.3 

0.0 

15 

6 

3.95 

95.4 

0.7 

14 

36 

23.68 

71.7 

4.6 

13 

42 

27.63 

44.1 

,                28.3 

12 

35 

23.03 

21.0 

'                55.9 

11 

17 

11.18 

9.9 

79.0 

'•       10 

9 

5.92 

4.0 

90.1 

9 

5 

3.29 

0.7 

96.0 

8 

1 

0.66 

0.0 

99.3 

7 

0 

0.00 

0.0 

100:0 

It  is  recognized  that  in  gravity  switchiog  the  speed  on  the  ladders 
should  be  as  great  as  consistent  with  safe  operation,  in  order  to  get 
the  maximum  operating  capacity  of  the  yard.  However,  the  speed  must 
not  be  so  great  as  to  cause  derailment  of  the  cars  on  the  turnout  curve 
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of  any  classification  track.  The  Committee  on  Yards  and  'I'erminals 
of  the  American  Railway  Engineering  Association,  Vol.  9,  quotes  W.  C. 
Cnshing,  Chief  Engineer  of  Maintenance  of  Way,  Pennsylvania  Lines, 
Southwest  System,  as  follows :  "The  grades  on  the  hump  should  \)t 
sufficient  to  give  the  cars  a  speed  of  12  miles  per  hour  on  any  track,  and 
the  speed  should  be  regulated  l)y  the  brakeman  to  meet  the  conditions 
on  any  particular  track  on  which  his  car  is  going."  The  Committee 
approved  of  this  statement  and  continued  :  ".  .  .  and  as  a  general  rule 
it  is  no  doubt  proper  to  consider  about  15  miles  per  hour  as  the  maxi- 
mum speed  at  whicli  cars  should  reach  the  turnouts  leading  to  classifica- 
tion tracks." 

The  momentum  grade,  then,  should  be  sufficient  to  deliver  the 
cars  to  the  ladders  with  a  speed  of  about  12  miles  per  hour,  and  this 
speed  should  be  attained  as  quickly  as  possible  to  facilitate  operation. 

By  referring  to  Table  3  it  is  seen  thai  at  Collinwood  about  56  per 
cent,  of  the  cars  observed  had  a  speed  greater  than  12  miles  per  hour, 
about  28  per  cent,  had  a  speed  greater  than  13  miles  per  hour,  5  per 
cent,  greater  than  14  miles  per  hour  and  i  per  cent,  greater  than  15  miles 
per  hour.  The  conclusion  might  be  drawn  from  this  that  the  hump  is 
too  high,  but  it  must  be  remembered  that  the  temperature  conditions 
under  which  these  tests  were  made  were  all  favorable  to  high  veloci- 
ties. From  the  first  eleven  observations,  which  were  taken  with  the 
temperature  at  20  degrees  Fahrenheit,  speeds  are  obtained  ranging  from 
9  to  14  miles  per  hour,  with  an  average  of  11.6  miles  per  hour.  While 
there  are  not  a  sufficient  number  of  these  observations  to  conclusively 
prove  anything,  still  the  indications  agree  with  the  conclusions  reached 
from  observation  that  less  speed  can  be  expected  in  winter  weather  than 
in  summer.  Attention  is  called  to  the  fact  that  all  of  the  cars  observed 
at  Collinwood  ran  down  a  straight  track,  a  fact  which  must  be  taken 
into  account  when  comparing  these  results  with  those  observed  at  yards 
having  a  curve  at  the  separation  of  the  ladders. 

There  should  be  no  lagging  or  stopping  of  the  cars  on  the  ladder, 
since  either  would  limit  the  operating  capacity  of  the  yard.  On  the 
other  hand,  there  should  be  no  increase  in  the  speed  of  the  cars  on  the 
ladder,  since  they  enter  with  the  maximum  desirable  velocity.  There- 
fore, the  grade  on  the  ladder,  or  "continuing  grade,"  should  be  such 
that  the  cars  will  be  carried  along  with  a  uniform  velocity.  The  ques- 
tion then  arises  as  to  what  car  resistance  shall  be  used  as  the  basis  of 
the  design  in  accordance  with  the  above  recommendations.  It  would 
seem  consistent  to  say  that  provision  should  be  made  for  at  least  95 
per  cent,  of  the  cars  observed  in  this  test,  since  the  observations  were 
made  under  favorable  temperature  and  atmospheric  conditions. 

Referring  to  Table  2,  it  will  be  seen  that  when  providing  for  95 
per  cent,  of  the  cars,  provision  is  made  for  cars  with  a  resistance  of  33 
lbs.  per  ton.  This  would  mean  that  the  continuing  grade  on  the  ladder 
track  should  be  1.65  per  cent,  in  order  that  there  would  be  no  lagging  of 
these  cars.     It  would  also  mean  that  brakes  would  have  to  be  used  to 
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regulate  the  speed  of  all  cars  with  a  resistance  less  than  33  lbs.  per  ton,  or 
they  would  increase  in  velocity. 

It  is  understood,  of  course,  that  no  yard  can  be  operated  under 
ideal  conditions ;  that  provision  must  be  made  for  adverse  winds,  low 
temperatures,  etc.,  so  no  general  rules  can  be  laid  down  for  the  design 
of  a  yard  for  year-around  operation  which  are  based  upon  experiments 
made,  or  experience  obtained,  under  summer  weather  conditions  only. 

It  is  hoped,  however,  that  the  results  of  these  tests  may  be  of  some 
benefit  to  those  designing  gravity  yards,  as  indicating  the  operating  con- 
ditions which  must  be  met. 
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HEAVY  LOCOMOTIVE  LOADINGS. 

By  A.  C.  Irwin, 
Engineering  Department,  Chicago,  Milwaukee  &  St.  Paul  Railway. 

The  tabulation  of  heavy  locomotives  herewith  is  believed  to  contain 
correct  data  on  the  heaviest  representatives  of  the  various  heavy  types 
now  in  service.  The  equivalence  of  these  locomotives  to  Cooper's  "E" 
Series  Loadings  for  Maximum  Center  Bending  Moment  is  shown  graphic- 
ally by  means  of  curves  having  locomotive  equivalent  ratings  in  the 
"E"  series  as  ordinates  corresponding  to  spans  in  feet  as  abscissas.  A 
comparison  of  Center  Moments  produced  by  these  actual  loadings  with 
the  typical  "E"  series  is  clearly  shown  by  the  deviations  of  these  curves 
from  straight  horizontal  lines.  These  curves  clearly  show  the  variation 
of  each  type  from  the  others,  and  they  also  show  that  no  type  is  any- 
where near  being  typical.  It  is  suggested,  however,  that  information  in 
this  form,  including  curves  for  equivalence  in  maximum  shear,  may  be 
made  the  basis  for  the  evolution  of  a  typical  loading  that  will  be  much 
more  nearly  typical  of  actual  loadings  than  is  the  present  Cooper's  "E" 
series. 

A  table  for  conversion  of  any  "E"  rating,  taken  from  these  curves, 
is  included,  which  makes  the  determination  of  actual  Center  Bending 
Moment  a  matter  of  multiplication.  That  is,  the  Center  Bending  Moment 
corresponding  to  any  value  of  "E"  rating  from  these  curves  is  equal  to 
the  "E"  rating  multiplied  by  the  co-efificient  in  the  table  for  the  span  for 
which  the  "E"  rating  is  the  ordinate.  Thus,  the  Erie  Railroad  Mallet 
triplex  has  an  "E"  rating  of  "J2  for  loo-ft.  spans.  The  co-efficient  for 
loo-ft.  spans  is  80.50.  The  Center  Bending  Moment  is  therefore 
*72  X  8o.50  =  .5796  of  foot-pounds.  In  these  tables  the  alternate  loadings 
on  two  axles  spaced  7  ft.  o  in.  centers  is  not  used. 

Referring  more  generally  to  the  curves,  it  is  seen  that  the  representa- 
tive of  every  type  shown  equals  or  exceeds  E-50,  that  all  but  one  equals 
or  exceeds  E-55,  and  that  a  majority  equal  or  exceed  E-60.  This  sug- 
gests at  once  the  old  problem  about  which  so  much  bad  guessing  has 
centered,  viz.,  "how  fast  and  how  great  will  be  the  future  increase  in 
locomotive  wheel  loads?"  and  the  corollary  to  its  answer  involving  the 
question  of  the  life  of  railway  bridges. 

It  is  believed  that  bridge  clearances  in  general  do  not  prohibit  a  con- 
siderable further  increase  in  locomotive  loadings,  and  that  special  limit- 
ing clearances  can,  in  many  instances,  be  increased  without  great  expense, 
so  as  to  bring  them  into  conformity  with  general  clearances,  which  will 
allow  of  further  increase  in  size  of  locomotives.  However,  clearance  re- 
quirements are  only  one  of  the  many  objections  to  the  further  increase 
in  locomotive  loadings,  and  it  is  desired  to  mention  also  that  of  the  pres- 
sure existing  between  wheel  and  rail.  This  pressure  was  thought  to  be 
too  great  twenty-five  years  ago,  when  maximum  wheel  loads  were  con- 
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sidrrably  loss  than  onc-liall  wlial  llu-)-  arc  now.  A  j)ap«.T  Inaring  on  llic 
subject  was  presented  to  the  American  Society  of  Civil  i!nj(ineers  by 
1).  J.  Whitteniorc,  under  the  title  of  "Cylindrical  Wheels  and  Flat  Top 
Rails"  (Trans.,  A.S.C.E.,  Vol.  21,  iRiSq).  This  paper  was  ably  discussed 
by  the  late  Prof.  J.  B.  Johnson,  wlio  had  performed  some  experiments 
on  the  pressures  between  car  wiieels  and  rails.  Other  experiments  re- 
garding the  pressures  on  and  stresses  in  rollers  between  horizontal 
plates  were  made  by  Professors  C".  L.  Crandall  and  A.  Marston,  and 
published  with  discussions  in  Transactions  of  American  Society  of 
Civil  Engineers,  Vol.  32,  pp.  00  and  305.  The  data  available  is  not  suf- 
ficient to  positively  determine  just  what  this  pressure  is.  However,  we 
know  that  it  is  certainly  very  great,  and  that  it  is  in  the  neighborhood, 
of  ioo,ocx)  lbs.  per  sq.  in.  for  several  of  the  locomotives  shown  in  the  table. 
The  elastic  limit  of  the  material  under  the  conditions  of  contact  between] 
wheel  and  rail  is  not  known,  but  there  are  those  who  believe  that  the  pres- 
sures that  do  exist  lead  to  rail  failure. 

It  seems  superfluous  to  suggest  that  this  question  of  pressure  should! 
be    answered    before    proclaiming    predictions    as    to    further    increase    in 
wheel  concentrations ;  and  that  the  proper  way  to  answer  it  is  to  secure] 
correct    and    positive    information    through    painstaking,    persistent    and] 
continuous  experimentation  and  research.     Such  experimentation  and  re- 
search must  be  made  a  definite  policy  on  the  part  of  those  most  vitally! 
interested,  else  they  will  continue  to  remain  in  comparative  ignorance  of] 
this,  as  well  as  many  other  important  questions  concerning  the  transporta- 
tion business  now  relegated  to  the  realms  of  "judgment,"  but  which  could] 
be  illuminated  by  scientific  study  and  experiment. 
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89.69 
30.58 
31.68 
38.49 
Z3.46 
34.48 
35.39 

64 
65 
66 
67 
68 
«9 
70 
71 
78 
73 
74 
76 
T6 
77 
78 
79 
80 
81 

36.40 
37,44 
38.50 
39,67 
40,60 
41,64 
42,67 
43,74 
44.80 
46.85 
47,00 
46,14 
49,38 
60.47 
61.63 
62.80 
64,00 
65.19 

88 
83 
84 
85 
86 
87 
88 
89 
90 
91 
92 
93 
94 
95 
96 
97 
98 
99 

56.44 
57,66 
68.91 
60.17 
61.49 
62.78 
64.10 
65.40 
66,76 
68,07 
69.40 
70.78 
78,13 
73,47 
74,85 
76.23 
77,66 
79,06 

100 
102 
104 
106 
108 
110 
112 
114 
116 
118 
180 
188 
184 
185 
180 
185 
140 
146 
150 

60.50 

83.41 

86.86 

90,08 

93.68 

97,16 
100,67 
104,30 
107.97 
111.61 
115.36 
119.06 
188.94 
184,98 
134,86 
144.55 
164.91 
165,47 
175.40     . 
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RESULTS  WITH  FIVE  YEARS'  USE  OF  SCREW  SPIKES 
IN  BOTH  CONSTRUCTION  AND  MAINTENANCE. 

By  G.  J.   Ray, 
Chief  Engineer,  Delaware,  Lackawanna  &  Western  Railroad. 

The  wide  interest  among  railway  officials  in  the  use  of  screw  spike 
fastenings  has  been  vividly  brought  home  to  the  writer  by  the  very 
numerous  communications  received  during  the  past  four  years  from 
people  seeking  information  as  to  design,  method  of  application  and 
results  attained.  The  discussion  which  took  place  on  the  convention 
floor  last  March  would  also  tend  to  prove  a  more  or  less  universal 
interest  in  this  subject. 

The  consideration  of  screw  spikes  is  becoming  a  live  subject  through 
the  realization  of  the  necessity  of  designing  some  method  of  rail  fasten- 
ing which  will  protect  against  the  mechanical  destruction  of  ties,  due  to 
cut  spike  tie  killing  and  cutting  of  ties  by  rail  base  and  tie  plates. 
Whether  or  not  the  use  of  screw  spikes  is  one  solution  for  this  difficulty, 
it  is  only  natural,  especially  from  an  economic  standpoint,  that  the  screw 
spike  should  receive  due  consideration  long  in  advance  of  what  may 
later  develop  to  be  the  final  outcome  with  wood  ties — i.  e.,  a  heavy  plate 
or  chair  bolted  firmly  to  the  tie.  When  we  have  reached  the  time  that 
the  first  cost  of  the  wooden  tie  will  warrant  the  construction  of  heavy 
fastenings  bolted  to  the  tie,  the  total  cost  of  such  construction  may  be 
so  great  that  the  use  of  steel  or  composition  ties  may,  disregarding  ques- 
tions other  than  cost,  in  the  end  prove  to  be  the  more  economical  con- 
struction. At  any  rate,  screw  spike  construction  will  undoubtedly  prove 
the  more  economical  for  some  years  to  come. 

The  general  use  of  screw  spikes  in  both  new  construction  and  main- 
tenance on  the  Lackawanna  was  started  the  beginning  of  1910,  and  during 
the  past  five  seasons  there  have  been  placed  in  new  tracks  and  maintenance 
of  old  tracks  5,120,000  flat-bottom  tie  plates  and  approximately  12,272,000 
screw  spikes. 

As  would  be  expected,  some  mistakes  were  at  first  made,  and  no 
doubt  later  developments  will  change  some  of  the  present  practice.  As 
a  whole,  however,  the  screw  spike  installation  has  proven  very  satisfac- 
tory, and  no  conditions  have  developed  such  as  to  cause  any  doubt  about 
the  ultimate  success  of  the  undertaking.  Many  minor  difficulties  which 
we  had  anticipated  have  not  developed.  It  was  fully  expected  that  no 
small  amount  of  trouble  would  be  experienced  from  derailments,  chang- 
ing out  broken  rails,  difficulty  in  gaging  track  on  sharp  curves,  etc. 
It  is  a  pleasure  to  state  that,  to  the  writer's  knowledge,  we  have  never 
had  a  derailment  where  the  screw  spikes  have  not  been  very  much  less 
damaged  than  the  cut  spikes  in  the  same  locality,  and  very  seldom  has 
a  derailment  broken  off  any  screw  spikes  or  damaged  them  to  such  an 
extent  that  they  did  not  continue  to  firmly  hold  the  rail  in  place.     We 
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have   had    many   cases   of   derailment   where   it    was   luA   necessary   to  re- 
move a  screw  spike,  whereas  nearly  every  cut  spike  on  the  damaged  side 
of  the  rail  was  destroyed.     Again,  we  have  had  some  derailments  where 
it  is  reasonably  certain  that  bad  accidents  were  prevented  by  screw  spikes 
in  some  of  the  ties  holding  the  rails  in  position,  whereas  the  cut  spikes 
in  the  other  ties  were  destroyed.     With   the   first  tic  plates  used,  with- 
out supports  for  the  spike  heads  on  the  inside  of  the  rail,  we  did  have 
some  spikes  badly  bent  by  derailed   wheels,   thus  causing   no   little  delay 
in  their  removal.     We  have  as  yet  liad  but  few  cases  with   screw   spike 
construction  where  the  tracks  have  been   found  to  be  wide  gage,  due  to 
spreading  the  rails,  and  all  such  cases  have  been  on  sharp  curves,  where 
shortleaf  yellow  pine  ties  were  used  in   renewals  and  where  only  a  few 
screw  spike  fastenings  were  placed  per  rail  length.     It  should,  of  course, 
be   understood    that   there   are    some   exceptional   places    on    the    railway 
where  any  metal  parts,  irrespective  of  whether  they  are  cut  spikes,  screw 
spikes,    bolts,    etc.,    even    when    thoroughly    protected    and    reinforced    by 
channel  plates  or  other  devices,  will  be  cut  off  or  will  fail  to  hold  track, 
but  such  exceptional  cases   should  not  be  taken  as  evidence  of  the  suc- 
cess or  failure  of  any  holding  device.     On  the  other  hand,  we  have  many 
cases  where  the  rails  could  no  longer  be  held  to  safe  gage  with  cut  spike 
fastenings,   when   the   installation   of   screw    spikes   and   a   flat-bottom  tie 
plate  has  not  only  made  safe  track,  but  materially  lengthened  the  life  of 
the   ties,   bridge   and   switch   timbers.     A  good  many  cases   of   this   kind 
occurred  in  the  Hoboken  Terminal.     Steam-seasoned  creosoted  switch  and 
track  ties  were  laid  in  1506  out  of  face;  the  rail  fastenings  consisted  of 
cut  spikes  and  Wolhaupter  flange  plates.     After  six  years'  service  it  was 
necessary   in   numerous    instances   to    replace   the   plates    and    cut   spikes 
with  flat-bottom  tic  plates  and  screw  spikes  in  order  to  get  any  further 
service  out  of  the  timber.     At  the  present  time,  due  to  shattering  of  the 
timber,  the  screw  spikes  are  failing  to  hold  the  rail,  as  might  have  been 
expected. 

As  to  relaying  rail,  or  removing  broken  rails,  it  is  to  be  expected 
that  more  time  will  be  consumed  in  doing  the  work.  In  other  re- 
spects the  conditions  are  no  different  from  those  experienced  with  cut 
spikes. 

It  is  not  the  intention  of  this  report  to  convey  the  impression  that 
positive  conclusions  can  be  reached  from  the  experience  thus  far  gained. 
It  does  seem  advisable,  however,  to  relate  more  or  less  in  detail  the  facts 
which  have  thus  far  developed,  and  from  these  facts  draw  such  con- 
clusions as  the  evidence  will  warrant. 

The  writer  fully  realizes  that  in  any  discussion  of  this  subject  it  is 
necessary  to  consider  the  effect  of  the  weight  of  equipment,  the  amount 
of  traffic  and  class  of  the  roadbed.  Therefore,  in  the  following  descrip- 
tions and  illustrations  the  condition  of  the  track  and  the  amount  of 
traffic  handled  will  be  indicated  in  a  general  way. 

It  will  be  well  to  state  at  this  point  that  the  through  passenger 
trains  are  handled  by  Pacific  type  locomotives,  weighing  227  tons.    Fast 
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freights  are  handled  by  Pacific  type  locomotives,  weighing  228  tons.  The 
standard  heavy  freight  engine  is  of  the  Mikado  type,  weighing  238  tons. 
The  wheel  spacing  and  distributed  weights  of  these  locomotives  are 
shown  on  Diagram  i.  It  will  be  noted  that  the  axleload  per  driver  on 
passenger  and  fast-freight  engines  is  from  62,000  to  63,000  lbs.,  and  59,- 
500  lbs.  on  the  Mikado  engines.  All  of  the  illustrations  described  in 
the  report  are  from  tracks  over  which  all  the  above  engines  operate 
regularly. 

An  investigation  has  been  conducted  during  the  past  two  years  to 
determme  certain  relations  which  exist  between  the  holding-power  of 
screw  spikes  under  different  conditions  and  different  kinds  of  creosoted 
and  untreated  ties.  These  tests  were  made  to  determine  both  the  ver- 
tical and  lateral  holding-power  of  screw  spikes.  The  great  amount  of 
data  secured  will  be  put  into  shape  for  early  publication,  with  such  con- 
clusions as  are  warranted  from  the  facts  secured. 

The  author  desires  to  give  due  credit  for  the  valuable  assistance  of 
Dr.  Hermann  von  Schrenk,  who  has  acted  as  Consulting  Timber  Engineer 
for  the  company  during  the  entire  time  creosoted  ties  and  screw  spikes 
have  been  in  use ;  also  to  Mr.  A.  J.  Neafie,  the  company's  Principal  As- 
sistant Engineer. 

REASONS    FOR    ADOPTING    SCREW    SPIKES. 

TIES. 

The  Lackawanna  Railroad  first  commenced  to  creosote  cross-ties 
on  an  extensive  scale  in  1910.  During  1910  and  since  that  time  all 
main  and  sidetrack  renewals  have  been  made  with  creosoted  ties,  ex- 
cepting such  chestnut  ties  as  were  available.  These  chestnut  ties  were 
used  in  sidetracks  and  on  branch  lines,  where  the  service  is  light. 

From  1905  to  1909  a  good  many  bridge-tie  renewals  were  made  with 
longleaf  yellow  pine,  treated  with  12  lbs.  of  creosote  oil  per  cubic 
foot.  TJiese  ties  were  steamed  at  a  25-lb.  pressure  for  an  average  of 
eight  hours  before  treatment.  Wolhaupter  flange  tie  plates  (6  by  8^ 
by  }i  in.)  were  placed  on  all  the  bridge  ties,  with  the  idea  of  pro- 
tecting them.  The  dimensions  of  the  ties  varied  with  the  bridge  structure 
and  were  from  8  in.  by  8  in.  to  10  in.  by  10  in.  and  8  in.  by  16  in. 

On  the  main-line  bridges  none  of  the  treated  bridge  ties  have 
lasted  to  exceed  eight  years.  Many  of  them  were  renewed  in  six  and 
seven  years.  In  no  case  was  the  timber  decayed,  but  the  failure  was  due 
to  the  shattering  of  the  wood  fibers  under  the  rail  seat  and  tie  plates. 
As  stated  above,  these  were  all  longleaf  yellow  pine  ties,  with  a  very 
small  percentage  of  sap.  We  have  attributed  this  failure  (i)  to  the 
fiber  being  injured  by  the  steaming  process  before  treatment,  and  (2) 
to  the  destructive  action  of  the  flanges  on  the  tie  plates.  Five  hundred 
and  thirty-five  of  these  ties  (8  in.  by  12  in.)  were  placed  on  the  deck- 
plate   girder   bridge    No.    241.56,    eastbound    track,    Buffalo    Division,    in 
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1906,  and  had  to  be  renewed  in  1914.  Untreated  ties  of  the  same  siz.e, 
and  pnrcliased  under  same  specifications,  were  phiced  on  westbound 
track  of  the  same  bridge  in  1905  and  are  still  in  service  and  in 
fairly  good  condition.  The  old  flange  tie  plates  were  removed  from  the 
deck  of  both  tracks  in  1910  and  replaced  with  flat-bottom  plates  and 
screw  spikes. 

For  several  years  past  we  have  placed  very  few  chestnut  ties  in 
main-line  tracks.  It  was  found  that  they  did  not  last  to  exceed  five  or  six 
years,  on  account  of  rail  and  tie  plates  cutting  through  them  very  rap- 
idly. These  same  ties  give  excellent  service  and  last  many  years  in 
yard  tracks  or  on  branch  lines  where  the  traffic  is  light. 

As  far  as  possible,  hardwood  ties  are  used  on  curved  track.  Long- 
leaf  yellow  pine  ties  are  generally  used  throughout  on  straight  track. 
They  are  used  not  because  they  are  preferable  to  hardwoods,  but  on 
account  of  the  difficulty  in  getting  a  sufficient  supply  of  hardwoods.  A 
considerable  number  of  loblolly  and  wide-ringed  shortleaf  pine  ties  were 
treated  and  placed  in  various  services.  However,  unless  otherwise  stated, 
sap  longleaf  pine  ties  are  referred  to  where  pine  ties  are  mentioned 
throughout  this  report.  A  good  many  gum,  beech  and  maple  ties  were 
treated  and  placed  in  1910.  These  ties  were  used  in  many  sharp  curves 
and  their  present  condition  will  appear  later  on. 

TIE   PLATES. 

For  several  years  it  was  the  practice  to  use  flanged  tie  plates.  It 
was  found,  after  some  years'  experience,  that  much  damage  was  done 
to  the  ties  by  the  use  of  flange  plates.  It  was,  therefore,  concluded  that 
their  use  should  not  be  further  considered,  either  in  connection  with 
treated  or  untreated  timber. 

A  good  flange  plate,  or  something  equivalent  thereto  in  actual  hold- 
ing-power, is  absolutely  necessary  to  hold  gage  on  many  of  the  sharp 
curves.  After  a  careful  investigation  of  all  available  data  on  screw 
spikes,  it  was  concluded  to  adopt  them  as  a  means  of  holding  track  to 
gage,  and  thus  permit  the  use  of  a  flat-bottom  tie  plate  which  would  not 
destroy  the  fibers  of  the  tie.  Hence,  since  the  spring  of  1910,  screw 
spikes  and  flat-bottom  plates  have  been  used  generally  in  all  ties  placed 
in  main  tracks,  heavy-running  yard  tracks  and  leads,  but  not  in  light- 
yard  tracks.  In  such  tracks,  cut  spike  and  tie  plates,  shown  on  Dia- 
gram 2,  are  used.  In  no  case  have  screw  spikes  been  used  without 
tie  plates. 

It  is  necessary  to  have  a  tie  plate  of  sufficient  size  to  provide  a  safe 
bearing  area  for  the  weakest  kind  of  wood  used.  As  the  main-track  ties 
lare  7  in.  by  9  in.  by  8  ft.  6  in.,  it  was  considered  not  advisable  to 
make  the  tie  plates  wider  than  7  in.  Often  the  very  best  pole  ties 
have  a  face  at  the  rail  seat  of  7  in.  or  less,  and,  therefore,  any  excess  in 
width  of  tie  plate  over  7  in.  would  be  a  waste  of  material.  It  is,  there- 
fore, quite  evident  that  the  tie  plate  must  be  of  good  length  in  order  to 
provide  a  safe  bearing  area  for  all  classes  of  wood. 


.'!0(; 


RESULTS   \V1  Til    USE  OF  SCREW   SPIKES. 


gO-LB    INTERMEDIATE. 


SQ-LB.  JOINT 

Diagram  No.  2. 

Standard  Intermediate  and  Joint  Tie  Plates  for  Yards  and  Sidings. 
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The  first  tie  plates  which  were  rolled  for  our  screw-spike  construc- 
tion were  7  in.  by  10^  in.  by  K>  >"•>  with  raised  lugs  to  support  the 
heads  of  two  screw  spikes  and  with  an  intermediate  shoulder  on  the 
outside  of  the  rail.  The  plates  were  smooth  on  the  bottom,  and  did 
not  have  a  shoulder  or  raised  lug  for  the  screw-spike  head  on  the  inside 
of  the  rail.  The  following  season  the  plates  were  lengthened  to  105^ 
in.  and  made  %  in.  thick,  with  lugs  for  the  inside  screw  spikes.  Two 
holes  were  also  punched  for  lag  screws,  one  at  either  end.  We  had  some 
doubt  at  first  whether  it  would  be  possible  to  keep  the  flat-bottom  plates 
from  rattling  and  causing  unnecessary  noise  in  service.  Furthermore,  it 
would  seem  reasonable  that  the  least  possible  wear  between  the  tie  plate 
and  the  tie  would  be  the  ideal  condition.  This  can  best  be  obtained  by 
securely  fastening  the  tie  plate  to  the  tie.  If  the  raised  lug  for  sup- 
porting the  head  of  the  screw  spike  is  sufficiently  high  and  of  proper 
shape  to  hold  the  head  of  the  spike  firmJy,  the  tie  plate  will  be  held 
firmly  to  the  tie,  and  most  of  the  wear  will  take  place  between  the  rail 
and  the  tie  plate,  rather  than  between  the  tie  plate  and  the  tie.  We 
had  considerable  difficulty  at  first  in  getting  the  lugs  rolled  sufficiently 
high  to  allow  for  play  between  the  head  of  the  spike  and  the  rail  base,  and 
for  this  reason  it  was  considered  that  the  additional  lag  screws  might 
be  necessary  in  order  to  more  securely  hold  the  tie  plate.  These  lag 
screws  have  not  been  used,  excepting  in  certain  cases  for  experimental 
purposes.  It  has  been  found  that,  with  very  few  exceptions,  tie  plates  do 
not  rattle  or  cause  any  unnecessary  noise,  and  plates  with  a  good  sup- 
port for  the  screw-spike  head  can  now  be  rolled. 

It  is  quite  evident  that  for  so  long  a  plate  it  must  have  considerable 
thickness  to  avoid  any  possibility  of  buckling.  The  first  plates  rolled 
were  J^  in.  thick ;  they  were  at  once  increased  to  %  in.  and  about  a  5'ear 
ago  we  again  increased  them  to  ^  in.  in  thickness. 

The  holes  for  the  screw  spikes  on  the  shoulder  side  of  the  tie  plate 
are  punched  slightly  back  of  the  line  of  the  shoulder,  in  order  to  pre- 
vent the  neck  of  the  screw  spike  from  being  cut  by  the  rail  base.  This 
method  was  also  found  to  be  of  great  advantage  in  case  of  derailment, 
where  the  ties  are  slued.  Otherwise,  the  base  of  the  rail  will  cut 
into  the  screw  spike,  making  it  very  difficult  to  remove  from  the  tie. 

At  first  some  difficulty  was  experienced  in  getting  the  holes  punched 
at  the  proper  point  on  account  of  the  great  depth  of  metal  through  the 
lug  of  a  thick  tie  plate.  The  hole  must  be  punched  from  the  top  down, 
so  as  to  keep  the  smallest  diameter  of  the  hole  at  the  top  of  the  lug, 
or  directly  under  the  screw  spike  head,  and  to  prevent  damage  to  the  lug. 

JOINT    PLATES. 

During  the  first  two  years  that  screw  spikes  were  used,  joint  plates 
were  made  of  malleable  iron,  angle  bars  were  slotted  for  cut  spikes,  and 
one  screw  spike  was  used  on  the  outside  of  the  outer  angle  bar.  Since 
that  time  all  plates  have  been  rolled,  and  screw  spikes  are  used  in  angle- 
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Diagram  No.  3. 
Standard  Screw  Spike  Tie  Plates. 
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bar  slots,  with  one  extra  spike  on  outside  of  angle  bar,  as  shown  in  Dia- 
gram 3. 

SCREW    SPIKES. 

The  first  change  made  from  the  standard  cut  spike  fastening  oc- 
curred in  February,  1909,  when  a  new  double-track  tunnel  through  Ber- 
gen Hill,  Jersey  City,  was  put  in  operation.  This  tunnel  has  a  concrete 
roadbed,  with  short,  creosoted,  yellow  pine  ties.  Flat  tie  plates  (6  in. 
by  9  in.  by  Yz  in.)  were  used,  and  the  rail  was  fastened  with  a  lag  screw 
and  clip,  shown  in  Diagram  4.  These  plates,  clips  and  screws  were 
made  at  the  company's  frog  and  switch  shop.  New  rail  has  now  been 
laid  on  the  tracks  in  question.  The  old  fastenings  have  been  replaced 
with  heavy  plates  and  screw  spikes. 

A  heavy  traffic  is  handled  through  this  tunnel,  including  a  large 
amount  of  refrigerator  business.  Although  considerable  difficulty  from 
corrosion  had  been  experienced  in  the  old  tunnel,  the  lag  screws  in  ques- 
tion were  firm  in  the  wood,  and  no  difficulty  was  encountered  in  remov- 
ing them  with  socket  wrenches.  These  lag  screws  held  the  rails  to  gage, 
and  there  was  no  sign   whatever  of  lateral  movement. 

Diagram  5  shows  a  cut  of  the  screw  spikes  which  we  are  at  this 
time  using.  We  have  been  very  careful  never  to  vary  the  thread  of 
the  spikes  used,  on  account  of  the  possibility  of  destroying  the  threads 
formed  in  the  wood,  in  case  a  new  screw  spike  was  inserted  in  an 
old  hole. 

The  heads  of  the  screw  spikes  have  been  somewhat  increased  from 
those  first  used,  on  account  of  the  great  deterioration  from  rust  caused 
by  brine  dripping  at  certain  points  on  the  line.  This  difficulty  has  not 
been  experienced  generally.  The  worst  places  were  those  in  the  imme- 
diate vicinity  of  icing  stations.  This  is  a  difficulty  which  could  and 
should  be  entirely  eliminated  by  using  containers  under  refrigerator  cars, 
and  thus  avoid  this  unnecessary  damage,  not  only  to  track  fastenings,  but 
to  bridge  structures,  interlocking,  etc. 

HOLES. 

The  first  year  that  screw  spikes  were  used  an  "Ajax"  hand  machine 
(see  Photograph  No.  i)  was  used  for  boring  all  ties  in  the  field.  A 
template  (see  Photograph  No.  2)  was  used  to  spot  the  holes.  Creosote 
oil  was  poured  into  all  the  holes  as  soon  as  bored.  In  191 1  a  boring  and 
adzing  machine,  manufactured  by  Greenlee  Brothers  of  Rockford,  111., 
was  installed  at  the  creosoting  plant.  This  machine  operated  more  or 
less  successfully,  but  was  not  of  sufficient  capacity  nor  heavy  enough  in 
construction  to  successfully  handle  heavy  hardwood  ties.  Accordingly,  two 
new  and  larger  machines,  manufactured  by  the  same  company,  were 
installed  the  fore  part  of  1913  (see  Photographs  3,  4,  5  and  6).  These 
machines  have  operated  successfully,  and  have,  without  difficulty,  adzed 
and  bored  5,000  ties  per  day. 
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Diagram  No.  5. 
Standard  Screw  Spike. 


312 


RESIMTS   Willi    I'SP:  OF  SCKKW   Sl'lKES. 


u 

< 
en 
H 

(^ 
o 

< 


Pi 


=a 


vO  ^ 


k4  ^' 


o 

PS     "^ 

a 

o 

W 

H 
< 


H 
O 
< 


< 

CM 

o 
% 

H 
O 
tn 
O 

U 


1 


RESULTS  WITH   USE  OF  SCREW   SPIKES. 


313 


The  general  arrangement  of  the  adzing  and  boring  machines  and 
the  tracks  on  which  the  ties  are  handled  to  and  from  the  machines  is 
shown  in  Diagram  6.  The  ties  arc  carried  to  the  machine  on  trams, 
which  are  dumped  mechanically.  The  machine  is  fed  by  a  conveyor.  Two 
laborers  place  the  ties  on  the  conveyors.  Two  surfaces  are  adzed  at 
the  rail  seat,  exactly  in  the  same  plane,  regardless  of  the  shape  of  the 
tie.  The  aepth  of  cut  can  be  regulated  as  desired  >,for  perfect  ties.  The 
depth  required  to  get  all  ties  adzed  perfectly  for  the  full  length  of  tie 
plates    depends    upon    the    irregularity    of    the    ties.      After    passing    the 


Photograph  No.  i. 
"Ajax"   hand  machine  for   boring  holes. 

adzing  heads,  the  tie  is  centered  at  each  adzed  surface  by  an  over- 
head device  to  insure  that  the  boring  is  done  in  the  center  of  the  adzed 
surfaces.  The  ties  then  pass  by  conveyor  to  trams  and  are  ready  for 
treatment. 

These  machines  are  automatic,  and  it  is,  therefore,  imperative  that 
all  parts  continue  to  work  properly  while  the  machines  are  running. 
Trouble  with  any  one  part  puts  the  entire  machine  out  of  commission. 
Some  of  the  delays  which  have  been  most  apparent  were  caused  by 
crooked  ties  caught  at  the  adzing  heads,  loose  parts  on  chains,  hot  bear- 
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Photograph  No.  2. 

Shows  (1)  tool  for  testing  the  gage  of  holes  after  boring  at  the  creo- 
soting  plant;  (2)  template  used  for  boring  holes  in  the  field;  (3)  template 
attached  to  boring  heads  on  the  adzing  machine. 


Photograph  No.  3. 
Ties    being    unloaded    from    train    onto    adzing    machine    table. 
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Photograph  No.  4. 
Interior  of  Adzing  Plant  showing-  cutting  heads. 


Photograph  No.  5. 
Interior  of  Adzing  Plant  showing  boring  heads. 
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Photograph  No.  6. 
Adzing  machine — how  ties  after  adzing  and  boring  are  loaded  on  trains. 


Photograph  No.  7. 
Thiollier  Helical  Linings  before  and  after  insertion. 
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ings,   broken  bits,    exhaust   pipes   stopped   up    with   shavings,   and   a    few 
instances  of  fuses  burned  out  from  overloads  ou  the  machine. 

A  high-efficient  oiling  system  keeps  the  bearings  well  oiled,  and 
a  shavings  exhaust  system  deposits  all  shavings  in  a  box-car  outside  of 
the  buildings. 

During  the  year  1914  we  adzed  and  bored  523,935  ties. 

Highest  number  of  ties  adzed  and  bored  in  one  day  by  one  machine. 3,324 
Highest  number  of  ties  adzed  and  bored  in  one  day  by  two  machines. 5,682 

Average  number  of  ties  per  day  per  machine  while  operating 3,oii 

Average  number  of  holes  bored  per  bit  per  sharpening 1,500 

Average  number  of  holes  bored  per  bit 11,000 

The  machines  are  rated  at  six  ties  per  minute,  or  3,600  ties  per 
ten-hour  day.  The  above  figures  show  an  efficiency  of  83  per  cent,  for 
the  actual  time  operated.  During  the  year  the  machines  were  adzing  ties 
55  per  cent,  of  the  time  the  creosoting  plant  was  in  operation.  The 
time  lost  includes  all  delays,  such  as  waiting  on  ties  (which  in  our  case 
was  material,  at  times  amounting  to  a  week),  repairs  to  machines,  re- 
moving broken  bits,  changing  boring  spindles  for  varying  rail  bases,  tie 
plates,  joint  ties,  etc.  It  would  not  be  safe  to  figure  over  2,500  ties 
per  day  per  machine,  or  62,500  ties  per  month,  working  single  shift. 

In  getting  out  the  various  kinds  of  ties  for  different  bases  of  rail, 
hardwood  ties  for  curves,  etc.,  it  is  necessary  to  keep  a  careful  account 
of  all  orders,  keeping  tabulation  for  all  ties  to  be  furnished  each  division. 
An  endeavor  is  made  to  keep  one  machine  constantly  operating  on  ties 
for  one  class  of  rail  base  and  tie  plate.  The  second  machine  is  then 
alternated  to  take  care  of  the  small  orders  for' different  sizes  and  differ- 
ent borings.  Since  it  takes  one-half  hour  to  an  hour  to  make  a  change 
in  the  boring  heads,  and  thus  far  we  have  made  provision  for  nine  dif- 
ferent arrangements  of  holes,  there  is  considerable  to  be  gained  by  having 
two  machines,  so  that  they  may  be  operated  as  above  indicated. 

Eight  men  are  required  to  operate  one  machine.  In  addition  to 
this  it  is  necessary  to  have  a  foreman,  who  is  also  a  machinist,  to  keep 
the  machines  in  repair  and  keep  the  knives  and  bits  sharpened  and  ready 
to  put  on  the  machine  when  required. 

The  cost  per  tie  for  adzing  and  boring,  including  the  interest  on  the 
"  investment,  depreciation,  operation,  running  repairs,  electrical  current  for 
operating  the  machines  and  trams,  while  the  latter  are  taking  ties  to  and 
from  the  machine,  does  not  exceed  1^/2  cents  per  tie. 

Holes  are  also  bored  for  cut  spikes  used  in  yard  and  industrial  tracks 
of  light  service. 

Some  service  tests  are  being  made  with  different  kinds  of  linings, 
such  as  shown  in  Photographs  3  and  9.  The  device  shown  in  Photo- 
graph 3  is  known  as  the  ThiolHer  helical  lining.  This  is  a  steel  spiral 
screw  of  the  same  pitch  as  the  threads  of  the  screw  spike  and  the  in- 
side diameter  the  same  as  the  core  of  the  spike.  A  special  tool  (see 
Photographs  8  and  10)  is  first  used  in  the  hole,  after  which  the  lining 
is  inserted.     As  would  be  expected,  the  device  provides  good  holding- 
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power,  but  to  (late  we  have   louiul  considerable  cliiTiculty  in  applyinj^  the 
device. 

Photograph  9  shows  a  malleable  lining  with  inner  threads  to  corre- 
spond to  the  pitch  of  the  screw  spike  and  outer  threads  to  form  a  new 
contact  with  the  fibers  of  the  wood.  The  lower  end  of  this  lining  is 
cut  in  three  parts  and  spreads  as  the  screw  spike  is  forced  into  place. 
This  device  is  not  hard  to  apply.  The  old  hole  has  to  be  enlarged  and 
the  lining  inserted.  All  of  the  devices  so  far  tested  have  been  placed  in 
new  timber,  as  we  have  as  yet  had  no  occasion  to  make  such  applications 
in  old  ties  where  the  screws  have  become  loose. 
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Photograph  No.  8. 
Tools  for  inserting  ThioUier  Helical  Lrinings. 

A  test  has  also  just  been  started  with  plates  bolted  to  soft  pine  ties 
Us  shown  in  Photograph  11).  It  will  be  noted  that  a  strap  ties  the 
two  bolts  together  on  the  bottom,  while  heavy  nut  locks  of  a  special 
design  hold  the  plate  firmly  to  the  tie.  The  rail  is  held  in  place  by  a 
hook  shoulder  on  the  inside  and  a  screw  spike  on  the  outside. 
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Photograph  No.  9. 
Ties  with  screw  spikes  and  Tannax  Linings. 
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Photograph  No.  10. 
Tools   for   applying  Tannax   Linings. 
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Photograph  No.  ii. 
Bolt  fastening  (see  page  318). 
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With  longleaf  yellow  pine,  birch,  gum,  oak  and  other  hardwood  ties, 
t  is  not  believed  that  any  such  appliance  will  be  necessary  to  get  the 
ull  value  of  the  ties,  excepting,  possibly,  in  some  cases  on  sharp  curves 
vith  excessive  traffic.  On  straight  track  the  rail  can  be  rcgaged  at 
my  time  that  this  is  necessary  by  using  the  two  spare  holes  in  the 
ilatcs  and  boring  new  holes  in  the  ties.  After  nearly  five  years  of  ser- 
•ice  there  is  no  indication  that  this  will  have  to  be  done  for  some  years 
0  come,  if  at  all. 

COST. 

The  following  data  is  a  summation  of  the  labor  cost  in  connection 
;ith  the  construction  of  the  Lackawanna  Railroad  of  New  Jersey.  These 
gures  cover  the  entire  line,  amounting  to  a  mileage  of  approximately 
ixty  miles  of  main  track : 

Per  Mile. 

!ost  of  boring  by  hand  in  the  field,  2,880  ties  at  $.035 $    100.80 

"est  of  applying  11,520  screw  spikes  at  $.019 218.88 

fost   of   laying   track,   less   boring   and   placing   screw    spikes   at 

$.085   per    foot 448.80 

est  of  surfacing  5,280  feet  track  at  $.17  per  foot 897.60 


Average  cost  of  labor  per  mile  of  main  track $1,666.08 

The  above  figures  include  the  entire  labor  cost  for  putting  the 
■ack  in  finished  condition,  but  do  not  include  any  labor  cost  for  the 
istribution  of  materials.  It  will  also  be  noted  that  the  cost  of  boring 
es  in  the  field  on  the  above  work  amounted  to  3^  cents  per  tie,  whereas 
le  boring  and  adzing  of  ties,  which  is  now  done  before  treatment,  has 
pt  cost  to  exceed  i^^  cents  per  tie. 

ONCLUSIONS    IN    REGARD    TO    SCREW    SPIKES    AFTER    A 
PERIOD      OF      MORE      THAN      FOUR      YEARS,      AND 
PRECAUTIONS   TO    BE   TAKEN    IN   APPLYING. 

TIES. 

(i)  Treated  beech,  birch,  gum,  hard  maple,  elm  and  probably  other 
jmilar  woods  may  be  safely  used  with  oak  on  sharp  curves  where  the 
jaffic  is  especially  heavy. 

(2)  From  an  economic  standpoint,  softwood  ties,  such  as  lob- 
Uy  pine,  should  not  be  used  on  tracks  of  excessive  traffic,  nor  is  it, 
Ivisable  to  use  them  on  sharp  curves  with  moderately  heavy  traffic. 
h  expensive  fastening  device,  such  as  an  extra  large  and  heavy  tie  plate 
chair,  securely  fastened  to  the  tie  by  fastenings  independent  of  the 
iikes  securing  the  rail,  with  sufficient  room  for  rail  movement  on  the 
ij:  plate,  thus  reducing  the  movement  between  plate  and  tie  to  a  mini- 
hm,  would  probably  make  it  practicable  to  use  softwood  ties  on  straight 
rick  and  light  curves  with  moderately  heavy  traffic.  It  is  not  believed, 
l:wever,  that  loblolly  pine,  or  similar  ties,  can  be  economically  used 
Uh  good  results  on  heavy  curves,  regardless  of  the  style  of  fastenings. 


:}22  RKsri/rs  witji  usi-:  oi-  screw  spikes. 

{^])  As  a  nilr,  willi  woods  which  il  will  i)ay  U)  treat,  the  poorer 
the  (luality  ol  the  timber  the  more  elaborate  aiul  exi)ensivc  the  fasten- 1 
ing  must  be  if  the  mechanical  life  of  the  tie  is  made  to  approach  the  life 
of  the  treated  timber. 

(4)  The  hardest  track  to  maintain,  from  a  tie  standpoint,  is  on 
sharp  curves,  elevated  for  high-speed  trains,  where  the  speed  of  freight 
trains  is  restricted  on  account  of  grade  conditions.  Where  traffic  is 
especially  heavy,  such  curves  should  be  provided  with  the  best  of  hard- 
wood ties. 

TIE  PLATES. 

(i)  Tie  plates  should  be  used  on  all  ties  where  screw  spikes  are 
used. 

(2)  The  tie  plates  should  project  well  beyond  the  base  of  the  rail 
on  the  outside  and  less  on  the  inside  to  counteract  the  tendency  of 
rail  to  roll  out. 

(3)  As  a  rule,  the  required  thickness  of  the  tie  plates  will  de- 
pend upon  their  projection  beyond  the  base  of  the  rail,  and  the  traffic. 

(4)  Four  holes  should  be  provided  for  screw  spikes,  so  that  two 
extra  holes  will  be  available  if  needed. 

(5)  All  holes  should  be  punched  from  the  top  down  and  be  as 
neat  a  fit  for  screw  spikes  as  consistent,  so  as  to  make  all  screw  spikes 
act  together  in  resisting  lateral  pressure.  The  outside  screw  spikes  should 
be  so  protected  by  the  shoulder  on  the  plate  as  to  prevent  the  rail  base 
from  cutting  into  the  screw  spike  neck;  otherwise,  in  case  of  derail- 
ment and  slued  ties,  it  will  be  found  impossible  to  remove  the  spikes 
without  first  straightening  the  ties. 

(6)  A  raised  lug,  or  shoulder,  both  inside  and  outside  of  the  rail 
base,  should  be  provided  to  give  support  to  the  screw  spike  heads.  This 
shoulder  assists  in  holding  gage  and  materially  reduces  the  breakage  of 
spikes  and  damage  to  track  in  case  of  derailment. 

SPIKES. 

(i)  The  size  of  screw  spikes  and  the  design  of  the  thread  should  be 
carefully  considered  before  a  screw  spike  is  adopted.  Thereafter  no 
changes  should  be  made ;  otherwise  the  new  screw  spikes  cannot  be  used 
in  old  holes  without  damaging  the  wood  fiber. 

(2)  Where  salt  brine  drippings  are  excessive,  screw-spike  heads 
must  be  made  sufficiently  large;  otherwise  there  may  be  difficulty  in 
the  future  in  removing  the  screw  spikes  from  the  track,  due  to  corro- 
sion. During  nearly  five  years'  service  no  screw  spikes  have  been 
found  that  were  rusted  within  the  tie,  and  there  was  no  rust  to  speak  of 
below  the  head,  although  some  spike  heads  were  rusted  so  badly  that 
they  could  not  be  removed  with  the  standard  tool. 

(3)  The  screw-spike  head  should  have  tapering  sides  to  prevent 
turning  in  the  wrench  socket  after  the  size  of  the  head  has  been  dimin- 
ished by  rust. 
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(4)  Any  mechanical  device  for  setting  down  screw  spikes  must 
Dmatically  release  when  the  screw  spike  is  seated ;  otherwise  the 
:w  spike  is  apt  to  be  damaged  in  case  of  hardwood  or  the  wood  fibers 
:royed  in  case  of  softwood. 

(5)  Very  little  trouble  is  experienced  by  screw-spike  heads  break- 
off,   either   on    account   of    track   movement    or    derailed    equipment. 

;  heads  are,  at  times,  damaged  to  considerable  extent  by  derailments, 
as  a  rule  the  spikes  are  not  broken,  nor  is  their  holding-power  af- 
ed.  Where  screw  spikes  are  broken  off,  a  device  for  extracting  the 
•cen  portion  from  the  old  hole  without  injury  to  the  wood  threads 
^Id  be  a  valuable  appliance. 

(6)  When  screw  spikes  are  fully  seated,  no  further  strain  should 
)ut  on  them,  as  this  will  tend  to  destroy  the  threads  in  the  wood  or 
re  the  spikes. 

HOLES    FOR    SCREW    SPIKES, 

(i)  All  ties  should  be  bored  at  the  treating  plant  before  treatment. 
)  can  be  done  while  the  ties  are  being  adzed,  and  not  only  insures 

the  holes  are  bored  sufficiently  deep,  but  provides  for  good  treatment 
[11  wood  adjacent  to  the  spike  holes. 

(2)  Where  the  ties  are  bored  before  treatment,  the  track  must  be 
roper  gage  before  the  ties  can  be  placed. 

(3)  The  holes  for  screw  spikes  should  be  of  proper  dimensions 
ithe  class  of  wood  used,  with  due  regard  to  the  size  of  screw  spike 
(. 

'  '^     A   limited  number   of   holes   can   be   bored  with   one  bit,   after 
its  size  will  diminish  so  as  to  make  it  unfit  for  a  hole  of  a  given 

,(5)  Holes  should  be  bored  somewhat  deeper  than  the  length  of  the 
:r|v  spike.  There  is  no  serious  objection  to  boring  the  holes  clear 
rligh  the  ties. 

GAGE. 

i)     With  oak,  birch,  hard  maple,  gum  or  longleaf  yellow  pine  ties, 
^  can  be  maintained  with  a  flat-bottom  plate,  using  two  screw  spikes 

1  jraight  line  and  two  or  three  on  curves. 
[2)     Heavy    curves    elevated    for   high    speed,    where   heavy    freight 

^h  move   at  a  slow   rate  of  speed,  are  the  hardest  track  to  keep  to 

1 3)     Double  spiking  should  be  done  on  the  inside  of  the  rail. 
'4)     Not  only  is  the  lateral  and  vertical  resistance  of  a  screw  spike 
than   that   of   a   cut   spike   when   both   are   first   applied,  but   the 
il   and   vertical    resistance    of    a    loose    screw    spike    is    considerably 
c.,er  than  the  lateral  and  vertical  resistance  of  a  loose  cut  spike. 

5)     When   the   threads    in   the   tie   are    entirely   destroyed,   a    screw 
ii    (any  one  of  several  different  varieties)    may  be   used  with   good 
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GENERAL. 

(i)  All  tics  should  be  bored  and  ad/.cd  before  treatment.  Thii 
insures  good  gage,  a  perfect  bearing  for  the  tie  plates  and  good  treat 
ment  under  the  rail  seat  and  around  the  screw-s])ike  holes. 

(2)  In  placing  screw  spikes,  they  should  be  driven  by  hammer  on 
sufficient   to   make  the  threads   take  ludd.     If   rigid   instructions  are  no 
carried   out,   laborers   will  continually   overdrive   spikes   and  thus  destro' 
the  wood  fibers  near  the  top  of  the  holes. 

(3)  Screw  spikes  with  flat-bottom  plates  on  hardwood  ties  wi! 
hold  track  to  gage  on  sharp  curves  under  heavy  traffic.  The  holding 
power  of  screw  spikes  in  hardwood  ties,  after  more  than  four  year 
service,  is  not  materially  reduced. 

(4)  No  screw  spikes  have  ever  been  found  so  loose  that  they  coul 
be  easily  pulled  out  of  the  holes,  and  but  few  have  been  discoverc 
which  could  be  as  easily  extracted  as  a  newly-driven  cut  spike.  In  n 
case,  except  with  loblolly  pine  ties,  has  the  threads  in  the  wood  bee 
found  weakened. 

(5)  Screw    spikes   in   maintenance   work   can   be   most   economical 
used  where  all  rail  is  of  a  standard  pattern,  so  that  regaging  of  track 
not  necessary  in  relaying  rail. 

(6)  Slight  irregularities  of  track  when  frozen  are  liable  to  thro 
an  excessive  strain  on  screw  spikes  where  there  are  but  a  few  mix« 
with  cut  spikes. 

(7)  The  best  results  with  the  screw  spikes  can  be  expected  in  ne 
construction,  and  where  the  number  of  screw  spikes  in  tie  renewals  pr 
dominate  over  cut  spikes. 

(8)  In  relaying  rail,  cut  spikes  should  never  be  driven  in  0 
screw-spike  holes,  if  the  holes  are  to  be  again  used  for  screw  spikes. 

(9)  No  effort  should  be  made  to  draw  up  a  low  tie  with  sere 
spikes  when  the  roadbed  and  ballast  are  frozen  solidly. 

(10)  Screw  spikes  do  not  have  to  be  continually  set  down,  as  < 
cut  spikes,  but  should  be  gone  over  and  set  down  properly  after  tl 
plates  are  seated  in  the  tie. 

(11)  Flat-bottom  plates  with  raised  shoulders  or  lugs  for  tl 
screw  spike  head  make  but  little  noise  and  do  not  rattle  at  all  where  ti 
are  adzed  before  treatment. 

(12)  It  cannot  be  expected  that  the  full  life  of  all  creosoted  sol 
wood  ties,  such  as  loblolly  pine,  will  be  realized  without  providing  e 
pensive  fastenings  from  the  start,  and  then  it  will  probably  be  necessa 
to  add  some  further  device  at  a  later  date.  Probably  the  most  practM 
and  least  expensive  device  will  prove  to  be  one  or  the  other  of  the  linii 
devices  to  be  placed  in  wornout  spike  holes. 

(13)  The    use    of    screw    spikes    for    the   past    five   years   has  n 
made   it   necessary  to   increase   the   number   of  sectionmen   per  mile 
track. 
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(14)     Whether  or  not  it  will  pay  to  use  screw   spikes  will   depend 
on  the  cost  of  ties,  their  probal)lc  life  and  the  amount  of  traffic. 

ILLUSTRATIONS     OE     SCREW     SPIKES     IN     SERVICE. 

In  observing  the  photographs  on  the   following  pages,  the  notations 
ow  each  photograph  should  be  carefully  observed.     It  should  be   fur- 
tr  remembered  that  all  the  examples  selected  are  from  main  line  tracks 
er  which  heavy  power  of  the  type  illustrated  in   Diagram   i   operates, 
le  approximate  annual  tonnage  which  has  passed  over  the  track  since 
ties  were  placed  is  shown  under  each  example.     With  but  few  excep- 
:|ns  the  photographs  show  ties  on  sharp  curves  and  heavy  grades,  and, 
a   rule,   were   taken   to   show   the   worst   conditions   found   as   to   tie- 
ting,  or  some  particular   defect  in   fastenings  or  method  of   applying 
tli  same.     It   will  be  noted   that   no   photographs   were   taken   to   show 
igleaf  yellow   pine  ties   in   regular   repair   work   on   straight   track.     It 
in\\d  be   stated,   however,   that  in  no   case   do  the  ties   show  any  cut- 
:|g  or  lateral  movement  where  placed  on  straight  line  track.    It  will  also 
I:  noted  that  the  time  of  laying  new  rail  since  the  ties  were  placed  is 
5pwn  in  most  cases. 

It  has   always   been   our  practice   to    interchange   high   and   low    rail 

curved  track,  as  it  has  been  found  that  by  this  method  the  greatest 

can  be   obtained    from   the   rail   without   wearing   it   to  too   close   a 

rgin  of   safety.     Therefore,   in   nearly   all   cases,   at   least   one   change 

rail  has  been  made  more  than  is  indicated  in  the  illustrations. 

All  track  illustrated  is  ballasted  with  broken  stone. 
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Photograph  No.  12. 


maple  tie,  placed  1910. 
gum  tie,  placed  1910. 
red  oak  tie,   placed  1914. 


3°  40'  curve.  — ^ 

5-in.  elevation.  "+' 

75  ft.  per  mile   descending  grade.  "o" 

101-lb.   rail,  laid  1911.  Traffic  per  annum,  12,000,000  tons 

Note  perfect  condition  of  ties  under  tie  plates;  also  thicker  tie  plat' 
v^ith  lugs  for  screw  spike  support  on  the  inside  of  high  rail  on  1914  oak  ti 
Gage  perfect.  No  indication  of  any  lateral  movement  of  screw  spikes  c 
plates. 
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Photograph  No.   13. 


lOl-lb.  rail,  laid  1911. 

"-f "  g-um  tie,  placed  1910. 

Traffic   per  annum,    12,000,000    tons. 


Iw  rail. 

455'  curve. 

6ri.  elevation. 

7  ft.  per  mile   descending  grade. 

This  photograph  was  taken  to  show  buckled  i/^-in.  tie  plate,  due  to  un- 
€3n  bearing  on  tie  which  was  not  adzed  when  placed.  For  fear  of  cutting 
aay  treated  wood,  no  adzing  was  permitted  by  hand  when  1910  ties  were 
peed  unless  conditions  at  rail  seat  were  unusually  bad.  This  photograph 
sows  the  importance  of  adzing  ties  before  treatment,  and  the  advisability 
c  thicker  tie  plate. 
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Photograph  No.   14. 


101-lb.   rail,  laid  1911. 

"+"  two  gum   ties,   placed  I'JlO. 

Traffic   per  annum,    12,000,000   tons. 


Low  rail. 

4°  55'  curve. 

6-in.  elevation. 

75  ft.  per  mile  descending  grade. 

This  photograph  shows  perfect  bearing  and  no  lateral  movement  to 
plates  or  spikes,  although  one  of  the  screw  spikes  had  never  been  properly 
set  down. 
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Photograph  No.  15. 

Low  rail.  101-lb.  rail,  laid  1911. 

4°  0'  curve.  "+"  gum  tie,  placed  1910. 

5-in.  elevation.  "="  two  pine   ties,   placed  1912. 

75  ft.  per  mile  descending  grade.  Traffic   per  annum,    12,000,000   tons. 

These  two  ties  were  laid  between  a  gum  and  a  beech  tie  previously 
placed.  Note  gum  tie  (  +  )  placed  in  1910  in  perfect  condition,  as  was  also 
the  beech  tie  placed  in  the  same  year  on  the  other  side  of  the  two  pine  ties, 
but  not  shown  in  photograph.  The  gage  of  track  was  perfect,  although  the 
outer  end  of  the  tie  plates  in  the  pine  ties  had  cut  nearly  their  full  depth 
into  the  ties. 
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Photograph  No.  i6. 

Photograph  No,  16  shows  one  of  these  ties  removed  from  the  track.  It 
will  be  noticed  that  the  plate  does  not  project  outside  of  the  rail  base  on 
the  shoulder  side  as  far  as  it  should  in  comparison  with  the  projection  on 
the  inside  of  the  rail  base.  The  plate  in  question  is  TxlQi^  in,  long  by  %-in. 
thick.  When  sheared  they  should  have  been  cut  at  the  base  of  the  inside 
lugs,  thus  providing  a  much  greater  bearing  area  on  the  outside  of  the  plate. 


Photograph  No.  17. 
Photograph    No.    17    shows    cross-section   of   tie   shown   in    No.    16   after 
spikes  were  pulled.     Note  perfect  condition  of  wood  under  tie  plate. 
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Photograph  No.  i8. 

Photograph  No.  18  shows  the  tests  made  on  the  three  screw  spikes 
ishown  in  No.  16,  and  also  a  comparative  test  on  a  new  hole  bored  in  the 
(tie  outside  of  the  tie  plate.  From  this  diagram,  it  will  be  seen  that  the 
new  hole  had  nearly  twice  the  resisting  power  of  the  old  hole. 


II 
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Photograph  No.  19. 

6°  15'  curve.  "  +  "  gum  ties,   placed  1910. 

7-in.  elevation.  "o"  red  oak  tie,   placed  1913. 

75  ft.  per  mile   descending  grade.  "||"  elm  tie,  placed  1910. 

101-lb.   rail,  laid  1911.  Traffic   per  annum,    12,000,000   tons. 

As  will  be  seen,  there  is  no  indication  of  plates  cutting  into  the  ties 
Plates  and  spikes  have  not  moved  laterally.  Gage  perfect,  except  for  rail 
wear. 
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Photograph  No.  20. 


101-lb.   rail,  laid  llUl. 

"4-"  gum  ties,  placed  1910. 

Traffic   per  annum,    12,000,000   tons. 


High  rail. 

ti     curve. 

7-in.  elevation. 

7r>  ft.  per  mile   descending  grade. 

The  three  ties  shown  in  this  photograph  indicate  no  bad  conditions. 
The  tie  marked  "36"  had  one  screw  spike  outside  of  the  low  rail  which  was 
not  down  to  place  and  could  not  be  set  down.  In  taking  out  the  inside  spike 
nn  the  high  rail  for  examination  it  was  broken  off.  The  tie  was  then  re- 
moved from  the  track.  As  will  be  seen  in  the  photograph,  the  spike  was 
broken  because  of  a  flaw  or  old  crack,  undoubtedly  made  by  an  effort  to  get 
the  spike  down  to  place  in  a  hole  which  was  not  bored  sufficiently  deep. 
The  spike  had  previously  been  removed  in  relaying  rail.  All  holes  were 
bored  in  the  ties  in  the  field  at  the  time  these  ties  were  placed. 
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Photograph  No.  21. 

Photograph  No.  21  shows  the  tie  shown  in  Photo  No.  20  and  plate  on 
the  high  side  when  removed  from  the  track.  Note  the  rusty  condition  of 
original  screw  spike  on  outside   of  liigh   rail. 


Photograph  No.  22. 

Photograph  No.  22  shows  result  of  test  on  the  two  spikes  on  the  outside 
of  high  rail,  as  well  as  a  comparative  test  on  a  new  hole  bored  outside  of 
the  plate.  It  will  be  noted  that  all  three  tests  show  a  resistance  of  abou* 
G,600  lbs.  before  the  spikes  gave  one-tenth  of  an  inch.  While  the  first 
spike  placed  (the  one  with  a  rusty  head  shown  on  Photograph  No.  21) 
indicates  the  greatest  ultimate  resistance,  i.   e.,  11,570  lbs.,  or  nearly  6  tons. 
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Photograph  No.  23. 
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Photograph  No.  24. 

Photographs  No.  23  and  No.  24  relate  an  interesting-  story.  Note  the  cut 
spike  projecting  througli  the  bottom  of  the  tie.  In  relaying  rail,  for  some 
unknown  reason,  a  cut  spike  had  been  used  temporarily.  Evidently  the 
head  had  been  broken  off  in  an  attempt  to  remove  the  spike.  It  was  then 
carelessly  driven  on  through,  very  greatly  damaging  the  tie.  Little  could  be 
expected  of  a  screw  spike,  or  any  other  kind  of  fastening,  under  such  condi- 
tions. 
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Photograph  No.  25. 

Photograph  No.  25  shows  a  cross-section  through  the  two  outside  spike 
holes  on  high  side  after  the  pulHng  tests  had  been  made  as  described  above. 
Note  the  condition  of  the  wood  at  these  holes  as  compared  to  the  hole  at 
low  rail,  where  cut  spike  had  been  driven  through,  shown  in  Photograph 
No.  24.  It  will  also  be  noted  that  the  inside  hole  on  low  side  was  not  bored 
sufficiently  deep;  also  shavings  left  in  the  hole.  Nevertheless,  the  screw- 
spike  was  down  to  place.  In  short,  this  tie  had  been  very  much  misused. 
The  holes  were  not  bored  sufficiently  deep  and  a  cut  spike  had  been  driven 
without  previously  boring  a  hole. 
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Photograph  No.  26. 

Low  rail.  101-lb.   rail,   laid  1911. 

6°  curve.  "=:"  four  long-  leaf  yellow  pine  sap 

6-in.  elevation.  ties,  placed  1910. 

75  ft.  per  mile  descending  grade.  Traffic   per  annum,    12,000,000  tons. 

This  photograph  shows  no  sign  of  rail  rolling,  but  indicates  slight  cutting 
or  settling  of  the  tie  plates  in  the  wood  fibers.  It  will  be  noted  that  the  rail 
has  been  relaid  once  since  ties  were  first  placed  without  changing  gage, 
which  is  now  perfect. 
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Photograph  No.  27. 


75  ft.  per  mile   descending  grade. 

101-lb.   rail,  laid  1911. 

Traffic   per  annum,    12,000,000   tons. 


High  rail. 

6°  curve  (easement  of) 

6-in.  elevation. 

Showing  two  of  the  same  ties  indicated  in  Photograph  No.  26. 
This  photograph  taken  to  show  the  badly  rusted  plates  and  spikeheads. 
In  no  case  has  this  corrosion  been  found  to  extend  below  the  spikehead. 
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Photograph   No.  28. 

High  rail.  91-lb.  rail,   laid  1910. 

7°  curve.  "     "   one   beech  and  two  gum   ties, 

S-in.  elevation.  <<_|_..   j^j^    

Level  grade.  Traffic   per  annum,   20,000,000   tons. 

Both  freight  and  passenger  trains  make  fairly  fast  speed  around  this 
curve.  The  tie  plates  are  not  cut  into  the  ties  outside  of  either  high  or 
low  rail.  No  indication  whatever  of  lateral  movement  of  plates  or  screw 
spikes.  Screw  spikes  removed  from  the  track  show  that  none  of  them  have 
loosened  or  pulled  out.     Note  the  extension  of  plate  outside  of  rail  base. 
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Photograph  No.  29. 


Longleaf  vellow  pine  sap  ties, 
placed  1911.  Tie  with  feather 
was    removed    for    examination. 

Traffic   per   annum,   20,000,000   tons. 


Low  rail  and  high  rail. 

3°  20'  curve. 

41/^-in.  elevation. 

29   ft.   per   mile  ascending-   grade. 

91-lb.   rail,   laid  1911. 

The  tie  indicated  by  a  feather  probably  showed  the  worst  cut  conditions 
of  any  tie  in  the  curve.  This  tie  was  removed  from  the  track  for  the  pur- 
pose of  testing  the  holding-power  of  the  spikes. 
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Photograph  No.  30. 

Photographs  Nos.  29  and  30  showing-  the  tie  in  the  track,  indicate  that 
the  tie  plates  on  this  curve  were  not  properly  proportioned.  The  plate.s 
should  have  been  sheared  so  as  to  leave  at  least  i/^-in.  more  projection  on 
the  outside  of  the  rail  base  and  a  corresponding  amount  less  on  the  inside. 
It  will  be  noted  in  Photograph  No.  30  that  the  ties  on  the  liigh  side  were 
in  very  good  condition,  the  bearing  on  all  ties  being  sufficient  to  prevent 
rail  roiling.  The  curve  is  to  gage,  and  no  lateral  movement  has  taken  p!ace. 
The  difference  in  condition  between  the  ties  at  the  tie  plate  as  between  the 
high  and  low  rail  is  due  to  the  fact  that  freight  trains  make  comparatively 
slow  speed  around  this  curve,  whereas  it  is  elevated  for  the  high-speed 
passenger  trains,  thus  throwing  an  excessive  proportion  of  the  load  of  all 
freight   trains   onto  the   low   rail. 
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Photograph  No.  31. 
Photograph  No.   31  shows  the  tie   (see  photo  No.   29)   under  low  rail  aftPr 
pulling  tsts  were  made  and  plate  removed      The  pictuVe   shows  The  Perfect 
condition  of  the  wood  underneath  the  plate.  *"owfe  xne  perrect 


Photograph  No.  32. 
Photograph  No.  32  shows  the  result  of  the  tests  on  the  three  screw 
spikes  as  well  as  a  comparative  test  on  a  new  hole,  designated  as  No.  4. 
It  win  be  seen  that  the  old  spike  holes  showed  as  great  an  average  resist- 
fi^o-  it®  ^^  new  hole,  and,  in  fact,  old  spike  No.  2  gave  a  resistance  of 
^^o^  iX,®"  ^^rr.,  '^^  ^"  ^^^^  movement,  while  the  new  hole  (No.  4)  gave  but 
WO  lbs  Three  years'  service  had  not  diminished  the  holding  power  of 
Ji^f%  ^E  i^^^  although  the  tie  plate  had  cut  into  the  tie  and  spikes  Nos.  1 
track  removed   from   the   tie   when   it   was   taken   from   the 
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Photograph   No.  33. 
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Photograph   No.  34. 


Pine  ties,  placed  1910. 
Traffic   per  annum,    12,000,000   tons. 
(These    two    photographs    are    di- 
rectly opposite  Nos.  29  and  30.) 


Low  rail.     High  rail. 

3°  20'  curve. 

434-in.  elevation. 

29   ft.    per   miles   descending   grade. 

91-lb.    rail  laid   1910. 

It  will  be  noted  from  these  two  photographs  that  there  is  very  little  or 
no  tie  cutting,  either  at  the  high  or  low  rail.  Tie  plates  were  of  the  first 
pattern  used,  without  lugs  on  the  inside  for  supporting  the  screw  spike- 
heads.  These  tie  plates  were  exceptionally  well  proportioned  as  to  the 
amount  of  projection  on  the  outside  of  the  rail  base.  Comparatively  high 
speed  on  all  trains,  both  freight  and  passenger,  on  the  descending  grade 
more  equally  distributes  the  load  between  the  high  and  low  rail  than  in  the 
case  of  the  eastbound  track  at  the  same  point. 
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Photograph   No.  35. 
General  view  of  screw   spike  track   with  all  treated  timber. 


Photograph  No.  ^6. 

5°  44'  curve.  101-lb.    rail,    laid    1910-11-12-14. 

61/^ -in.  elevation.  Beech  tie. 

75  ft.   per  mile  descending  grade.  TrafRc  per   annum,  20,000,000   tons. 

This  photograph  shows  the  condition  of  a  beech  tie  laid  in  1910  under 
a  tie  plate  on  high  side  of  curve,  where  foreman  claimed  loose  spikes  were 
permitting  the  rail  to  spread.  It  will  be  noted  that  rail  was  relaid  on  tms 
curve  in  1910  and  1911.  Manganese  rail  laid  in  1912  and  Barbey  frictioniess 
rail  laid  on  low  side  in  1914. 
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Photograph  No.  zi- 

fv,  ^^ffi°^ri^P^  t'^  ^^  ^  section  through  the  spike  holes  and  plainly  indicates 
tne  aimculty.  Investigation  proved  beyond  question  that  the '  few  loose 
spiKes  on  this  curve  were  in  the  same  condition  as  those  shown  in  Photo- 
graph No  37,  and  had  been  broken  due  to  a  derailment,  the  heads  of  all 
spikes  so  broken  being  badly  damaged.  All  three  spikes  on  the  higli  rail 
01  tie  in  question  were  broken  off.  Photograph  No.  38  shows  a  test  on  a 
new  hole  in  this  tie.  The  resistance  was  12,675  lbs.  at  1 '10-in.  movement, 
ti.  }^^  \  ■  ^^^^  ^^'^"^  Photograph  No.  37  that,  in  spite  of  the  derailment, 
tne  threads  m  the  wood  are  in  perfect  condition.  Screw  spikes  removed 
ror  test  from  other  ties  laid  the  same  year  on  the  same  curve  indicate  no 
apparent  loss  in  holding  power  and  no  lateral  movement.  Although  the  rail 
^l^t^  +^®"  shifted  continually,  this  curve  was  not  regaged  from  the  time  the 
xyiu  ties  were  placed  until  the  Barbev  frictionless  rail  was  laid  the  past 
summer,  and  excepting  for  this  change  in  section  would  not  have  required 
regaging.  ^ 
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Photograph   No.  38. 


Photograph  No.  39. 
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Photograph  No.  40. 


Gum   tie,    placed   1910. 

Traffic  per   annum,    20,000,000   tons. 


I     curve. 

^-in.  elevation. 

lOi-lb.  rail,  laid  1912. 

These  two  photographs  show  tie  under  tie  plate  and  cross-section 
through  spike  holes,  all  of  which  indicate  the  perfect  condition  of  the  tie, 
both  under  the  plate  and  at  the  soike  holes,  regardless  of  the  fact  that  the 
tie  plate  did  not  have  a  perfect  bearing  over  its  entire  area.  Numerous 
ties  examined,  of  various  kinds,  on  this  curve  did  not  reveal  a  case  where 
the  threads  in  the  wood  were  not  in  good  condition.  Note  one  of  the  out- 
side holes  packed  full  of  shavings,  due  to  the  hole  not  being  properly  cleaned 
out  before  placing  screw  spikes.  The  screw  spike  in  this  hole  was  not  en- 
tirely down  to  place  and  could  not  be  put  farther  down.  Photograph  No.  41 
shows  tests  made  on  screw  spikes  in  the  opposite  end  of  the  tie  at  the  low 
rail,  and  shows  that  all  of  the  spikes  still  had  good  resisting  power. 
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Photograph   No.  41. 
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Photograph  No.  43. 


Loblolly  pine  tie,  laid  1912. 
Traffic   per   annum,    12,000,000   tons. 


1     30'  curve. 

1^/2 -in.  elevation. 

I"l-lb.  rail,  laid  1912. 

n^■^^^nT9?2''^  fl?;.P^nn  Tf  ^  ^°^^°"r  ^^T^'^'  ^^^^^^^  ^'^^  ^^^d  in  a  4=  30' 
•e  ult  of  an  acPi^pnt®  %y^  H^^  ^^""^  ^^^''^^  ^^  ^^^^  ^^^ck  in  question  as  the 
e.^toraUon  of  traffic  A .  wuf  k  '"^  ^"^^/^^^^  ^^^eje  the  only  ones  available  for 
V-.     io        ,  •  ,    tramc.     As  will  be  seen  from  this  photos-raoh  and  Phntne-mnh 

ow  sfde'o^'cti'e'fh^nfaf/r.'^T"^^  'H'  two^utside^s^pilf  h^fes'^of  "t^S 
iine  of  s^rv^cJ  bnT  h«^  ^^f^^'^.'^''^  'I"^"-  \^^  ^'^  ^^^^^  considering  the  short 
mt   or   service    but  had   not   cut   materially   into   the  tie   on   the   s^a^p   ^idp 

e  "rl  ^t^e^^^^^^^^  J^!f  ^'^-^^^  adzed  and  bo?ed  at  ^thf  plan? 

\V  4I  Photo-ranb  -^n  T/l'?''  ^^u^\  '^^^^^  °J  P^^^®  ^^^^^  O"  Photograph 
IS  a  comn??i?^/l?L+^^-  ^^  ^'^^^  the  test  on  the  three  screw  spikes,  as  well 
'lafnfy ^nd[?a{el  that  rit^i'T  ^°^-1  ^°^^^  °"^l^^^  ^^  ^^^  ^'^  P^^^e.  This  test 
lamaged  '      ^    *°    ^^^^    movement,    the    holes    were    materially 

^e  u^^ed  fo^7d%a''nf«V!f  ^PJ"^^^^  ^°°^  evidence  that  ties  of  such  quality  cannot 
e  ubea  to  advantage  on  sharp  curves  in  tracks  of  heavy  traffic. 
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ow  rail.  6  in.  x  S  in.  x  S  ft.  third-class  pine 

)°  curve.  tie    on   wye    track    in   use    con- 

-in.  elevation.  stantly. 

This  photograph  shows  the  low  rail  of  a  10°  wye  track  on  which  6  in.  x 
in.  X  8  ft.  third-class  pine  ties  were  laid  in  1910  for  experimental  purposes, 
■'hotograph  No.  46  shows  same  ties  at  the  high  rail.  Photograph  No.  48 
lows  low  rail  end  of  this  tie  removed  from  track,  and  plainly  indicates  how 
;ie  outer  end  of  the  tie  plate  had  settled  into  the  tie.  The  rail  had  canted 
utward,  but  the  tie  plate  had  not  moved  laterally.  Photograph  No.  47 
lows  a  cross-section  at  the  spike  holes  after  pulling  test  and  amount  of 
litting,  also  the  good  condition  of  the  wood  under  the  tie  plate.  Photograph 
•0.  -49  shows  the  results  of  the  pulling  test  on  the  three  spikes  of  the  low 
lil,  as  well  as  two  comparative  tests  on  holes  bored  outside  of  the  tie  plate, 
his  test  shows  that  the  wood  still  has  fair  resisting  power,  even  though 
16  ties  were  of  poor  quality  and  have  had  four  years'  hard  service. 


:i54 


Ki'.si'i/rs  \\i  III  rsi-:  oi-  screw  simkilS. 


Photograph  No.  46. 
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Photograph  No.  47. 
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Photograph  No.  48. 
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Photograph  No.  49. 
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Photograph  No.  51. 

Straight  track.  7  in.   x  9   in.   x  8  ft.   6   in.  chestm 

Traffic   per  annum,    12,000,000   tons.  ties,  placed  1912. 

Pliotog-raphs  50  and  51  show  a  section  of  experimental  track  laid  wit 
creosoted  chestnut  ties.  Note  all  ties  bored  and  adzed  before  treatment,  an 
two  lag-  screws  used  on  each  plate  in   the  track  shown  in  the  photograph; 

All  the  ties  are  in  absolutely  perfect  condition,  with  no  indication  ( 
cutting.  It  is  believed  that  with  the  large  flat  bottom  tie  plates  and  scre^ 
spikes  these  chestnut  ties  will  show  good  results. 
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Photograph  No.  52. 

,  Shows  the  result  of  a  derailment.  Note  the  two  damaged  screw  spike- 
Ijids  and  the  center  tie  which  was  split  by  the  derailment,  the  screw 
s!ke  being-  inserted  in  the  opposite  hole  of  the  tie  plate. 
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Photograph  No.  53. 

Shows  the  result  of  a  derailment  where  a  part  of  the  fastenings  wen- 
screw  spikes.  Note  the  badly  damaged  Weber  joint.  All  of  the  cut  spikes 
visible  in  the  photograph  are  new  ones,  which  had  to  be  put  in  in  place  of 
the  old  cut  spikes  which  were  destroyed.  All  of  the  screw  spikes  visible 
were  the  original  ones,  none  of  which  had  to  be  removed  due  to  derailmen: 
This  is  a  fair  representation  of  the  condition  of  the  track  over  a  length  "^i 
approximately  two  miles. 
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Photograph  No.  54. 

Shows    screw    spike    track    with    gum    ties;    101-lb.    rail    in    service    over 
three  years. 
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Photograph  No.  55. 

Shows    screw   spike    track    with    gum   ties;    101-lb.    rail    in    service   over 
three  years. 
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Photograph  No.  56. 

.       S'hows  screw  spike  track  on  yellow  pine  ties;  101-lb.  rail  in  service  over 
three  years. 
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Photograph  No.  57. 
Shows   the  extrahometer   used   in   making-  vertical   pulling   tests. 
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29  M.   at     15ft     435   - 

28    M.^t     15ft     420  - 

284  M  at    15ft      426  - 

Curve        -          E.B. 

1091' at  0  04"        44  - 

1546 -at   0  04"          62  - 

I366*al  004"         56  " 

Htll'at  0  04-        57  - 

1422"  at   004  -          57  - 

l4S6'at    0-04-         55    • 

FUEL  CONSUMED 

Total                    E.B 

432  ft 

932  " 

500  ft 

1,521,720 

561    •• 

129ft 

378756 

737  •• 

2>5ff 

737,973 

743  ft  1       311  ft 

725.346 

733  ft         304ft 

7IS.428 

DOING  EXTRA  WORK 

Actual  Rise        W.B. 

70  " 

540  7. 

70  . 

Z60  - 

260  - 

29--   - 

Friction  Resist"   W.B. 

212   M    at   15ft      318  - 

22  M    at    15ft       330  - 

29  M.  at     I5ri.     435  • 

21   M.  at     I5fl.     315  " 

291   - 

184  M   at    15ft      27=    - 

Curve                  WB 

II45'  at  O04--   1     46  - 

1913  "at  004-         7fr5" 

1312"  at  004"         52  " 

;  365' at  004-        55  - 

54  - 

966"af    0  04-         «.3    ' 

Total                  W.B 

1  434  " 

9465  •• 

5125ft 

557  •• 

123  f1. 

630  ■■ 

I96fl. 

605   - 

171  ft 

606  ft         azfly 

' 

fMaint??of  Way  E.B. 

1260" 

2986' 

1726' 

100,650 

1481* 

22!' 

12,899 

2I78- 

918* 

27,769 

2193" 

933-    ■         59.412 

2Z3J-    '      974-            27.TW 

LXTRA  MA.STENANCE 

-      -      -     W.B. 

» 

n 

r. 

.. 

„ 

2193- 

933- 

27206 

- 

"        i| 

186.;  •           620-             I8  0'9 

i-.COUNT  CURVATURE 

-      -Equipl'EB. 

„ 

,. 

100,650 

- 

„ 

12,899 

2178  • 

918- 

26,769 

- 

54.412 

223^-          974-             Zl.lal 

.        -       •■      -      tV.B 

,. 

„ 

. 

" 

2193" 

933- 

27,206 

- 

- 

ia«;  •          620-             18  079 

1 

In  addition  to  above  a  pusher 
service  must    be    maintained 

1,287,720 
88,000 

3,904,625 

Assuming  6  daily  Passenger  trains 
and  10  Freight  trains 

(Wages     ■         383,421 
DISTANCE        J  Maintenance     492,052 
CONTROLUNO    [Equipment         383.421 

ruCLCONSUMCD   DOING    WORK    558,810 

EJtTRA  MAINTENANCE    1                  32   300 

T01AL  1,850,004 

1,373,295 

1,946,491 

In  addition  to  above  pusher 
service  must    be    maintained 

In  addition  to  abc.e  p..>-e- 
service  must  be  ma  -itairec 

SUMMARY 

Exlra  cost  of            Total  cost 
LINE            Cost  rfConsirudion        Operating  capj-         Corrnarative 
(Ertmjt.)                  talized 

-  LINE               1     651,000              t   3.904,625             $  4,555.625  'A' 

2. 825.500                   1,373,295                  4,!02,795'F' 

—      -                     2,426,000                    1,946.491                   4.-;2,49IT 
355 7. PUSHER UNE     2,026,000                  2,193,115                 4,219  llSr 

UNE               2,202,000                   2  022.255                  4,224,255'0' 

-— —     -                  4,6JI,)00                      000.000                 4,651   300'E' 

and  assuming  that  21   out    of 
the  24  daily  trams  must  be 
assisted,  it  '.v'll  mean    160. 963 
pusher  miles   per  year,  at  a 
low  estimate  of  404-  per  mile 

this  capitalizes  at  

Account  of  virtual  grade  on     ast 
slope  being  about    1  40  '/. 
11,000  miles    doubling   required 
on  Westbound  traffic,  at  40 if- 

for  a   distance  of  4  miles  on 
east  slope,  requiring  35.040 
pusher  miles  at  50+  per  mile 

||7,520   capitalized  at 

Account  virtual  grade  being 
140%   4400  miles  doubling 
required  at  404.    j  1,760 

3  5  0.400 
35.200 

2.193.115 

distance  of  7miles  -e<?uinng 
iO,ZAO  pusher  miles  at  40* 
per  mile.  JlZ.096  cactalned  *— 

per  mile,    capitalizes   at  

1 

FIS   7 

TABLES  OF  CAPITALISED  VAU€S 


4%                                     II 

W'OITFAIM 

500 

1000 

1500 

2000 

2500 

3000 

3500 

4000 

■4500 

5000 

♦      3 
1    4 

■f   5 
,£    6 

8     8 
i     9 

$  -68 

1-37 

205 

274 

342 

411 

479 

548 

616 

685 

105 

205 

308      411 

513 

616 

719 

3  21 

924 

1027 

1-37 

274 

4.11 

548 

684 

821 

9-58 

10.95 

1232 

13-69 

171 

3-42 

5.15 

684 

8-55 

10.27 

11-98 

13-69 

15.40 

17.11 

205 

4-11 

616 

8  21 

1027 

12-32 

14.37 

16-43 

18-48 

2054 

2?9 

"77 

719 

9-58 

11.98 

14.37 

1677 

19-16 

21-56 

23-96 

Z-74 

546 

821 

1095 

1369 

1643 

19-16 

2190 

24.64 

2738 

3-08 

ilk 

9  24 

1232 

1540 

18-48 

21-56 

24-64 

27-71 

3079 

3« 

6-84 

10  27 

1569 

,711 

20-53    2395 

27-38 

3080 

3422 

5%                                      1 

500 

1000 

1500 

2000 

2500 

3000 

3500 

4000 

4500 

5000 

$2 
1    ■* 

*-55 

105 

1-64 

219 

274 

3-29 

383 

438 

493 

5-48 

•82 

164 

246 

3  25 

4  11 

4.9> 

575 

657 

7  39 

882 

109 

219 

3-29 

438 

5.48 

6-57 

71.7 

876 

986 

10-9} 

'W 

274 

411 

548 

6.84 

821 

558 

0-95 

12-32 

1369 

164 

329 

4.95 

6-57 

8-21 

986 

1150 

314 

14.78 

16.43 

1-92 

385 

5-75 

7-67 

958 

1150 

1341 

'5-33 

1725 

1916 

219 

43s 

657 

876 

1095 

13-14 

15  33 

7-52 

19.71 

2190 

2-46 

495 

759 

9-86 

1232 

1478 

7-25 

9-71 

2217 

t4.64 

274 

5.49 

8  21 

1095 

1365 

16  43 

19-16 

dl-90 

2464 

27-38 

6%                                       1 

500 

1000 

1500 

2000 

2500 

}0OO 

3500 

4000 

4500 

5000 

«2 
g     4 

^    5 
1     6 

&    7 

,?    « 

bt     9 

10 

* 

16 

■91 

137 

1  82 

228 

274 

3-19 

3-65 

410 

4  56 

be 

157 

205 

274 

342 

4.11 

4-79 

5.47 

6.16 

684 

91 

rez 

274 

365 

4-56 

5-47 

6-38 

7.30 

821 

913 

1 

14 

228 

342 

4.56 

570 

684 

7-99 

9.13 

10.27 

11-41 

1 

?7 

2-74 

4.11 

547 

684 

8-21 

958 

10.95 

123? 

13-69 

1 

60 

319 

479 

640 

7-96 

9-58 

11-18 

1277 

1437 

15-97 

1 

82 

3'9 

548 

730 

913 

1095 

1277 

460 

16.45 

18-25 

2 

05 

411 

616 

821 

10.27 

1232 

14-37 

16.42 

18.48 

20-53 

Z 

ii 

'4  56 

684 

913 

11. 41 

1   13-69 

15-97 

18.25 

20.55 

22-81 

AMERICAN  RAIUftAY  ENGINEERING  ASSOCIATION 
COMMITTEE  ON  ECONOMICS  OF  RAILWAY  LOCATION 

DIAGRAMS  &  TABLES 

OF    CAPlTALIiED    VALUE  OF  COST  OF  FUEL  CONSUMED 

IN  H«UUNG  ONE  DAILY    TRAIN    FEB    ANNUM    10  FT  OH  LEVEL 

6RA0E(£9uALTO  L.FT,«o  LOAD  .  03Ft)ASSUMIHS THAT  5*C0At  IS  CONSUMED  11 

RAISINS  ONE  THOUSAND    TONS   ONE    FOOT    AND 

THAT   FRICTON  IS  EQUAL  TO    6*  PER  TON 

THL   ASSOCIATION    AS  A  BOOr    OOES  NOT  HOLD  ITSELF 
RESPONSIBLE    FOR    iSSUMPTlON  OF5*0F  COALPER  HORSE 
POWER   HOUR,  ir  Ah.    INDIVIDUAL  OR   MEMBER  RNDS  THAT 
THE  AMOUNT  SHOULD  8C    DIFFERENT.  MULTIPLY  FIGURES 
TAKEN  FROM  TABLES  OR  DIAGRAM  BY  RATIO  AMOUNT 
ASSUMED  BEARS  TC  5*AN0  OBTAIN  DESIRED  RESULT, 


Distance 


DIAGRAM  STABLE 


SHOWING  CAPITALIZED  VALUE  OF  ONE  DEGREE  OF 
CUR\  ATURE  ON  ACCOUrrr  OF  COST  OF  MAINTENANCE  OF  VvW^ 
ASSUMING  THAT  MAINTENANCE  OF  WAY  COSTS  400$PER 
MILE  PER  ANNUM  PLUS  25*  PER  TRAIN  MILE  &  THAT  300° 

OF  CLRVATURE   INCREASES  THE  RATE  PER  TRAIN 
MILE    FROM     30% TO  6o% 


RATE 

OF 

INCREASE 

CAPITALIZED   VALUE    AT      | 

4%     1         5% 

6%     1 

D    O  1_  U/V   R  S                              1 

30% 

ZE8 

I-8E 

I-5E 

40% 

304 

2-43 

E03 

50% 

3-80 

304 

Z-53 

6o% 

456 

365 

3-04 

FIG.  5. 


AMERICAN   RAILWAY  tN6m££RlN6  ASSOaATlOf* 
COMMITTEE  OH   ECONOMIC  Of  RAILWAY  LflCATlCW 

DIAGRAM  STABLE 

SHOWING  CAPITALIZED  VALUE  OF  SAVINS  IN  tttces  OF 
TRAIN  ft  ENGINE  CREWS  ,  PER  DAILY  TRAIN   PER 
ANNUM    BY    EUMINATING    100  FT    DISTANCE 

NOTE 


Both  ©r  these  tables   to  be  use^   in 
calculafin?  capUaltze<i  Mlue  of  Mving 
in  C05t  or  marntajning  equipment, 
assuming  in  fable   5  lhaf  the  c/>s^  o/ 
maintaining  equipment  is  25^  per  train  -r  « 


rra.-  -iJe 

C3?"3i2e.d  '.^  Le  J" 

4'=  J      5'.-        6% 

Cenr:^ 

Dollars 

10 

1728 

l>82 

11-52 

15 

25-91 

20-73 

IT28 

20 

3455 

27-64 

Z>04 

25 

4>I9 

34-55 

2»80 

I  CAPITALIZED 

I  SAVING  IN  MAINTENANCE   ON  ACCOUNT  OF 
:  SAVING  IN  DISTANCE  assuming  that  mam'enj-ce 
:  cosfs 1 211-20  per  mile,  plus  ZSf  ?«<"  '''">'■  '^  < 
i  on  straight  track  .  Saving  per  foot  of  disTa^c* 
at  4%  of  $1-°°    plus  43 -'^5  4  for  e»eo 
365  trains    or  for  eacii  dail_y  train 
money  at  5%  wouM  be   80  4  plus  34  n  4 
for  each  daily  train,  at  6*^  it  ivould  be 
66-2/3  4  plus  Z8-4/54  for  each  dailjr  trai" 


THE  ASSOCfATION   AS  A  BODY    00£S  NOT  MOLO  lTS£kf 
RESPOMSIBLt  FOR  ASSUMPTIOfC  MAOC 

THt  TABLCS   AND  OIA&KAMS 


FIG.4. 


CONDENSED      PROFILE 
NOTCH  HILL   REVISION  LINES 

MILE  59  TO  MILE  91 


Line  32°°  Miles 


Westbound  J^*'  Miles 
Eastbouno  33"  Miles  „„ 


355X  Pusher  Line    J)  "^  Miles 


LINE  33  «  MtiES 


Line  25  "Miles    'E 


ii'Sf^ 


-iii.t 


0„.a.ur.  169-27  1^^^,^^, 


Line  33  >»  Miles    T 


.It  9)0'  Corjalort    7!4'iy 


_j  1  CurMture    n5-(0 


Curvilure     473' 00 


^ectionA.A. 


Nof*  :  bpocing  of  Dioph'ogm*  ' 


Area   fes  58     o  ro^b 


featj 


-e — o    ip 


^^  .  °"~!^1° 


J  (  s  e  s  -^ 

« ysAX'    o 


at  near  ^dei 


a'.l/i'  For  Pi 


=  i.<.o'  for  I* 


^^^ 


"o__o e — e — ()bo  o  o  oTjlo  o  o  o  (>^ 


E&i  WK  n.8oo'_- 


<  ) e O-H  >*9 — 

I © — hjIf- 


<> e ©-rOlttO O  O  (► 


0_0_j(>]iro__0 ^ ■ O — G — OgO  O    O    0|()|(|0~0   O   O    ()^ 


^ 


19  a\\.  ^p&.®.>f/a'-  7-l;'for  PL 


,^^ 


Af^ n   o  ()- 


3: 


f  1 

io  t>p^> 


^ G-(>^ 


@^ya.-  £-11"       _^< 


n/e." 


Nott :  spacing  of  Dtaphrajgmb  is  made  <o  correspond    to  spacing  in  Diao^'l  "Dt'  in  Tru!>b.(DWg.  «»•  C  O.  9Tfe^) 


Mat'l.forl  Diaqona^L^-UV  ^0  fecalied  mcmbcKA. 


a  1 

2. 

tax{\,' u  r  PI.          web 

30.  i-bq.    r  £  E                             1 

a  i 

i 

4'x-»"P-itVJ*         (1) 

a  3 

t 

a>» 

2 

iV/2'xV«   iJ.r.  Plb                 Side 

f    2.8^ 

4 

I4i\|>i, 

EO/i      ■ 

f    £85 

8 

5Vi"AiVil5   8.5 '1?     (.1) 

2oV  Tiileted 

F    2.8C 

-4. 

n=i'x|'Pl. 

tii-    ■ 

f  aa7 

-♦0 

5x7s  '  LQc'g  Bora 

2of  Tp. 

Fig.  4.    N.  Y.  C.  &  H    R.  R.  R.  Test  Membek  L-2-I-3. 


JiEPAilMiail  OF   OQldUEIiOB 
umii-JkV  Of   3TAKl);jil)3 
WABIIINGTON 

HEPOHT  OU  TEST  01'  STEEL   COLUJJB 
POR   IH2 
JffiW  YORK  OEMTSAL  ilfD  HUDSON  RIVER  RAILROAD  COMPAflY 


»«r  wh.M   t»«t«d:    :;.    V.    0.   A  h.    R.    S.    R.    Co. 
;j7*  or  dosi^atlon:   Diagonal  L£-U3,   3rlds*  0  £18 
■arm   OS  oolaan:   U-U3  Co  96  r  £66   -  96 

tMtad  witf.  flrt  ordB. 


Not  oovmterwolghted: 
Bonlcisl   Eectlau»l  area   In 
Radlua  of  gyration:    7.06 
Slandernese  ratio:      bE.O 


Initial  oondltlon: 

RlTotlng:      Good 

Uambors  at   tho   ende:   Good 

Alignmant:   See   Uote  £  belon 


Length  oTar  all;  30'  2" 
■eight  In  poonda:  6, £66 
Seo.  area,  actu/^1,  ih  ao. 
Ganged  lengths:    24'.    6" 


Aprllad 

Loads: 

eoapreeelons  In  Inohea 
In  £66"  gauged  lengths; 

Mean 

Comp. 
In  £86" 
(Inohes) 

Dofleotions  at 

middle 

Compr 

easlons  in  inohes 
to  middle  of 

in  10"  gauged  lengths,  46"  from  Base  of  o 
gauged  length;  for  positions 

lumn 

Com; 

reesionB  In 

Inoheo  in  10"  gauged  lengths, at  loser  dlaphragn. 
for  positions 

Lba. 
total 

Lbe.rar 
34 .  Inoh 

r.-.T   i>09lttonB 
I     II   III    IV 

fl     »i: 

Boris.   Vert.  Vert. 

1 

i.            3 

4 

6    6 

7 

8 

» 

10     11 

12 

1 

2 

3 

4     5 

6     7     8     9     10   11     18 

649£0 

1000 

.0000 

.0000 

.0000  .0000 

.0000 

.0000    .0000 

.0000 

.0000 

.0000  .0000 

.0000 

.0000  .0000 

.0000 

.0000 

.0000 

.0000  .0000 

.0000 

.0000 

.0000 

.0000 

.0000  .0000  . 

0000  .0000  .0000  .0000  .0000       .-jOOO 

^  18,  19U. 

514600 

SOOO 

.0399 

.0400 

.0407  .0373 

.0396 

.0048H   .0007D 

.0003D 

.0017 

.0014  .0016 

.0000 

.0000  .0004 

.0014 

.0018 

.0014 

,0001  .0000 

,0006 

.0014 

.0016 

.0016 

.0001  .0001  , 

0006  .0013  .0013  .0010  .0002  .0007*,0002 

649£0 

1000 

.0048 

.0019 

.0036  .0053 

.0035 

649£0 

1000 

.0041 

.0028 

.0044  .0027 

.0034 

*Bew  holes  drilled 

"80    ■ 

1    S£4&aO 

SOOO 

.0430 

.0416 

.0426  .0406 

.0420 

649£00 
V.    649£0 

lOOOO 

.0909 

.0904 

.0986  .0688 

.0982 

.0181H   .0000 

.0066i 

.0036 

.0037  .0036 

.0002 

.0000  70006 

.0033 

.0030 

.0032 

.0003  .0004 

,0018 

.0034 

.0043 

.0036 

.0000  .0004  , 

0010  .0031  .0038  .0009  .0002  .002E  ,0004 

■   ■    ■ 

1000 

.0063 

.0033 

.0068  .0046 

.0048 

.0137H   .00360 

.00060 

.0006 

.0006  .0004 

.0000 

.OOOE  .0016 

.0001 

.0000 

.0001 

.0004  .0004 

.0004 

.0008 

.0006 

.0007 

.0000  .0005  . 

0001  .0007  .0004  ,0082  ,0002  .0000  .0002 

S£4600 

6000 

.044£ 

.0431 

.0471  .0423 

.0442 

■   ■    ■ 

649£00 

10000 

.09£1 

.0913 

.0963  .0916 

.09  £6 

■   1.    ■ 

975800 

16000 

.14£4 

.1420 

.1462  .1430 

.1434 

■   ■    ■ 

1, £98400 

£0000 

.8006 

.8017 

.2060  .2089 

.2026 

.00201   .0002U 

.0094S 

.0076 

.0077  .0077 

.0008 

.0006  T0023 

.0069 

.0061 

.0070 

.0001  .0003 

,0088 

.0077 

.0082 

.0078 

.0002  .0009 

(a)   .0071  .0089  .0060  .0002  .0008  ,0013 

0004b 

OOOOd.0003  .0016  ,0012  ,0004  .0006  .0000 

;  ■   • 

649£0 

1000 

.0££S 

.0186 

.0846  .0830 

.0221 

.ooooo  .ooion 

.ooadD 

.0014 

.0011  .0010 

.0001 

.0002  .0010 

.0006 

.0004 

.0006 

.0003  ,0003 

.0004 

.0008 

.0016 

.0016 

.0001  .0003  fr 

:     ;      : 

r    e49£0 

1000 

.0£20 

.0196 

.0247  .0£26 

.0223 

(o) Instrument  dlsturbe 

I;  new 

zero  taken. 

(al  Out»lda  limit  of. gage. (b)  ist  gags;  (d)  End  gage. 

■    •     m 

649800 

10000 

•loei 

.1080 

.1126  .1082 

.1092 

TTrlt^ 

•    ■     ■ 

97S800 

16000 

.1668 

.1663 

.1614  .1676 

.1680 

.00323 

■    *     , 

1. £98400 

80000 

.£063 

.2304' 

.2106  .2070 

.2133 

.00743 

■    ■     ■ 

1. 460700 

88600 

.£360 

.£391 

.2431  .2392 

.2394 

.01283   .0028D 

.01242 

.0090 

.0089  .0090 

.0009 

.0004  .0034 

.0081 

.0076 

.0084 

.0000  .0004 

,0040 

.0090 

.0098 

.0094 

.0008  .0008  , 

0008  .0086  .0106  .0068  .0002  .0018  ,0018 

■    ■     ■ 

l,6£50O0 

86000 

.£803 

.2836 

.2664  .2631 

.2839 

.0162S   . 00691 

.0189D 

.0106 

.0106  .0106 

.0010 

.0006  .0043 

.0094 

.0076 

.0098 

.0001  .0004 

.0046 

.0109 

.0119 

.0119 

.0003  .0011  , 

00O8  .0103  .0U9  .0066  .0004  .0012  ,0021 

■    ■     ■ 

64980 

lOOO 

.0627 

.0619 

.0666  .0536 

.0543 

.00663   .006011 

.0125D 
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.0019  .0019 
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.0002  .0000 

.0014 

.0009 

.0006 

,0006  ,0004 

,0008 

.0016 

.0038 
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.0000  .0003  , 

0012  .0016  .0042  .0000  ,0002  .0006  .0000 

■    ■     •■ 

649E0 
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.0608 

.0496 

.0676  .0619 
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Jnij  81,  '- 

649800 

10000 
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.1209*. 1379 

.1336 

.00663   .00901) 

.0186D 

1.  £98400 

£0000 

.2334 

.2361 

.2420  .2362 

.2369 

.01383   .0087D 

.0183D 

«   ■    ■ 

1,6ESOOO 

26000 

.2614 

.2862 

.2918  .2660 

.2661 

.01793   .0072D 

.01860 

■   ■    ■ 

1.752840 

270OO 

.Sl£6 

.3210 

.3254  .3178 

.3191 

.02133   .0176D 

.0340D 

.0122 

.0121  .0118 

.0009 

.0007  i0049 

.0106 

.0106 

.0116 

.0004  .0007 

,0056 

.0116 

.0158 

.0161 

.0008  .0010  . 

0021  .0132  .0174  .0106  .0002  .0014  .0016 

■   ■    • 

1,662680 

29000 

.3961 

.4214 

.4274  .4013 

.4116 

.02613   .122111 

.1470D 

.0166 

.0160  .0140 

.0012 

.0009  T0065 

.0127 

.0151 

.0146 

.0007  .000  8 

.0080 

.0148 

.0241 

.0E69 

.0004  .0010  . 

0102  .0209  .0246  .0146  .0006  .0014  ,0010 

;   J    " 

64920 

1000 

.1471 

.1749 

.lol9  .1463 

.1626 

.01263   .1154D 

. 1336D 

.0066 

.0049  .0041 

.0006 

.0006  ,0016 

.0036 

.0034 

.0062 

.0002  .0000 

,0032 

.0046 

.0141 

.0170 

.0001  .0005  /• 

0113f.0116  .0149  .0066  .0000  .0008  .0016 

-   - 

64920 

1000 

.0000 

.0000 

.0000  .0000 

.0000 

.0000 

1. 

0127f 

H    ■      a 

649200 

10000 

.0654 

.0683 

.0667  .0664 

.0867 

.0106S   .119  7D 

(e) 

lat  gage;  (f)  End  gage. 

;   ;    5 

1,296400 

20000 

.1843 

.1673 

.1647  .1847 

.1663 

.016E3   .1206D 

.1419D 

S   ?    * 

1,623000 

26000 

.2331 

.2370 

.2363  .2366 

.2356 

.02033   .1216D 

.1439D 

SI!    f 

1,862680 

£9000 

.2761 

.2820 

.2799  .2790 

.2790 

.02283   .1269D 

.1600D 

!   ?    f 

1,947600 

30000 

.3016 

.3319 

.£995  .2992 

.3080 

.   - 

_  1,996900 

30769 

.03573  1.0240D 

,97360 

Ultimate  atrongth.  Polled  by  triple  flexure. 

Jfpllea 

Loada: 

Comp 

reaslona  in  Inohe 

5  m  10" 

gauged  lengths. 

Stradd 

ling  middle  of  oolumn. 

Gomprasai 

one  in 

10"  gauged  lengths  at  upper  diaphragm;  for 

So 

r  poBltions 

positions 

S  a  m  a  r  k  a 

LbB. 

Lbs. per 

total 

aq.lnoh 

1 

2 

3      4 

6 

6       7 

8 

9 

10    11 

IE 

1 

£ 

3 

4 

6     6 

7 

8 

9 

10 

11    12 

649EC 

1000 

.0000 

.0000 

.0000  .0000 

.0000 

.0000   .0000 

.0000 

.0000 

.0000  .0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000  .0000 

.0000 

.0000 

.0000 

.0000 

.0000  .0000 

Temp.  A.U.  £7:o 

324600 

6000 

.0016 

.0012 

.0013  .0001 

.0006 

.^003   .0015 

.0013 

.0013 

.0004  .0011 

.0004 

.0013 

.0011 

.0016 

.0003 

.0000  T0006 

.0016 

.0013 

.0017 

.0006 

.0004  .0004 

last  reading  taken  Jiay  16. 

64920 

1000 

Preoading  load  of  6000  lbs.  dropped  to  1000  lbs.  for  oTer 
Sunday.  These  readings  were  t&ken  the  last  thing  July  16. 

64920 

1000 

Readings  taken  the  first  thing  July  20th. 

3£46a0 

6000 

649800 

10000 

.0036 

.0036 

.0033  .0002 

.0004 

.•0010   .0034 

.0038 

.0036 

.0004  .0002 

.0011 

.0032 

.0037 

.0036 

.0004 

.0001  ,001£ 

.0036 

.0040 

.0037 

.0007 

,0004  r0006 

Temp.  26i0 

64920 

1000 

.0006 

.0002 

.0004  .0001 

.0006 

.0004    .0001 

.0003 

.0001 

.0000  .0003 

.0000 

.0003 

.0006 

.0004 

.0004 

.0003  .0004 

.0008 

rOOOE 

.0004 

.0003 

,0010  .0002 

324600 

6000 

649£00 

10000 

973800 

16000 

Rust  loosening. 

1,298400 

£0000 

.0079 

.0073 

.0066  ^00£ 

.0012 

,0022   .0076 

.0078 

.0067 

.0008  .0006 

.0086 

.0060 

.0086 

.0082 

.0010 

.0006  ,00£6 

.0079 

.0087 

.0081 

.0005 

.0006  .0008 

64920 

1000 

.0012 

.0008 

.0010  ,0006 

.0006 

.0006    .0026 

.0009 

.0013 

.0004  .000£ 

,0004 

.0013 

.0018 

.0011 

.0006 

.0004  .0008 

.0010 

.0016 

.0013 

.0004 

,0012  .0001 

Reaaings  taken  before  lunch^ 

64920 

1000 

Reaaings  taken  after  lunch. 

649£00 

lOOOO 

lamp.  July  20,  P.ll.  8610 

973800 

16000 

1,298400 

£0000 

1,460700 

£2500 

.0089 

.0086 

.0087  .0000 

.0012 

■r0027   .0087 

.0091 

.0078 

.0008  .0008 

r0034 

.0090 

.0103 

.0096 

.0011 

.0006  ,0031 

.0094 

.01E8 

.0093 

.0004 

.0006  .0014 

(see  note  at  bottom  of  page] 

1.623000 

£6000 

.0106 

.0099 

.0103  .0001 

.0012 

.0106 

.0094 

.0006  .0007 

.0048 

.0104 

.01E6 

.0112 

.0012 

.0006  ,0036 

.0117 

.0138 

.0116 

.0008 

.0006  ,0013 

64920 

1000 

.0018 

.0016 

.0021  .0003 

.0006 

.0021 

.0011 

.OOOE  .0004 

,0010 

.0022 

.0036 

.0026 

.0006 

.0003  .0002 

.0030 

.0046 

.00E7 

.0002 

,0013  ,0001 

Last  reading  taken  July  20. 

2nd  ga 

ge. 

64920 

1000 

Readings  taken  first  thing  July  21. 

649200 

10000 

Temp.  July  21,  A.M.   26:0 

1,298430 

20000 

1,6230M 

26000 

1,752640 

27000 

.0120 

.0118 

.01£3  .0003 

'.0014 

T0039    .0117 

.0121 

.0106 

.0009  .0010 

.0043 

.0123 

.0163 

.0133 

.0013 

.0008  ,0037 

.0148 

.018E 

0141 

0008 

,0004  .0006 

1. 682660 

29000 

.0145 

.0166 

.0188  .0006 

.0016 

(Pili   -0063 

.0161 

.0125 

.0010  .0012 

.0068 

.0163 

.0E14 

.0193 

.0016 

.0010  ,0031 

.0220 

.0860 

0186 

0007 

.0004  .0004 

^920 

1000 

.0043 

.0069 

.0091  .0003 

.0011 

.0050 

.0033 

.0004  .0008 

.0019 

.0064 

.0111 

.0092 

.0009 

.0008  .0013 

.0186 

.0152 

0065 

0003 

.0010  .0023 

c.4!>2C 

1000 

l)  1st  gage;  (J 

2nd  ge 

ge. 

Readings  taken  as  new  »ero  for  oonpresso 

neter 

64920C 

10000 

obrerTations;  olorometers  were  re-set,  t 

c  increase  rang* 

1,29B40C 

20000 

1,62300C 

£6000 

l,e826e{ 

29000 

1.94760C 

30000 

1,99690C 

30769 

lemp.  July  21,  f.11.  87'.0 

BO.E:     At  load  22,600  lbs.   per   so.    inoh,    on  north  side  of  oolumn,    soale  lines  were  apparent  on  angle,   between  top  row  of  rivets  and  top  edge  of  ooyer  plate, 
as  follows:      12".    16",    13'   3",    20'    6  1/2",    25'   5  1/2",    and  28'   from  base  of  oolumn.  So  soale   lines  were  Tisiblo  on  south  aide  of  oolumn,   although 

this  Bide  was  much  ruBted,   and   the  rust  was  markedly-loosening* 


«OTE  2.   Colu 


out  of  alignment  '.'09  to  the 


nd  !11  up  relative  to  posltlo 


Note  3.(*)  -  Indioatea  that  obserratione  might  have  be 


rong  by  the  Operator, 


REPORT  OM  TEST  OP  STEEL  COLUMH 
FOR  THE 
HEW  YORK  CEMIHAl  AMD  HUDSOH  RIVEH  RAILROAD  COmPAMY 
(COHT.) 


Applie 

d  Loads 

Compressions  In 

Inohes  In 

10"  gauged  lengths, 

46"  from  top 

of  column 

to  middle 

of  gauged  length 

for  posit 

lonB 

Lbs. 

Lbs. per 

total 

sq.iuch 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

64920 

1000 

.0000 

.0000 

.0000 

.0000 

* 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

324600 

6000 

.0016 

.0014 

.0013 

.0003 

,0004 

,0001 

.0016 

.0012 

.0016 

,0002 

.0002 

,0005 

64920 

1000 

*llew  holes 

drilled 

64920 

1000 

324600 

6000 

649200 

. 10000 

.0030 

.0031 

.0032 

.0005 

.0000 

,0014 

.0036 

.0036 

.0034 

,0007 

.0004 

,0023 

64920 

1000 

.0006 

.0006 

.0001 

.0006 

.0000 

.0004 

.0002 

,0001 

.0004 

,0007 

.0001 

,0003 

324600 

5000 

649200 

10000 

973800 

16000 

1,298400 

20000 

.0073 

.0071 

.0074 

.0010 

.0003 

,0037 

.0076 

.0070 

.0075 

,0007 

.0006 

,0052 

64920 

1000 

•  OOU 

.0006 

.0004 

.0006 

.0001 

.0000 

.0008 

,0001 

.0009 

,0007 

.0002 

,0009 

64920 

1000 

649200 

10000 

973800 

15000 

1,298400 

20000 

1,460700 

2E500 

.0086 

.0082 

.0086 

.0010 

.0003 

,0043 

.0088 

.0081 

.0086 

,0005 

.0006 

,0061 

1,623000 

25000 

.0101 

.0096 

.0098 

.0011 

.0003 

,0056 

.0102 

.0095 

.0102 

,0004 

.0006 

,0065 

64920 

1000 

.0022 

.0016 

.0010 

.0006 

.0001 

,0007 

.0017 

.0012 

.0016 

,0009 

.0002 

,0021 

64920 

1000 

649200 

10000 

1,298400 

20000 

1,623000 

26000 

1,752840 

27000 

.0114 

.0109 

.0110 

.0012 

.0004 

,0067 

.0118 

.0108 

.0113 

,0005 

.0008 

,0083 

1,882680 

29000 

.0148 

.0127 

.0126 

.0012 

.0008 

,0091 

.0145 

.0128 

.0133 

,0006 

.0011 

,0123 

64920 

1000 

.0053 

.0034 

.0023 

.0006 

.0002 

,0033 

.0047 

.0029 

.0033 

,0009 

.0005 

,0059 

64920 

1000 

649200 

10000 

1,298400 

20000 

1,623000 

25000 

1,882680 

29000 

1,947600 

30000 

1,996900 

30759 

Ultimate 

strength. 

LOCATIOH  OP  REFERENCE  LEMGTHS  OH  COLUMH  AHD  EHD  PLATES 


M__i:__._i!_  1/' 


South  or  Soale 
side  of  column 


■* 


"L"""X 


-^ 


—  la 


Section  of  Columns 
Looking  from  base 
end  toward  top  of 
column 


^°P 


\o    o 

IS- 
14 

o    o 

'    z 

o 

13 

. s ■ 

O  O  0] 
T 

/ 

12 

o 

10 

o    o    o\ 

i 1  ■ 

Plates  at  ends 
of  column 

All  four  plates  similarly  numbered. 


Strain  gauge  lengths  4  and  10  were  on  lattice 
bars  which  were  nearest  to  base  end* 

Strain  gauge  lengths  5  and  11  were  on  lattice 
bars  which  were  farthest  from  base  end. 

I,  II,  III,  and  IV,  show  location  of  compres- 
someter  lengths. 


South  or  ijcale  side 
of  coliimn 


Strain  gauge  lengths- 

1-9  inclusive  were  10"  lengths. 
10-15  inclusive  were  S"   lengths 


RJSEORT  OH  TEST  Oh'  SIC£L  COLUUU 

i'OR  lau 

MEW  YORK  CliNTIiAL  AMD  HUDSOtl  HIVER  BAILHOAD  00. 
(CONO.) 


0  0 

UPRES3I0MS   j 

B   1 

HOB 

E  3 

0  B 

PLATES 

4  1  1  A 

3  E 

2  I 

C  0 

1  U  M 

u 

Applied  Loads: 

Compre 

Bslona 

iu  Inohes  in  10"  gauged 

lengths  on 

Compressions 

In  InoheB  in  8"  gauged 

Comp 

ressiona  In  Inohee 
lower  plate. 

in  IC 

"  gauged  lengths  c 

n 

C0E;,r 

':«aioae  in  Incnes 

Lbs. 
total 

lbs. per 
sq.lQoh 

iju 

eng 

FP    f 

^ 

let*:* 

-a  on 

lower 

plate 

f'-r  poeltloia      j 

1 

2 

3 

4 

6     6 

7 

8 

9 

10 

11 

IE 

13 

14 

16 

1 

2 

3 

4 

6 

6 

7 

e 

9 

10 

.11 

12 

13 

14 

1 
ii 

649S0 

1000 

.0000 

.0000 

.0000 

.0000 

.0000  .0000 

.0000 

.0000 

.0000 

.0000 

« 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.000'> 

• 

.0000 
.0002 
takei 

.0000 
.0000 

.000'.. 

,0001 

S24600 
64920 
64920 

6000 
1000 
1000 

.0003 

.0008 

.0004 

.0004 

.6008  .0009 

.0004 

.0002 

,0005 

.0000 

.0004 
•Wrong 

,0003 
holeE 

,0002 
taken 

.0000 

,0002 

.0006 

.0006 

.0002 

.0002 

.0008 

,0008 

,0006 

,0001 

.0001 

,0002 

■0006  ,0006 
■fc-ong  holea 

SS4600 

6000 

£48200 

10000 

.0003 

.0014 

.0004 

.0006 

.0016  .0017 

,0006 

.0000 

,0006 

,0004 

,0001 

,0002 

,0003 

,0001 

,0002 

.ooia 

.0010 

.0005 

.0004 

.0016 

,0003 

,0007 

.0006 

.0002 

.0003 
.0006 

.0000 

.0001 

64920 

1000 

,0010 

.0001 

.0002 

.0003 

.0001  .0006 

.0012 

,0003 

.0002 

,0002 

.0000 

.0002 

.0001 

.0002 

.0000 

,0006 

,0004 

.0004 

.0003 

.0002 

,0014 

.0006 

,0001 

.0008 

.0002 

0000 

.0000 

524600 

6000 

649200 

10000 

97S800 

16000 

1,298400 

20000 

.0017 

.0026 

.0010 

.0016 

.0028  .0027 

,0001 

.0000 

,0009 

,0003 

,0001 

,0003 

,0003 

.0000 

,0002 

.0024 

.0019 

.0011 

.0007 

.0027 

.0007 

,0009 

.0002 

,0003 

,000^ 

.0002 
.0006 

64920 

1000 

,0010 

.0000 

.0001 

,0017 

,0002  .0000 

.0018 

.0001 

.0006 

.0002 

.0002 

.0001 

.0001 

.0004 

.0000 

,0008 

,0008 

.0000 

.0004 

,0003 

,0018 

.0008 

.0001 

.0009 

.0002 

0003 

.0002 

.0005 

.0000 

64920 

1000 

649200 

10000 

973800 

16000 

1,298400 

20000 

1,460700 

22600 

.0020 

.0029 

.0008 

.0012 

.0029  .0028 

,0003 

,0004 

,0010 

,0003 

,0004 

,0004 

,0002 

.0000 

,0003 

.0026 

.0011 

.0009 

.0010 

.0027 

.0016 

,0009 

.0005 

,0003 

,0002 

,0004 

,0004 

.0003 

l,62SO00 

25000 

.0017 

.0026 

.0006 

.0010 

.0023  .0022 

,0003 

,0009 

,0011 

,0006 

,0006 

,0007 

,0003 

.0000 

,0003 

.0029 

.0024 

.0010 

.0010 

.0031 

.0012 

,0011 

.0001 

,0006 

,0005 

0OO6 

,0006 

.0004 

64920 

1000 

,0012 

,0001 

.0000 

.0003 

,0004  ,0003 

.0016 

,0004 

.0006 

.0000 

.0003 

.0003 

.0003 

.0005 

.0001 

,0013 

,0010 

,0001 

.0000 

,0003 

,0021 

.0009 

.0006 

.0009 

.000: 

0OO3 

.0002 

.0007 

.0002 

.0005 

64920 

1000 

649200 

10000 

1,298400 

20000 

1,625000 

26000 

1,762840 

27000 

.0027 

.0036 

.0012 

.0011 

.0032  .0032 

,0006 

,0003 

,0009 

,0001 

,0006 

,0004 

,0003 

.0000 

,0002 

.0032 

.0026 

.0011 

.0009 

.0036 

.0017 

,0013 

.0002 

,0006 

,0006 

.0008 

,0003 

.0002 

,0004 

.0001 

1,882680 

29000 

.0029 

.0039 

.0007 

.0012 

.0034  .0035 

,0008 

,0006 

,0010 

,0006 

,0008 

,0006 

,0004 

,0001 

,0003 

.0037 

.0029 

.0009 

.0007 

.0043 

.0031 

,0017 

.0004 

,0010 

,0007 

.0008 

,0006 

.0003 

,0004 

.0000 

64920 

1000 

,0014 

,0002 

,0002 

.0000 

,0004  ,0001 

.0013 

.0003 

.0007 

,0003 

.0002 

.0002 

.0001 

.0001 

.0001 

,0010 

,0012 

,0001 

,0006 

.0001 

,0016 

.0005 

.0011 

.0008 

,0002 

.0006 

.0000 

.0008 

,0002 

.0303 

64920 

1000 

649200 

10000 

1,298400 

20000 

1,625000 

£6000 

1,882680 

E9000 

1,947600 

30000 

1,996900 

30769 

Dltloiate  Btrength* 

0  0 

MPS 

52s 

I  fi  1: 

3   I 

S   1  H  0  H 

E  s 

0  H 

PLATES 

AS  1  i 

pOPOOLUMa 

Applied 

Loads: 

CompreBBlone  In  inobes 
upper  plate,  f 

in  10"  gauged  lengths  on 

Compre 

as  ions  in  Inohes  in  B"  gauged 

CompreBsions  in  inohes  in  10"  gauged  lengths  on     CompresBions  in  inches  In  8"  gauged 

Lbs. 
total 

lor  po 

Bi Lions 

sq.lnoh 

1     2 

S 

4 

6     6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

1 

2     3     4     6     6     7     8     9    10    11    12    13    14    16 

64920 

1000 

.0000  .0000 

0000 

.0000 

.0000  .0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000 

.0000  .0000  .0000  .0000  .0000  .0000  .0000  .0000  .0000  .0000  .0000  .0000  .OOGJ   * 

324600 

6000 

.0003  .0009 

0008 

,0002 

.0003  .0008 

,0001 

.0001 

,0004 

.0000 

.0017 

,0011 

,0001 

.0002 

.0000 

.0006 

.0008  .0006  .0002  .0016  .0010  ,0004  .0000  ,0008  .0016  ,0004  ,0001  ,0002  .COOS  ,0005 

64920 

1000 

*7rong  holes  ta^an 

649E0 

1000 

324600 

6000 

649200 

10000 

.0012  .0018 

.0009 

.0004 

.0007  .0014 

.0000 

,0001 

,0009 

.0000 

.0021 

,0011 

.0000 

.0002 

.0001 

.0013 

.0016  .0007  .0007  .0024  .0022  ,0007  ,0004  ,0009  .0020  ,0002  .0000  .0001  ,0004  ,0004 

649E0 

1000 

,0004  .0002 

.0014 

.0007 

,0003  .0008 

.0006 

.0006 

.0004 

.0004 

.0023 

,0007 

.0006 

.0006 

.0003 

.0001 

.0004  .0003  .0002  .0007  .0001, .0004  .0001  .0002  .0024  .0000  .0003  .0006  .0000  .0000 

324600 

sooo 

649200 

10000 

97S800 

15000 

1.298400 

20000 

.0026  .0031 

.0019 

.0017 

.0016  .0028 

,0003 

.0002 

,0012 

.0000 

.0019 

,0013 

.0001 

,0001 

.0000 

.0029 

.0028  .0013  .0011  .0036  .003?  ,0010  ,0004  U)016  .0020  ,0004  .0008  ,0001  ,0006  ,000o 

64920 

1000 

,0004  ,0002 

.0006 

.0002 

,0009  ,0003 

.0012 

.0008 

.0006 

.0002 

.0022 

,0009 

.0005 

.0006 

.0002 

,0003 

.0000  .0008  .0002  .0006  .0001  .0007  .0002  ,0001  .0023  .0002  .0003  .0004  ,0001  ,0002 

64920 

1000 

649200 

10000 

973800 

16000 

1,298400 

20000 

1,460700 

22600 

.0027  .0033 

.0014 

.0008 

.0020 '.0026 

,0014 

.0001 

,0016 

,0001 

.0018 

,0013 

.0001 

.0000 

,0001 

.0031 

.0030  .0014  .0012  .0039  .0038  ,0011  ,0003  ,0018  .0020  ,0004  ,0002  .0000  ,0007  ,0007 

1,625000 
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STOP  BLOCKS,  HEEL  BLOCKS.  &  FOOT  GUARDS        g^,-^^^  p;^,,^-^  ^^^^^  _  ^._^^^^  ,- 

TO  MANUAL  "9,2" '"  ^'"'^''"^''"''^      TYP/CAL  LAYOUT  OF  NO  a-DOUBLE  SL/P   CROSSING  {movable' points)     x-measurement  between  gauge  l.£s 


153     '  ifi-0'       (Eg: 


stop  blocks,  heel  blocks,  a  foot  guards 

AS  recommended  in  supplement  to  manual  1312 

FROG  ANGLE  -  S-I2-I 
SWITCH    POINT  ANGLE-    1-18-0 


24'-0-RAIU; 


TYP/CAL  LAYOUT  OF  NO  / /-OOUBLE  SLIP   CPOSSINC  (movable  points)  m   bi^    'J^    M:^ 

x-measurement  between  guage  lines. 
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IES-ie-6" 


TYP/CAL  LAYOUT  or L/O  /6-DOUBLE:  SL/P   CPOSS/NG    [movable  points]    ^^^c^o^MrNDEo"  Iu^lement ?a ^^u^^ 


FOOG  ANGLE-  3-3.4- JI 
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TYPICAL  LAY-OUT  OF  NO.  a  DOUBLE  CROSSOVER 


?-a SWITCH  ,,. 


er-ii' 


,^aSzSi- 


.2i2i 


TYRICAL  LA  Y-OUT  OF  NO.  II  DOUBLE  CROSSOVER 


TYPICAL  LA  Y-OUT  OF  NO.  16  DOUBLE  CROSSOVER 


iVHEN  NO.  I  ROD  IS  USED  AS  LOCK  ROD  ,  r/£S  MAY  BE 
SPACED  AS  SHOWN  BY  BROKEN  LINES.  LOCATION  OF 
NO.S   ROD     WILL   BE- CHANGED. 


FOOT  GUARDS  AS  RECOMMENDED  IN  SUPPLEMENT    TO  MANUAL    1912 

/6' 6' SWITCH 


INHEN  NO.  I  ROD  IS  uSEO  AS  LOCK  ROD  .  TIES  MAY  BE 
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•I  NO.  3   ROD    WILL  BE  CHANGED. 


FOR  SUPPORTED  JOINTS  USE   4  SPACES  OF  £1 .'  2  OF  £a\_ 

FOOT  GUARDS  AS   HECOMMENDED  IN  SUPPLEMENT    TO  MANUAL    1912. 

11  '  5WITCH 


FOR  SUPPORTED   J0INT5  USE  Ih  5PACE3    OF  13.     4  0 

55'  5W ITCH 


I         1  I 
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NO.  2  ROD    WILL  BE   CHANGED. 
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SPACED   AS  3H0V\IN    BY  BROKEN  LINES  .      LOCATION  OF 

I  NO.  2  ROD    WILL  BE  CHANGED. 


FOOT  GUARDS  AS   RECOMMENDED  IN  SUPPLEMENT    TO  MANUAL    1912. 


33   5WITCH 


SQPlEpES. 
TlFS       7"-9"-ir-tf 


BILL  OF    TIMRFR. 


TYP/CAL  LAYOUT  or  NO.  B-DOUBLE  SL/P   CROSSING. 

MOVABLE  POINTS 
TO  BE  OPERATED   BY  INTERLOCKING  PLANT. 


STOD    BLOCKS,  riEE_  ^JIZ-'-.  rt  -  -- 
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FROG  ANG-E  -  7-09'-IO^ 
PO'NT  ANG-E  -  l'-44.'-l  l' 


YP/CAL  LAYOUT  OF  NO./  /-DOUBLE  SL/P   CR05S/NG. 

/MOVABLE  POINTS 
BE  OPERATED   BY  INTERLOCKING  PLANT. 


STOP    BLOCKS.  HEEL  BLOCKS.  &  FOOT  GUARDS 

A3   RECOMMENDED   IN  SUPPLEMENT  TO  MANUAL  I9I2. 
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^1      r  1      r^DP    BLOCKS,  HEEL  BLOCKS,  &  f6oT    GUARDS 

AS    RECOMMENDED  IN  SUPPLEMENT  TO  MANUAL    1912. 
FROG  ANGLE-  3-34'-47" 
SWITCH    POINT   ANGLE  -  0°-52'-05" 
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17000 

209700 

18000 

£21360 

19000 

233000 

£0000 

11660 

1000 

68260 

5000 

116600 

10000 

-174760 

15000 

•»  233000 

£0000 

244660 

21000 

266300 

22000 

267960 

23000 

279600 

24000 

291260 

26000 

11660 

1000 

66260 

6000 

116600 

10000 

Z 174760 

16000 

233000 

20000 

291260 

£6000 

302900 

£6000 

314660 

£7000 

337860 

29000 

349600 

30000 

0018 
,0166 
,0291 
0436 
,0473 
,0499 
,0514 
,0662 
,0576 


11650 

1000 

0106 

0170 

6S£60 

600O 

0££5 

116500 

10000 

0371 

0450 

174760 

15000 

0516 

0697 

233000 

20000 

0666 

349500 

£5000 

30000 

361160 

31000 

102£ 

1110 

372800 

32000 

1074 

384460 

33000 

396100 

34000 

1264 

1446 

396800 

34060 

ItlJnat 

8tr 

.0000 

0000 

.0124 

0124 

.0019 

0019 

.0293 

0291 

.0030 

0022 

.0146 

0161 

.0296 

0280 

.0446 

0443 

.0030 

0024 

.0149 

0162 

0296 

.0446 

0441 

.0478 

0476 

.0604 

0502 

.0644 

0529 

,0575 

0664 

.0612 

0694    .C 

.0046 

0028    .C 

.0164 

0161 

.0315 

0298 

.0460 

0450 

.0613 

0697 

0643 

0634    .( 

.0680 

0670    .1 

.0716 

0704    J 

0749 

0739    .( 

0790 

0788    .C 

.0076 

0046    .C 

0196 

0186 

0360 

0338 

0498 

0482 

0646 

0628 

.0805 

0786 

0835 

0619    .1 

.0977 

0903    .1 

.0967 

0946    .1 

.1020 

0996    .C 

,0000  .0000  ,0000  ,0000  ,0000  .0000  ,0000 
,0011  ,0009  ,0011  ,0001  .0011  .0010  ,0011 


■JOOOI  ,0011  ,0005  ,0000  -0002  70001  .0009  ,0000    .0002  ;0002  .0000  .0001  .0005  .0000  sOOOl 


.0138 

.000 

0269 

.0411 

0557 

0712 

0863 

1020 

.1066 

.015 

.04 

1124 

.02(1 

.06 

1209 

.OPO 

.06 

.1360 

.060 

.22 

Failed 

by  t 

rlple  n 

70002  70002  .0001  .0000  ,0001  .0003  tOOOI 


01  Dp   ,0038  ,0045  ,0039  .0001  T0002  ,0028  ,0044  ,0036 
00     10003  ,0008  ,0004  tOOOI  ?0002  »0002  .0010  ,0002 


0041  .0050  .0043  .0003 

0043  .0058  .0046  ,0004 

,0045  .0056  .0049  ,0003 

,0047  ,0057  .0051  .0002 


,0038  ,0083  ,0035  .0003  ,0037  .0034  ,0036    .0026  ,0034  .0034  .0002  .0000 
,0002  T0002  ,0000  .0002  .0002  tOOOI  sOOOI   T0008  r0008  i0003  .0000  ,0000 


.0037  .0032  .0032 
.0000  :0004  ;0002 


,0049  .0059  ,0053  .0001 
0000  .0010  .0005  .0000 


-0002 

0034 

0046 

.0038 

.0042  . 

-0002 

0036 

0049 

.0041 

.0044  . 

0039 

0052 

.00*6 

.0046  . 

0002 

0042 

0066 

.0046 

.0048  . 

0002 

0044 

0068 

.0052 

.0062  . 

-0002 

0019 

0012 

.0004 

.0003  : 

.0061 

.006£ 

0066 

0001 

^0002 

0046 

0063 

0056 

0066 

.0049  . 

.0054 

.0064 

0069 

0001 

T0002 

0061 

0066 

0068 

0058 

.0063  . 

.0057 

.0067 

0061 

0001 

-0002 

0063 

0068 

0062 

0062 

.0066  . 

.0061 

.0070 

0064 

0001 

T0002 

0069 

0073 

0066 

0065 

.0060  . 

.0063 

.0073 

0067 

0000 

•:0002 

0062 

0076 

0070 

0070 

.0069  . 

0045  .0049  ,0005  ,0050  ,0047  ,0050 
0001  ,0008  .0003  ,0003  .0000  lOOOl 


0058  .0003  ,0058  .0055  ,0060 
,0063  ,0005  .0062  .0059  .0063 
,0066  .0005  .0065  .0063  .0065 


'0037   Snapping 

.0040 

,0043   SnapplUt 


lOOOS  ,0000  ,0002  .0000  ,0001  «0304  7OOOI 


0047  .0049 

,0050  .0051 

,0053  .0054 

,0056  .0056 

0059  ,0059 


.0003  ,0013  .0008  .0000  t0002  .0001  .0016  ,0008     ,0007  .0003  ,0007  .0005  ,0005  ,0000  ,0001 


.0041 

0048 

0063 

0002 

0002 

0063  .( 

0062 

0056 

0002 

0002 

0056 

0060 

0002 

0002 

0O6O  .' 

0061 

0066 

0002 

0002 

0063  . 

.0062 

0064 

0068 

0002 

0002 

:0004 

0003 

0004 

0002 

0001 

0002  -i 

.0066  ,0077  ,0072  .0001  »0002  .0067  ,0082  ,0076 

,0070  .0080  ,0075  .0001  ,0000  .0072  .0086  ,9079 

.0074  ,0087  .0081  ,0000  .0000  .0082  ,0096  ,0091 

.0081  ,0093  ,0086  ,0000  .0000  .0089  .0102  ,0096 


.0009  .0020  .0014  .0000  ,0000  .0014  .0027  .0022 


.0072  .0067  .0071  .0005  .0069  ,0066  ,0070 

,0078  .0071  .0075  .0006  .0072  '.0070  ,0073 

.0084  .0080  .0083  .0005  ,0078  .0078  .0081 

,0089  .0086  .0089  .0005  .0083  .0082  .0089 


,0056  .0068  .0073  ,0002  ,0004 

.0060  ,0072  ,0077  ,0002  .0004 

.0068  ,0002  .0004 

.0095  ,0002  .0004 


.0015  .0012  .0019  .0005  .0010  ,0008  .0011    .0001  ,0012  .0018  .0002  .0002  .0011  .0003  .0002 


.0099  ,0113  ,0107  ,0001  ,0001  ,0125 
,0106  .0138  ,0137  ,0002  ,0000  ,0172 
zure,  bucillng  In  center. 


,0109  ,0102 

,0118  .0108 

.0129  .0116 

.0168  ,0135 


,0095  .0093  ,0095  .0005  ,0086  ,0087  .0094 
,0105  .0100  ,0102  ,0005  .0091  .0094  .0103 
.0117  .0110  .0109  ,0007  .0095  ,0103  .0117 


.0075  .0091  .1 
,0100  .1 
.0110  .0130  ,0003  ,0004 


Snapping  noises 

Snapping  noises 

Snapping  Eoiaee 

Snapping  n3ise3;9eale  loosaalag 

jnst  a  little  sroond  ean- 

3  half  d 


.0094   .0083    .0079 

.0102    .0089    .0084        Snspp 

,0116    .0099    .0086        Loud 


Riveting, fOJd, 


Applied   Loads: 
Its,       Lbs .per 


?Uj 


% 


U660 

1000 

"  58250 

6OD0 

U650 

1000 

'X1165O0 

10000 

ueso 

1000 

.  sesEo 

6000 

^  llMfiO 

10000 

174TS0 

16000 

USSO 

1000 

5S250 

5000 

116500 

10000 

^  1T4W0 

15000 

*  166400 

16000 

198050 

17000 

£09700 

18000 

£81350 

19000 

E3SOO0 

20O0O 

11650 

1000 

68250 

6000 

116500 

10000 

,e  174760 

15000 

'   £33000 

20000 

^44660 

21000 

£56300 

E20OO 

£67950 

£3000 

£79600 

24000 

291260 

25000 

11650 

1000 

58260 

600O 

116500 

10000 

,  174750 

160DO 

*  233000 

200O0 

291250 

25000 

302  900 

26000 

314660 

£7000 

337660 

c9000 

349500 

30000 

11660 

68260 

5000 

11S600 

10000 

,  174750 
/  233000 

£0000 

291260 

2600O 

349600 

30000 

361160 

Z7280O 

364450 

33000 

T0002  .0001  70001  .000£ 

.0027  .ooee  .0025  ,0030 

.0002  .0001  tOOOI  .0002 


.0050  .0032  .002*4  .0034 

.0032  ,0034  ,0025  ,0035 

.0034  .0035  ,0029  ,0037 

,0034  .0037  ,0032  ,0038 

,0037  .0039  ,0035  ,0040 

10002  ,000P  .OOli;  ,0002 


.0036  .0040  -0038  .0042 

,0041  .0043  ,0040  -0046 

.0044  .0044  ,0044  .0048 

.0046  ,0048  ,0047  .0050 

.0046  .0050  .0050  .0052 

70002  .0004  ,0001  .0002 


.0050  .0051  .0051  ,0055 

.0054  .0053  .0057  .0058 

.0056  ,0058  .0064  ,0062 

.0060  .0061  .0067  .0064 

.0000  ,0005  ,0008  .0005 


,0065  ,0074  ,0084  .0074 
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tOOOI  ,0000  70001  lOOOl 

,0017  .0017  ,0015  ,0016 

70001  .0000  70001  tOOOI 

.0027  ,0031    .0026  .0022 

70001  .0002   70002  ,0000 


,0030    ,0028  ,0031  ,0024 

,0031    ,0031  .0035  .0024 

,0033    ,0033  .0037  .0028 

,0035    .0035  .0038  .0030 

0037    ,0038  .0040  ,0030 

tOOOI   t0004  ,0002  .0001 


?Compre38lona  in  inche 
t  8"Gauge<i  Lengths, 


70011  7000J,  .0000  70001 
.0024  .0022  .0032  .0031 

,0011  ,0010  .0009  .0010     70005  .0000  .0003  .0001 


.0064  .0054  .0038  .0040 
.0030  ,0026  .0018  .0017 


.0069 

0068 

0041 

.0044 

.0074 

0060 

0042 

.0046 

.0078 

0062 

0044 

.0048 

.0082 

0066 

0046 

.0062 

.0084 

0069 

0048 

.0064 

.0042  .0033  .0020 


.0057  .0042  .0054  .0052 
.0005  .0003  .0007  .0005 


,0082  .0067  .0080  ,0076 
.0013  .0011  .0015  .0012 


,0001  ,0005  .0003  .0002      .0056  .0037  .0022  .0024     .0021  .0023  .0020  .00:0 


.0112  .0084  .0060  ,0064  ,0119  .0111  .0108  .0107 

.0114  .0085  ,0062  .0066  .0125  .0116  ,0113  ,0116 

.0120  ,0087  ,0064  ,0067  ,0139  ,0132  ,0122  ,0120 

.0122  ,0089  ,0066  .0069  ,0149  .0140  .0127  .0126 


.0003  ,0007  .0007  ,0005      .0064  .0046  ,0026  .0028 


,0042  .0026  .0031 


.0162  .0151  .0132  .0133 


.0067    .0079    ,00til    .000' 


,0134    ,0098    ,0070    .0070 


Compreseionfl   In   inchee    in 
8"   Gouped   Lengths,     8"   from 
top  of  coliiran  to  raldeie   of 
gau^ei,  length. 


,0000  ,0000  ,0000  ,0000 
,0007  ,0014  ,0007  ,0008 


,0006  .0022  .0003  .0009 

,0033  .0075  ,0066  .0039 
,0011  ,0040  ,0026  ,0017 


.0036 

0082 

.0071 

.0042 

0087 

.0074 

.0044 

.0038 

0092 

.0079 

.0046 

.0040 

0097 

.0082 

.0048 

.0041 

0102 

.0085 

.0049 

.0013 

0066 

.0037 

.0022 

.0039 

0040 

.0042 

0034 

0089 

.0073 

.006? 

.0066 

0087 

.0076 

0084 

0081 

.0042 

0042 

.0044 

003B 

0094 

,0075 

.0064 

.0066 

0092 

.0082 

0088 

0085 

.0043 

0046 

.0046 

0040 

OlOS 

.0077 

.0066 

.0058 

0097 

.0067 

0092 

0091 

0048 

.0048 

0042 

0105 

.0079 

.0057 

.0060 

0103 

.0093 

0096 

0096 

.0049 

0050 

.0050 

0044 

0107 

.0079 

.0066 

.0062 

0110 

.0099 

0101 

OlOO 

,0043  ,0108  ,0093  .0051 
0044  ,0112  ,0096  ,0054 
,0046  ,0116  ,0099  ,0056 
0047  .0120  ,0101  .0058 
,0049  ,0124  .0104  ,0058 

,0014  ,0068  ,0045  .0026 


.0050  .0130  ,0110  .0061 

,0054  .0134  ,0112  ,0062 

,0054  ,0141  ,0117  ,0066 

,0055  .0144  .0119  .0068 

,0015  ,0084  .0057  .0030 


.0065  .0145  .0123  .0070 
,0056  .0150  .0125  .0070 
.0059  .0155  .0127  ,0070 


.0004  .0000  .0008  .0002 

.0057  .0058  .0040  ,0050 
.0010  .0005  .0001  ,0005 


.0064 

0064 

.0042 

0056 

.0069 

0069 

.0046 

0060 

.0074 

0074 

.0062 

0064 

.0079 

0080 

.0067 

0068 

.0084 

0084 

.0062 

0072 

.0020 

0016 

.0005 

0010 

,0090  .0092  .0068  .0077 

.0096  .0090  .0072  .0082 

.0102  .0103  .0074  .0086 

.0108  ,0109  .0080  .0092 

.0113  ,0114  .0086  ,0098 


.0121  .0124  ,0094  ,0104 

,0136  .0130  .0098  .0108 

.0136  ,0146  .0110  .0118 

.0142  ,0155  .0114  .0120 

.0040  .0047  .0020  .0050 


.0152  .0168  .0120  .0134 
,0160  .0186  .0126  .0141 
.0173  ,0216  ,0132  .0145 


M&roh  U,   191i. 


DapartiaeDt  of  Comar 


TH^t  HO.    £6 


,  Hallnay  Ju^lnaarloc 


length  OTor  &1:  27'  8" 
■*el£bt  Ul  IbB.  1803  - 
Saotiooal   exstt,    &ctn&X,    Ix. 


Tested   *ltb  fl 

Slendarnasa   ratio:        l£0 

AXUa 

msit.    Kood.                                          GeuKOd  lenxthe;   160' 

&n^  6 

ApEllea  Loads: 

Cc«npr»e3lonB  In  Inohee 
In  150"    sauced   lansthe; 
for  poaltiona 

Haul 

Comp. 

Uefleotlona 

at  middle  of 

length 

( Inohsa ] 

Horlr.      Vart. 

Cospre 

40" 

BBlone  In  Inohee   In  8"  Oaoged  Langtha. 
from  base   of   aolman  to  middle   of 
gauged  length.        For  poBltiona 

2           3           9            6*         U*       7           8 

CaappoBeiona  In  Inohee  in  8-  gaogad 

^longtha.          Straddling  tha^lddla  of 

ooloMD.           i'or  poaltiona 

1           2           3           9           11         7           e 

Compredslons    In  Inohoa  in  fl"  Gauged  i<6ngtt£ . 
40"  from  top  of  oolamn  to.alddla  of 
.ganged  length.       /or  poaitlone 

12            3            9            6              U          7            8 

..^« 

Utsl    sa.lfifiti 

6                   4 

Ilnohael 

12280 
61400 
122800 

12290 

6UCX) 
122800 
184200 

12280 
61400 
122800 
184200 
196480 
208760 
2C1040 
23;S520 
£4b600 


122500 
184^00 
245600 
2&7B80 
270160 
262440 
294720 
307000 

12280 
61400 
122800 
184200 
245600 
307000 
319860 
331660 


1000 
6000 
10000 


5000 
10000 
15000 

1000 
50C0 
10000 
15000 
1600U 
17000 
18000 

lyooo 

20000 

1000 
5000 
10000 


21000 
22000 

23000 


1000 
6000 
10000 
16000 


26000 
27000 
28000 


366400   50000 


6140y 

5000 

122800 

10000 

164200 

16000 

£4i>600 

20000 

3070U0 

25000 

368400 

30000 

380660 

ilOOO 

*0006 
.0176 
.0408 


0OO6 
0190 
0426 


003a 
0S&0 
0466 
0693 


.«008 
0187 
0428 


0666 
0703 
0761 


0370 

.0406 

0603 

.0647 

0a33 

.0667 

1063 

.1127 

.1387 

1661 

.1634 

1612 

.1704 

0040 
0236 
0482 
0719 
0969 
1204 
1261 


,0007 
,0181 
.0418 


.0008 
.0186 
.0423 
.0666 


.0000    . 
.0311    . 

.0001   . 

00 

.0026   . 

00 

rOOOl    . 

00 

.0041    . 

00 

loooo  . 

0002  .0000  »0001  .0002  .0000  vOOOl  rOOOS 
0028  .0026  .0023  .0003  .0000  .0021  .0022 

0003  .0000  .0000  .0003  .0000  *0001  rOOOl 

0043  .0038  .0036  .0002  .0000  .0034  .0036 
0003  ,0001  »OO02  .0002  .0000  *0002  ,0002 


0001  .0000    .0000    .0000    .0000 

ooee  .0024  .0024  .0024  .0000 

0002  rOOOl   .0001  .0000   .0000 

0042   .0039    .0036    .0036   .0000 
0001    .0001   »0001    .0000   .0000 


0000  :oooo 

0024    .0022 
0000    .0000 


.0000  .OOX  *0002  vOOOl  .0000 
.0023  .0026  .0024  .0016  .^001 
.0001   .0000  «0002  *0001  ^001 


.0000 

.0000 

.0000 

.oou 

.MZC 
.O0»2 

.0000 

,0001 

.0000 

.0002 

.0024 

.0025 

.0000 

,0001 

.0001 

0036    .0036     .0036   .0038   .0036   .0032  ,00fi2     r0002   .0041   .0033 
0000   rOOOl      .0000    ,0000   .0002  .0007  .0002     »«002   .0000    .0000 


.00  .0043  .0046  .0040  .0036  .0001  .0001  ,0036 
.00  ,0046  .0049  .0044  .0038  ,0003  •<X}02  .0038 
.00       .0049    ,0051    .0047    ,0041    .0003   .0002    .0042    .0042 


.0843      ,04  .00       .0063    .0056    .U049    .0043    .0001    rOOOE    .0044    .0046 


.J044  .0040  .0038  .0039  .0000  .0038  .0037  .0037  .0039  .0038  ,0034  ,0003  .0004 
.0047  ,0044  .0040  .0042  .0000  .0040  .0041  .0040  ,0041  .0041  .0056  .0003  .0006 
.0049   ,0047    .0044    .0046   .0000    .0041    .0042      .0043   .0*145   .0044    .0059  .0003     .0006 


,00      .0060   .0058    .0052    .004o    .0002   .0002    .0046    ,0046 
.00      .0003    .0006    .0000    .0004    .0002   .0002  »000£    .0001 


.0001    .0000   .0002    .0000    .0000    .0000   .0002     .0001   .0000  .0002   . 


0048  .C046 

0051  .0060 

0056  .0062 

.0001  .0004 


.01   .0069  .0070  .0062  .0062  .0002  ,0000  .0066  .0055 


.0068  .0062  .0058  .0060  .0004  .0056  .0055   .0056  .0058  .0058  .0056  .0003 

.0070  .0065  .0060  .0064  .0004  .0059  .0060  ,0057  .0060  ,0060  .0058  .0003  .0004 

.0073  .0068  .0062  .0066  .0004  .0062  .0061   .0060  .0062  .0065  .0060  .0002  .0004 


C057 
3061 
0066 
0066  ScsEtln^  =cl£e 


,0037 
.0226 
.0470 
.0706 
.0947 
.1186 


.00      .0006    .0007    .0000   .0006   .0002    .0000   .0001   .0001      .00.03   ,0001  .0003    .0001 


.0001    .0000      ,0000   ,0000  ,0002   .0006  .0002     .^002   ,0003   ,0000 


.02  .0079  .0080  .0070  .0061  .0002    .0000    .0066    ,0064 

.02  .0063  .0083  .0072  .0064  .0002    .0000   .0069    .0068 

.02  .0086  .0086  .0076  .0067  .0003   .0000    .0073   ,0071 

.03  .0091  .0091  .0060  .0069  .0002    .0000    .0078    .0076 


,0077  .0072  .0066  .0068  .0004  .0065  .0064  ,0063  .0065  .0066    .0063   .0003 

.0061  .0074  .0068  ,0072  .0004  ,0068  .0068  ,0066  .0068  .0068   .0066   .0005 

.0064  ,0076  .0071  .0076  .0004  .0071  .0072  .0069  .0071  .0071    .007, 

.0088  .0081  ,0074  .0079  .0006  ,0073  .0074  .0072  . 


0O77  .0072  SnecrlUe   asise 

0081  .0076 

■0003     .0004    .0084  .0062  Loud  SAspplnt  coiso 

[o076   .007C"  .0003     .0004   .0087  .0086  3aapping  noise;   slljit 


.0094   .0086    .0079   ,0066   .0008   ,0076    .0073      .0076    .0077    .0079    .OOCO  .0003     .0004   ,0092    .0091     Sll^tly  sc^lng^on^^ 


.01      .0013   .0013   .0002    ,0001    .0002   .0000 


.0004      .0008    .0006    .0001   .0008   .0004    .0002 


.0001   ,0002   .0001   .0 


ohanoels 
0008   ,0007   .0006     Soale  loo; 


.06      .0101    .0099    .0086    .0068    .0002    .0000    .0090   .0068      .0100 


*&ix  feat  from  i 


.0084    .0091   .0007   ,0079   .0082      ,0079   .0002    .0084 


■«1)    in  clddle   ' 


.0002     .0004   .0096  .0097     Soala  popf-ing  off  of 


RF.POHT  ON  TEST  NO. 86  (Continued). 


Compressiosa  !□  inchee  in 

Cfl^reaalons  in  inches  Is 

Coopressiona  In  inctiea  1b 

Coraprees 

oni  in  inoaes  in 

Compre salons  in  inchee   in 

Compreeslons    In  Inchee  in 

Ueaaured   Diet 

8"  Ganged  Lengths,     7" 

8"  Ganged  Lengths         14" 

e"Ganged  Lengths.lO  5/8" 

8 "Ganged 

Lengtha,     7" 

8"  Gauged  Leogtha.     14" 

8"   Gauged   Leng-ths.   10   5/8" 

Channel  an 

Appll«< 

LoadE; 

tram  ba&e  of  colnim  to 

fTOD  base  of  colnmn  to 

from  base  of  colonm  to 

of  colnmn  to 

from  top  of  oolnmn  to 

from  top  of  column  to 

middle   of  gsagad  length. 

middle   of  ganger  length. 

middle  of  gauged  length. 

middle  0 

■  ganged  lengths 

middle  of  ganged  length. 

middle  of  gaagad  length. 

L1)c. 

lbs, per 

Por  posi  tions 
4            6*          10          12 

For  positionfl 

"  poeltlone 

Por   poaltlone 

Total 

80  .Inch 

4            6            10          12 

1           S           7           9 

4 

10          12 

4            6             10          12 

elde 

^-r/ 

■uaso 

lOOC 

61400 

500C 

isseo 

lOOC 

'^.i 

61400 

600C 

1*2800 

10000 

18280 

1000 

-Aj 

61400 

500C 

122800 

lOOOC 

184200 

1E00<1 

12280 

10O5 

61400 

600) 

12  £800 

1000) 

^.¥. 

184200 

1600) 

196480 

1600) 

Z0S760 

1700) 

221040 

180O) 

23SS20 

19000 

245603 

20000 

12280 

1003 

61400 

50C3 

122800 

lOOOO 

184200 

UOCO 

^'j: 

246600 

200C0 

257880 

210CO 

270160 

220C0 

282440 

250C0 

294720 

240CO 

SOTOOO 

250C0 

12280 

lOCO 

61400 

6000 

122800 

lOOCO 

%i 

184200 

150CO 

245600 

20000 

307000 

26000 

319280 

26000 

331560 

27000 

343840 

28000 

356120 

29OO0 

368400 

30000 

12280 

1003 

61400 

5000 

% 

122600 

10000 

184200 

15000 

246600 

307000 

26000 

368400 

S0030 

380680 

510O0 

.0002  ,0002  .0000 
.0046  .0046  .0022 
.0026  .0026  .0006 

.0086  ,0095  ,0048 
.0056  .0058  .0023 


.0101  .0061 
.0109  .0058 
.0118  .0064 
.0128  .0068 
.0141  .0074 


.0073  .0084  .0034  .0038 


.0004 
.0041 
,0019 

,0068 
0031 


0001  JOOOI  .0000 
0030  .0024  .0032 
0004    .0000  T0008 


.0004 
0041 
.0012 


0049    ,0044    .0056    .0072 
0005    .0003    .0012    .0022 


,0089 
,0093 
,0099 


.0012    .0021    .0032 


.0000 
.0010 

.0000 
.0009 

.0000    .( 
.0002    .( 

.0000 

.0000 

70006    . 

.0020 

.0019 

.0013    . 

70001 

70001 

70008    . 

.0033 

.0028 

.0024    . 

.0000 

70001 

70008    . 

.0064 

004B 

0062    . 

.0068 

0052 

0066    . 

.0052 

0069 

0073    , 

.0067 

0064 

0078    . 

.0073 

0070 

0084    . 

,0000 
0019 
.0000 

0026 
0010 


.0028    .0026  ,0026 

.0031    .0026  .0029 

,0033    .0030  .0032 

,0035    ,0032  ,0035 

,0038    ,0033  ,0036 

70002   t0006  .0001 


.0000 
,0009 

.0000 
.0006 

.0000   . 
.0014    . 

,0001 

.0000 

.0004   . 

,0019 

.0014 

.0030    . 

.0003 

,0001 

.0012    . 

.0029 

,0019 

,0043    . 

.0006 

.0002 

.0017    . 

,0030  .0020 
,0031  ,0022 
,0034  ,0023 
.0036  .0024 
.0037    .0026 


,0002 
,0031 
,0014 


0071 
0078 
,0083 


0000 
0017 

.0000 
.0009 

.0000 

.0000 
.0013 

0006 

.0000 
.0010 

.0000 
.0007 

OOOO 
0011 

0003 

.0000 

.0000 

.0002 

0001 

70001 

.0000 

0000 

0037 

.0030 

.0038 

.0032 

0016 

.0021 

.0016 

0022 

0007 

.0002 

.0004 

.0006 

0000 

.0000 

70001 

0000 

0061 

.0062 

.0067 

.0062 

0022 

,0034 

.0026 

0036 

0012 

.0006 

.0010 

.0010 

0002 

,0002 

70001 

0001 

.0066 
.0072 
.0076 
.0081 
.0087 

.0065 
,0061 
.0066 
.0070 
.0076 

.0073 
.0080 
.0084 
.0086 
.0097 

.0066 
.0069 
.0064 
.0067 
.0072 

0024 
0024 
0028 
0028 
0029 

.0036 
.0038 
,0040 
.0044 
.0046 

.0029 
,0031 
,0096 
.0037  ' 
.0039 

0033 
0041 
0044 
0048 
0060 

.0009 

.0010 

,0020 

.0014 

0004 

.0001 

,0003 

0000 

.018        .033 


.012         .027 


,019 

..014 

,030 

.018 

,019 
,019 
.018 

.013 
,013 
,012 

.017 

.011 

0042  ,0038  .0028  .0056  ,0102 

0044  ,0039  ,0030  ,0066  .0107 

0048  ,0041  .0032  .0059  .0113 

0051  .0042  .0033  .0060  .0118 

0054  .0043  .0035  .0062  .0123 

,0089    .0128    .0057    ,0041  ,0022    .0029    ,0038    ,0048  ,0004   t0002   70006    .0002  ,0003  .0006  .0024  ,0130 


.0118 

6160 

0082    .C 

.0122 

0172 

0087    . 

.0127 

0186 

0092    . 

.0130 

0194 

0096    . 

.0134 

0204 

0100   . 

.0081 

0078 

0094    . 

.0086 

0084 

0101    , 

.0092 

0091 

0110    . 

.0096 

0099 

0116    . 

.0102 

0106 

0126    . 

.0048 

0041 

P034    . 

.0060 

0045 

0038    . 

.0054 

0046 

0039    . 

.0065 

0049 

0043    . 

.0059 

0053 

0046    . 

.0094 

0082 

0104    . 

,0100 

0087 

0111    . 

.0107 

0092 

0116    . 

.0113 

0098 

0122    . 

.0119 

0104 

0128    , 

.0136    .0214    ,0104    .0079 
,0140    ,0222 
.0144    .0227 
,0145    .0234 


,0108 

OllB 

0136    . 

,0115 

0131 

0144    . 

.0119 

0142 

0163    . 

.0124 

0162 

0164    . 

.0133 

0191 

0178    . 

0132 
0137 
,0142 


0062    ,0055    .0046    .0058 


.0044    .0036    ,0064    .0131 
.0066    .0138 
.0040 
.0040 
,0042 


.0018    .0031    ,0022 


.0128    .0112    ,0127    .0100 


0134  .0117 


.0144  .0105 
0151  ,0110 
0159  ,0117 


0057 
0060 
0062 
0067 


;0005  .0002  ,0006  .0004 


.0038  .0060  .0057  .0070 

.0042  .0064  .0061  ,0074 

.0046  .0068  .0065  ,0080 

0146  .0071  .0067  .0086 

.0061  .0076  .0069  ,0091 


.0097  ,0154  ,0066  .0041    .0036  ,0094  .0064  .0064     ,0010  .0003  .0006  .0012     .0003  .0006  ,0024  ,0084     ,0051  .0032  .0047  .0034    i0004  .0007  .0008  .0014 


,0150  .0242  .0118  ,0081 


.0218  .0188  .016 


,0076  .0073  .0081  .0083     .0048  ,0043  .0069  .0167     ,0168  .0148  ,0179  .0134    ,0056  ,0078  ,0071  .0096 


BtTREAV  Of  iUMDiSn 


OBD  RRllvap  Sn^neering  , 


Connterwelghted:    1/2  Its  i 
5offlyiAl  aectlooal  area,    ij 
f(*dfti8   or  gyration:    2,89 
SleoderpaeB 


compreEslo 

na  in  Inches  in 

Defleotlonfl 

Coopreaslcns  in  inches  in  8"  Gained  Lengths 

MB* 

Applied  Loads 

160"  Gauge 

d  Lengths:  for 

Mean 

at  middle  of 

40"  from  base  of  colomn  to  middle  <rf 

LecgtiB.  Strsi-llag  Xcm  aliilM   rf 

Comp. 

length 

gauged  length.    Pop  poaitlooB 

ColaSB,  ITT   pMltlwia 

Lbs.  Lbs  .per 

(Inches) 

totLl  sq.lnoh 

1     9 

&     4     6 

(iDcbea) 

Horlz,  Vert. 

12     3115789 

1    2    a    U    7    8    > 

j; 

47100  SOOO 

9420  iOOO 
47100  5000 
94200  10000 

9420  1000 
47100  BOOO 
94200  10000 
141300  15000 

9420  1000 

47100  5000 

94200  10000 

141300  15000 

150720  16000 

160140  17000 

169760  ieO£0 

179180  19020 

186600  20020 

9420  1000 

47100  5000 

94200  10000 

141300  15000 

168600  20020 

198020  21020 

207440  22020 

216860  23020 

226280  24020 

236700  25020 

9420  1000 
47100  6000 
94200  10000 
141300  15000 
166600  20020 
235700  25020 
245120  26020 
254640  27020 
263960  28020 
273360  29020 
282800  30020 

9420  1000 
47100  5000 
94200  10000 
141300  15000 
188600  20020 
236700  25020 
282300  30020 
292220  31020 


0174 

0199 

0200  .C 

.0004 

0010 

0021  .C 

.0174 

D200 

0198  .i 

.0401 

0441 

0440  .C 

.0012 

0009 

0026  .C 

.0179 

0212 

0201  . 

.0406 

0461 

0441  . 

.0636 

0694 

0686  . 

.0019 

0027 

0037  . 

.0166 

0216 

0206  . 

.0410 

0458 

0445  . 

.0633 

0697 

0684  . 

.0676 

0750 

0733  . 

.0723 

0800 

0785  . 

.0769 

0853 

0832  . 

.0811 

0908 

0886  . 

.0863 

0962 

0940  . 

.0022 

0066 

0100  . 

.0198 

0247 

0221  . 

.0419 

0462  . 

.0643 

0726 

0700  . 

.0916 

0942  . 

.0916 

1010 

0995  . 

.0966 

1076 

1049  . 

.1018 

1127 

1099  , 

.1084 

1183 

1166  . 

.1142 

1246 

1215  . 

.0029 

0066 

0069  . 

.0220 

0262 

0268  . 

.0465 

0506 

0504  .' 

.0679 

0746 

0742  . 

0989 

0985  .' 

.1126 

1236 

1232  . 

.1179 

1286 

1280  . 

1346 

1340  . 

,1293 

1407 

1406  . 

1477 

1475  . 

.1419 

1550 

1660  . 

.0124 

0156 

0169  .C 

.0306 

0247 

033B  .1 

0636 

0590 

0581  .1 

0704 

0830 

D618  .1 

.0952 

1078 

1066  .: 

1173 

1320 

1306  .: 

1369 

1572 

1666  . 

1411 

1634 

1626  .1 

.1652  .1716  .1710  .1686  .1720 


0000 

.0000 

eooo 

0210 

.0197 

0194 

00 

00 

.0026 

.0003 

0012 

.0190 

.0190 

0190 

.0431 

.0436 

0430 

00 

00 

.ooe6 

.0006 

0016 

.0200 

.0199 

0198 

.0436 

.0442 

0436 

.0672 

.0688 

0676 

00 

00 

.0029 

.0016 

0025 

.0209 

.0207 

0204 

.0431 

.0452 

0449 

.0675 

.0690 

0676 

.0721 

.0740 

0724 

00 

00 

.0771 

.0795 

0775 

00 

00 

.0826 

.0848 

0826 

00 

00 

.0879 

.0903 

0877 

00 

00 

.0928 

.0969 

0930 

00 

00 

.0060 

.0040 

0068 

,0229 

.0233    J)226 

.0470 

.0480 

0464 

.0700 

.0725 

0699 

.0936 

.0966 

0946 

.0988 

.1020 

0986 

00 

00 

.1040 

.1075 

1041 

00 

00 

.1093 

.1126 

1093 

00 

no 

.1149 

.1183 

1161 

00 

00 

.1214 

.1253 

121* 

00 

00 

.0061 

.0020 

0047 

.0261 

.0235 

0246 

.0495 
.0725 

.0483 
.0723 

0488 
0723 

.0968 

.0971 

0962 

.1208 

.1220 

1204 

.1258 

.1272 

1256 

00 

00 

.1315 

.1336 

1316 

00 

IK* 

.1376 

.1399 

1376 

00 

0C5 

1446 

.1472 

1446 

00 

005 

.1618 

.1546 

1617 

00 

01 

.0161 

.0130 

0146 

00 

00 

.0336 

.0327 

0331 

0576 

.0568 

0671 

0810 

.0815 

0796 

1058 

.1065 

1044 

.1313 

1261 

1644 

.1569 

1622 

DO 

01 

.1632 

1581 

01  s 

01b 

70001  ,0002  ,0001  .0000  ,0000  TOOOl  .0000  .0000 

.0027  .0028  .0025  .0001  .0000  .0024  .OOSS  ,0024 

.0001  .0002  .0000  .0000  .0000  .0000  .0001  ,oo<a 

.0041  .0042  .0040  ,0001  ,0000  .0037  .0087  .0086 

.0001  .0002  .0001  .0000  .0000  ,0000  .0001  ,0001 


.0044  .0046  ,0043  .0000  .0000  .0039  ,0040  .0042 

,0046  .0049  .0046  .0000  .0000  .0042  .0042  .0044 

.0046  .0062  ,0048  .0000  .0001  .0045  .0046  .0046 

.0052  .0054  .0051  0002  .0001  .0050  .0051  .0062 

,0054  .0057  .0064  ,U002  ,0001  .0053  ,0053  .0052 


.0000  .0000  .0002  .0000  ^0001  T2O0e  ,0000 

.ooM  .oo£4  .ooeT  ,0000  jx/tb  joosiz  jxes 

.0000  .0000  ,0008   .0001   .0001  -sOOOL   .oooc 

.'-028    .0058  ,0041    ,0001    ,00S9    .OO&S    ^'I't^? 

.0000  .0000  .ooos  Toooe  ,0001  -rOOOfl  .oocc 


_       __  >5** 

;;045  ;6647    .0060  .0000    .0060  ,0044    .^'J^  .»*£ 

.0047  .0049    ,0052  .0002    ,0064  .0049    r'X^l  3043 

.0060  ,0052    .0056  .0002    .006?  ,0052    ,DC=-4  .X36Z 


.0001    ,0002    .0001    .0002    ,0003    .0008        .0000    ,0001   .0002    ,0000   .0016   tOOOE    ,XOO      .'.COO 


.0068 

0060 

0056  . 

.0061 

0063 

0059  . 

.0064 

00^6 

0062  . 

.0068 

0068 

0064  . 

.0070 

0072 

0069  . 

,0000    ,0002  .0054 

,0000    ,0000  .0057 

,0000   .0000  .0060 

,0000   ,0001  .0063 

.0000    .0001  ,0065 


0054  .0054 
,0054  ,0058 
,0061  ,0060 
,0064  ,0063 
.0066 


.0002    ,0001    ,0000   t0002    .0004    .0000    .0002    ,0008 


,0070  TOOOl  T0OO3 
0073  .0000  ^0003 
0076   .0000   tOOOS 


,0004    .0004    .0003  10002   tOOOS    ,0001    .0004    .0002 


0053    .0054   ,0068  ,0000   ,0069  .0061   .OOSc 

0056   .0057    .0060  ,0001   .OOTl  .0056   .006= 

0060    .0061    .0063  .0003   .0077  .0058    .OC^ 

0062    ,0063    .0065  .0001   .0079  .0052    ,OC-U 

0066    .0065    .0070  .0002   .0063  .0064   .0«J 

,0000   ,0000  70004  rOOOS    ,0015  .0061  lOOCT- 


.0072 

0072  . 

.0076 

0076  . 

.0078. 

0079  . 

.0082 

0082  . 

.0066 

0086  . 

.0067 

0068 

0066 

0067  . 

.0070 

0072 

0072 

.0074 

0076 

0074 

.0077 

0078 

0078 

.0081 

0062 

0060 

.^J^Jo.      .0065  ,0000 

.0072    .0068  .0000 

.0073    .0071  .0000 

.0077    .0075  .0000 

,0060    .0080  ,0001 


.■j066    .0-:c?  .3OT0 

.0071    .007-1  .00T3 

.0074  .jCTi  .oora 

.0078  .006C  .ooeo 

.0061   .X&3  .0064 


.0002    ,0004   .0000  70003    ,001T  lOOOE   .0001     .OOO* 


.0090    .0090    .0087    .0000  T0002    .0083    ,0086    .0086  -0082    .0084    .0< 


.^X!£    .0103    .0066    .006-     .0089 


.0002    ,0109    .0091   .0C9I      .003* 


impreaeions    in  Inchei 

40"   from   top  of   ao] 

gsueefi  lenirtli, 

2  3  U 


all:   Ze'll"" 


Ganged  lengthfl;    ISO" 

In  8"  Gauged  Lengths     : 
For  positions  : 


REPORT  01  TEST  SO, 29   (Caatlnuod)- 


Applle 

Lbs 
total 

d  Loads: 

Lbs  .par 
sq  .inob 

Compreesions  in  inches   in 
6"  Oanged  Lengths.     10" 
froB  base  of  colomn  to 
middle  of  geaged   length. 
For  positions 

13           7           9 

Corapresslona   in   laches    in 
9"Gauged  Lengths,       10" 
from  top  of  column  to 
middle  of  gauged  length, 
For  positions 

13            7            9 

(Jompreaaions  in  inches  in 
8"  Saaged  Lengths,     8" 
from  base  of  column  to 
middle  of  gauged  length. 
Por  posit  lorn 

4           6           10         12 

jompreseions  in  inches  in 
b'  Gauged  Lengths,  16" 
from  base  of  column  to 
middle  of  gauged  length, 
yor  positions 

4           6           10         1£* 

Compressions  in  incUes  in* 
8"  Gauged  Lengths.       8" 
froo  top  of  colUMi  to 
middle  of  ganged  length. 
For  positions 

4            6            10          1£ 

CflH^easlona  Ln  laecee  la  ; 
e»  Gecged  Leagtfca.  U* 

froD  top  7f  eol^B  to 
middle  of  gssgea  length.     : 
for  poeltloM 

4           6           10         li         : 

,0000    ,0000    .0000    .0000    ,0000    ,0000    .0000    ,0000 


.0000   .0000   .0002'  .0000  tOOOI  tOOO£    .0000 

.00S4  .odii  .ooeT  .0000  .oose  .0022  .002s 

.0000  .0000  .0005  .0001  .0001  ::000£  .0000 


.0010  .0010  ,0010  .0000 

.0000  ,0000  tOOOI  .0000 

,0024  .0025  .0026  ,0000 

.0000  .0000  ,0002  .0000 


,0066  ,OOSe  .0041  .0001  ,0039  .0056  .0039   .0058  .0039  .0040  .0000 
•0000  .0000  .coo?  70002  .0001  TOOOI  .0000   .0000  .0000  .0002  .0000 


0001    .0012    .0011  .0012 

.0001  tOOOI    .0000  ,0001 

.0001    .0024    .0024  .0026 

,0001    ,0001   .0002  .0004 

.0001   .0037    .0037  ,0046     Snapping  ] 

.0001    .0002    .0000  ,0005 


.0044 

0000 

OOOl 

0039 

0040 

.0044 

.0046 

0000 

0001 

0045 

004? 

SnapploA  noise 

004B 

.0046 

0001 

0001 

0061 

0047 

Snanplng  uolea 

0061 

.0051 

0002 

0001 

0063 

0061 

.0064 

.0067 

0062 

.0054 

.0062 

0064 

.0064 

0002 

0001 

0066 

0062 

.0050   .0(»S    .0055    .0002 

.0000   ,0001    .0002    .0000   .0016   T0002    .0000      .0000   .0001    .0004    .0003    .0001    .0004    .0002    .0006 


.0063 

0054 

0068 

0000 

0069    .C 

.0066 

0057 

0060 

0001 

0071    . 

.0060 

0061 

0063 

0003 

0077    . 

.0062 

006S 

0O66 

0001 

0079    . 

.0066 

0066 

0070 

0O02 

0OB3    . 

,00rl  ,0055   . 

0056  .0056 

0058  .0062 

,0062  .0065 


0056    ,0057  ,0000  .0001 

0056    .0059  ,0001  .0001 

,0062    .0063  .0001  .0001 

,0066    .0066  .0000  .0000 

,0068    .0068  .0000  .0000 


0053  .0060 
,0056  .0062 
,0059    .0064     Snapping  noiSi 


E        ,0000   ,0000  T0004   70002    .0013    .0051  tOOOI      .0000    .0000   ,0002   7OOOI    .0003    .0001  70002    .0004 


.0070 
.0072 
.0075 


,0002    .0004    .0000 


,0OM    .0083    .0056    .0069      ,0070    .0070  .0070  .0000 

0074  .0074  .0000 

0077  .0077  .0001 

0080  .0080  .0000 

,0063  .0084  7OOOI 

0002    .0017   -jOOOE    .0001      ,0004    ,0004  ,0006  ,0000 


:0003  .0069  .0066  .0073 


0076  Snapping  noise 

0079  snapping  noise 

,0082  Snapping  noise 

,0086  Snapping  noise 


0002  ,0004  ,0001  .0006 


.0082  .0064  .0064  .000£  .0103  .0086  .0087   .0089 


.0088  .0000  ;0001 


i         .0064  .0067  .OOee  .0002  .0109  .0091  .0092   .0092  .009i  .0091  .0000  7OOOI  .0088 
-seW-lng  In  center. 


south  Elde  21"  from  top 
and  on  lower  6  feet.  On 
north  side  BCQling  quite 
appreciably  on  edges  of 
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1000 
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6000 

%141300 

lOOOO 

16000 

188600 

20020 

286700 

26020 

£82800 

30020 

299220 

31020 

ZD1640 

32020 

0000  .0001  .0000  70002 

.0024  .0019  .0016  .0020 

,0002  .0000  .0000  jOOOl 

,0036  .0029  .0029  .0029 

0004  .0002  .0001  .0001 


.0037  .0032  .0031  .0031 

.0040  .0036  .0036  .0034 

,0042  ,0036  .0037  .0036 

.0046  .0039  .0040  .0041 

.0046  .0041  .0042  .0046 


,0000  .0000  ,0003  ,0001 

.0021  .0018  .0026  .0026 

.0002  .0001  .0007  .0006 

.0031  .0029  .0035  .0037 

.0003  .0002  .0006  .0006 


.0033 

0032 

.0038 

.0038 

0030    . 

.0036 

0033 

,0040 

0031    . 

.0038 

0036 

.0041 

,0044 

0033    . 

.0041 

0039 

.0041 

.0047 

0034    . 

.0043 

0040 

.0046 

.0048 

0036    . 

.0003  .0001  .0002  .0001 

0020  .0014  .0012  .0014 

,0006  .0002  .0002  .0002 

0029  ,0023  .0016  .0020 

0011  .0005  ,0004  ,0003 


,0024  .0018  ,0022 

,0026  ,0018  ,0023 

.0027  ,0020  ,0024 

,0030  ,0021  ,0024 

,0032  ,0022  ,0026 


OOOO  .0002  TOOOI 

0037  .0028  .0025 

0003  .0002  .0002 

0060  .0048  .0041 

0005  ,0006  .0005 

,0064  ,0063  ,0042 


,0004  ,0001  .0002  ,0006      ,0004  ,0003  ,0004  ,0008     .0014  .0006  .0004  .0002    .0008  .0009  .0006 


.0062  .0043  .0044 

.0065  .0044  .0046 

.0067  .0046  .0049 

.0069  .0050  .0061 

.0062  ,0062  .0063 


0032 

0022 

.0026 

0077 

0074 

.0069 

0026    . 

.0046 

0046 

0064 

0O4O 

0034 

0022 

.0026 

0081 

0077 

0066 

0042 

0034 

0023 

.0028 

0086 

0080 

.0061 

0054 

0068 

0044 

0036 

0022 

.OOSO 

0090 

.0054 

.0056 

.0066 

0061 

0060 

0046 

0038 

0024 

.0031 

0095 

0090 

.0003  rt002  .0000  .0001 


.0004  .0003  .0009  .0006     .0016  .0007  .0000  .0000    .0010  .0008  .0007 


0059 

0052 

0063    . 

0062 

0064 

0066    . 

0066 

0069    , 

0066 

0068 

0062    , 

0071 

0062 

0065    , 

0062 

0046 

,0036 

.0024 

.0030 

.0066 

.0093 

0060 

0048 

,0040 

.0026 

.0032 

.0102 

0049 

,0041 

.0026 

0060 

.0042 

.0027 

.0033 

0066 

0069 

.0063 

.0076 

0074 

0052 

.0044 

.0029 

.0038 

,0005  tOOOI  .0001  ,0006     ,0007  ,0003  ,0011  ,0006 


,0018  ,0010  ,0004  70001    .0016  ,0014  .0012 


j0074  ,0064  ,0067  .0066     _ 

,0076  .0067  ,0069  .0072      .0077  .0069  ,0080  ,0084 


.0072  .0066  .0076  .0076     .0055  ,0045  .0026  .0034    •''J^^'^^Jt  'ninJ 


,0054  ,0046  .0050  .0055    .0126  ,0122  ,0106 


.0000  ,0000  .0000  .0000 

.0006  .0007  .0009  .0003 

.0002  .0002  ,0005  7OOOX 

.0014  .0013  ,0013  .0009 

,0002  ,0002  .0004  .0000 

.0020  .0016  ,0016  .0014 

.0002  .0002  ,0002  .0000 


,0086  .0025  .0022  .0019 
,0004  ,0007  ,0004  .0000 


0024  .0021  .0021 

0026  .0020  .0021 

0026  .0022  .0021 

0028  .0022  .0022 

,0030  .0022  ,0022 

0002  .0002  70003 


,0003  .0002  .0001  .0000 


"Could  not  USB  strain 
gauge  here  on  Boconnt 
washer  under  Isttloe  bar. 


.0031 

.0029 

0022 

0022 

.OOSO 

0023 

0024 

.0031 

0024 

.0034 

.0038 

0024 

.0036 

.0032 

0026 

0026               .£ 

.0000  .0000  ,0000  .0000 

.OOU  JXnS  ,0012  ,0014 

.0002  30001  .0001  ,0004 

.0028  .0054  .0033  .0032 

.0004  .0004  ,0007  ,0004 

,0046  .0054  .0035  .0051 

.0006  .0007  JXX»  .0077 


0060  .0067  .0059  .0057 

0064  .0062  .0063  .0059 

0057  .0068  .0068  .0064 

.0062  .0071  ,0074  .0067 

.0066  ,0076  .0079  .OOTl 

.0010  .0012  .0015  .0010 


.0086  .0096  .0101  .0098 


,0099  .0108  .0118  .0104 


.0019  .0081  .0029  .00££ 


partioulerly  Deer  Junc- 
of  latticing  and  channels. 


